Google 


This  is  a  digital  copy  of  a  book  that  was  preserved  for  generations  on  library  shelves  before  it  was  carefully  scanned  by  Google  as  part  of  a  project 

to  make  the  world's  books  discoverable  online. 

It  has  survived  long  enough  for  the  copyright  to  expire  and  the  book  to  enter  the  public  domain.  A  public  domain  book  is  one  that  was  never  subject 

to  copyright  or  whose  legal  copyright  term  has  expired.  Whether  a  book  is  in  the  public  domain  may  vary  country  to  country.  Public  domain  books 

are  our  gateways  to  the  past,  representing  a  wealth  of  history,  culture  and  knowledge  that's  often  difficult  to  discover. 

Marks,  notations  and  other  maiginalia  present  in  the  original  volume  will  appear  in  this  file  -  a  reminder  of  this  book's  long  journey  from  the 

publisher  to  a  library  and  finally  to  you. 

Usage  guidelines 

Google  is  proud  to  partner  with  libraries  to  digitize  public  domain  materials  and  make  them  widely  accessible.  Public  domain  books  belong  to  the 
public  and  we  are  merely  their  custodians.  Nevertheless,  this  work  is  expensive,  so  in  order  to  keep  providing  tliis  resource,  we  liave  taken  steps  to 
prevent  abuse  by  commercial  parties,  including  placing  technical  restrictions  on  automated  querying. 
We  also  ask  that  you: 

+  Make  non-commercial  use  of  the  files  We  designed  Google  Book  Search  for  use  by  individuals,  and  we  request  that  you  use  these  files  for 
personal,  non-commercial  purposes. 

+  Refrain  fivm  automated  querying  Do  not  send  automated  queries  of  any  sort  to  Google's  system:  If  you  are  conducting  research  on  machine 
translation,  optical  character  recognition  or  other  areas  where  access  to  a  large  amount  of  text  is  helpful,  please  contact  us.  We  encourage  the 
use  of  public  domain  materials  for  these  purposes  and  may  be  able  to  help. 

+  Maintain  attributionTht  GoogXt  "watermark"  you  see  on  each  file  is  essential  for  in  forming  people  about  this  project  and  helping  them  find 
additional  materials  through  Google  Book  Search.  Please  do  not  remove  it. 

+  Keep  it  legal  Whatever  your  use,  remember  that  you  are  responsible  for  ensuring  that  what  you  are  doing  is  legal.  Do  not  assume  that  just 
because  we  believe  a  book  is  in  the  public  domain  for  users  in  the  United  States,  that  the  work  is  also  in  the  public  domain  for  users  in  other 
countries.  Whether  a  book  is  still  in  copyright  varies  from  country  to  country,  and  we  can't  offer  guidance  on  whether  any  specific  use  of 
any  specific  book  is  allowed.  Please  do  not  assume  that  a  book's  appearance  in  Google  Book  Search  means  it  can  be  used  in  any  manner 
anywhere  in  the  world.  Copyright  infringement  liabili^  can  be  quite  severe. 

About  Google  Book  Search 

Google's  mission  is  to  organize  the  world's  information  and  to  make  it  universally  accessible  and  useful.   Google  Book  Search  helps  readers 
discover  the  world's  books  while  helping  authors  and  publishers  reach  new  audiences.  You  can  search  through  the  full  text  of  this  book  on  the  web 

at|http: //books  .google  .com/I 


r 


\/  .        .  .  V  .,  .A  -"jV-- 


HAYDEN'S  ANNUAL 
Cyclopedia  or  Insurance 


""a 


IN  THE 


UNITED  STATES 


19094910 


RSTABUSHRD  IN   189I   BY  H.   R.   HaYDEN 


HARTFORD,    CONN. 

The  Insurance  Journal  Company 

publishers 

1910 


416691A 

AST.^R,  LEmnx  AKD 


Copyright  1910 

BV 

The  Insurahcb  Journal  Co. 


Hartpoed,  Coirv. 

Press  of  R.  S.  Peqk  &  Co» 

1910 


.  i 


Annual   Cyclopedia   of  Insurance. 


A 


AACHEN  AND  MUNICH  FIRE  INSURANCE  COMPANY 
of  Ajx-la-Chapelfe,  Germany.  Joseph  A.  Kelsey,  manager  for  the 
United  States,  with  headquarters  at  New  York;  S.  H.  Quacken- 
bush.  supt.  of  agencies;  Conroy  &  Grim,  San  Francisco,  managers 
Pacific  Coast  department;  Dan  B.  Harris,  manager  Southern  depart- 
ment, Atlanta,  Ga. 

ABANDONMENT.  In  marine  insurance  the  relinquishment  of 
an  insured  ship  or  cargo  to  the  underwriters  when  the  same  is 
damaged  and  the  claim  is  for  a  total  loss.  There  is  no  abandonment 
in  fire  underwriting. 

ACCIDENT  INSURANCE.  The  ordinary  accident  insurance 
-policy  grants  a  fixed  compensation  to  the  insured  for  a  limited  time 
.in  case  of  disabling  accident,  and  also  a  definite  amount  to  be  paid 
to  a  designated  person  if  death  results  from  accident.  Such  policies 
are  in  general  strictly  limited  by  their  terms  to  accidents  which 
totally  disable  or  kill  the  insured.  Some  companies  issue  modified 
forms  providing  for  injury  and  death,  with  an  additional  clause 
as  to  partial  disabilities  of  a  permanent  nature,  such  as  loss  of  a 
limb,  an  eye,  a  hand,  or  foot.  In  order  to  recover,  the  injury  must 
arise  from  "external,  violent,  and  accidental  means,"  and  must  be 
incurred  while  the  insured  is  not  unnecessarily  exposing  himself  to 
"obvious  danger,"  and  while  he  is  not  engaged  in  an  occupation 
more  hazardous  than  that  in  which  he  has  elected  to  be  classified  and 
insured;  or  if  more  hazardously  occupied  at  the  time  of  the  injury, 
then  recovery  can  be  had  only  to  the  extent  to  which  the  premium 
paid  would  have  purchased  insurance  in  the  more  hazardous  class. 
Within  these  limits  there  has  been  found  a  great  deal  of  ground 
for  differences  of  opinion,  and  many  of  the  points  which  have  been 
settled  have  only  been  disposed  of  after  harassing  litigation.  [See 
Legal  Decisions  Affecting  Insurance.     Accident  Insurance.] 

The  following  is  a  statement  of  the  personal  accident  business 
of  the  principal  companies  in  19C9 : 

Companies. 

.^tna     Life 

American    Assurance,    . 

Vmcrican    Fidelity, 

ontinental, 

mpire    Sutc    Surety, 
Employers*    Liability, 


PriMTiiums 

Claims 

Written. 

Paid. 

$i,502,2«;o 

$659,144 

105,203 

36,313 

89,7^7 

24.674 

2,016,204 

825,905 

72,203 

65.499 

225,945 

103,147 

4. 


Accident  Insurance. 


Premiums 

Claims 

Written. 

Paid. 

1,804,098 

836,29  s 

60,073 

14.436 

3-2 -2.3-'3 

104,135 

630 

65.250 

16,774 

707.593 

301,999 

108,561 

40.437 

125,237 

69.472 

897,726 

291,961 

J7i,i  69 

99.759 

936,207 

311,507 

^7f234 

4,181 

135.004 

55,208 

32,247 

3Jt'S7 

113,602 

37,766 

109,932 

55,i5» 

1,130,719 

423,679 
10,160 

34,990 

1,024,07s 

402,443 

3,220,250 

•  ,225,117 

14,466 

511 

552,868 

-^31,454 

45,805 

9.591 

$15,752,191 

$6,260,375 

Companies. 

Fidelity   and    Casually, 

(lerinan   Commercial  Accidci  I, 

(ireat   Eastern   Casualty, 

Home     Accident, 

London   Guarantee  and   Accident. 

Maryland    Casualty, 

Metropolitan     Casualty, 

New  Amsterdam   (Casualty,     . 

North   American, 

Ocean   Accident   and   Guaraiilee, 

Pacific    Mutual,     . 

Pacific   Mutual    Indemnity,    . 

Pennsylvania    Casualty, 

Pittsburgh     Casualty, 

Phoenix    Preferred, 

Philadelphia    Casualty, 

Preferred, 

Royal    Casualty, 

Standard    Accident, 

Travelers,     .... 

Travelers    Indemnity, 

United    States    Casualty, 

United    Surety, 

Total,    1908  .      ■    . 

The  American  Casualty  reported  premiums  written  $121,444, 
claims  paid,  $51/^99;  Woodmens  Casualty,  premiums  written  $215,- 
o,?5,  losses  paid,  ^72,270',  Casualty  Company  of  America,  premiums 
written,  $280,187,  claims  paid,  $132,788;  Commonwealth  Casualty, 
premiums  written,  $150,993,  losses  paid,  $48,705;  Federal  Casualty, 
premiums  written,  $3i2,46i5,  claims  paid,  $125,457;  General  Accident, 
premiums  written,  $1,066,848,  claims  paid,  $415,651;  National 
Casualty,  premiums  written,  $697,407,  claims  paid,  $267,138;  United 
States  Health  and  Accident,  premiums  written,  $944,900.  claims 
paid,  $406,321  ;  Massachusetts  Accident,  premiums  written  $212,553, 
claims  paid,  $80,945;  Ridgely  Protective,  premiums  written,  $195,712, 
claims  paid..  $136,949.  The  Fidelity  Accident,  premiums 
written,  $42,372,  losses  paid.  $15,179;  Frankfort,  premiums  written, 
$»^7j413»  losses  paid,  $35,161.  These  figures  include  both  acci- 
dent and  health  business  and  are  therefore  not  included  in  the  above 
table. 

Several  of  the  above  companies  also  w^rite  Workingmens  Col- 
lective Insurance,  which  is  a  form  of  personal  accident  insurance 
written  under  a  blanket  policy  in  the  name  of  the  employee  as 
trustee,  and  the  premium,  which  is  based  upon  the  annual  pay-roll, 
may  be  divided  pro  rata  among  the  einployees  or  the  whole  borne 
by  the  employer.  The  following  is  a  statement  of  pretniums  and 
losses  under  this  form  of  policy  for  uyog: 

Companies, 

/Etna    Life, 

Casualty  Company   of  America, 

Employers'     Liability, 

Frankfort, 

London    Guarantee, 

New  Amsterdam   Casualty, 


Premiums 

Claims 

Written. 

Paid. 

$.44,088 

$18,409 

63.341 

30.340 

^6,377 

12,464 

64,846 

83,555 

104,909 

48,113 

2,414 

1,565 
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Companies. 

Ocean    Accident, 

Pacific   Coast    Casualty, 

Pennsylvania    Casualty, 

Philadelphia    Casualty, 

Standard     Accideni, 

Travelers. 

I'nitrd    States    Casualty, 


Prt-iniums 

Claims 

Written. 

Paid. 

5i.5»3 

aj,738 

15.679 

5. '84 

5.1 1-' 

4.551 

4. '•-•-• 

83  r. 

=8.37 « 

•  8.953 

i^^^^l^ 

i-f.-Ji3 

11,170 

4.3«4 

$J54.5-'> 


$2''3.30S 


ACCIDENT    UNDERWRITERS,    INTERNATIONAL    AS 
SOCIATION   OF.      [Sec  International  Association.] 

ACTUARIAL  SOCIETY  OF  AMERICA  was  organized  April 
25,  1889.  [For  an  account  of  the  origin,  charter,  and  early  pro- 
ceedings of  this  organization  see  the  Cyclopedia  of  Insurance  for 
1890-1.]  The  first  President-  was  Shc^ard  Homans,  the  second 
David  Parks  Fackler,  elected  in  1891 ;  the  third  Howell  W.  St.  John, 
elected  in  1893;  the  fourth  Emory  McClintock,  elected  in  1895,  the 
fifth  Bloomfield  J.  Miller,  elected  in  1897,  the  sixth  Thomas  B. 
Macauley,  elected  in  1899,  the  seventh  Oscar  B.  Ireland,  elected  in 
1901,  eighth  Israel  C  Pierson,  elected  in  1903  and  1904;  the  ninth 
Rufus  W.  Weeks,  elected  in  1905 ;  the  tenth  Daniel  H.  Wells,  elected 
1906  and  1907,  John  K.  Gore,  elected  in  1908- 1909.  [See  the 
Cyclopedia  of  Insurance   from   1890- 1   to   1906-7,   inclusive.] 

The  regular  autumn  meeting  of  the  Society  was  held  in  Spring- 
field, Masfs.,  October  14  and  15,  1909.  President  Gore  presided. 
Papers  were  read  as  follows:  "Some  Considerations  Relative  to 
the  Perpetual  Interest  Rate."  by  Walter  S.  Nichols;  '*Staff  Reserve 
Funds;  an  Investigation  of  the  Mortality  Among  Canadian  Civil 
Service  Pensioners,"  by,  Milton  D.  Grant;  "A  Note  on  Annuity 
Reserves,"  by  Emory  McClintock;  "Valuation  by  Attained  Ages," 
by  Robert  Henderson;  **The  Rate  of  Permanent  Disability  Among 
Assured  Lives  and  the  Rate  of  Mortality  Among  Disabled  Lives." 
])y  Sidney  H.  Pipe,  and  David  Parks  Fackler  discussed  the  early 
conception  and  use  of  the  contribution  formula  for  dividing  surplus. 
Papers  read  at  the  annual  meeting  in  May  were  discussed,  and 
business  matters  considered  included  a  proposition  from  the  Census 
Ikireaii  for  co-operation  from  the  Society  in  improving  the  census 
vital  statistics,  and  the  question  of  co-operating  with  the  Medical 
Directors  Association  in  extending  the  society's  specialized  mortality 
investigation.     Both  suggestions  were  favorably  considered. 

The  twenty-second  annual  meeting  of  the  Society  was  held  in 
Xew  York,  May  19  and  20,  1910.  and  there  was  a  large  attendance. 
Papers  were  read  as  follows :  "Some  Uses  for  the  Hollerith  Ma- 
chines," Henry  N.  Kaufman ;  "Reinstatement  of  Policies  on  Im- 
paired Risks  iloldinj  Extended  Term  Insurance,"  Henry  Moir; 
"Life  Experience  of  the  Travelers  Insurance  Company."  Hiram  J. 
Messenger;  "Method  of  Making  Mortality  Investigations  by  Means 
of  Perforated  Cards,  Sorting  and  Tabulating  Machines,  with  Special 
Reference  to  the  Medico- Actuarial  Mortality  Investigation,"  Arthur 
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Hunter;  'The  Rate  of  Cessation  and  Valuation  of  Renewal  Com- 
missions," Percy  C.  H.  Papps.  Papers  read  at  the  1909  autumn  meet- 
ing were  discussed,  and  the  investigation  of  the  mortality  experience 
oi  companies  to  he  undertaken  jointly  by  the  Society  and  the  Asso- 
ciation of  Metlical  l)irect(»rs,  was  the  principal  suhjtct  of  rjiscussion 
during  the  second  day's  session. 

Officers  were  elected  as  follows:  President,  Archibald  A.  Welch, 
Phoenix  Mutual;  vice-presidents,  William  C.  Macdonald,  Confedera- 
tion Life,  and  Walter  C.  Nichols,  editor  Insurance  Monitor',  secre- 
tary, Arthur  Hunter,  New  York  Life;  treasurer,  D.  G.  Alsop,  Pro- 
vident Life  &  Trust;  editor,  Wendel  M.  Strong,  Mutual  Life. 

The  following  was  the  official  membership  roll  of  the  society 
on  June  i,  1910: 

The  Council — Officers:  Archibald  A.  Welch,  president;  first  vice-president, 
William  C.  Macdonald;  second  vice-president,  W.  S.  Nichols;  .'Xrthiir  Hunter, 
secretary;  David  Ci.  Alsop,  treasurer;  Wendel  M.  Strong,  editor  of  the  Trans- 
actions; ex-presidents,  David  Parks  Fackler.  Ilowell  W.  St.  John.  Emorv  Mc- 
riintock.  Thomas  H.  Macaulay.  Dscar  B.  Ireland,  Rufus  W.  Weeks.  Daniel 
H.  Wells.  John  K.  Gore;  elected:  James  M.  Craij?,  May.  191 1;  P.  C.  II.  Papps, 
May,  191 1 ;  F.  II.  Johnston.  May,  191 1;  E.  E.  Rhodes,  May,  1912;  Henry  Moir, 
May,  1912;  H.  J.  Messenger,  May.  1912;  A.  B.  Wood. 

FELLOWS. 

Thomas  Gans  Ackland,   F.   I.  A.,   F.   S.   S.,  London,  England. 
David  Griscom  Alsop,  Actuary,  Provident  Life  and  Trust  Company,  Phila- 
delphia, Pa. 

•  Jesse  John  Barker.  Consulting  Actuary,  Penn  Mutual  Life  Insurance 
Conipany.    Philadelphia.    Pa. 

Amedee  Begault,  Mem.  A.  A.,  Belgium;  Cor.  Mem.  I.  A.,  Eng.,  and  I.  A., 
France;  Gen.  Sec'y  Permanent  Com.  International  Congress  of  Actuaries, 
Brussels. 

Alfred  Kimball  Blackadar,  A.  M.,  F.  I.  A.,  Actuary,  Canada  Insurance  De- 
partment,  Ottawa,   Canada. 

Samuel  Sweet  Boyden,  Actuary,  Union  Mutual  Life  Insurance  Company. 
Portland,    Me. 

Thomas  Bradshaw.  F.  I.  A.,  Actuary,  Imperial  Life  Assurance  Company, 
Toronto,    Canada. 

John  Jones  Brinkerhoff,  A.M.,  Actuary,  Association  of  Life  Insurance 
Presidents,   New  York. 

Edmund  Ernest  Cammack,  Aetna  Life  Insurance  Company.  Hartford,  Conn. 

David  Garment.  F.  I.  A.,  F.  F._  A.,  Assistant  Actuary,  Australian  Mutual 
Provident    Society,    Sidney,    Australia. 

Raymond  VanArsdale  Carpenter,  M.  Sc,  Assistant  .\ctuary,  Metsopolitan 
Life  Insurance  Company,  New  York. 

*  Hubert  Cillis,  V^icc-President,  Germania  Life  Insurance  Company,  New 
York. 

Henry  Cockburn,  F.  I.  A.,  F.  F.  A.,  Life  Manager  and  Actuary,  North 
British  and  Mercantile  Insurance  Company.   London,   England. 

Richard  Huntington  Cole,  A.  B.,  Actuary,  Connecticut  General  Life.  Hart- 
ford,   Conn. 

James  Douglas  Craig,  Assi.stant  Actuary,  Metropolitan  Life  Insurance  Com- 
pany,  New  York. 

•Tames  Mcintosh  Craig,  Actuary,  Metropolitan  Life  Insurance  Company, 
.N'ew   York.  •  , 

James  Camp  Crawford,  A.  M..  Associate  Actujiry,  Northwestern  Mutual 
r.ife    Insurance    Company,    Milwaukee,    Wis. 

Emma  Warren  Cushman,  Actuary.  Massachusetts  Insurance  Department, 
K  ivton.    Mass. 
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Adolph  Davidson,  B.  S.,  Cor.  Mem.  I.  A.  Fr.,  Actuarial  Department.  New 
York   Lite   Insurance   Company,   European   Office.    Paris,   France. 
Miles  Menander   Dawson,   F.   I.   A.,   New   York. 

*  Joseph  Arend  De  Boer,  A.  M.,  President  National  Life  Insurance  Com- 
pany   of   Vermont.    MontpcHer,    Vt. 

William   Roadlcy  Dovey,    F.    F.   A.,   London,   England. 

Herbert  Beeman  Dow,  Actuary,  New  England  Mutual  Life,  Boston,  Mass. 

*  David  Parks  Fackler,  A.  M.,  Cor.  Mem.  I.  A.  Eng.,  I.  A.  Fr.,  and  Con- 
sulting Actuary,   New  York. 

Edward  Bathurst  Fackler,  A.  B.,  LL.  B.,  New  York. 

Colin  Campbell  Ferguson,  B.A.,  A.I.A.,  Actuary,  Great  West  Life 
Insurance  Company,  Winnipeg,  Man. 

*  Robert  Patterson  Field,  A.M..  M.E.,  West  Philadelphia,  Pa. 

Lome  Kenelin  File,  B.A.,  A.I.A.,  Canada  Life  Insurance  Company, 
Toronto,  Canada. 

Benedict  Devine  Flynn,  Assistant  Actuary,  Travelers  Insurance  Company, 
Hartford. 

Morris  Fox,  A.  I.  A.,  Actuary,  New  2^aland  Insurance  Department, 
Wellington,  New  Zealand. 

Frederick  William  Frankland,  F.  I.  A.,  Okataina,  Foxton,  Manawatu,  New 
Zealand. 

Tohn  Marshall  Gaines,  Ph.D.,  A.  I.  A.,  New  York,  N.  Y. 

William^  S.  Gajrlord,  A.B.,  Home  Life  Insurance  Company,  New  York. 

John  Kinsey  Gore,  A.M.,  Actuary,  Prudential  Insurance  Company,  New* 
ark,    N.   J. 

{ames  Howard  Gore,  Ph.D.,  Professor  of  Mathematics,  George  Washing* 
Tniversi^,  Washington. 

William  Joseph  Graham,  Vice-President  and  Actuary,  Northwestern  National 
Life   Insurance  Company,   Minneapolis. 

Milton  D.  Grant,  B.A.,  F.I.A.,  Liverpool,  Nova  Scotia,  Can. 

Arthur  R.  Grow,  Actuary,  New  York  Life  Insurance  Company.  ^ 

Clayton  Coleman  Hall,  LL.B.,  A.M.,  Consulting  Actuary.  Baltimore,   Md. 

Samuel  Stickney  Hall,  A.B.,  Actuarial  Assistant,  Mutual  Life  Insurance 
Coropany>  New  York. 

Menno  Snyder  Hallman,  M.S.,  A. LA.,  Actuary,  Mutual  Life  Lnsurance 
Company  of  Canada,  Waterloo,  Ontario. 

Robert  George  Hann,  A.  I.  A.,  Associate  Actuary,  Equitable  Life  Assur- 
ance   Society,    New    York. 

Edward  E.  Hardcastle,  M.A.,  A.  I.  A.,  Associate  Actuary,  Union  Central 
Life  Insurance  Company,  Cincinnati,  O. 

Francis  Henry  Hemperly,  Actuary,  United  Security  Life  Insurance  and 
Trust   Company.    Philadelphia,   Pa. 

Robert  HCTiderson,  B.A.,  F.  I.  A.,  Assistant  Actuary,  Equitable  Life 
Assurance  Society,  New  York. 

*  William  Hendry,  Consulting  Actuary,  Berlin,  Ontario,  Canada. 
Charles   I^niel   H^ham,   F.    I.    A.,   Actuary   and   Secretary,   London   Life 

Association,    London,    England. 

Charles  Hildebrand,  Ph.B.,  Assistant  Actuary,  Connecticut  Mutual  Life 
Insurance   Company,   Hartford,   Connecticut. 

William  Richmond  Hitchins,  A.B.,  A.  I.  A.,  Assistant  Actuary,  Toronto, 
Canada. 

*  John  Marshall  Holcombe,  A.M.,  President,  Phoenix  Mutual  Life  In- 
surance Company^   Hartford,   Conn. 

George  William  Hubbell,  A.B.,  Actuary,  United  States  Life  Insurance 
Company,    New    York, 

William  Hughes,  F.   I.  A.,  London,  England. 

Arthur  Hunter,  F.  F.  A.,  A.  I.  A.,  F.  S.  S.,  Actuary,  New  York  Life  In- 
surance Company,  New  York. 

Robertson  Gilbert  Hunter,  A.I.A.,  Secretary  and  Actuary,  Provident 
Savings  Life  Assurance  Society,  New  York. 

Robert  Watkinson  Huntington,  Jr.,  ArB.,  President,  Connecticut  General 
Life   Insurance  Company,   Hartford,   Conn. 

William  Anderson  Hutcheson,  F.  I.  A.,  F.  F.  A.,  Associate  Actuary, 
Mutual  Life  Insurance  Company,  New  York. 
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•  Oscar  Brown  Ireland,  A.M.,  2<\  Vice-President  and  Actuary,  Massachu- 
setts Mutual  Li/e  InRurancc  Company,  SprinRfiehl,   Mass. 

Charles  William  Jackson,  Actuary.  (Jreensboro  Life  Insurance  Company, 
Greensboro,  N.  C. 

Solomon  A.  Joffc,  M.  Sc,  Assistant  Actuary.  Mutual  Life  Insurance  Cora- 
liany,  New  York. 

Frederick  Henry  Johnston,  A.  I.  A.,  Associate  Actuary,  Prudential  Insur 
ance   Company,   Newark. 

David  Erwitt  Kilgour,  M.A.,  A.  I.  A.,  Actuary,  North  American  Life, 
Toronto,   Can. 

George  King,  F.  I.  A.,  F.  F.  A.,  Cor.  Mem.  I.  A.  Fr.,  and  A.  A.  Belg., 
London,   England. 

George  Halsey  Kirkpatrick,  Assistant  Actuary,  Prudential  Insurance  Com 
pany,  Newark,  N.  J. 

Christopher  Kyle,   New  York  Life   Insurance  Company,   New  York. 

•  Tames  Morgan  Lee,  Actuary,  Berkshire  Life  Insurance  Company,  Pitts- 
field,   Mass. 

James   M.   Langstaflf,   C.A.,   A. I. A.,   Tororto,   Can. 

Omer  Lepreux,  Director  General  of  the  Caisse  Gcnerale  d'Epargne  et  de 
Retraite,  Brussels,  Belgium.  President  of  the  Permanent  Committee  of  the  In- 
ternational Congress  of  Actuaries. 

George  Leslie,   National   Mutual   Life   Association   of  Australasia. 

Louis  Linzmeycr,  Assistant  Actuary,  Manhattan  Life  Insurance  Company, 
New  York. 

•  Charles  Alvin  Loveland,  Actuary  Northwestern  Mutual  Life  Insurance 
Company,  Milwaukee,  Wis. 

•  John   Bodine    Lunger,    Vice-President   Travelers   Insurance   Company. 
•Emory   McClintock,    Ph.D.,   LL.  I).,   F.   I.   A.,   Cor.    Mem.   I.   A.    F.,   and 

A.    A.    Belg.,    Vice-President   and   Actuary,    Mutual    Life    Insurance    Company, 
New  York. 

James  Baldwin  McKechnic,  M.A.,  A.I.A.,  Actuary.  Manufacturers  Life 
Insurance  Company,  Toronto,   Can. 

•  Thomas  Bassctt  Macaulay,  F.  I.  A.,  F.  S.  S.,  Cor.  Mem.  I.  A.  Fr., 
Managing  Director,  Sun   Life  Insurance  Company  of  Canada,   Montn-eal. 

•  William  Campbell  MacEJonald,  Actuary,  Confederation  Life  Association, 
Toronto. 

Henry  William  Manly,  F.I.A.,  Cor.  Mem.  T.  A.   Fr.,  Lon<ion,  Eng. 
Leon    Marie,    A.B.,    Cor.    Mem.    I.    A.    Eng.,   and   A.    A.    Belg.,    Sec.    Gen. 
I.   A.   Fr.,  sub-director  Campagnie   le   Phenix,   Paris,    France. 

•  Elbert  Pike  Marshall,  A.B.,  Vice-President,  Union  Central  Life  Insurance 
Company,   Cincinnati,  O. 

•  William  Andrew  Marshall,  Vice-President  and  Actuary,  Home  Life 
Insurance  Company,  New  York. 

Hiiam  John  Messenger,  Ph.D.,  Actuary,  Travelers  Insurance  Company, 
Hartford. 

Henry  Moir,  F.I.A.,  F.F.A.,  Associate  Actuary,  Home  Life  Insurance 
Company,  New  York. 

Edward  B.  Morris,  Ph.B.,  Assistant  Actuary,  Travelers  Insurance  Com- 
pany, Hartford,  Conn. 

Walter  Smith  Nichols,  A.M.,  Editor  of  the  Insurance  Monitor,  New  York. 

•Joseph  Howard  Nitchie.  A.B.,  Consulting  Actuary,  Chicago,   111. 

Percy  Charles  Herbert  l?apps,  A.  I.  A.,  Actuary,  Mutual  Benefit  Life. 
Newark,   N.  J. 

John  Sherman  Paterson,  Actuary,  New  York  Insurance  Department, 
Albanv,   N.   Y. 

Maximilian  Heinrich  Peiler,  ililtna  Life  Insurance  Company,  Hartford, 
Conn. 

Oliver  Winifred  Perrin.  A.M.,  Assistant  Actuary,  Pcnn.  Mutual  Life 
Insurance  Company,   Philadelphia,  Pa. 

Sidney   Herbert   Pipe,   A. LA.,   Toronto,   Canada. 

Gardner  Ladd  Plumley,  Consulting  Actuary,  New  York. 

Jules  Cheaul  Albert  Quiquet,  Actuary  of  La  Nationale  D*Assurances  of 
Paris. 

Charles  Grant  Reiter,  Assistant  Actuary,  Metropolitan  Life  Insurance  Com- 
pany,   New   York. 
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Edward  E.  Khodos,  Vice-President  and  Mathematician,  Mutual  Benefit 
I-ife,    Newark,  N.  J. 

Joseph  us  Hargreavcs  Richardson,  F.  F.  A.,  A.  I.  A.,  Commissioner,  New 
2^aland   Life    Insurance  Department,    Wellington. 

John  George  Richter,  (leneral  Manager  and  Actuary,  London  Life  Insur- 
ance   Company,    London,    Canada. 

Hugh  Wilfred   Robertson,    F.quitalile   Life  Assurance   Society,   New  York. 

John  Francis  Roche,  Consulting  .\clnary.   Ntw  York. 

Gerard  ilemniington  Ryan,  F.L.\.,  General  Manager,  Phoenix  Asjrurance 
Comi>any,  London,  England. 

*  Howell  William  St.  John,  Ph.B.,  Cor.  Mem.  I.  A.  F.,  Actuary,  JEtuA 
Life  Insurance  Company,  Hartford,  Conn. 

George  Ferry  Salter,  M.S.,  Prudential  Insurarcc  t?omi)any,  Newark,  N.  J. 

*  George  White  Sanders,  A.B.,  Actuary,  Michigan  Mutual  Life  Insurance 
Company,  Detroit,   Mich. 

Frankj  Sanderson,  A.M.,  A.T.A.,  F.F.A.,  Joint  General  Manager,  Canada 
Life  Assurance  Company,  Hamilton,  Canada. 

Edward  James  Sartelle,  Actuary,  State  Mutual  Life  Assurance  Company, 
Worcester,    Mass. 

Frederick  Schooling,  F.  I.  A.,  Actuary,  Prudential  Assurance  Company, 
London,  England. 

Ernst  Willem  Scott,  A.  I.  A.,  Cor.  Mem.  I.  A.  F.,  Managing  Director, 
Algemeene  Maatschappij  van  Levensverzekering  en  Lijf  rente,  Amsterdam, 
Holland. 

Herbert  Norman  Sheppard,  B.A.,  A.I..V.,  As.«iistar.t  Actuary,  Home  Life 
Insurance   Company,   New   York. 

Edward  Lincoln    Stabler,   Ph.D.,  Actuary,   New  York. 

Samuel  Edgar  Stillwell,  Actuary,  Insurance   Departinert,  Columbus,   O. 

Wendell  Melville  Strong,  Ph.D.,  Assistant  Actuary,  Mutual  Life  Insur- 
ance Company,  New  York. 

John    Tatlock,    Jr.,    M.A.,    F.R.A.S.,    A. I. A.,    Cor.    Mem.    A. A.    Belg.,    New 
York,  N.  Y. 

Richard  Teccc,  F.  I.  A.,  F.  F.  A.,  Actuary,  Australian  Mutual  Provident 
Society,   Sydney,  Australia. 

Herbert  Cecil  Thiselton,  F.  I.  A.,  F,  F.  A.,  Marager  and  Actuary,  Com- 
mercial Union  Assurance  Company,  London. 

iohn  Spencer  Thompson,  Mutual  Life  Insurarce  Companv,  New  York, 
lorris  Whittemore  Torrey,  Secretary  and  Actuary,  Manhattan  Life  Insur- 
ance Company,  New  York. 

Joel  Garetson  Van  Cisc,  Actuary,  Equitable  Life  Assurance  Society,  New 
York. 

James  Douglas  Watson,  Manager  and  Actuary,  Star  Life  .Assurance  So- 
ciety, London,  England. 

*  Rufus  Wells  Weeks,  A.  I.  A.,  Cor.  Mem.  I.  A.  Fr.,  Vice-President  and 
Actuary,  New  York  Life  Insurance  Company,   New  York. 

George  Wegcnast,  Manager,  Mutual  Life  Assurai.ce  Company,  Waterloo, 
Canada. 

Archibald  Ashley  Welch,  A.B.,  Vice-President  ar.d  Actuary,  Phcenix 
Mutual  Life  Insurance  Company,  Hartford,   Conn. 

*  Daniel  Halscy  Wells,  Ph.B.,  C.  E.,  Actuary,  Connecticut  Mutual  Life 
Insurance    Company,    Hartford.    Conn. 

William  Joseph  Hutchins  Whitall,   F.I.A..  T  ondon,   England. 
Frederick    Alfred    Williams,    .A. I. A.,     F.S..S.,     M.irajyr    ar  d    Actuary,    La 
Nacional  Compania  dc  Seguros  sobra  la  Vida.  Moico  City,   Mexico. 

*  Asa  Shove  Wing,  Cor.  Mem.  I.  A.  Fr.,  President,  Provident  Life  and 
Trust  Company,   Philadelphia,    Pa. 

Leonard  Joan  Wolterbeek,  LL.D..  Cor.   Mem.  A.  A.  Belg.,  The  Hague. 

Arthur  Barton  Wood,  A.B.,  F.  I.  A.,  Assistant  Actuary,  Sun  Life  Assur- 
ance Company,  Montreal.  Canada. 

William  Archibald  Porter  Wood.  B.A.,  A.I..\.,  .Xssistant  Actuary,  Canada 
Life  Assurance  Company,  Toronto,  Ontario,  Can. 

Ernest  Woods,  F.LA,,  Actuary,  Guardian  Assurance  Company,  London, 
England. 

*  George  Badger  Woodward,  Third  Vice-President,  Metropolitan  Life  In- 
surance Company,  New  York. 
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Joseph  Hooker  Woodward,  Ph.B.,  Assistant  Actuary,  New  York  Insurance 
Department. 

Peter  Troth  Wright.  A.M.,  Wilmington.  Delaware. 

•  Walter  Channing  Wright,  Consulting  Actuary,  Boston,  Mass. 
.  Frank   Bertrand   Wyatt,   F.   I.    A.,   Actuary,   Clergy   Mutual  Assurance   So 
ciety,    London,    England. 

Tsuneta  Yano,  Cor.  Mem.  I.  A.  Fr.,  Director,  First  Mutual  Life  Insurance 
Company,  Tokio,  Japan. 

William  Young,  F.  F.  A.,  New  York  Life  Insurance  Company,  New  York 

.The  constitiition  of  the  Actuarial  Society  states  that  its  object 
is  "the  promotion  of  actuarial  science  by  personal  intercourse, 
presentation  of  appropriate  papers,  discussion,  and  such  other 
methods  as  may  be  found  desirable." 

There  are  two  grades  in  the  society,  viz. :  Fellows  and  asso- 
ciates, and,  practically  speaking,  no  one  can  become  a  Fellow 
without  having  passed  through  the  grade  of  associate.  Any  one 
twenty-one  years  of  age  who  has  been  pursuing  actuarial  studies 
with  the  intention  of  entering  the  actuarial  profession,  and  is  favor- 
ably known  to  two  members  of  the  society,  may  make  application 
to  the  council,  and,  if  his  application  is  approved  by  the  council 
and  he  can  then  pass  the  examination  prescribed  by  the  council, 
he  will  be  admitted  as  an  associate. 

Any  associate,  who  has  been  such  for  at  least  ten  months  and  is 
twenty-five  years  of  age,  may  apply  to  the  council  for  fellowship, 
and  if  his  application  is  approved  and  he  passes  a  further  exam- 
ination, he  will  then  become  a  Fellow.  Fellows  of  the  Society  may 
append  to  their  name  the  initials  F.  A.  S. ;  and  an  associate  the 
initials  A.  A.  S. 

The  council  have  directed  that  examination  shall  take  place  on 
the  first  Wednesday  and  Thursday  after  the  eighth  day  of  April  in 
each  year,  and  the  custom  has  been  to  hold  them  in  several  places 
and  in  such  localities  as  will  be  convenient  to  two  or  more  candi- 
dates.   Examinations  thus  far  have  been  exclusively  in  writing. 

An  application  for  admission  to  examination  must  be  submitted 
to  the  council,  which  cannot  act  thereon  until  at  least  twenty  days 
after  the  secretary  has  given  notice  of  such  candidacy  to  all  the 
members  of  the  society;  and,  as  the  council  meets  only  at  long 
intervals,  any  person  who  wishes  to  apply  for  admission  to  the  ex- 
amination should  do  so  some  months  ahead  of  the  time  for  the 
examination,  if  possible;  otherwise  it  may  not  be  practicable  to 
give  the  prescribed  notice  to  the  members  twenty  days  before  some 
council  meeting  preceding  the  examination  day,  and  his  nomination 
may,  therefore,  have  to  be  held  over  until  after  the  examination, 
so  that  he  would  have  to  wait  until  next  year. 

The  fee  for  admission  to  examination  is  ten  dollars.  The  an- 
nual dues  of  associates  are  five  dollars,  and  of  fellows  ten  dollars 
(except  for  fellows  not  residing  on  this  continent,  who  pay  five 
dollars  only).  If  a  candidate  for  enrollment  as  an  associate  has 
passed  an  equivalent  examination  by  another  recopiized  association 
of    actuaries    the    council    may    waive    the    examination    which    is 
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prescribed,  and  in  such  case  no  f«e  is  required,  although  the  regular 
form  of  application  must  be  furnished. 

Applications  for  admission  should  be  made  on  the  society's 
blank  form,  which  may  be  obtained  by  enclosing  a  stamped  and 
directed  envelope  to  the  secretary  of  the  society,  or  to  the  chair- 
man of  the  examination  committee.  The  secretary  is  Mr.  Arthur 
Hunter,  New  York  City. 

ACTUARY.  Originally  a  public  officer  in  the  Roman  courts 
of  justice,  who  drew  up  contracts,  etc.,  in  the  presence  of  the  magis- 
trates. Actuaries  also  kept  the  military  accounts  of  the  Romans. 
fSee  Walford.]  In  the  United  States  the  profession  of  actuary 
is  confined  principally  to  the  mathematical  questions  involved  in 
the  practice  of  life  insurance,  such  as  the  construction  of  premiums, 
distribution  of  surplus,  surrender  values,  etc.  Ihe  actuary  is 
usually  an  officer  of  his  company,  but  is  seldom,  contrary  to  the 
English  practice,  a  manager. 

ADAMS,  ALEXANDER  C,  manager  at  Boston  of  the  Aetna 
Insurance  Company  of  Hartford,  was  born  in  Barnstable,  Mass., 
April  9,  1847.  After  a  country  school  education  he  went  to  Boston 
to  seek  his  fortune,  spent  two  years  in  a  mercantile  house,  and  then 
found  his  true  vocation  in  fire  insurance.  He  was  in  the  service 
of  the  Howard  of  Boston  from  1865  to  1872,  then  assistant  secretary 
of  the  Globe  of  Boston  until  1877.  In  that  year  he  received  the 
appointment  of  New  England  field  representative  of  the  Liverpool 
and  London  and  Globe.  He  served  in  that  capacity  for  fourteen 
years,  and  in  1891  transferred  his  allegiance  to  the  Aetna.  He  was 
the  first  chairman  of  the  executive  committee  of  the  New  England 
Insurance  Exchange,  elected  vice-president  in  1885,  and  president 
in  1891.  The  latter  distinction  he  was  obliged  to  decline  in  defer- 
ence to  the  wishes  of  the  company  which  he  then  represented.  On 
being  again  elected  in  1893  he  was  at  liberty  to  accept,  and  occupied 
the  office  until  the  election  of  his  successor  in  January,  1895.  April 
7,  1897,  Mr.  Adams  was  elected  assistant  secretary  of  the  Aetna,  and 
moved  to  Hartford.  On  April  7,  1907,  Mr.  Adams  resigned  as 
assistant  secretary  and  moved  back  to  Boston,  his  old  home,  to 
take  charge  of  the  Boston  and  Metropolitan  department  of  the 
Aetna. 

ADAMS,  GEORGE  H.,  insurance  commissioner  of  New  Hamp- 
shire, is  a  native  of  that  state  and  was  born  at  Campton  of  American 
parentage,  May  18,  1851.  He  was  educated  in  the  public  schools 
and  graduated  from  Dartmouth  College,  class  of  1873,  and  was  for 
a  year  after  graduation  principal  of  the  Middleboro,  Mass.,  high 
school.  He  then  took  up  the  study  of  law  and  was  admitted  to  the 
New  Hampshire  bar  in  1876.  In  that  year  he  was  elected  a  member 
of  the  constitutional  convention,  and  was  elected  to  the  legislature 
in  1883.  He  was  prosecuting  attorney  for  Grafton  county  from  1895 
to  1899,  and  in  the  latter  year  was  elected  to  the  state  senate,  and 
was  also  appointed  deputy  collector  of  internal  revenue  by  President 
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Harrison  in  1889.  He  was  appointed  inspector  for  the  New  Hamp- 
shire Board  of  Fire  Underwriters  in  1905  and  was  appointed 
insurance  commissioner  in  September,  1905.  He  is  president  of  the 
Pemigewasset  National  bank,  a  position  he  has  held  for  twenty 
years,  and  is  also  treasurer  of  the  New  Hampshire  State  Normal 
School.    He  was  president  of  the  State  Senate  in  1905. 

ADAMS,  JOHN  H.,  former  secretary  of  the  American  Central 
Insurance  Company  of  St.  Louis,  was  bom  on  a  farm  in  Davis 
county,  Iowa,  July  2^,  1848,  and  educated  in  the  country  schools  and 
the  city  schools  of  Bloomfield,  la.  He  attended  the  North  Missouri 
Normal  School  at  Kirkville,  Mo.,  but  did  not  graduate.  His  early 
occupations  were  farming  and  school  teaching.  He  was  special 
agent  of  the  American  Central  Insurance  Company  from  March  1, 
1883,  to  May  1,  1890,  and  assistant  secretary  from  1890  to  1894,  when 
he  was  appointed  secretary.     Mr.  Adams  died  in  March,  1910. 

ADIRONDACK  FIRE  INSURANCE  COMPANY,  New  York. 
Organized  1906;  capital,  $200,000.  G.  A.  Mitchell,  president;  R.  H. 
McKelvey,  secretary. 

ADJUSTER.  The  business  of  an  adjuster  as  known  in  Ameri- 
can fire  insurance  is  to  exan>ine  into  losses  and  settle  upon  the 
amounts  due.  He  is  a  regular  employee  of  the  company,  usually, 
although  there  are  some  independent  adjusters  who  work  for  any 
company  employing  them,  temporarily,  or  on  particular  losses.  In 
most  cases,  also,  the  adjuster  acts  as  appraiser  except  where  an 
official  or  technical  appraisement  is  to  be  had.  There  have  been  at 
various  times  adjusting  bureaus  and  adjusting  companies,  as  well 
as  adjusters  for  the  insured,  but  as  a  rule  the  policy-holder  is  satis- 
fied with  the  company's  adjuster. 

ADLARD,  WALTER,  secretary  and  managing  underwriter  of 
the  Massachusetts  Fire  and  Marine  Insurance  Company,  Boston,  is 
of  English  and  Dutch  descent,  and  was  born  in  Brooklyn,  N.  Y., 
May  20,  1866.  He  was  educated  in  the  Brooklyn  public  schools,  and 
from  1883  to  1899  was  in  tlie  employ  of  the  Queen  Insurance  Com- 
pany in  clerical  and  special  agency  work.  In  the  latter  year  he  was 
appointed  New  England  special  agent  for  the  Continental  Fire  In- 
surance Company,  and  was  also  special  agent  for  the  Fidelity  In- 
surance Company  and  Fidelity  Underwriters.  He  resigned  this  posi- 
tion to  accept  his  present  position  on  the  organization  of  the  com- 
pany in  19 10. 

ADJUSTMENT.  In  fire  insurance  practice  in  the  United  States 
this  work  covers  the  act  of  the  adjuster  in  settling  a  loss  as  well  as 
its  apportionment  between  different  insurers.  The  latter  is  some- 
limes  diflficult  and  puzzling  in  the  case  of  non-concurrent  policies, 
and  these  difficulties  have  given  rise  to  a  number  of  rules  for  such 
apportionment.  Among  these  are  the  "Finn,"  the  "Albany,"  which 
is  similar;    the  "National  Board,"  "Griswold,"  and  "Kinne." 
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AETNA  ACCIDENT  AND  LIABILITY  COMPANY,  Hart- 
ford, Conn.  Began  business  1907;  capital,  $500,000.  President, 
Morgan  G.  Bulkeley;  vice-president,  Waker  C.  Faxon;  secretary, 
J.  Sco field  Rowe. 

AETNA  INDEMNITY  COMPANY,  Hartford,  Conn.  Or- 
ganized 1897;  capital,  $250,000.  Otto  Kclsey,  president;  Charles  W. 
V.  Lomax,  secretary.  The  executive  offices  of  the  company  are  at 
68  William  St.,  New  York. 

AETNA  INSURANCE  COMPANY  of  Hartford  was  incorpo- 
rated in  1819,  and  began  business  August  19th.  Its  capital  stock' was 
fixed  at  $150,000,  10  per  cent,  of  which  was  paid  in.  The  Aetna  was 
one  of  the  pioneers  in  the  agency  business,  and  wrote  policies  in 
Chicago  as  early  as  1834.  Its  present  capital  is  $4,000,000,  and  its 
stockholders  have  at  various  times  paid  in  in  cash  $3,695,000  of  that 
amount.  Up  to  the  date  of  the  Chicago  fire,  in  1871,  there  had  been 
paid  in  $195,000,  and  the  capital  was  $3,000,000.  After  the  fire  it 
was  reduced  one-half,  and  immediately  restored  by  the  payment  of 
$1,500,000.  After  the  Boston  fire,  in  1872,  it  was  reduced  to  $2,000,- 
000,  and  restored  by  the  payment  of  $1,000,000.  In  1881  the  pay- 
ment of  another  million  increased  the  capital  to  $4,000,000.  The 
Aetna's  operations  now  include  every  section  of  the  country. 

The  department  managers  are:  Western  branch,  Chicago,  111./ 
Thos.  E.  Gallagher,  general  agent.  L.  O.  Kohtz.  assistant  general 
agent,  Jas.  S.  Gadsden,  general  agent  marine  department;  north- 
western branch,  Omaha.  Neb.,  Wm.  H.  Wynian,  general  agent; 
W.  P.  Harford,  assistant  general  agent;  Pacific  branch,  San  Fran- 
cisco, Cal.,  E.  C.  Morrison,  general  agent. 

The  company  has  had  six  presidents  since  its  organization  in 
1819.  Thomas  K.  Brace  retained  the  office  until  1857,  a  period  of 
thirty-eight  years.  Edwin  G.  Ripley  succeeded  President  Brace,  and 
remained  at  the  head  of  the  company  until  1862,  when  he  was  suc- 
ceeded by  Thomas  A.  Alexander.  In  1866  Lucius  J.  Hendee  was 
elected  president,  and  retained  the  position  until  his  death,  Septem- 
ber 4,  1888.  Jotham  Goodnow  was  elected  the  successor  of  Presi- 
dent Hendee,  being  advanced  from  the  secretaryship,  which  he  had 
held  for  twenty-two  years.  He  died  November  19,  1892,  and  was 
succeeded  by  William  B.  Clark,  who  was  elected  president  on  the 
twenty-fifth  anniversary  of  his  connection  with  the  company.  Presi- 
dent Clark's  associate  officers  are  William  H.  King,  vice-president; 
Henry  E.  Rees,  secretary;  A.  N.  Williams,  E.  J.  Sloan.  E.  S.  Allen, 
and  G.  E.  Beardslcy,  assistant  secretaries.  W.  F.  Whittelsey,  Jr., 
Marine  assistant  secretary. 

The  directors  arc:  Austin  C.  Dunham.  Morgan  G.  Bulkeley, 
J.  Pierpont  Morgan.  .Atwood  Collins,  William  B.  Clark,  Francis 
Goodwin,  Charles  E.  Gross,  James  H.  Knight,  Charles  P.  Cooley, 
Arthur  L.  Shipman,  W.  H.  King,  Lyman  B.  Brainard,  and  Charles  A. 
Goodwin.  The  special  agents  are:  J.  B.  Hughes,  O.  H.  King, 
H.  L.  Hiscock,  C.  J.  Irvin.  H.  O.  Kline,  H.  B.  Smith,  Prioleau  Ellis, 
James   S.   Middleton,   F.   W.   Mathews,   P.   P.   Tucker,  Joseph   M. 
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Biggert,  X.  J.  Heyward,  Joseph  W.  Russell,  George  W.  Mills.  W.  C. 
Roach,  Ralph  B.  Ives,  O.  M.  Sadler.  Jr.,  H.  B.  Nugent,  C.  L.  Ruse, 
S.  L.  Johnson  and  F.  C.  Clarke.  The  total  assets  of  the  company 
December  31,  1909,  aggregated  $18,062,110.33.  Liabilities,  exclusive 
of  capital,  $7»999405-99-  The  net  cash  premiums  received  during  the 
year  1909  reached  the  sum  of  $7,338,493-34;  $545,67438  being  in  the 
inland  department.  The  total  cash  income  for  the  year  was  $8,060,- 
935.71 ;  total  cash  expenditures,  $7,085,691.91 ;  the  fire  and  marine 
losses  paid  amounted  to  $3,653,396.79;  net  amount  of  risks  in  force, 
$1,058,090,287.00.  Since  organization  the  company  has  received  in 
premiums  $229,982,734.52;  losses  paid  since  organization,  $119,451,- 
567.10;  cash  dividends  declared,  $32, 12 [,365.00;  dividends  payable  in 
stock,  $2,805,000.00.  [See  Cyclopedia  for  1892-3,  also  biographical 
sketches  in  present  volume.] 

Since  January  i,  19 10,  capital  has  been  increased  to  $5,000,000. 
Stockholders  paying  in  at  $200  per  share,  thus  increasing  the  surplus 
$1,000,000. 

AETNA  LIFE  INSURANCE  COMPANY  of  Hartford.  The 
Connecticut  legislature  in  1820  authorized  the  establishment  of  an 
annuity  fund  by  the  Aetna  Insurance  Company  of  Hartford,  which 
was  to  be  exclusively  held  and  pledged  for  "the  payment  of  an- 
nuities" granted  by  the  company  and  "of  losses  upon  insurance 
for  a  life  or  lives."  This  was  approved  May  26,  1820,  the  amount 
authorized  being  $150,000,  but  this  class  of  business  was  not  begun 
until  1850.  An  act  was  approved  May  28,  1853,  incorporating  the 
shareholders  of  the  annuity  fund  as  a  life  insurance  company,  the 
name  of  the  corporation  being  "the  Aetna  Life  Insurance  Com- 
pany." Hon.  E.  A.  Bulkeley  was  the  first  president  of  the  Aetna 
Life,  and  held  the  office  until  his  death  in  1872,  when  he  was  suc- 
ceeded by  Thomas  O.  Enders,  who  was  secretary  of  the  company 
at  that  time.  In  1879  President  Enders  resigned  and  was  succeeded 
by  Morgan  G.  Bulkeley,  son  of  the  original  president  of  the  com- 
pany, who  has  since  retained  the  office.  From  1850  until  September. 
1861,  the  Aetna  Life  issued  none  but  stock  or  non-participating  poli- 
cies. At  that  time  it  began  issuing  participating  policies,  the  two 
departments  being  kept  entirely  distinct.  In  18S3  the  Connecticut 
legislature  authorized  the  capital  stock  to  be  increased  to  an  amount 
not  exceeding  $2,000,000.  At  that  time  the  capital  stock  was  $750,- 
000.  Under  the  act  of  1883  the  following  additions  were  made :  In 
1883,  $250,000;  in  1887,  $250,000;  in  1892,  $250,000;  in  1895,  $250,000; 
and  in  1903  the  capital  stock  was  further  added  to  by  the  payment 
by  the  stockholders  of  $250,000  in  cash.  These  additions  brought 
the  capital  stock  up  to  the  authorized  amount  of  $2,000,000.  In  the 
January,  1903,  session  of  the  General  Assembly,  the  Aetna  Life  was 
authorized  and  empowered  to  increase  its  capital  stock  from  time  to 
time  to  an  amount  not  exceeding  $5,000,000,  such  additional  stock  to 
be  paid  for  in  cash. 

The  total  assets  December  31,  1909,  amounted  to  $97,227,607.99. 
The  premium  income  during  the  year  was  $16,174,922.52;  the  total 
being  $20,587,255.60.    The  total  disbursements  were  $16,38:^,- 
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496.00,  this  amount  including  $6,306,929.16  on  account  of  death  losses 
and  matured  endowments  and  annuities.  The  total  number  of  life 
policies  in  force  was  165,560,  covering  $293,523,233  of  insurance. 

During  the  year  1890  the  company  decided  to  avail  itself  of  the 
provisions  of  Section  2865  of  the  General  Statutes  of  the  state,  au- 
thorizing any  life  insurance  company  chartered  by  the  state  and  en- 
gaged in  actual  business  to  issue  accident  policies,  and  January  i. 
1891,  began  the  issue  of  policies  protecting  persons  against  loss  of 
life  or  personal  injury  resulting  from  accident,  and  that  branch  of 
its  business  is  now  in  operation.  A  formal  amendment  to  its  charter 
was  granted  by  the  legislature  in  1893,  which  authorized  accident 
and  employers'  liability  insurance.  The  issue  of  the  latter  class  of 
business  commenced  in  1902.  The  premium  income  from  accident, 
liability,  and  health  insurance  in  1909  was  $5,627,627.18,  and  the 
payments  to  accident,  health  and  liability  policyholders  $2,469,100.15. 

The  present  officers  of  the  company  are:  Morgan  G.  Bulkeley, 
president;  J.  L.  English,  vice-president;  C.  E.  Gilbert,  secretary; 
Frank  Bushnell,  agency  secretary;  H.  W.  St.  John,  actuary;  M.  H. 
Peiler,  associate  actuary;  M.  B.  Brainard,  vice-president  and  treas- 
urer; W.  H.  Newell,  assistant  secretary;  M.  G.  Bulkeley,  Jr.,  assist- 
ant treasurer;  W.  E.  A.  Bulkeley,  auditor;  Accident  and  Liability 
department,  W.  C.  Faxon,  vice-president;  J.  S.  Rowe,  secretary. 
liability;  J.  M.  Parker,  Jr.,  secretary,  accident;  E.  C.  Bowen,  assist- 
ant secretary,  accident;  E.  C.  Higgins,  assistant  secretary,  liability; 
J.  V.  Adams,  assistant  secretary,  liability ;  Edward  K.  Root,  M.  D., 
medical  director;  P.  H.  Ingalls,  M.  D.,  W.  E.  Dickerman,  M.  D., 
and  E.  A.  Wells,  M.  D.,  associate  medical  directors ;  T.  B.  Merrill, 
superintendent  of  agencies.  Western  division. 

AFFELD,  CHARLES  E.,  of  Witkowsky  &  Affeld,  general 
agents  of  the  Hamburg- Bremen  Insurance  Company,  Chicago, 
was  bom  at  Stettin,  Germany,  March  10,  1843.  He  came  to  the 
United  States  at  an  early  age,  his  parents  going  to  Chicago  in  the 
fall  of  1847.  He  obtained  liis  education  in  the  public  schools  and 
a  commercial  college,  and  in  1861  enlisted  in  Company  B,  First 
Illinois  Artillery,  known  as  Taylor's  Battery,  serving  until  July, 
1864,  and  seeing  active  service  in  a  number  of  battles  of  that 
period.  As  an  early  vocation  he  served  as  clerk  in  a  drug  store 
and  as  office  boy  and  clerk  in  a  law  office,  and  in  1868  entered  the 
insurance  business  as  a  broker.  He  was  surveyor  for  the  New 
York  Underwriters'  Agency  from  1871  to  1873  when  the  present 
firm  was  formed.  He  has  been  a  member  of  the  Chicago  Board  of 
Trade  since  1873,  has  held  various  positions  of  honor  and  trust  out- 
side the  insurance  business,  and  is  a  member  of  the  Union  League 
and  Germania,  City  and  other  clubs. 

AFFELD,  F.  O.,  resident  United  States  manager  of  the  Ham- 
burg-Bremen Fire  Insurance  Company,  is  a  native  of  Prussia,  but 
was  brought  to  this  country  in  childhood.  The  years  of  his  early 
manhood,  before  the  civil  war,  were  passed  in  Chicago,  where  he 
was  for  three  years  a  clerk  and  student  in  a  law  office.     Upon  the 
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outbreak  of  hostilities  he  enlisted  nnd  went  to  the  front.     On  his 

return  from  service  he  nccepled  the  position  of  solicitor  and  sur- 
veyor for  the  Mutual  Security  Insurance  Company,  and  later  for  the 
Gcrmaiiia  Insurance  Company  of  Chicago.  Both  of  these  companies 
were  destroyed  by  the  great  fire  of  i8?i.  In  1872  Mr.  Affeld  was 
appointed  Chicago  manager  for  the  Hamburg- Bremen,  and  in  1873 
he  was  invited  to  New  York  by  Mr.  Von  Dorrien  to  assist  in  estab- 
lishing and  conducting  the  United  States  branch.  In  1882  he  suc- 
ceeded to  the  managership,  tn  association  with  H.  C.  Buchenberger, 
and  in  1907  became  manager. 

AFFIDAVIT  RISKS.  Laws  concerning.  [See  Reinsurance 
and  Surplus  Line  Laws.] 

AGENTS'  ASSOCIATION  OF  THE  MASSACHUSETTS 
MUTUAL  LIFE  INSUSANCE  COMPANY  was  organised 
January  20,  1890,  and  the  following  officers  were  elected:  Presi- 
dent, George  N.  Carpenter;  vice-president,  I,  B.  Snow;  second 
vice-president,  J.  C  Thompson ;  third  vice-president,  J.  P.  Stevens ; 
secretary,  J.  L.  Johnson;  treasurer,  W.  F.  Winship.  The  present 
officers,  elected  at  the  annual  meeting  at  Spritij-Held  in  August,  igoy, 
are;  President,  F.  Wilson  Rogers,  Hartford,  Conn,;  vicf-pri'sidcnt, 
Charles  B.  Richardson,  Richmond,  Va.;  .second  vice-president,  E.  L. 
Martin,  Manchester,  N.  H. ;  secretary  and  treasurer,  I.  Putnam 
Stevens,  Portland,  Me.;  executi-vc  eommillcf,  W,  L.  Richards, 
Springfield,  chairman ;  Jos.  T,  Thebaud,  Buffalo ;  Fritz  A.  Lichten- 
berg,  Columbus;  William  T.  Herrick,  St,  I-nnis.  and  W.  L.  O'Brien. 
Winston-Salem. 

AGENTS'  ASSOCIATION  OF  THE  NAITIONAL  LIFE  IN- 
SURANCE COMPANY  of  Montpclicr,  Vermont,  was  organized 
during  the  celebration  of  the  company's  semi-centennial   in    1900. 

The  present  officers  of  the  association  are :  President,  James  A. 
Wellman,  Manchester,  N.  H. ;  vice-president,  Fred  A.  Stolp,  San 
Francisco;  secretary,  H.  Kendall  Read,  Philadelphia;  executive 
committee:  Earle  S.  Kinsley,  Rutland,  Vt.  (chairman);  George 
P.  Dewey,  Portland,  Me.;  W.  C.  Dobbins,  Atlanta.  Ga. 

The  insurance  laws  of  many 


.An.^MA.     Section  7i8<).  code  of  i<)o7.  as  amemlcd  in  HX19. 

'  ir^mirs,"olhr'r"llia."'"f""him>"lfT  any  "Bi.illicatil.n" f or ' iS!^."?,'  Vr 
icy  for  insurance.  In  or  from  such  cinniBiny.  or  in  nny  way  nivc"  iiolicc 
will  rtccire  or  Iransmit  Ihe  Mmc.  or  rcci-ivrs  or  lU'livrn.  ■  pnlicy  of 
K  of  any  >uch  company,  or  rjtainincH  or  in>.|>i'cU  .1  rirJi.  nr  makcH  or 
Is  any   dUgrain  of  any  buildltic   or  hnililinR!!    (cxa|it   ax  a  bonn   tide 
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insurance  company,  whether  such  acts  shall  be  done  at  the  request  or  instance 
or  by  the  employment  of  any  insurance  company,  or  of  or  by  any  other  person 
(except  those  acting  as  attorneys  at  law),  is  deemed  an  insurance  agent. 

Arizona.     Section  lo  Insurance  Laws. 

a6o  (Section  lo).  Any  person  or  firm  in  this  Territory  who  receives  or  re- 
ceipts for  any  money  on  account  of  or  for  any  contract  of  insurance  made  by 
him  or  them,  or  for  any  such  insurance  company  or  individual  aforesaid,  or 
who  receives  or  receipts  for  money  from  other  persons,  to  be  transmitted  to 
any  such  company  or  individual  aforesaid,  for  a  policy  of  insurance  or  any  re- 
newal thereof,  although  such  policy  of  insurance  is  not  signed  by  him  or  them 
as  agent  or  agents  of  said  company,  or  who  in  any  wise,  directly  or  indirectly, 
makes  or  causes  to  be  made  any  contract  or  contracts  of  insurance,  for  or  on  ac- 
count of  such  insurance  company  aforesaid,  shall  be  deemed  to  all  intents  and 
purposes  an  agent  or  agents,  of  such  companjr,  and  shall  be  subject  and  liable 
to  all  the  provisions,  regulations,  and  penalties  of  this  act. 

COLORADO.  Section  21,  subdivision  5  of  the  Act  of  1907,  creating 
an  insurance  department. 

A  person  who  is  neither  a  licensed  broker  nor  provided  with  a  certificate 
from  the  Insurance  Department  as  an  authorized  ap^ent  or  solicitor  of  an  in- 
surance company,  and  who  for  compensation  solicits  insurance  in  behalf  of 
such  company,  or  transmits  for  a  person  other  than  himself  an  application  for 
a  policy  of  insurance  to  or  from  such  a  company,  or  oflfers  or  assumes  to  act 
in  the  negotiation  of  such  insurance,  shall  be  an  insurance  agent  or  solicitor 
within  the  intent  and  for  the   purposes  of  this  act. 

Connecticut.     Section  2923  of  the  General  Statutes. 

Section  3923.  The  term  agent  or  agents  used  in  this  title  shall  include  an 
acknowledged  agent  or  surveyor,  and  any  person  or  persons  who  shall  in  any 
manner  aid  in  transacting  the  business  of  an  insurance  company. 

Delaware.     Section  15  of  the  Act  of  1901  to  Re-enact  and  Re 

vise  the  Insurance  Laws  of  Delaware. 

» 

Section  5.  That  every  person  who  shall  procure  or  solicit  any  citizen  or 
resident  of  this  State  or  take  out  a  policy  on  his  or  her  life  or  lives  of  any  other 
persons  in  any  company  or  companies  not  incorporated  by  the  laws  of  this 
State  shall  be  deemed  a  foreign  insurance  a^cnt  within  the  meaning  of  this 
act.  Every  person  who  shall  procure  or  solicit  any  citizen  or  resident  of  this 
State  to  take  out  a  policy  of  insurance  in  any  fire  insurance  company  or  com- 
panies not  incorporated  by  the  laws  of  this  State  shall  be  deemed  a  foreign  fire 
insurance  agent  within  the  meaning  of  this  act. 

Florida.     Section  2224  of  the  Revised  Statutes. 

Section  2224.  Any  person  or  firm  in  this  State  who  receives  or  receipts  for 
any  money  on  account  of  or  for  any  contract  of  insurance  made  by  him  or  them, 
or  for  an^  such  insurance  company,  association,  firm,  or  individual,  aforesaid,  or 
who  receives  or  receipts  for  money  from  other  jwrsons  to  be  transmitted  to  any 
such  company,  association,  firm,  or  individual,  aforesaid,  for  a  policy  of  insur- 
ance, or  any  renewal  thereof,  although  such  policy  of  insurance  is  not  signed 
by  him  or  them,  as  agent  or  representative  of  such  company,  association,  firm,  or 
individual,  or  who  in  any  wise,  directly  or  indirectly,  makes  or  causes  to  be 
made  any  contract  of  insurance  for  or  on  account  of  such  insurance  company, 
asi«ociation,  firm,  or  individual,  shall  be  deemed  to  all  intents  and  purposes  an 
agent>  or  representative  of  such  company,  association,   firm,   or  individual. 

Georgia.  Section  9  of  an  Act  to  Regulate  the  Business  of  In- 
surance in  this  State  and  for  other  Purposes. 
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Section  9.  An^  person  who  solicits  in  behalf  of  any  insurance  company,  or 
agent  of  the  same,  incorporated  by  the  laws  of  this  or  anv  other  State  or  foreign 
government,  or  who  takes  or  transmits,  other  than  for  himself,  any  application 
for  insurance  or  any  policy  of  insurance  to  or  from  such  company,  or  agent  ot 
the  same,  or  who  advertises  or  otherwise  gives  notice  that  he  will  receive  or 
transmit  the  same,  or  who  shall  receive  or  deliver  a  policy  of  insurance  of  any 
such  company,  or  who  shall  exaniine,  inspect  any  risk  at  any  time,  or  receive 
or  collect,  or  transmit  any  premiums  of  insurance,  or  make  or  forward  any 
diagram  of  any  building  or  buildings,  or  do  or  perform  any  other  act  or  thing 
in  the  making  or  consummation  of  any  contract  of  insurance  for  or  with  any 
insurance  company  other  than  for  himself,  or  who  shall  examine  into  or  adjust 
or  aid  in  adjusting  any  loss  for  or  on  behalf  of  any  such  company,  whether  anv 
such  acts  shall  be  done  at  the  instance  or  request,  or  by  the  employment  of  such 
insurance  company,  or  of  or  by  an^  broker  or  other  person,  shall  be  held  to  be 
the  agent  of  the  company  for  which  the  act  is  done  or  the  risk  is  taken. 

Illinois.  Section  22,  Act  of  1869,  relating  to  Fire,  Marine,  and 
Inland  Navigation  Insurance  Companies. 

Section  22.  •  •  *  The  term  "agent"  or  "agents"  used  in  this  section 
shall  include  an  acknowledged  agent,  surveyor,  broker,  or  any  other  person  or 
persons  who  shall  in  any  manner  aid  in  transacting  the  insurance  business  of 
any  insurance  company  not  incorporated  by  the  laws  of  this  State. 

Section  23.  Act  of  1869  to  Organize  and  Regulate  the  Business 
of  Life  Insurance. 

Section  23.  Whoever  solicits  insurance  on  behalf  of  any  life  company  not 
chartered  by,  and  not  established  within,  this  State,  or  transmits  for  an^  person, 
other  than  himself,  an  application  for  life  insurance,  or  a  policy  of  life  insur- 
ance, to  or  from  such  company,  or  advertises  that  he  will  receive  or  transmit 
the  same  shall  be  held  to  be  an  agent  of  such  company  to  all  intents  and  pur- 
poses, and  subject  to  all  the  duties,  requisitions,  liabilities,  and  penalties  set 
forth  in  the  laws  of  this  State  relating  to  life  insurance  companies  not  in- 
corporated by  the   legislature  thereof. 

Section  i.  Act  of  1883,  to  Govern  Foreign  Fire,  Marine,  and 
Inland  Navigation  Insurance  Companies. 

Section  1.  *  *  *  The  term  "agent"  or  "agents"  used  in'  this  section 
shall  include  any  such  acknowledged  agent,  surveyor,  broker,  or  anpr  other 
person  or  persons  who  shall  in  any  manner  aid  in  transacting  the  business  of 
any  insurance  company  not  incorporated  by  the  laws  of  one  of  the  United 
States. 

Indian.^.     Sections  326  and  327,  Insurance  Laws. 

Section  326.  Any  person  who  shall  dircctlv  or  indirectly  receive  or 
transmit  money  or  other  valuable  thing  to  or  for  the  use  of  such  corporations, 
or  who  shall  in  any  manner  make  or  cause  to  be  made  any  contract,  or  trans- 
act any  business  for  or  on  account  of  any  such  foreign  corporation,  shall  be 
deemed  an  agent  of  such  corporation  and  be  subject  to  the  provisions  of  this 
act  relating   to  agents  of  foreign   corporations. 

Section  327.  The  foregoing  section  shall  not  apply  to  persons  acting  as 
agents  for  foreign  corporations  for  a  special  or  temporary  purpose  or  for 
purposes  not  within  the  ordinary  business  of  such  corporations,  nor  shall  it 
apply    to   attornpys-at-Iaw   as   such. 

lowA.      Section  1750  of  Code  of  1897. 

Section  1750.  The  term  agent  used  in  the  foregoing  sections  of  this  chapter 
shall  include  any  other  person  who  shall  in  any  manner,  directly  or  indirectly, 
transact  insurance  business  for  any  insurance  company  complying  with  the  laws 
of  this  State.     Any  officer,  agent,  or  representative  of  an  insurance  company 
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doing- business  in  this  State  who  may  solicit,  procure  applications,  issue  policies, 
adjust  losses  or  transact  the  business  generally  of  such  companies  shall  be 
held  to  be  the  agent  of  such  insurance  company,  with  authority  to  transact  all 
business  within  tne  scoi)e  of  his  employment,  anything  in  the  application,  policy, 
contract,  by-laws,  or  articles  of  incorporation  of  such  company  to  the  contrary 
notwithstanding. 

Kentucky.     Section  633  of  Barbour  and  Carroirs  Statutes. 

Section  633.  .  .  .  Whoever  solicits  and  receives  application  for  insurance  on 
behalf  of  any  insurance  company,  or  transmits  for  any  person  other  than  himself 
an  application  for  insurance,  or  a  policy  of  insurance,  to  or  from  such  company, 
or  advertises  that  he  will  receive  or  transmit  the  same,  or  who  shall  in  any 
manner,  directly  or  indirectly,  aid  or  assist  in  transacting  the  insurance  busit^ess 
of  any  insurance  company,  shall  be  held  to  be  an  agent  of  such  company,  within 
the  meaning  of  this  article,  anything  in  the  policy  or  application  to  the  contrary 
n  ot  wit  hstan  din  g. 

Louisiana.     Section  23,  Article  3,  Act  105  of  1898. 

Any  person  who  solicits  insurance  for  a  consideration  on  behalf  of  any 
company  or  transmits  for  a  person  other  than  himself  an  application  for  or  a 
policy  of  insurance  to  or  from  such  company  or  offers  or  assumes  to  act  in  the 
negotiation  of  such  insurance,  shall  be  deemed  an  insurance  agent  within  the 
intent  of  this  act,  should  he  receive  from  the  company  any  compensation  what- 
soever, either  for  himself  or  any  other  person,  partnership,  or  corporation,  and 
shall  thereby  become  liable  to  all  the  duties,  requisitions,  liabilities,  and  penal- 
ties to  which  the  agent  of  such  company  is  subject. 

Maine.     Section  19  of  Chapter  49  of  the  Revised  Statutes. 

Section  19.  An  agent  authorized  by  an  insurance  company,  whose  name  is 
borne  on  the  policy,  is  its  agent  in  all  matters  of  insurance;  any  notice  required 
to  be  given  to  said  company  or  any  of  its  officers,  bv  the  insured,  may  be  given 
to  such  agent;  any  application  for  insurance,  or  valuation  or  description  of  th<* 
property,  or  of  the  interest  of  the  insured  therein,  if  drawn  by  said  agent,  is 
conclusive  upon  the  company,  but  not  upon  the  insured,  although  signed  by  him. 
and  all  acts,  proceedings,  and  doings  of  such  agent  with  the  insured  are  as 
binding  iipon  the  company  as  if  done  and  performed  by  the  person  specially 
empowered  or  designated  therefor  by  the  contract. 

Massachusetts.     Section  87  of  Chapter  522  of  the  Acts  of  1894. 

Section  87.  Any  person  not  a  duly  licensed  insurance  broker,  who  solicits 
insurance  on  behalf  of  any 'insurance  company,  or  transmits  for  a  person  other 
than  himself  an  application  for  a  policy  of  insurance  to  or  from  such  com- 
pany, or  offers  or  assumes  to  act  in  the  negotiation  of  such  insurance,  shall  be 
deemed  an  insurance  agent  within  the  intent  of  this  act,  and  shall  thereby  be- 
come liable  to  all  the  duties,  requisitions,  liabilities,  and  penalties  to  which  an 
agent  of  such  company  is  subject. 

Michigan.     Section  130,  Insurance  Laws  of  Michigan. 

.  .  .  Tlie  term  agent  or  agents  used  in  this  section  shall  include  any  ac- 
knowledged agent,  surveyor,  broker,  or  any  other  person  or  persons  who  shall 
in  any  manner  aid  in  transacting  the  insurance  business  of  any  insurance  com- 
pany  not  incorporated   by  the   laws  of  this   Slate. 

Missrssippi.     Section  50,  Insurance  Laws  of  1902. 

Section  2327.  Every  person  who  solicits  on  behalf  of  any  insurance  com- 
pany, or  who  takes  or  transmits,  other  than  for  himself,  an  application  for  in- 
surance, or  a  policy  of  insurance,  to  or  from  such  company,  or  who  advertises 
or  otherwise  gives  notice  that  he  will  receive  or  transmit  the  same,  or  who  shall 
receive  or  deliver  a  policy  of  insurance  of  any  such  company,  or  who  shall  ex- 
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amine  or  inspect  any  risk,  or  receive,  collect,  or  transmit  any  premium  of  insur- 
ance, or  make  or  forward  a  diagram  of  any  building,  or  do  or  perform  any  other 
act  or  thing,  in  the  making  or  consummation  of  any  contract  of  insurance,  for 
or  otherwise  gives  notice  that  he  will  receive  or  transmit  the  same,  or  who  shall 
examine  into  or  adjust,  or  aid  in  adjusting  any  loss  for  or  on  behalf  of  any  such 
insurance  company,  whether  anv  of  such  acts  shall  be  done  at  the  instance  or 
request  or  by  the  employment  of  tb«»  in«irance  company,  or  of  or  by  any  broker 
or  other  person,  shall  be  held  to  oc  ww.  «gent  of  the  company  for  which  the  act 
is  done,  or  the  risk  is  taken,  as  to  all  the  duties  and  liabilities  imposed  by  law, 
whatever  conditions  or  stipulations  may  be  contained  in  the  policy  or  con- 
tract;  such  person  knowingly  procuring  by  fraudulent  representations  payment, 
or  the  obligation  for  the  payment,  of  a  premium  of  insurance  shall  be  punished 
by  a  fine  of  not  less  than  one  hundred  dollars,  nor  more  than  five  hundred 
dollars,  or  be  imprisoned  for  not  more  than  one  year. 

Missouri.     Section  5915,  Insurance  Laws  of  Missouri. 

Section  $915-  Agents  Defined. — ^Any  person  or  persons  in  this  State  who 
shall  receipt  for  any  money  on  account  of  or  for  any  contract  of  insurance  made 
by  him  or  them  for  any  insurance  company  or  association  not  at  the  time  author- 
ized to  do  business  in  this  State,  or  who  shall  receive  or  receipt  for  any  money 
from^  other  persons,  to  be  transmitted  to  any  such  insurance  company  or 
association,  either  in  or  out  of  this  State,  for  a  policy  or  policies  of  insurance 
issued  by  such  company  or  association,  or  for  any  renewal  thereof,  although 
the  same  may  not  be  required  by  him  of  them  as  agents,  or  who  shall  make 
or  cause  to  be  made,  directly  or  indirectly,  any  contract  of  insurance  for 
such  company  or  association,  shall  be  deemed  to  all  intents  and  purposes  an 
agent  or  agents  of  such  company  or  association,  and  shall  be  subject  to  all  the 
provisions  and  regulations,  and  liable  to  all  the  penalties  provided  and  fixed  bv 
this  chapter. 

Montana.     Section  589  Revised  Statutes. 

The  term  "agent"  or  "agents,"  used  in  the  foregoing  section,  shall  include 
an  acknowledged  agent  or  surveyor  or  any  other  person  or  persons  who  shall 
in  any  manner,  directly  or  indirectly,  transact  or  aid  in  transacting  the  insur 
ance  business  of  any  insurance  company  not  incorporated  by  the  laws  of  thiit 
State. 

The  following  is  an  additional  section  relating  to  surety  com- 
panies, Section  193,  laws  of  1909: 

Every  person  who  shall  receive  or  transmit  applications  for  suretvship  or 
receive  for  delivery  bonds  founded  on  applications  forwarded  from  this  State, 
or  otherwise  procure  suretyship  to  be  effected  by  such  company  upon  the 
bonds  of,  or  the  bonds  given  to,  persons  or  corporations  in  this  State  shall  be 
deemed  an  agent  of  such  company. 

Nebraska.     Section  8  of  Chapter  16  of  Compiled  Statutes. 

Section  8.  Any  person  or  firm  in  this  State  who  shall  receive  or  receipt  for 
any  money,  on  account  of  or  for  any  contract  of  insurance  made  by  him  or 
them,  or  for  any  such  insurance  company  or  individual  aforesaid,  or  who  shall 
receive  or  reccii)t  for  any  money  from  other  persons,  to  be  transmitted  to  any 
Auch  company  or  individual  aforesaid,  for  a  policy  or  policies  of  insurance  or 
any  renewal  thereof,  although  such  policy  or  policies  of  insurance  may  not  be 
sipned  by  him  or  them,  as  aj  crt  or  arei  ts  of  fnch  company,  or  who  shall  in  any 
wi'e,  directly  or  indirectly,  make  or  curr  to  bo  made  any  contract  or  contracts 
of  insurance,  for  or  on  account  of  ^uch  compary  aforesaid,  shall  be  deemed,  to 
all  intents  and  purposes,  an  apert  or  apcnts  of  said  company,  and  shall  be  sub- 
ject and  liable  to  all   the  provisions  of  this  chapter. 

New  Hampshire.     Section  4  of  Chapter  171  of  the  Statutes. 

Section  4.  A  person  who  solicits  insurance  on  behalf  of  a  life  insurance 
company,   or  transmits   for  a   person   other  than   himsclt   an  application   for  a 
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policy  of  life  insurance  to  or  from  such  company,  or  offers  or  assumes  to  act  in 
the  negotiation  of  such  insurance,  shall  be  deemed  a  life  insurance  agent,  and 
shall  be  liable  to  all  the  duties,  requirements,  liabilities,  and  penalties  to  which 
such  agents  are  subject. 

New  Mexico.     Section  26  of  Chapter  46  of  the  General  Laws. 

This  section  reads  the  same  as  that  of  Montana,  ante. 

New  York.     Section  49  of  the  Insurance  Law. 

Section  49.  The  term  agent  in  this  chapter  shall  include  an  acknowledged 
agent  or  surveyor  or  any  other  person  or  persons  who  shall  in  any  manner  aid 
in  transacting  the  insurance  business  of  any  insurance  corporation  not  in- 
corporated by  the  laws  of  this  State,  and  any  broker  whose  business,  in  whole 
or  in  part,  is  to  negotiate  for  and  place  risks,  deliver  the  policies  covering  the 
same,    and   collect   premiums   therefor. 

Ohio.     Section  3644,  Revised  Statutes. 

Section  3644.  Any  person  v^ho  solicits  insurance  and  procures  application 
therefor  shall  be  held  to  be  the  agent  of  the  party,  company,  or  association 
thereafter  issuing  a  policy  upon  such  application  or  a  renewal  thereof,  anything 
in  the  application  or  the  policy  to  the  contrary  notwithstanding. 

Oklahoma.    Section  27,  laws  of  1909. 

A  person  not  a  duly  licensed  insurance  broker,  who  for  compensation 
solicits  insurance  on  behalf  of  any  insurance  companv,  or  transmits  for  a 
person  other  than  himself  an  application  for  a  policy  of  insurance  to  or  from 
such  company,  or  ofters  or  assumes  to  act  in  the  negotiating  of  such  insur- 
ance, shall  be  an  insurance  agent  within  the  ir.tent  of  this  Act,  and  shall 
thereby  become  liable  to  all  the  duties,  requirements,  liabilities  and  penalties 
to  which  an  agent  of  such  comp&ny  is  subject. 

Oregon.     Section  3731,  Laws  of  Oregon. 

.  .  .  Any  person  who  solicits  insurance,  receives  an  application  or  order 
to  write,  renew,  or  procure  any^  policy,  collect  any  premium,  or  who  attempts 
as  middleman  to  place  any  fire  insurance  in  this  state,  shall  b«*  deemed  an  in* 
surance  agent. 

Rhode  Island.     Section  10  of  Chapter  182. 

Section  7.  Every  person  who  acts  or  aids  in  any  manner  in  negotiating  con- 
tracts of  insurance  or  reinsurance  or  placing  risks  or  effecting  insurance  or  re- 
insurance for  any  person  other  than  himself,  and  receiving  compensation  there- 
for; and  every  person  who  shall  so  far  represent  any  insurance  company,  estab- 
lished in  any  State  or  cotuitry,  as  to  receive  or  transmit  proposals  for  insurance 
or  to  receive  for  delivery  policies  founded  on  proposals,  forwarded  from  this 
State,  or  otherwise  to  procure  insurance  to  be  effected  by  such  company  for  per- 
sons residing  in  this  State,  shall  be  deemed  and  taken  to  be  acting  as  agent  foi 
and  undertaking  to  make  insurance  as  agent  for  and  in  behalf  of  such  company, 
and  shall  be  subject  to  the  restrictions  and  liable  to  the  penalties  herein  made 
applicable  to  agents  of  such  companies. 

South  Carolina.     Section  6  of  the  Acts  of  1883. 

Section  6.  Any  person  who  solicits  insurance  in  behalf  of  any  insurance 
company  not  organized  under  or  incorporated  by  the  laws  of  this  State,  or  who 
takes  or  transmits  other  than  for  himself  any  application  for  insurance,  or  any 
policy  of  insurance,  to  or  from  such  company,  or  who  advertises  or  otherwise 
gives  notice  that  he  will  receive  or  transmit  the  same,  or  who  shall  receive 
or  deliver  any  policy  of  insurance  to  any  such  company,  or  who  shall  examine 
and  inspect  any  risk,  or  receive,  collect,  or  transmit  any  premium  of  insurance, 
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or  make  or  forward  any  diagram  of  any  building  or  buildings,  or  do  or  perform 
any  other  act  or  thing  in  the  making  or  the  consummating  of  any  contract  of 
insurance,  other  than  for  himself,  or  who  shall  examine  into  or  adjust,  or  aid 
in  adiusting,  any  loss  for  or  in  behalf  of  any  such  insurance  company,  whether 
such  acts  shall  be  done*  at  tin*  instance  or  request  or  by  the  employment  of  such 
insurance  company,  shall  be  held  to  be  acting  as  the  agent  of  the  company  for 
which   this   act   is  done   or   the   risk   is   taken. 

Texas.     Section  i,  Chapter  36,  Acts  of  1879. 

Section  i.  Be  it  enacted  by  the  Legislature  of  the  State  of  Texas:  That  any 
person  who  solicits  insurance  on  behalf  of  any  insurance  company,  whether  in- 
corporated under  the  laws  of  this  or  any  other  State  or  foreign  government,  or 
who  takes  or  transmits  other  than  for  himself  any  application  for  insurance,  or 
any  policy  of  insurance,  lo  or  from  such  company,  or  who  advertises,  or  other- 
wise gives  notice  that  he  will  receive  or  transmit  the  same,  or  shall  receive  or 
deliver  a  policy  of  insurance  of  any  such  company,  or  who  shall  examine  or  in- 
spect any  risk,  or  receive  or  collect  or  transmit  anv  premium  of  insurance,  or 
make  or  forward  any  diagram  of  any  building  or  buildings,  or  do  or  perform  any 
other  act  or  thing  in  the  making  or  consummating  of  any  contract  of  insurance 
for  or  with  any  such  insurance  company,  other  than  for  himself,  or  who  shall 
examine  into  or  adjust,  or  aid  in  adjusting,  any  loss  for  or  on  behalf  of  any 
such  insurance  company,  whether  ,any  of  such  acts  shall  be  done  at  the  instance 
or  request  or  by  the  employment  of  such  insurance  company,  or  of  or  by  any 
broker  or  other  person,  shall  be  held  to  be  the  agent  of  the  company  for  whicn 
the  act  is  done  or  the  risk  is  taken,  as  far  as  relates  to  all  the  liabilities,  duties, 
requirements,  and  penalties  set  forth  in  this  act;  pro^nded,  that  the  provisions  ox 
this  act  shall  not  apply  to  citizens  of  this  State  who  arbitrate  in  the  adjustment 
of  losses  between  the  insurers  and  the  assured,  nor  to  the  adjustment  of  par- 
ticular or  general  average  losses  of  vessels  or  cargoes  by  marine  adjusters  who 
have  paid  an  occupation  tax  of  two  hundred  dollars  for  the  year  in  which  the 
adjustment  is  made;  provided,  further,  that  the  provisions  of  this  act  shall  not 
apply  to  practicing  attorneys  at  law  in  the  State  of  Texas  acting  in  the  regular 
transaction  of  their  business  as  such  attorneys  at  law  and  who  are  not  local 
agents  nor  acting  as  adjusters  for  any  insurance  company. 

Washington.     Act  approved  March  15,  1899. 

Section  9.  Any  persoji  through  whom  any  insurance  company  writing  in- 
surance upon  any  property' in  this  State  shall  deliver  a  policy  of  insurance,  shall 
be  deemed  the  agent  of  such  company  as  to  all  transactions  relating  to  such  in- 
surance had  between  such  person  and  the  'n-ared  named  in  the  policy  prior  to 
and   at  the   delivery   thereof. 

Wisconsin.  Chapter  353,  lajvs  of  1905,  amending  section  1977, 
laws  of  1898. 

Section  1977.  Every  person  or  member  of  a  firm  or  corporation  who 
solicits  insurance  on  behalf  of  any  insurance  corporation  or  person  desiring 
insurance  of  any  kind,  or  transmits  an  application  for  a  policy  of  insurance, 
other  than  for  himself,  to  or  from  any  such  corporation,  or  who  makes  any 
contract  for  insurance,  or  collects  any  premiums  for  insurance,  or  in  any 
manner  aids  or  assists  in  doing  either,  or  in  transacting  any  business  of 
like  nature  for  any  insurance  corporation,  or  advertises  to  do  any  such 
thing,  shall  be  held  to  be  an  agent  of  such  corporation  to  all  intents  and 
purposes,  unless  it  can  be  shown  that  he  receives  no  compensation  for  such 
services. 

AGENTS,  RESIDENT.  Laws  concerning.  [See  Resident 
Agents*  Laws.] 

AGRICULTURAL    INSURANCE    COMPANY,    Watertown, 

N.  Y.      Organized  1853;    capital,  $500,000.      W.  H.  Stevens,  presi- 

^^^\    J.  Q.  Adams,  secretary.      Organized  las  a  farmers'  mutual. 


Alcock,  Charles 


^3 


then  converted  into  a  stock  company  with  charter  limiting  it  to 
the  insurance  of  farm  property;  now  engaged  in  general  fire  in- 
surance. It  transacts  business  in  most  of  the  states  and  territories. 
It  writes  tornado  insurance.  Fifty-seventh  annual  statement,  Jan- 
uary I,  1909: 


Capital.         ..... 

Assets    (to   protect  policy-holders), 
Liabilities,  .... 

Net   surplus   to   poliQr-hoIders, 
Net  surplus  to  stockholders, 


$500,000.00 
3.470,509.00 
1,920,837.00 
i»549.672.oo 
1,049,672.00 


ALABAMA,  INSURANCE  SUPERVISION  IN  1860-1910. 
In  i860  the  supervision  of  the  business  of  insurance  in  Alabama  was 
vested  in  the  State  Auditor,  but  by  an  act  of  the  Legislature  in  1897 
it  was  transferred  to  the  Secretary  of  State,  who  became  insurance 
commissioner,  ex  officio.  The  term  of  office  is  two  years  and  the 
officials  have  been: 


W.  J.  Green,     . 

.     1 860- 1 865 

M.  A.  Chrisholm, 

.     1 865- 1 868 

R.  M.  Reynolds, 

.     1 868- 1 872 

R.  T.  Smith,      . 

.     1872-1876 

Willis  Brewer,  . 

.     1 876- 1 880 

J.  M.  Carmichael, 

.     1880-1884 

M.   C.   Burke,     . 
Cyrus  D.  Hogue, 
John    Purifoy,     . 
Walter  S.  White, 
Tames  K.  Jackson, 
R.  P.  McDavid, 


1 884- 1 888 
1 888- 1 892 
1 892- 1 896 
1896-1897 
1897- 1 899 
1899-1903 


J.  Thomas  Heflin,  who  was  elected  in  March,  1903,  resigned  in 
April,  1904,  and  E.  R.  McDavid,  the  deputy  commissioner,  was  ap- 
pointed to  succeed  him.  Frank  N.  Julian  is  the  present  commis- 
sioner, and  A.  C.  Sexton  deputy  commissioner. 

ALABAMA,  UNDERWRITERS'  ASSOCIATION  OF.  [See 
Underwriters'  Association  of  Alabama.] 

ALASKA,  INSURANCE  SUPERVISION  IN.  By  act  of 
Congress,  approved  June  6,  1900,  insurance  companies  are  re- 
quired to  report  to  the  Surveyor-General,  who  is  acting  Secretary 
of  the  District.  Jhe  present  incumbent  of  the  office  is  William  L. 
Distin. 

ALBANY  INSURANCE  COMPANY,  Albany,  N.  Y.  Organ- 
ized 181 1 ;  capital,  $250,000.  J.  E.  McElroy,  president;  Charles 
H.  Hahn,  secretary. 

ALCOCK,  CHARLES,  general  manager  of  the  Royal  Insurance 
Company  of  Liverpool.  He  was  appointed  to  succeed  J.  H.  Mc- 
Laren, who  died  November  13,  1893.  Mr.  Alcock  was  for  some 
years  chief  clerk  of  the  London  Assurance  Corporation,  in  charge 
of  its  foreign  department.  In  1885  he  joined  the  staff  of  the  Royal 
as  assistant  secretary,  succeeding  afterward  to  the  secretaryship, 
and  on  tho  retirement  of  Sub-Manager  Digby  Johnson,  in  1893,  to 
take  the  management  of  the  Lancashire,  he  was  appointed  to  the 
vacancy,  which  he  filled  until  his  advancement  to  the  office  of  gen- 
eral manager. 
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ALEXANDER,  JAMES  WALLACE,  vice-president  of  the 
National  Association  of  Local  Fire  Insurance  Agents,  is  a  native 
of  Virginia,  and  was  born  in  Meclenberg  County,  Va.,  of  American 
parentage,  April  20,  1862.  He  received  a  common  school  education, 
and  began  his  business  career  in  mercantile  pursuits.  He  has  served 
as  a  member  of  the  Louisiana  legislature,  is  a  director  in  various 
business  enterprises  in  the  state,  and  president  of  the  Rapides  Club 
and  Rapides  Opera  House  company.  He  has  been  engaged  in  the 
local  agency  business  for  the  past  twenty  years  in  Alexandria,  La., 
and  has  been  one  of  the  vice-presidents  of  the  National  Association 
of  Local  Agents  and  active  in  its  affairs  for  several  years. 

ALIENATION.  A  transfer  of  property  to  another.  The  fire 
insurance  policy  being  a  personal  contract  the  alienation  of  the 
property  covered  by  it  voids  the  policy.  So  many  controversies  as 
to  what  constitutes  alienation  have  arisen  in  insurance  practice  that 
the  standard  policies  now  describe  minutely  what  will  avoid  the 
policy.    [See  Policy  Forms,  Fire.    Also  any  digest  of  insurance  law.] 

ALLEMANNIA  FIRE  INSURANCE  COMl^ANY,  Pitts- 
burgh, Pa.  Organized  1868;  capital,  $200,000.  William  Stein- 
meyer,  president;    Chas.  P.  Kellerman,  secretary. 

ALLEN,  EDWIN  STANTON,  assistant  secretary  of  the  Aetna 
Insurance  Company,  is  a  son  of  Francis  B.  Allen,  vice-president  of 
the  Hartford  Steam  Boiler  Inspection  and  Insurance  Company, 
and  was  born  in  New  York  city,  July  12,  1871.  He  was  educated 
in  the  public  schools  of  New  York  city  and  Trinity  College,  Hart- 
ford, graduating  therefrom  in  1894.  He  entered  the  service  of  the 
Aetna  after  leaving  college,  and  has  been  with  the  company  con- 
tinuously serving  it  in  various  capacities  as  clerk,  examiner,  special 
and  general  agent.  He  was  elected  to  his  present  position  in  May, 
1907. 

ALLEN,  FRANCIS  BURKE,  vice-president  Hartford  Steam 
Boiler  Inspection  and  Insurance  company,  was  born  at  Baltimore, 
Md.,  June  i,  1841.  He  received  a  common  and  high  school  educa- 
tion, and  began  his  business  career  as  a  machinists'  apprentice. 
From  1862  to  f868  he  served  in  the  engineer  corps  of  the  United 
States  Navy,  reaching  the  grade  of  lieutenant,  but  resigned  from 
the  service  in  the  latter  year.  He  is  a  director  of  the  Navy  League 
of  the  United  States,  past  junior  commander-in-chief,  G.  A.  R., 
and  past  Rear  Admiral,  National  Association  Naval  Veterans  of 
the  United  States,  and  is  active  in  Grand  Army  affairs,  and  a  past 
president  of  the  Army  and  Navy  Club  of  Conn.  He  is  also  a  vice- 
president  of  the  Board  of  Casualty  and  Surety  Underwriters  of 
New  York. 

ALLEN,  THEODORE  LATHROP,  secretary  of  the  Berkshire 
Life  Insurance  Company  of  Pittsfield,  Mass.,  was  born  in  New  York 
city,  November  12,  1846,  and  received  his  education  in  the  public 
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schools  and  the  College  of  the  City  of  New  York.  His  early  busi- 
ness experience  was  acquired  in  various  mercantile  pursuits.  He 
was  registrar  pf  deeds  for  Berkshire  district  and  has  held  various 
local  public  offices  in  Pittsfield.  , 

ALISON,  SI  KPIIEN  HKNDKRSOX,  former  editor  and  pub- 
lisher of  The  Insurance  {' indicator,  and  The  Southern  Insurance 
Directory,  Xew  Orleans,  was  born  in  Glasgow,  Scotland,  July 
6,  1867.  He  was  educated  in  the  schools  of  his  native  city, 
later  taking  a  special  course  in  chemistry  in  London,  in  which  city 
he  engaged  in  journalistic  work  for  a  number  of  years.  He  went 
to  New  Orleans  in  1896,  engaging  in  newspaper  work  in  that  city, 
and  was  manager  of  the  Louisiana  and  Mississippi  insurance  infor- 
mation bureau  for  hve  years  and  until  it  was  discontinued  in  1906. 
In  December,  1906,  he  purchased  The  Insurance  Vindicator  and 
The  Southern  Insurance  Directory,  of  which  he  was  president,  editor 
and  manager,  and  in  1910  he  disposed  of  his  interest  in  those  pub- 
lications and  retired  from  insurance  journalism. 

ALLL\NCE  AGAINST  ACCIDENT  FRAUD.  An  Associa- 
tion of  casualty  insurance  companies  and  representatives  of  rail- 
roads, was  organized  at  a  meeting  in  New  York  in  November, 
1905.  Its  object  is  stated  to  be:  "To  protect  and  defend  its  mem- 
bers against  fraudulent  claims;  to  prosecute  all  persons  engaged  in 
presenting  and  promoting  such  claims;  to  collect  and  disseminate 
information  to  its  members,  concerning  fake  claimants,  shyster 
lawyers,  unprincipled  physicians,  ambulance  chasers,  false  witnesses, 
and  others  engaged  in  such  practice,  and  their  methods."  Officers 
were  elected  as  follows:  President,  Robert  B.  Armstrong,  Cas- 
ualty Company  of  America;  first  vice-president,  James  R.  Pratt, 
United  Railways  &  Electric  Company,  Baltimore;  second  vice- 
president,  R.  C.  Richards,  Chicago  &  Northwestern  Railway  Com- 
pany; secretary  and  treasurer,  Chauncey  S.  S.  Miller,  Casualty 
Company  of  America.  The  work  of  the  Alliance  is  carried  on 
through  committees.  At  the  annual  meetiiig  in  January,  19 10,  offi«- 
cers  were  elected  as  follows:  President,  H.  R.  Goshorn,  Phila- 
delphia Rapid  Transit  Co.;  vice-president,  B.  B.  Davis,  Columbus 
Railway  &  Light  Co. ;  secretary  and  treasurer,  Frank  L.  Arnold, 
56-58  Pine  Street,  New  York  City;  Directors:  H.  S.  Julier,  Ameri- 
can Express  Co.;  Cornelius  F.  Collins,  assistant  corporation  counsel 
New  York  city;  James  R.  Pratt,  United  Railways  of  Baltimore; 
W.  E.  Kimbcrling,  Pittsburg  Construction  Co.;  James  L.  Quacken- 
bush,  Interhprough-Metropolitan  lines.  New  York  city;  H.  R. 
Goshorn,  Philadelphia  Rapid  Transit  Co. ;  Franklin  J.  Moore,  Gen- 
eral Accident  Assurance  Corporation. 

The  Index  Bureaus  have  been  established  at  the  following 
places :  New  York  City,  56  Pine  Street ;  Philadelphia,  Pa.,  Land 
Title  building,  Philadelphia,  Pa.;  Chicago,  Ills.,  Old  Colony  build- 
ing, Chicago,  Ills.;  Boston,  88  Broad  Street,  Boston,  Mass. 


^  American  Casualty  Company. 

ALLIANCE  INSURANCE  COMPANY,  Philadelphia,  Pa. 
Organized  1904;  capital,  $500,000.  Eugene  L.  Ellison,  president; 
Henry  W.  Farnum,  secretary. 

ALLISON,  YOUNG  E.,  insurance  journalist,  is  of  Scotch- 
Trish  lineage  and  a  native  of  Henderson,  Ky.,  where  he  was  born 
December  23,  1853.  Leaving  school  when  nine  years  old,  he  ob 
tained  in  a  country  printing  office,  the  rudiments  of  his  present 
profession.  He  was  a  newspaper  reporter  at  the  age  of  seventeen, 
and  in  the  course  of  his  journalistic  career  has  been  managing  editor 
of  the  Louisville  Courier- Journal,  editor  of  the  Louisville  Daily 
Commercial,  and  city  editor  of  the  Evansville,  Ind.,  Journal.  He 
established  the  Insurance  Herald  in  Louisville  in  1888,  and  on  it.s 
sale  to  its  present  owner  in  1899  became  the  founder,  with  August 
Straus,  of  the  Insurance  Field  of  Louisville,  of  which  he  is  the  pres- 
ent editor,  in  association  with  Mr.  Champion  I.  Hitchcock,  and  part 
proprietor.  Colonel  Allison  has  achieved  fame  in  literature  as  a 
humorist,  a  magazine  writer,  a  novelist,  and  dramatist.  He  was, 
in  1893,  the  Kentucky  commissioner  for  the  World's  Cohimbian 
Exposition  at  Chicago.  He  was  editor  of  the  Louisville  Herald, 
the  leading  Republican  daily  newspaper  of  the  South,  from  1902  to 
I905»  when  he  disposed  of  his  interest  to  devote  his  whole  time 
again  to  the  Insurance  Field, 

ALVERSON,  H.  C,  formerly  assistant  general  agent  of  the 
Insurance  Company  of  North  America  and  Philadelphia  Under- 
writers (the  Insurance  Company  of  North  America  and  Fire  Asso- 
ciation of  Philadelphia),  with  headquarters  at  Erie,  Pa.,  was  born 
in  Chatauqua  county,  New  York,  June  12,  1843.  He  began  the 
insurance  business  in  1866  at  Beloit,  Wis.,  as  a  solicitor  for  farm 
business.  From  1869  to  1871  in  Wisconsin,  and  from  1871  to  1886 
in  Iowa,  he  did  special  agency  work,  and  on  January  i,  1886,  he 
entered  the  service  of  the  Insurance  Company  of  North  America  as 
Iowa  state  agent.  He  resigned  the  assistant  general  agency  of  the 
above  companies  in  January,  1903,  and  was  elected  secretary  and 
general  manager  of  National  Masonic  Accident  Association  of  Des 
Moines,  Iowa.  He  was  appointed  manager  of  the  North  American 
Accident  Insurance  Company  of  Chicago,  111.  (National  Masonic 
Department),  with  headquarters  at  Des  Moines,  February  3,  1905. 

AMERICAN  AND  FOREIGN  MARINE  INSURANCE  COM^ 
PANY,  New  York.  Organized  1896;  capital,  $300,000.  W.  L.  H. 
Simpson,  president;  J.  E.  Hoffman,  secretary  and  treasurer. 

AMERICAN  BONDING  COMPANY,  Baltimore,  Md.  Organ- 
ized  1895;  capital,  $750,000.  George  Cator,  president;  Wm.  E.  P. 
Duvall,  secretary-treasurer. 

AMERICAN  CASUALTY  COMPANY,  Reading,  Pa.     Organ- 
ised  1902;   capital  $250,000.     E.    P.   Van   Reed,  president;    Harvey 
"homo,  secretary. 
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AMERICAN  CENTRAL  INSURANCE  COMPANY,  St 
Louis,  Mo.  Organized  1853;  capital,  $2,000,000.  Edward  T. 
Campbell,  president;  B.  G.  Chapman,  Jr.,  secretary. 

AMERICAN  CENTRAL  LIFE  INSURANCE  COMPANY, 
Indianapolis,  Ind.  Organized  1899 ;  capital,  $137,000 ;  assets,  Decembet 
31,  1909,  $2462,709;  surphis,  $359»42o;  insurance  in  force,  $25,013,654. 
Officers  are:  M.  A.  Woollen,  president;  W.  W.  Dark, 
vice-president;  B.  C.  Day,  second  vice-president;  H.  M.  Woollen, 
secretary;  E.  H.  Dark,  assistant  secretary;  G.  E.  Hume,  treasurer; 
C,  B.  Carr,  actuary;  E.  A.  Meyer,  comptroller. 

AMERICAN  COMPANIES  ORGANIZED  OR  CON- 
TROLLED- BY  FOREIGN  COMPANIES.  A  number  of  lire 
insurance  companies  of  other  countries  doing  business  in  the  United 
States  have  organized  or  acquired  the  control  of  companies  with 
American  charters.    The  following  is  the  list  April  i,  1910: 

Caledonian, 

Owning  Caledonian  American,  N.  Y. 
Coromercial  Union, 

Owning  Commercial  Union  Fire,  N.  Y. 
Liverpool   and   London   and  Globe, 

Owning  Liverpool  and  London  and  Globe,  N.  Y. 
London  and  Lancashire, 

Owning   Orient,   Hartford. 
North   British  and   Mercantile, 

Owning  North  British  and  Mercantile,  N.  Y.,  and  Common- 
Phcenix  of  London,  [wealth  Fire. 

Owning  the   Pelican,  New  York. 
Royal, 

Owning  Queen,  N.   Y. 
Scottish  Union  and  National, 

Owning  Scottish  Union,  Connecticut 

AMERICAN  CREDIT  INDEMNITY  COMPANY,  New  York. 
Organized  1893;  capital,  $1,000,000.  Edwin  M.  Treat,  president; 
A.  L.  Shapleigli,  vice-president;  Joseph  J.  Gross,  sccrctar>'.  The 
executive  headquarters  of  the  company  are  in  St.  Louis,  Mo.  [Sec 
Credit  Insurance.] 

AMERICAN  FIDELITY  COMPANY,  Montpelier,  Vt.  Organ- 
ized 1900;  capital,  $500,000.  James  W.  Brock,  president;  Harlan 
W.  Kemp,  secretary. 

AMERICAN  FIRE  INSURANCE  COMPANY,  Philadelphia. 
Pa.  Organized  1810;  capital,  $200,000.  Surplus  line  business. 
Clarence  E.  Porter,  president;  Waite  Blivcn,  secretary. 

AMERICAN  INSTITUTE  OF  ACTUARIES.  This  associa- 
tion was  organized  at  a  meeting  held  in  Qiicago  in  May,  1909,  and  the 
organization  was  promoted  by  and  is  largely  composed  of  actuaries 
connected  with  companies  located  in  the  central,  western  and  south- 
ern sections  of  the  country,  and  its  purposes  arc  the  advancement  of 
the  science  of  insurance  mathematics.  The  membership  is  composed 
of  Fellows,  Associates  and  Contributing  members.     Officers   were 


28        —  American  Life  G)nvention. 

elected  as  follows:  President,  Lucius  McAdam;  vice-president, 
Henry  W.  Buttolph;  secretary,  Jacob  C.  Seitz;  treasurer,  Henry  S. 
Vail;  librarian,  Edwin  R.  Carter;  board  of  governors,  Donald  F. 
Campbell,  Frederick  A.  Draper,  Wilbur  S.  Wynn,  Frederic  S. 
^yithington  (1911),  Oswald  J.  Arnold,  Charles  H.  Beckett  (1912). 
The  annual  meeting  of  Institute  was  held  in  Chicago,  June  7  and  8, 
1910.  President  McAdam  presided,  and  thirty-five  Fellows  and 
Associates  were  in  attendance.  Papers  were  read  as  follows : 
"Monthly  Installments  Certain,"  by  E.  R.  Carter,  National  Life  of 
Chicago;  "First  Year  Reserves,"  by  E.  W.  Hyde,  Columbia  Life, 
Cincinnati;  "Group  Valuation,"  by  R.  M.  Webb;  "Continuous  In- 
stallments," by  Lucius  McAdam.  Officers  were  elected  as  follows : 
President,  H.  W.  Buttolph,  Indianapolis;  vice-president,  O.  J.  Ar- 
nold, Illinois  Life,  Chicago;  secretary,  J.  C.  Seitz,  Security  Life  of 
America,.  Chicago;  treasurer,  Donald  F.  Campbell,  Armour  Insti- 
tute, Chicago ;  librarian,  E.  R.  Carter,  National  Life  of  the  U.  S.  A., 
Chicago;  members  of  the  board  of  governors,  D.  R.  Nueske,  Mis- 
souri State  Life;  H.  L.  Reitz,  professor  University  of  Illinois;  R. 
M.  Webb,  Kansas  City  Life. 

AMERICAN  INSTITUTE  OF  MARINE  UNDERWRITERS, 
THE,  was  established  by  American  ocean  marine  insurance  com- 
panies March  31,  1898.  On  May  25th  the  following  officers  were 
elected:  Charles  Piatt  of  Philadelphia,  president  of  the  Insurance 
Company  of  North  America,  president;  A.  A.  Raven,  president  of 
the  Atlantic  Mutual  Insurance  Company  of  New  York,  vice-presi- 
dent ;  L.  Allyn  Wight  of  New  York,  secretary ;  A.  J.  Macdonald  oi 
New  York,  treasurer.  The  functions  of  the  Institute  are  advisory, 
rather  than  legislative.  Most  of  the  marine  insurance  companies 
are  represented  in  the  membership.  Herbert  Appleton  of  the  United 
States  "Lloyds",  is  president,  and  William  H.  McGee,  secretary  and 
treasurer;  address,  ^^  Beaver  Street. 

AMERICAN  INSURANCE  COMPANY  of  Newark,  N.  J. 
Organized  1846;  capital,  $750,000.  P.  L.  Hoadley,  president;  A.  E. 
Larter  and  Chas.  E.  Sheldon,  vice-presidents;  C.  Weston  Bailey, 
secretary. 

AMERICAN  LIFE  CONVENTION  was  organized  in  1905  by 
the  officers  of  life  insurance  companies  of  the  western  and  southern 
states.  The  first  annual  meeting  was  held  at  Lookout  Mountain, 
Tenn.,  September  29  and  30,  1906,  and  officers  were  elected  as 
follows:  President,  Charles  E.  Dark,  American  Central  Life,  of 
Indianapolis;  secretary,  T.  W.  Blackburn,  Omaha;  executive 
committee,  J.  B.  Reynolds,  B.  H.  Robinson,  S.  B.  Smith,  T.  R. 
Palmer,  and  Elliott  Estes. 

The  fourth  annual  meeting  was  held  at  Cincinnati,  October  7 
and  8,  1909.  President  Smith  called  the  meeting  to  order  and 
thirty-nine  companies  out  of  a  total  membership  of  sixty  were  repre- 
sented on  roll-call.  After  addresses  of  welcome  and  response  on 
behalf  of  the  association,  President  Smith  delivered  his  annual  ad- 
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dress,  briefly  reviewing  the  work  accomplished  by  the  association, 
which  had  grown  to  be  a  power  and  to  which  it  was  an  honor  and 
a  privilege  to  belong.  The  association,  he  said,  had  already  done 
much,  and  had  justified  itself,  but  the  possibilities  were  greater  than 
anything  that  had  yet  been  accomplished.  The  association  should 
be  made  so  strong  that  it  would  become  indispensible  to  each  mem- 
ber; it  should  stand  for  the  highest  in  life  insurance,  and  if  it  takes 
an  unquestioned  position  for  all  that  is  right,  and  makes  the  world 
recognize  that  it  is  upholding  the  highest  standard  of  morality  in 
insurance  ideals,  there  was  no  limit  to  which  the  influence  of  the 
convention  might  extend.  Following  the  president's  address  papers 
were  read  and  discussed  as  follows:  "Selecting,  Educating  and 
Managing  Agents,"  by  H.  W.  Johnson,  Central  Life  Insurance  Com- 
pany, Ottawa,  111.;  "The'  Measure  of  Risk  and  Liability  Under  the 
Total  and  Permanent  Disability  Benefits  in  Life  Insurance."  by 
Franklin  B.  Mead,  Michigan  State  Life  Insurance  Company;  "Pro- 
tection of  Policyholders  and  Companies  from  Fraud,"  by  Charles 
F.  Coff'in,  State  Life  Insurance  Company  of  Indiana.  The  following 
resolution  on  taxation  was  adopted: 

Resolved,  That  this  convention  believes  in  equality  of  taxation  of  life 
insurance  companies  in  and  by  the  various  States;  and  to  the  end  that  such 
equality  ma]^  be  brdught  about,  we  favor  such  action  by  the  executive  committee 
as  in  their  judgment  may  be  wise  and  practical,  and  as  shall  assist  in  securing 
uniformity  in  the  laws  of  the  States  relating  to  the  taxation  of  premium 
receipts. 

And  we  are  of  the  opinion  that  a  tax  of  more  than  i  per  cent,  of  gross 
premiums  would  be  fen  unjustifiable  burden  on  the  policy-holders. 

Be  it  Resolved,  That  the  American  Life  Convention  is  opposed  to  the 
recently  enacted  federal  corporation  tax  law  in  so  far  as  it  applies  to  life 
insurance  companies,  upon  the  ground  that  it  is  illogical,  oppressive,  unjust, 
illegal  and  contrary  to  the  spirit  and  genius  of  American  institutions;  it  is 
class  legislation:  it  imposes  a  direct  tax  upon  the  policy-holders;  and  it  is  the 
sense  of  the  convention  that  prompt  and  proper  steps  should  be  taken  to  test 
the  constitutionality  of  the  act. 

Officers  were  elected  as  follows:  President,  Isaac  Miller  Hamil- 
ton, president  Federal  Life  Insurance  Company,  Chicago;  secretary, 
Thomas  W.  Blackburn,  Bankers'  Reserve  Life,  Omaha;  executive 
committee:  Samuel  Bosworth  Smith,  counsel  Volunteer  State  Life, 
Chattanooga,  Tcnn. ;  P.  D.  Gold,  Jr.,  vice-president  Jefferson  Stand- 
ard Life,  Raleigh,  N.  C. ;  J.  B.  Reynolds,  president  Kansas  City 
Life,  Kansas  City,  Mo. ;  M,  A.  Woollen,  president  American  Cen- 
tral Life,  Indianapolis;  Dr.  Felix  G.  Cross,  president  Columbia  Life, 
Cincinnati.  In  addition  a  vice-president  from  each  state  repre- 
sented in  the  association  was  elected. 

AMERICAN  LIFE  INSURANCE  COMPANIES,  FOREIGN 
BUSINESS   OF.      (See   Foreign    Business.] 

AMERICAN  MUTUAL  FIRE  INSURANCE  COMPANY, 
Providence,  R.  I.  Organized  1877.  John  R.  Freeman,  president ; 
Theodore  P.  Bogert,  secretary. 

AMERICAN  LIVE  STOCK  INSURANCE  COMPANY, 
THE,  Indianapolis,  Ind.  Organized  1909;  capital,  $100,000.  Sterling 
R.  Holt,  president ;  H.  C.  Naylor,  secretary. 
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AMERICAN  MUTUAL  LIABILITY  INSURANCE  COM- 
PANY, Boston,  Mass.  Organized  1887;  Russell  Gray,  president; 
S.  A.  Williams,  secretary. 

AMERICAN  NATIONAL  LIFE  INSURANCE  COMPANY, 
Lynchburg,  Va.  Organized  1906;  capital,  ?ioo,ooo.  W.  A.  Taylor^ 
president;    N.    M.    Jordan,    secretary. 

AMERICAN  SURETY  COMPANY,  New  York.  Organized 
1884;  capital,  $2,500,000.  Henry  D.  Lyman,  president;  H.  B. 
Zevely,   secretary. 

AMONSON,  LOUIS  S.,  president  of  the  People's  National 
Fire  Insurance  Company,  Philadelphia,  is  a  native  of  Norway,  and 
was  born  at  Bergen,  July  7,  1869.  He  was  educated  in  the  Latin 
School  in  Kristiania,  Norway,  and  has  been  engaged  in  fire  insur- 
ance since  boyhood.  He  was  secretary  of  agencies  of  the  American 
Fire  Insurance  Company  of  Philadelphia,  and  subsequently  vice- 
president  of  the  Insurance  Company  of  the  State  of  Pennsylvania 
and  Union  Insurance  Company.  He  took  an  active  part  in  the 
organization  of  the  People's  National  Fire  Insurance  Company,  and 
was  elected  president.  He  is  a  director  of  Central  Trust  and 
Savings  Company,  Franklin  Trust  Company,  Quaker  City  National 
Bank,  Philadelphia  Casualty  Company,  and  of  the  Pliiladel- 
phia  Chamber  of  Commerce  and  of  other  financial  and  business 
institutions,  and  is  also  a  member  of  Art  Club,  Manufacturers' 
Club,  Montauk  Club  of  Brooklyn,  and  various  other  similar  or- 
ganizations. 

ANCHOR  FIRE  INSURANCE  COMPANY,  Dcs  Moines,  la. 
Organized  1899;  reorganized  as  a  stock  company  1901 ;  capital, 
$50,000.     J.   S.   Clark,  president;   L.   E.   Ellis,   secretary. 

ANCIENT  AND  HONORABLE  ORDER  OF  THE  BLUE 
GOOSE,  THE,  was  organized  during  the  meeting  of  the  Wiscon- 
sin Field  Men's  Club  at  Green  Lake,  Wis.,  in  June,  1906.  The 
order  conceived  in  a  spirit  of  fun,  developed  a  serious  purpose, 
and  its  objects  are  social  and  fraternal.  The  following  officers 
were  elected:  Most  Loyal  Grand  Gander,  Walter  E.  Atwater,  of 
the  Commercial  Union;  His  Highness,  Supervisor  of  the  Flock, 
Dr.  W.  E.  Golden,  Atlas;  Grand  Custodian  of  the  Goslings,  W.  W. 
Conklin,  Queen;  Grand  Wielder  of  the  Goose  Quill,  George  Heller, 
Tr.,  North  America;  Grand  Keeper  of  the  Golden  Goose  Egg, 
George  A.  Roberts,  Detroit  F.  &  M.;  Guards  to  the  Grand  Custo- 
dian of  the  Goslings,  L.  S.  Wallace,  Pennsylvania  Fire;  C.  H. 
Silkworth,  Springfield;  M.  M.  Hawxhurst,  Michigan  F.  &  M. ;  C.  E 
Hilbcrt,  Lond.  &  Lane;  Robe  Bird,  New  York  Underwriters;  O 
E.  Lane,  Providence- Washington.  At  the  meeting  in  November. 
19^)7,  a  new  constitution  was  adopted  and  the  order  changed  into 
a  national  organization,  with  the  different  state  branch  organiza- 
tions known  as  "ponds."  Officers  elected  at  the  annual  meeting  in 
October,  1909,  are:  Most  Loyal  Grand  Gander,  C.  H.  Pcscay,  New 
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Orleans;  His  Highness,  Supervisor  of  the  Flock,  T.  H.  Williams, 
Los  Angeles;  Grand  Wieldcr  of  the  Goose  Quill,  C.  H.  Silkworth, 
Wisconsin,  Springfield  F.  &  M. ;  Grand  Keeper  of  the  Golden  Goose 
Egg,  F.  G.  Snyder,  Louisville;  Grand  Custodian  of  the  Goslings,  W. 
T.  Benallack,  Detroit;  Grand  Guardian  of  the  Nest,  Hart  Darlinj^- 
ton,  Syracuse,  N.  Y. 

ANDRUS,  SHERWOOD  DICKERSON,  general  agent  of  the 
western  department  of  the  Georgia  Home  Insurance  Company,  Chi- 
cago, III.,  was  born  at  Watertown,  Jefferson  county,  N.  Y.,  April  5, 
1855,  of  American  parentage,  and  was  educated  in  the  public  schools 
and  Hope  College,  Holland.  He  began  his  insurance  career  as  clerk 
in  the  office  of  the  Black  River  Insurance  Company  of  Watertown, 
and  in  1878  removed  to  Chicago,  where  for  a  few  years  he  was  en- 
gaged in  other  business  than  insurance.  In  1884  he  was  appointed 
special  agent  for  the  Sun  Fire  oflficc  in  Illinois,  and  from  1886  to 
1890  was  special  agent  for  the  Norwich  Union  in  Illinois  and  In- 
diana. Later  he  became  an  examiner  in  the  western  department  of 
the  National  Fire,  and  from  1893  to  1908  he  was  connected  with  the 
Providence-Washington  Insurance  Company,  first  as  special  agent 
and  then  assistant  manager  of  the  western  department.  He  was  ap- 
pointed to  his  present  position  July  i,  1909.  He  is  a  member  of  the 
Illinois  Athletic  Club  and  Adelphian  Club,  member  of  the  Chicago 
Chamber  of  Commerce,  and  Auburn  Park  Lodge  and  Chapter  of 
Masons,  and  the  Royal  League. 

ANNUAL  STATEMENTS,  LIMIT  FOR  FILING.  [See 
Statements,  Annual.] 

ANNUITIES.  Sums  payable  annually  either  for  life  or  a  term 
of  years.  Annuities  are  of  much  larger  use  in  Great  Britain  than 
in  the  United  States,  as  a  provision  for  possible  old  age.  A  num- 
ber of  American  life  insurance  companies  grant  annuities,  and  the 
extent  of  their  business  is  shown  by  the  following  comparative 
statement  of  payments  made  during  the  past  five  years: 

Amount.     Amount.     Amount.     Amount.     Amount 


1905 

1906 

1907 

1908 

1909 

Aetna,    . 

$1,914 

$6,230 

$11,242 

$18,436 

$21,462 

Connecticut    General, 

645 

1,033 

2.258 

2,670 

3378 

Connecticut     Mutual, 

17.68s 

17.578 

18,101 

20,852 

22,2SZ 

Columbian    National, 

515 

515 

Equitable, 

1.057,786 

1,084,892 

1,142,230 

1,129,296 

1,124,338 

Fidelity, 

1,202 

1,414 

2,370 

3,280 

4,098 

(icnnania. 

36,776 

37,384 

39,268 

40,682 

40,460 

Home, 

35,389 

40,442 

45.889 

46,559 

49,506 

John    Hancock, 

254 

Metropolitan, 

98,452 

107/197 

133.010 

«5i. 727 

169,037 

Mutual     Ftencfit, 

1 10,746 

i(»2,9.s.S 

'6H.435 

173.600 

183. ois 

Mutual,    New    York 

.     .V.27.883 

2,742.115 

2.812,003 

2.736.925 

2,707,752 

National,    Vcrmbnt, 

j^>8.5(>2 

2t  l,2_'7 

-'53.429 

277.890 

330.003 

New    England, 

3oOo 

New    York, 

1,805,375 

1,844,1  J  3 

1,774,484 

1,739,250 

1,705.683 

Northwestern, 

53,125 

62,543 

67,946 

72,Z9,2 

?*'2Z^ 

Penn   Mutual, 

220,427 

243,640 

255.676 

2eb,77A 

289,874 

Phoenix    Mutual,     . 

10,654 

11,361 

11,308 

12,632 

13,712 
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Amount.  Amount.  Amount.  Amou*  t.  Amount. 

Provident    Life   &   Trust,          83,76a  82,298  81,351  84.842  91,^67 

•  /^•j*  "5*3/7  ••••  «•••  ■••• 

50,980  57.7»7  (^o,sf'S  68,999  69,435 

75  «oo  

543  2Q3  393  293  293 

1,199  4,026  6,230  8,483  10,919 

^3,223  23,711  2S,i33  28,601  27.9-25 

21,221  22,233  24,3^0  25,506  24,907 

2,239  2,298  2,392  a,453  2.716 

18,762  19,802  18,149  18,144  17.743 

32.968  35.400  34.557           


Provident    Savings, 

Prudential, 

Reliance, 

Security. 

State    Mutual, 

Travelers, 

Union    Central, 

Union    Mutual, 

ITnited    States, 

Washington, 


Total,  .  .   $6,528,823  $6,838,179  $6,994,009  $6,931,045  $6,992,263 

ANTI-COMPACT  LAWS^  Legislation  forbidding  fire  insur- 
ance companies  or  agents  to  combine  in  compacts  or  boards  oi 
underwriters,  for  the  purpose  of  fixing,  maintaining,  and  controlling 
rates  of  insurance  upon  property  was  introduced  in  1899  in  the 
legislatures  of  Connecticut,  Illinois,  Minnesota,  New  Mexico,  New 
York,  North  Carolina,  Oklahoma,  Oregon,  South  Carolina,  and 
Tennessee,  and  anti-trust  laws,  which  included  fire  insurance,  were 
introduced  in  Arkansas  and  Texas.  The  South  Carolina  anti-com- 
pact bill  was  successful,  and  the  anti-trust  bills  were  passed  in  Ar 
kansas  and  Texas.  A  sweeping  anti-trust  bill  was  also  passed  in 
Missouri,  which  included  fire  insurance  companies  and  wiped  out 
the  exemption  granted  to  the  local  boards  of  St.  Loui^  ^nd  Kansas 
City  by  the  anti-trust  law  of  1895.  In  1900,  anti-trust  legislation  ap- 
peared in  the  legislature  of  Mississippi  in  the  form  of  an  attempt 
to  amend  the  existing  law,  and  in  those  of  Kentucky  and  New 
Jersey  in  bills  to  prohibit  fire  insurance  compacts.  The  legislation 
failed  in  both  states.  Ohio  amended  its  anti-compact  law  of  189 1 
by  making  it  apply  to  agents'  commissions  also.  Virginia  also 
passed  a  law  applying  to  agents'  commissions,  and  Louisiana  adopted 
a  full  anti-compact  law.  In  the  United  States  Congress  the  lower 
House  adopted  an  anti-compact  clause  in  a  District  of  Columbia 
bill,  which  was  not  acted  upon  by  the  Senate.  In  1901  anti-com- 
pact legislation  failed  in  Indiana,  Minnesota,  Oregon,  Tennessee, 
and  West  Virginia.  An  attempt  to  modify  the  Missouri  law  so  as 
to  permit  local  agents  to  combine  to  make  rates  was  defeated,  and 
a  bill  in  Michigan  to  apply  the  existing  anti-compact  law  to  domestic 
coEBpanies  which  had  heretofore  been  exempt  failed.  In  1902  there 
was  an  unsuccessful  anti-compact  bill  in  the  New  York  legislature 
and  another  in  that  of  Kentucky,  and,  on  the  other  hand,  a  reaction- 
ary movement  set  in  in  the  legislatures  of  Iowa,  Ohio,  South  Caro- 
lina, and  Virginia  and  was  successful  in  the  latter  state,  which 
repealed  the  Wharton  anti-compact  law  of  189c).  In  T903  South  Da- 
kota enacted  an  anti-compact  law,  and  anti-compact  bills  failed  in 
Illinois,  Indian*!.  Minnesota,  New  York,  North  Carolina,  Oklahotiia, 
Tennessee,  Virginia,  and  Wisconsin.  An  effort  (1903)  in  Missouri 
to  modify  the  anti-compact  law  of  1899,  so  as  to  allow  rates  to  be 
made  by  local  boards  in  large  cities,  was  unsuccessful.  The  legisla- 
tion in  Wisconsin  was  for  the  purpose  of  doing  away  with  the  privi- 
lege given  by  the  act  of  1897  to  local  associations  of  underwriters  to 
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make  rates, -and  that  in  Indiana  was  to  allow  agents  to  make  rates 
and  prohibit  to  the  Western  Union.  In  1904  South  Carolina  prac- 
tically repealed  its  anti-compact  law,  but  an  effort  in  Mississippi, 
backed  by  the  insurance  commissioner,  to  eliminate  insurance  com- 
panies from  the  existing  anti-trust  law,  so  as  to  permit  agents  to 
combine  to  make  rates,  was  defeated.  Anti-compact  bills  were  in- 
troduced in  New  Jersey,  Virginia,  and  New  York,  but  were  not 
passed. 

In  1905  Arkansas  and  Tennessee  passed  anti-compact  laws. 
Anti-compact  bills  were  introduced  in  California,  Indiana,  New 
Mexico,  North  Carolina,  Oregon,  New  York,  Illinois,  Florida, 
Michigan,  and  Minnesota,  but  failed  of  passage.  An  effort  was 
made  to  repeal  the  Missouri  law,  but  was  unsuccessful,  as  were  also 
efforts  to  prohibit  the  use  of  advisory  rate-books.  A  similar  effort 
in  Kansas  also  failed,  and  efforts  to  strengthen  the  anti-compact 
laws  in  Washington  and  Wisconsin  also  failed. 

In  1906  anti-compact  bills  were  introduced  in  the  legislatures  of 
New  York,  Mississippi,  Massachusetts,  Maryland,  and  Virginia. 
In  the  latter  state  the  bill  passed  the  lower  house  but  failed  of  final 
enactment. 

In  1907  anti-compact  bills  were  introduced  in  the  legislatures  of 
New  York,  Indiana,  North  Carolina,  South  Carolina,  Pennsylvania,- 
New  Jersey,  Massachusetts,  Kansas,  West  Virginia,  and  Illinois, 
and  in  1908  anti-compact  bills  were  introduced  in  the  legislatures 
of  New  York,  New  Jersey,  Maryland,  Virginia,  Mississippi,  Mass- 
achusetts, Kentucky,  and  South  Carolina.  In  1907  the  legislature 
of  New  Mexico  enacted  an  anti-compact  law;  but  through  the 
action  of  the  governor  did  not  go  into  effect.  On  the  other  hand 
Arkansas  amended  its  law,  but  still  prohibiting  compacts  or  agree- 
ments to  regulate  rates  in  the  state.  Anti-compact  bills  were  intro- 
duced in  the  legislatures  of  Kansas,  New  Jersey,  New  York,  South 
Carolina,  Colorado,  North  Carolina,  California,  Minnesota,  Iowa, 
Illinois,  and  Maine  in  1909,  and  bills  were  introduced  in  the  legis- 
latures of  Missouri  and  Wisconsin  to  repeal  or  amend  the  anti- 
compact  laws  of  those  two  states,  but  none  of  the  bills  in  those 
states  were  enacted  into  law.  Anti-compact  bills  were  introduced 
in  the  legislatures  of  New  York,  Massacuhsetts,  South  Carolina 
and  Virginia  in  1910,  but  none  had  been  enacted  when  this  record 
closed. 

•  The  anti-compact  idea  appears  to  have  had  its  birth  in  the 
Michigan  legislature,  in  its  session  of  1883.  It  was  said  that  cer- 
tain large  furniture  manufacturing  firms  in  Grand  Rapids  were  be- 
hind the  bill  to  prohibit  local  boards,  instigated  by  a  desire  to  be  re- 
venged on  their  own  local  board  for  advancing  rates  on  a  number 
of  special  hazards  at  Grand  Rapids.  The  bill,  which  was  made  to 
apply  only  to  companies  of  other  states  and  countries,  was  pre- 
sented by  Mr.  Fletcher  of  that  city,  passed  by  the  House  by  a  large 
majority,  and  was  defeated  in  the  Senate  near  the  close  of  the  ses- 
sion.    It  was  reintroduced  by  the  same  legislator  in  the  session  of 
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1885,  but  it  failed  tliis  time  in  the  House.  In  the  third  onset,  in 
the  session  of  1887,  under  the  auspices  of  Mr.  Cole,  it  passed  both 
houses  by  a  large  majority,  and  received  the  executive  approval. 
In  endeavoring  to  enforce  the  law  the  insurance  commissioner  came 
in  collision  with  the  companies,  which  protested  that  it  was  un- 
constitutional, and,  pending  a  decision  of  the  Supreme  Court,  c« 
tablished  an  "inspection  and  rating  bureau"  under  Mr.  David 
Beveridge,  with  headquarters  at  Detroit.  This  the  state  attorney- 
general  declared  to  be  an  evasion  of  the  law,  and  the  Supreme 
Court  soon  after  pronounced   the  law   constitutional. 

But  two  years  before  this  struggle  for  an  anti-compact  law  had 
culminated  in  Michigan  another  state  had  caught  up  the  idea  and 
embodied  it  in  law.  It  was  Ohio,  which,  in  1885,  injected  an  anti- 
compact  provision  into  that  section  of  the  revised  statutes  which 
prohibited  the  removal  of  insurance  suits  from  state  to  federal 
courts.  Ohio  thus  secured  the  eminence  of  being  the  first  state 
to  adopt  an  anti-compact  law.  The  bill  was  introduced  into  many 
legislatures  in  1885,  but  with  success  in  only  one  instance.  Follow- 
ing Ohio,  later  in  the  year,  New  Hampshire  passed  the  famous 
valued-policy-anti-conipact  law  which  drove  all  the  agency  com- 
panies of  other  states  and  countries  from  the  state.  Though  the 
bill  appeared  in  a  number  of  legislatures-  in  the  three  following 
years,  it  was  passed  only  in  Michigan.  It  was  not  until  1889  that 
anti-compact  legislation  was  again  successful.  In  one  form  and 
another  four  states,  Kansas,  Missouri,  Nebraska,  and  Texas  (in  the 
latter  by  implication),  passed  anti-compact  or  anti-trust  laws  in 
which  fire  insurance  was  covered.  By  the  Supreme  Court  of 
Missouri  its  law  was  declared  unconstitutional,  and  the  Supreme 
Court  of  Texas  decided  that  the  anti-trust  law  of  that  state  was 
not  applicable  to  insurance  companies.  Georgia  passed  a  modified  law 
in  1891.  An  anti-trust  law  was  adopted  by  Missouri  in  1893,  and  the 
secretary  of  state  endeavored  to  enforce  it  upon  insurance  com-, 
panics  until  checked  by  an  adverse  opinion  by  the  attorney-general. 
In  1895,  however,  the  legislature  amended  the  law  so  as  to  make  it 
explicitly  applicable  to  combinations  of  fire  underwriters  in  cities  of 
less  than  100,000  inhabitants.  Maine  passed  an  anti-compact  law 
in  1893,  and  repealed  it  in  1895.  Texas  in  1895  amended  its  anti- 
trust law  so  as  to  include  insurance  companies  among  those  for- 
bidden to  combine.  Iowa  adopted  what  is  known  as  the  "Blanchard 
law"  in  1896,  and  substituted  a  new  law  for  it  in  1897.  This  was 
declared  unconstitutional  by  Judge  McPherson  of  the  United  Statrt 
District  Court  for  the  Southern  District  of  Iowa.  An  appeal  was 
taken  by  the  state  to  the  United  States  Supreme  Court  and  the 
decision  was  reversed.  Alabama,  Washington,  and  Wisconsin 
passed  laws  in  1P97,  and  Nebraska  passed  a  substitute  for  its  old 
law,  which  in  igoT  was  pronounced  unconstitutional  by  Judge 
McPherson  [see  Cyclopedia  1904-5 ].  Virginia  enacted  an  anti- 
compact  law  in  March,  1898,  which  it  repealed  in  1902,  and  South 
Carolina  enacted  a  law  in  February,  i^,  which  it  practically  re- 
pealed in  1904.     An  anti-trust  law,  which  included  fire  insurance, 
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was  adopted  in  Arkansas  in  March,  1899,  and  new  anti-trust  laws, 
taking  the  place  of  existing  laws,  were  adopted  in  Missouri  in 
April,  1899;  and  in  Texas  in  May,  1899,  and  in  Arkansas  in  1905. 
The  new  Missouri  law  prohibited  the  St  Louis  and  Kansas  City 
local  boards,  which  had  previously  been'  exempted.  In  1900  Louisi- 
ana, and  in  1903  South  Dakota,  adopted  anti-compact  laws.  There 
are,  therefore,  laws  now  in  force  in  sixteen  states  prohibiting,  in 
one  form  or  another,  fire  insurance  companies 'or  agents  from  unit- 
ing for  the  purpose  of  controlling  the  rates  of  insurance  or  penal- 
izing them  for  doing  so.    The  following  is  the  text  of  these  laws : 

Alabama.     (Act  of   1897.) 

Whereas,  existing  laws  have  proven  inadequate  to  protect  the  people  against* 
combinations,  conspiracies,  and  agreements  between  insurers,  whereby  rates  of 
insurance  are  raised  or  fixed  by  such  practices,  therefore,  in  order  to  suppress 
such  combinations,  conspiracies,  and  agreements  to  the  end  that  competition  in 
business  shall   alone   make   such   rates: 

Section  i.^  Be  it  enacted  by  the  general  assembly  of  Alabama,  that  every 
contract  or  policy  of  insurance  made  or  issued  after  the  passage  of  this  act  shall 
be  construed  to  mean  that  in  the  event  of  loss  or  damage  thereunder,  the  in- 
sured or  beneficiary  thereunder  may,  in  addition  to  the  actual  loss  or  damage 
suffered,  recove'r  twenty-five  per  cent,  of  the  amount  of  such  actual  loss,  any 
provision  or  stipulation  in  said  contract  or  policy  to  the  contrary  not- 
withstanding; provided  at  the  time  of  the  making  of  such  contract  or  policy 
of  insurance  or  subsequently  before  the  time  of  trial  the  insurer  belonged  to 
or  was  a  member  of,  or  in  any  way  connected  with,  any  tariff  association  or  such 
like  thing  by  whatever  name  called,  or  who  had  any  agreement,  or  had  any 
understanding  with  any  other  person,  corporatioi||  of  association  engaged  in  the 
business  of  insurance  as  agent  or  otherwise  about  any  particular  rate  of  pre- 
mium which  should  be  charged  or  fixed  for  any  kind  or  class  of  insurance  risk, 
and  provided,  further,  no  stipulation  of  agreement  in  said  contract  or  policy  of 
insurance  to  arbitrate  loss  or  damage,  or  to  give  notice  or  make  proof  of  loss  or 
damage,  shall  in  such  case  be  binding  on  the  assured  or  beneficiary,^  but  right 
of  action  accrues  immediately  upon  loss  or  damage. 

Section  2.  ^  Be  it  further  enacted,  that  if  it  is  shown  to  the  reasonable  satis- 
faction of  the  jury  by  a  preponderance  of  bhe  weight  of  the  testimony  that  such 
insurer  at  the  time  of  the  making  of  such  agreement  or  policy  of  insurance,  or 
subse<]ucntly  before  the  time  of  the  trial,  belongs  to  or  was  a  member  of,  or  in 
any  way  connected  with,  any  tariff  association,  or  any  such  like  thing,  by  what- 
ever name  called,  either  in  or  out  of  the  State,  or  had  made  any  agreement  or 
had  any  understanding  either  in  or  out  of  the  State  with  any  other  person,  cor- 
poration or  association  engaged  in  the  business  of  insurance,  as  agents  or  other- 
wise, about  any  particular  rate  or  premium  which  should  be^  charged  or  fixed 
for  any  risk  of  insurance  on  any  person  or  property  or  any  kind  or  class  of  in- 
surance risk,  they  must  if  they  find  for  the  assured  or  beneficiary,  in  addition 
to  his  actual  damages,  assess  and  add  twenty-five  per  cent,  of  tne  amount  of 
such  actual  loss,  and  judgment  shall  be  rendered  accordingly. 

Section  3.  Be  it  further  enacted  that  this  act  shall  be  liberally  construed  to 
accomplish  its  object. 

Arkansas.     (Approved  March  7,  1899.) 

Section  1.  Any  corporation  organized  under  the  laws  of  this  or  any  other 
state  or  country  and  transacting  or  conducting  any  kind  of  business  in  this 
state,  or  any  partnership  or  individual,  or  other  association  of  persons  what- 
soever, who  shall  create,  enter  into,  become  a  member  of,  or  a  party  to  any  pool, 
trust,  agreement,  combination,  confederation,  or  understanding  with  any  other 
corporation,  partnership,  individual,  or  any  other  person  or  association  of  per- 
sons, to  regulate  or  fix  the  price  of  any  article  of  manufacture,  mechanism, 
merchandise,  commodity,  convenience,  repair,  any  product  of  mining,  or  any 
article  or  thing  whatsoever,  or  the  price  or  premium  to  be  paid  for  insuring 
property  against  loss  or  damage  by  fire,  lightning,  or  storm,  or  to  maintain  sai<i 
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price  when  so  regulated  or  fixed,  or  shall  enter  into,  become  a  member  of  or  a 
party  to  any  pool,  agreement,  contract,  combination,  association,  or  confedera- 
tion to  fix  or  limit  the  amount  or  quantity  of  any  article  of  manufacture,  mech- 
anism, merchandise,  commodity,  convenience^  repair,  any  product  of  mining, 
or  any  article  or  thing  whatsoever,  or  the  price  or  premium  to  be  paid  for  in- 
suring property  against  loss  or  damage  by  fire,  lightning,  storm,  cyclone,  tor- 
nado, or  any  other  kind  of  policy  issued  b^  anv  corporation,  partnership,  in- 
dividual, or  association  of  persons  aforesaid,  shall  be  deemed  and  adjudged 
guiltv  of  a  conspiracy  to  defraud,  and  be  subject  to  the  penalties  as  provided 
by  this  act. 

Sec  a.  Any  person,  partnership,  firm  or  association,  or  any  representa- 
tive or  agent  thereof,  or  any  corporation  or  com^ny,  or  any  officer,  represen- 
tative or  agent  thereof,  violating  any  of  the  provisions  of  this  act  shall  forfeit 
not  less  than  $200  nor  more  than  $5,000  for  ever^r  such  offense,  and  each  day 
such  person,  corporation,  partnership,  or  association  shall  continue  to  do  so 
shall  be  a  separate  offense,  the  penalty  in  such  cases  to  be  recovered  by  an 
action   in    the    name    of   the   state    at   the    relation    of   the   attorney-general    or 

?TOsecuting  attorney;    the  moneys  thus  recovered  to  go  into  the  county  school 
und  of  the  county  in  which  the  cause  accrues,  except  as  hereinafter  t>rovided. 

Section  4  of  this  act  prescribes  the  form  of  an  affidavit  which 
must  be  sworn  to  by  the  president,  secretary,  or  treasurer  of  each 
incorporated  company  doing  business  in  the  state  (including  insur- 
ance companies).  The  official  must  swear  that  he  has  not  "created, 
entered  into,  or  become  a  member  of  or  a  party  to  any  pool,  trust, 
agreement,  combination,  federation,  or  understanding  with  any 
other  corporations,  partnership,  individual,  or  any  other  person  or 
association  of  persons  to  regulate  or  fix  the  price  or  premium  to 
be  paid  for  insuring  property  against  loss  or  damage  by  fire,  light- 
ning, storm,  cyclone,  tornado,  or  any  other  kind  of  policy."  Re- 
fusal to  make  oath  subjects  the  company  to  a  denial  of  a  license  to 
do  business  in  the  state. 

At  the  instigation  of  Governor  Davis,  a  substitute  for  the  above 
was  introduced  in  the  legislature  in  1903,  the  purpose  of  which  was 
to  prohibit  fire  insurance  companies  doing  business  in  the  state  from 
being  members  of  any  rate-making  compact  anywhere.  The  bill 
passed  the  lower  house,  but,  being  passed  in  an  amended  form  in 
the  senate,  failed  through  inability  of  the  two  houses  to  agree. 

Practically  the  same  bill  was  introduced  in  the  legislature  of 
1905  and  became  a  law.  The  principal  section  of  the  law  of  1905 
reads  as  follows: 

Any  corporation  organized  under  the  laws  of  this  or  an^  other  state  or 
country,  and  transacting  or  conducting  any  kind  of  business  in  this  state,  or 
any  partnership  or  individual,  or  other  association  or  persons  whatsoever, 
who  are  now,  or  shall  hereafter  create,  enter  into,  become  a  member  of,  or  a 
party  to  any  pool,  trust,  agreement,  combination,  confederation,  or  under- 
standingj  whether  the  same  is  made  in  this  state  or  elsewhere,  with  any^  other 
corporation,  partnership,  individual,  or  any  other  person  or  association  of 
persons,  to  regulate  or  fix  cither  in  this  state  or  elsewhere  the  price  of  any 
article  of  manufacture,  mechanism,  merchandijie,  commodity,  convenience, 
repair,  any  product  of  mining,  or  any  article  or  thing  whatsoever,  or  the  price 
or  premium  to  be  paid  for  insuring  propert^r  against  loss  or  damage  by  fire, 
lightning,  or  tornado,  or  to  maintain  said  price  when  so  regulated  or  fixed,  or 
who  shall  now  or  shall  hereafter  enter  into,  become  a  memi)er  of,  or  party  to 
any  pool,  agreement,  combination,  association,  or  confederation,  whether  made 
in  this  state  or  elsewhere,  to  fix  or  limit,  in  this  state  or  elsewhere,  the  amount 
or  quantity  of  any  article  of  manufacture^  mechanism,  merchandise,  commod- 
ity, convenience,  repair,  any  product  of  mining^  Qf  ?ny  article  or  tnin^  what- 
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soever,  or  the  price  or  premium  to  be  paid  for  insuring  property  against  loss 
or  damage  by  fire,  lightning,  storm,  cyclone,  tornado,  or  any  other  kind  of 
policy  issued  b^  any  corporation,  partnership,  individual,  or  association  of 
persons  aforesaid,  shall  be  deemed  and  adjudged  guilty  of  a  conspiracy  to 
defraud  and  be  subject  to  the  penalties  as  provided  in  this  act. 

The  penalty  provided  was  forfeiture  of  license  and  a  fine  of 
$5,000  for  each  day  business  is  transacted  in  violation  of  the  law. 
Suits  for  violation  of  the  law  were  joined  for  the  purpose  of  testing 
the  constitutionality  of  the  law,  which  was  upheld  by  the  state 
Supreme  G>urt. 

Section  i  of  the  act  passed  in  1907,  amending  the  above  act, 
reads   as   follows : 

Any  foreign  or  domestic  insurance  company  is  hereby  permitted  to  do 
business  in  this  State  without  fine  or  forfeiture  upon  compliance  with  the  in- 
surance laws  of  this  State,  provided  that  such  corporation  is  not^  a  member  or 
a  party  to  any  pool,  trust,  agreement,  combination,  confederation  or  under- 
standing made  in  this  State  or  elsewhere  to  regulate,  fix  or  maintain  in- 
surance premiums  on  property  in  this  State. 

Georgia.     (Approved  October  21,   189 1.) 

Section  i.  Froift  and  after  the  passage  of  this  act  it  shall  be  unlawful  for 
any  insurance  company  or  companies  authorized  to  do  business  in  this  State, 
or  the  agent  or  agents  thereof,  to  make,  maintain,  or  enter  into  any  contract, 
agreement,  pool,  or  other  arrangement  with  any  other  insurance  company  oi 
companies  licensed  to  do  business  in  this  State,  or  the  agent  or  agents  thereof 
for  the  purpose  thereof,  or  that  may  have  the  tendency  or  effect  of  preventing 
or  lessening  competition  in  the  business  of  insurance  transacted  in  this  State, 
and  when  it  shall  be  made  to  appear  to  the  commissioner  of  insurance  that  any 
company  or  companies,  agent  or  agents,  have  entered  into  any  such  contract, 
agreement,  pool,  or  other  arrangement,  thereupon  said  commissioner  shall  re- 
voke the  license  issued  to  such  company  or  companies,  and  the  same  shall  not 
be  reissued  until  the  president,  or  chief  officer  of  such  company  or  companies 
shall  file  an  affidavit  with  said  commissioner,  stating  that  all  such  contracts, 
agreements,  pools,  or  other  arrangements  have  been  annulled  and  made  void; 
provided  that  nothing  in  this  act  shall  be  so  construed  as  to  prevent  any  insur- 
ance company,  legally  authorized  to  transact  business  in  this  State,  from  sepa- 
rately surveying,  inspecting,  or  examining  the  premises  to  be  insured,  by  and 
with  the  consent  of  the  owner,  for  the  purpose  of  bringing  about  improvements 
in  fire  protection  so  as  to  lessen  the  cost  ox  insurance  by  reducing  rates. 

Section  2.  Any  citizen  of  this  State  whose  rates  of  insurance  have  been  in- 
creased or  who  has  been  refused  insurance  at  reasonable  rates,  shall  have  the 
right  to  file  a  written  complaint  under  oath,  to  the  best  of  his  knowledge  and 
belief,  with  the  insurance  commissioner,  charging  any  company  or  companies 
authorized  to  do  business  in  this  State  with  a  violation  of  the  preceding  section 
of  this  act,  and  that  thereupon  it  shall  be  the  duty  of  said  insurance  com- 
missioner to  issue  a  citation  addressed  to  the  company  or  companies  against 
whom  said  complaint  is  made,  requiring  it  or  them  to  be  and  appear  before  said 
insurance  commissioner  at  a  specified  time  and  place  to  be  fixed  by  said  in- 
surance commissioner,  not  less  than  twenty  nor  more  than  forty  days  from  the 
date  of  filing  said  complaint,  and  show  cause  why  its  or  their  license  or  licenses 
should  not  be  revoked  as  provided  by  the  first  section  hereof.  And  it  is  further 
provided  that  such  citation  shall  be  served  not  less  than  ten  days  from  the  date 
of  filing  said  complaint  by  the  sheriffs  or  constables  of  said  State  in  the  same 
manner  as  provided  by  law  for  the  service  of  process  upon  insurance  companies. 

Section  3.  For  the  purposes  of  the  provisions  of  this  act,  the  insurance  com- 
missioner shall  have  power  to  administer  oaths,  issue  subpoenas  for  witnesses, 
hear  testimony,  issue  commissions  for  taking  testimony  by  interrogatories,  and 
the  party  or  parties  complaining,  and  the  company  or  companies  defending,  shall 
have  the  right  to  serve  notice  for  the  production  of  books* and  papers;  all  to  be 
done  under  the  same  rules  as  now  provided  by  law  for  civil  actions  in  the 
supreme  courts.     The  county  in  which  the  insurance  commissioner  shall  fix  the 
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hearing  shall  be  as  to  this  act  the  loci  forum  of  said  hearing  or  trial.  The  cost 
and  fees  for  the  sheriff  or  constable,  witnesses,  and  the  commissioners  taking 
interrogatories  shall  be  the  same  as  now  provided  by  law  for  similar  service 
in  the  superior  courts  of  this  State,  the  same  to  be  taxed  against  and  paid  by  the 
party  or  parties  cast  in  said  suit,  and  against  whom  said  insurance  commissioner 
shall  find;  for  which  costs  said  insurance  commissioner  is  hereby  authorized  to 
issue  execution — the  same  to  be  levied  and  collected  as  executions  from  the 
courts  of  this  State. 

Iowa.     (G)de  of  Iowa,  1897.) 

Section  1754.  Combinations. — It  shall  be  unlawful  for  two  or  more  fire  in- 
surance companies  doin^  business  in  this  state,  or  for  the  officers,  agents  or  em- 
ployes of  such  companies,  to  make  or  enter  into  any  combination  or  agrclfe- 
ment  relating  to  the  rates  to  be  charged  for  insurance,  the  amount  of  commis* 
sions  to  be  allowed  agents  for  procuring  the  same,  or  the  manner  of  transacting 
the  fire  insurance  business  within  this  State;  and  any  such  company  officer, 
agent,  or  employee  violating  this  provision  shall  be  guilty  of  a  misdemeanor, 
and  on  conviction  thereof  shall  pay  a  penalty  of  not  less  than  one  hundred  dol- 
lars nor  more  than  five  hundred  dollars  for  each  offense,  to  be  recovered  in  the 
name  of  the  State,  for  the  use  of  the  permanent  school  fund. 

Section  1755.  Revocation  of  Authority. — The  auditor  of  State  is  authorized 
to  summon  beiore  him  for  examination  under^  oath  any  officer,  a^ent,  or  em- 
ploye of  any  such  company  suspected  of  violatini^  any  of  the  provisions  of  the 
preceding  section,  and  on  complaint  to  him  in  writing  by^wo  or  more  residents 
of  this  State  charging  such  company  under  oath,  upon  their  knowledge  or  belief, 
with  violating  the  provisions  of  the  preceding  section,  he  shall  summon  any 
officer,  agent,  or  employee  of  said  company  before  him  for  examination  upon 
oath;  if  upon  such  examination,  and  that  of  any  other  witness  produced  and 
examined,  he  shall  determine  that  stich  company  is  guilty  of  a  violation  of  any 
of  the  provisions  of  the  preceding  section,^  or  if  any  such  officer,  agent,  or  em- 
ploye, after  being  duly  summoned,  shall  fail  to  appear  or  submit  to  examination, 
the  auditor  shall  forthwith  issue  an  order  revoking  the  authority  of  such  company 
to  transact  business  within  this  State,  and  it  shall  not  thereafter  be  pemutted 
to  do  the  business  of  fire  insurance  in  this  State  at  any  time  within  one  year 
therefrom, 

Section  1756  and  1757  provide  for  an  appeal  by  either  party  from 
the  decision  of  the  auditor  to  the  district  court,  and  that  the 
testimony  given  by  any  officer  or  employe  in  the  investigation 
before  the  officer  shall  not  be  used  against  him  in  any  criminal 
prosecution. 

The  Iowa  law  was  pronounced  unconstitutional  in  1903  by 
Judge  McPherson  of  the  United  States  district  court  for  the  district 
of  southern  Iowa,  and  the  state  authorities  appealed  to  the  Supreme 
Court  of  the  United  States,  which  reversed  the  circuit  court  de- 
cision late  in  1905. 

Kansas.     (Adopted  in  1889.) 

Section  i.  That  all  arrangements,  contracts,  agreements,  trusts,  or  com- 
binations between  persons  or  corporations,  made  with  a  view  or  which  tend 
to  prevent  full  and  free  competition  in  the  importation,  transportation,  or  sale  of 
articles  imported  into  this  State,  or  in  the  product,  manufacture,  or  sale  of 
articles  of  domestic  growth  or  product,  or  domestic  raw  material,  or  for  the 
loan  or  use  of  money,  or  to  fix  attorneys'  or  doctors*  fees,  and  all  arrangements, 
contiacts,  agreements,  trusts  or  combinations  between  persons  or  corporations, 
designed  or  which  tend  to  advance,  reduce,  or  control  the  price  of  the  cost  to 
the  producer,  or  to  the  consumer,  of  any  such  product  or  articles,  or  to  control 
the  cost  or  rate  of  insurance,  or  which  tend  to  advance  or  control  the  rate  of 
interest  for  the  loan  or  use  of  money  to  the  borrower,  or  any  other  services, 
are  hereby  declared  to  be  against  public  policy,  unlawful  and  void. 
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The  remaining  sections  prescribe  the  penalty  for  violation  of  the 
law,  and  the  legal  proceedings  in  connection  therewith.  Any  person 
entering  into  the  trust  or  combination  forbidden  shall  be  guilty  of 
a  misdemeanor,  and  upon  conviction  shall  be  subject  to  a  (ine  of 
not  less  than  $100  nor  moro  than  $1,000,  and  to  imprisonment  not 
less  than  thirty  days  nor  more  than  six  months,  either  or  both,  in 
the  discretion  of  the  court.  1  he  punishment  of  public  officers  fail- 
ing to  prosecute  violators  of  the  law  is  provided  for. 

Louisiana.     (Law  of  1900.) 

Section  I.  It  shall  be  unlawful  for  an^  fire  insurance  company,  association, 
or  partnership,  doing  a  fire  insurance  business  in  this  State,  to  enter  into  any 
combination  or  compact  with  other  fire  insurance  companies,  associations,  or 
partnerships  or  to  require  or  allow  their  agents  to  enter  into  any  combination  - 
,  or  compact  with  other  fire  insurance  agents,  companies,  associations,  or  part- 
nerships, for  the  purpose  of  governing,  controlling,  or  influencing  the  rates 
charged  for  insurance  on  property  situated  in  this  State.  Provided,  that  noth- 
ing herein  shall  be  construed  to  prohibit  one  or  more  comfianics  from  employ- 
ing a  common  agent  or  agents  to  supervise  and  advise  of  defective  structurefi 
or  to  suggest  improvements  to  lessen  fire  hazards. 

Sec  2.  Be  it  further  enacted,  etc..  That  all  fire  insurance  companies,  asso- 
ciations, or  partnerships  doing  a  fire  insurance  business  in  this  State  shall  cause 
to  be  filed  on  the  first  day  of  December,  1900,  and  on  the  first  day  of  December 
of  each  year  thereafter,  with  the  Secretary  of  State,  the  affidavit  of  some  officer 
or  agent  of  said  company,  associations,  or  partnerships  who  reside  in  this  State, 
netting  forth  the  fact  that  the  company,  association  or  partnership  of  which  he 
is  an  officer  or  agent,  has  not  in  twelve  months  previous  to  the  date  of  said 
affidavit  entered  into  any  trust,  combination,  or  association  for  the  purpose  of 
preventing  competition  in  insurance  or  influencing  insurance  rates  in  this  State; 
the  said  affidavit  shall  be  made  before  an  officer  of  this  State  authorized  to  ad- 
minister oaths,  and  any  false  statement  in  said  affidavit  shall  be  deemed  per- 
jury. Provided,  that  the  affidavit  that  must  be  made  on  December  i,  1900,  need 
only  state  that  the  provisions  of  this  act  have  not  been  violated  from  the  time 
of  its  promulgation  to  the  date  of  the  affidavit.  Provided,  further,  that  any 
attempt  to  evade  the  provisions  of  this  act  by  agreeing  upon  any  person  or  num- 
ber of  persons  for  tlie  purpose  of  making  rates  for  all  such  insurance  com- 
panies, associations,  or  partnerships  by  buying  rate  books  shall  be  deemed  a 
violation  of  this  act,  and  shall  be  punishable  as  herein  provided. 

The  penalty  for  a  violation  of  the  act  is  a  revocation  of  the 
license  of  the  offending  company  for  the  unexpired  term  of  the 
same  and  for  twelve  months  next  following  thereafter. 

Michigan.     (Public  Acts  of  1887,  Act  No.  285.) 

Section  i.  The  people  of  the  State  of  Michigan  enact,  that  no  fire,  fire  and 
marine,  or  marine  and  inland  insurance  company  or  association  not  organized 
under  the  laws  of  this  State  shall  be  permitted  to  do  business  therein  under  the 
provisions  of  an  act  entitled  "An  act  relative  to  the  organization  and  powers 
of  fire  and  marine  insurance  companies  transacting  business  in  this  State,"  ap- 
proved April  3,  1869,  until  in  addition  to  complying  with  the  provisions  of  said 
act  it  has  filed  with  the  commissioner  of  insurance  an  undertaking,  duly  exe- 
cuted and  authenticated  by  the  company,  in  such  form  as  the  commissioner  of 
insurance  shall  from  time  to  time  prescribe,  that  it  will  not,  directly  or  in- 
directly, enter  into  any  compact,  agreement,  arrangement,  or  undertaking  of 
any  nature  or  kind  whatever  with  any  other  company,  companies,  association,  or 
associations,  the  object  6r  effect  of  which  is  to  prevent  open  and  free  com- 
petition between  it  and  said  company,  companies,  association,  or  associations, 
or  the  agents  of  their  respective  companies  or  associations  in  the  business  trans- 
acted in  this  State  or  in  any  part  thereof. 
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Section  2  prescribes  that  no  company  of  the  kind  above  described 
shall  enter  into  the  compact  or  agreement  forbidden.  Section  3 
makes  the  prohibition  apply  to  the  agents  of  such  companies.  Sec- 
tion 4  forbids  agents  and  brokers  to  solicit  for  companies  violating 
the  law.  Section  5  declares  that  a  person  violating  the  law  shall  be 
deemed  guilty  of  a  misdemeanor,  and  shall  be  fined  not  less  than 
$50  nor  more  than  $100,  in  default  of  which  he  shall  be  imprisoned 
in  the  county  jail  not  less  than  three  months.  Section  6  makes  it 
the  duty  of  the  insurance  commissioner  to  furnish  a  blank  form 
to  the  companies  to  complete  the  undertaking  required  by  Section 
I,  and  in  case  of  failure  therein  by  a  company  for  thirty  days  after 
the  mailing  of  such  blank  he  must  revoke  its  certificate  of  authority 
to  do  business,  and  cause  the  notification  thereof  to  be  published  in 
some  paper  of  general  circulation  in  the  state  for  four  weeks  Sec- 
tion 7  makes  it  the  duty  of  the  commissioner  to  investigate  all  com-  . 
plaints  of  violation  of  the  law.  Section  8  forbids  any  person  to  act 
as  agent  for  a  company  after  its  certificate  of  authority  has  been 
revoked,  under  a  penalty  of  not  less  than  $50  nor  more  than  $100, 
in  default  of  the  payment  of  which  he  shall  be  imprisoned  in  the 
county  jail  not  exceeding  ninety  days. 

Missouri.  Anti-trust  Law  adopted  in  1891  and  amended  1895. 
1897,  and  1899. 

Section  8965.  (R.  S.  1899.)  Any  corporation  organized  under  the  laws  of 
this  or  any  other  state  or  country  for  transacting  or  conducting  any  kind  of 
business  in  this  state,  or  which  docs  transact  or  conduct  any  kind  of  business  in 
this  state,  or  any  partnership  or  individual,  or  other  association  of  persons 
whatsoever,  who  shall  create,  enter  into,  become  a  member  of,  or  a  party  to 
any  pool,  trust,  agreement,  combination,  confederation,  or  understanding  with 
any  other  corporation,  partnership,  individual,  or  any  other  person  or  associa- 
tion of  persons,  to  regulate  or  fix  the  price  of  any  article  of  manufacture, 
mechanism,  merchandise,  commodity,  convenience,  repair,  an^  product  of 
mining,  or  any  article  or  thing  whatsoever,  or  the  price  or  premium  to  be  paid 
for  insuring  property  against  loss  or  damage  by  fire,  lightning,  or  storm,  or  to 
maintain  said  price  when  so  regulated  or  fixed,  or  shall  enter  into,  become  a 
member  of  or  a  party  to  any  pool,  agreement,  contract,  combination,  or  confed- 
eration to  fix  or  limit  the  amount  or  quantity  of  any  article  of  manufacture, 
mechanism,  merchandise,  commodity,  convenience,  repair,  any  product  of  min- 
ing, or  any  article  or  thing  whatsoever,  or  the  price  or  premium  to  be  paid  for 
insuring  property  against  loss  or  damage  by  fire,  lightning,  or  storm,  shall  be 
deemed  and  adjudged  guilty  of  a  conspiracy  to  defraud,  and  be  subject  to  penal- 
ties as  provided  in  this  article:  and  provided  that  if  such  insurance  companies  or 
their  agents,  or  the  board  of  fire  underwriters  doing  business  in  any  city  of  this 
state  shall  combine  in  any  city  of  this  state,  either  directly  or  indirectly,  or 
agree,  or  attempt  to  agree,  directly  or  indirectly,  to  fix  or  regulate  the  price 
or  premium  to  be  paid  for  insuring  property  located  within  or  outside  of  such 
city  against  loss  or  damage  by  fire,  lightning,  or  storm,  such  company  so 
violating  the  provisions  of  this  article,  either  by  itself,  its  agents,  or  by  any 
such  board  01  underwriters,  shall  be  taken  and  deemed  to  have  forfeited  its 
right  to  do  business  in  this  state,  and  shall  become  liable  to  all  the  penalties 
and  forfeitures  provided  for  by  the  provisions  of  this  article. 

Section  8973,  R.  S.  1899,  of  this  act  prescribes  the  form  of  an 
affidavit  which  must  be  sworn  to  by  the  president,  secretary,  or 
treasurer  of  each  incorporated  company  doing  business  in  the 
state  (which  includes  fire  insurance  companies).  The  official  must 
swear  that  he  has  not  "created,  entered  into,  or  become  a  member  of 
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or  a  party  to**  "any  pool,  trust,  agreement,  combination,  confedera- 
tion, or  understanding,  with  any  other  corporation,  partnership,  indi- 
vidual or  any  other  person  or  association  of  persons  to  regulate  or 
fix"  "the  price  or  premium  to  be  paid  for  insuring  property  against 
loss  or  damage  by  fire,  lightning,  or  storm."  Refusal  to  make  oath 
subjects  the  company  to  a  denial  of  a  license  to  do  business  in  the 
state. 

Sections  8978  to  8985,  inclusive,  R.  S.  1899,  provide  that  "every 
pool,  trust,  agreement,  combination,  etc.,  entered  into  ...  to 
regulate,  control,  or  fix  .  .  .  the  price  or  premitKn-  to  be  paid 
for  insuring  property  against  loss  or  damage  by  fire,  lightning,  or 
storm,  or  to  maintain  said  price  or  prices  when  so  regulated 
.  .  .  are  hereby  declared  illegal,"  and  prescribes  the  form  of 
proceedings  to  be  taken  for  the  enforcement  of  the  act. 

Nebraska.  (Adopted  in  1897  and  declared  unconstitutional  by 
the  United  States  District  Court  in  1901.)  For  text  of  decision  see 
cyclopedia   for    1904-5. 

New  Hampshire.     (Laws  of  1885,  Chapter  39.) 

Section  i.  Should  any  insurance  company  not  organized  under  the  laws,  but 
ioing  an  insurance  business  within  this  State,  make  an  application  to  remove 
any  suit  or  action,  to  which  it  is  a  party,  heretofore  or  hereafter  commenced  in 
any  court  of  this  State  to  the  United  States  district  or  circuit  court,  or  shall 
enter  into  any  compact  or  combination  with  other  insurance  companies  for  the 
purpose  of  governing  or  controlling  the  rates  charged  for  fire  insurance  on  any 
property  within  this  State,  the  insurance  commissioner  shall  forthwith  revoke 
the  license  or  authority  of  said  company  to  transact  business,  and  no  renewal 
of  said  license  or  authority  shall  be  granted  for  the  period  of  three  years  from 
the  date  of  such   revocation. 

Ohio.  (Adopted  in  1885,  Section  3659,  Revised  Statutes,  as 
amended  in  1891  and  again  in  1900.) 

If  any  such  company,  association,  or  partnership,  doing  business  within  this 
State,  makes  an  application  for  a  change  of  venue  or  to  reAiove  any  suit  or 
action  wherein  such  companv  has  been  sued  by  a  citizen  of  this  State  now  pend- 
ing, or  hereafter  commenced  in  anv  court  of  this  State,  to  the  United  States  dis- 
trict or  circuit  court,  or  to  any  federal  court,  or  shall  enter  into  any^  compact  or 
combination  with  other  insurance  companies,  or  shall  require  their^  Agents  to 
enter  into  any  compact  or  combination  with  other  insurance  companies  for  the 
purpose  of  governing  or  controlling  the  rates  charged  for  tire  insurance 
on  any  property  within  the  State,  or  for  the  purpose  of  governing  or  con- 
trolling the  rates  per  centum  or  in  amount  of  commissions  or  compensation 
to  be  allowed  agents  for  procuring  contracts  for  fire  insurance  on  any 
property  within  this  State  (provided^  that  nothing  herein  shall  prohibit  one 
or  more  such  companies  from  employing  a  common  agent  or  agents  to  super- 
vise and  advise  of  defective  structures,  suggest  improvements  to  lessen  the  fire 
hazard,  and  to  advise  as  to  the  relative  value  of  risks),  the  superintendent  of  in- 
surance shall  forthwith  revoke  and  recall  the  license  or  authority  to  it  to  do 
or  transact  busiiftess  within  this  State,  and  no  renewal  of  authority  shall  be 
granted  to  it  for  three  years  after  such  revocation ;  and  it  shall  thereafter  be  pro- 
hibited from  transacting  any  business  in  this  State  until  again  duly  licensed  and 
authorized. 

South  Carolina,  The  anti-compact  law  of  1899  was  repealed 
bv  the  legfislature  of  1904  by  the  following  sections  of  House 
Bill  784: 
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Sec.  8.  No  insurance  company  shall  be  allowed  to  do  business  in  this 
state  which  shall  be  a  member  of  any  association  whose  purpose  is  to  estab- 
lish, fix,  or  maintain  excessive  or  unreasonable  rates  or  charges  for  insurance. 
Provided,  however,  that  it  shall  be  lawful  for  such  insurarce  companies  to 
be  members  of  any  association  the  pui'|>4>so  and  object  of  which  is  to  secure 
the  proper  insjwction  of  risks  the  classificntion  of  risks,  the  maintenance  of 
uniform  and  reasonable  rates,  and  the  prevention  of  discrimination  in  charges 
between  parties  dealing  with  such  insurance  companies  in  this  state. 

Sec.  9.  Upon  the  complaint  of  one  or  more  citizens  of  this  state  that 
any  insurance  company  is  discriminating  in  rates  between  citizens  of  this 
state  on  risks  similar  in  character,  the  Comptroller-General  shall  forthwith 
summon  said  company  to  appear  before  him,  and  if  it  shall  be  shown  that 
said  company  has  charged  for  any  risk  so  complained  of  an  amount  in  excess 
of  the  rates  charged  other  persons  on  other  risks  of  the  same  class,  this  dis- 
crimination in  rates  to  the  prejudice  of  any  citizen  of  this  state,  the  Comp- 
troller-General shall  order  said  company  to  make  due  correction  in  the  rate 
immediately,  refunding  such  excess  as  may  have  been  charged,  together  with 
interest  thereon  from  the  date  of  its  payment  until  the  same  is  refunded  to  the 
citizen  thus  charged;  and  that  if  any  such  company  shall  fail  to  make  this 
correction  within  thirty  days  after  notice  and  the  making  of  such  order,  the 
Comptroller-General,  on  proof  thereof,  shall  revoke  the  license  of  said  com- 
pany; provided,  that  no  rate  on  any  fire  insurance  risk  in  this  state  shall 
exceed  the  rate  on  similar  risks  in  adjoining  states,  nor  shall  any  rate  be 
charged  or  maintained  on  property  in  this  state  that,  after  a  full  hearing  be- 
fore the  Comptroller-General,  shall  be  shown  to  be  greater  than  rates  charged 
in  adjoining  states  on  risks  of  like  character  and  similar  circumstances. 

South  Dakota.     (Act  of  1903.) 

Section  i.  Any  combination/  agreement,  confederation,  compact  or  under- 
standing made  and  entered  into  either  directly  or  indirectly  by  or  between  two 
or  more  fire  insurance  companies  insuring  property  against  loss  or  damage  by 
fire  and  loss  or  damage  from  the  elements,  transacting  business  within  this  State, 
or  between  officers,  agents  or  employees  of  any  such  companies,  relating  to  the 
rates  to  be  charged  for  insurance,  regulating  and  fixing  the  minimum  price 
or  premium  to  be  paid  for  insuring  property  located  within  this  State,  the 
amount  of  commission  to  be  allowed  agents  for  procuring  insurance  or  the 
manner  of  transacting  the  business  of  fire  or  other  casualty  insurance  within 
this  State,  is  hereby  declared  to  be  unlawful,  and  an^  such  company,  officer 
or  agent  violating  this  provision  shall  be  deemed  guilty  of  a  misdemeanor, 
and  on  conviction  thereof  in  any  court  having  jurisdiction  shall  pay  a  penafty 
of  not  less  than  $ioo  nor  more  than  $500  for  each  offense,  to  be  recovered 
for  the  use  of  the  general  fund  of  the  State,  and  any  such  company,  cor- 
poration or  association  so  offending  shall  not  be  permitted  to  transact  busines* 
within   this   State. 

Sec.  3.  Any  fire  insurance  company,  corporation  or  association  desiring 
to  transact  business  within  this  State  shall,  in  addition  to  the  requirements 
now  provided  for  by  law,  furnish  the  Insurance  Commissioner  of^  this  State 
on  or  before  the  ist  day  of  July  each  year,  and  at  any  other  time  during 
the  year  when  called  upon  by  the  Insurance  Commissioner  of  this  State,  as 
one  of  the  conditions  for  being  permitted  to  transact  business  within  this 
State,  an  affidavit  subscribed  and  sworn  to  by  the  president  or  secretary  or 
managing  officer  of  said  corporation  or  association  before  competent  author- 
ity, stating  that  said  company  of  which  he  is  an  officer  has  not  violated  any 
of  the  provisions  of  the  foregoing  act,  naming  them,  and  such  affidavit  shall 
be  in  the  following  form:  , 

State  of  

County  of 

I,     being    first    duly    sworn,    depose    and    say 

that  I  am  one  of  the  managing  officers  of  the   company,  or 

association,  and  that  said  association  has  not  entered  and  will  not  enter  into 
any  combination  or  agrecmetU  with  any  other  fire  insurance  company  or 
companies  whatsoever,  by  which  there  is  any  understanding  of  whatsoever 
kind   or   character,   either  directly    or   indirectly   tending   to  fix   or  establish  a 
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uniform  price  or  premium  for  fire  insurance  in  the  State  of  South  Dakota,  nor 
any  agreement  whatever,  either  directly  or  indirectly,  relating  to  the  rates  to 
be  charged  for  insurance  within  said  State. 

Tennessee.     (Act   of    1905.) 

Section  I.  Be  it  enacted  hy  thr  (loneral  Assembly  of  the  state  of  Ten- 
nessee, That  it  shall  be  unlawful  for  any  two  or  more  fire  insurance  com- 
panies doing  business  in  Tcnnes&cc,  or  any  two  or  more  agents  or  representa- 
tiTcs  of  fire  insurance  companies  doing  business  in  Tennessee,  to  enter  into 
any  ^  contract,  compact,  or  agreement  looking  to  the  maintaining  of  any 
specific  rates  t»  be  charged  for  insurance  on  any  property  located  in  this 
»tate. 

Provided,  that  this  act  shall  not  be  so  construed  as  to  prohibit  the  forma- 
tion of  associations  of  fire  insurance  agents  in  any  city,  town,  or  county  in 
this  state  for  the  purpose  of  minimizing  expenses  by  the  employment  of 
joint  inspectors  or  experts  for  preparing  rating  schedules  and  designating 
improvement::  with  a  view  to  the  reduction  of  the  cost  of  insurance;  provided, 
that  all  rates  which  may  be  suggested  through  such  associations  shall  be 
advisory  only  and  not  binding  on  any  member  thereof;  provided  further,  that 
if  any  board  of  agents,  or  agent,  or  company  attempts  to  enforce  any  fine 
upon  any  agent  or  company  who  refuses  to  write  at  any  rate  other  than  that 
fixed  by  such  board,  they  shall  be  guilty  of  a  misdemeanor  and  subject  to  a  fine 
of  not  le&*  than  $so. 

Sec  a.  Be  it  further  enacted.  That  it  shall  be  unlawful  for  any  one  01 
more  agents  or  associations  of  fire  insurance  agents  in  any  city,  town,  »r 
county  of  this  state  to  impose  any  penalty,  or  threaten  to  impose  any  penalty, 
upon  any  agent  because  of  any  rates  which  may  be  charged  by  said  agent  ur 
any  member  of  said  association. 

Sections  3  and  4  provide  penalties.  For  violation  of  Section  i 
companies  are  subject  to  a  fine  of  "not  less  than  $roo  nor  exceed- 
ing $1,000,"  and  revocation  of  license.  Section  4  provides  that  "any 
agent  or  officer  of  any  association  of  agents"  violating  Section  .' 
shall  be  liable,  upon  conviction,  to  a  fine  "not  less  than  $100  nor 
rnore  than  $500."  Section  5  provides  that  it  "shall  be  the  duty  of 
the  insurance  commissioner,  upon  complaint  of  any  citizen  or  upon 
his  own  initiative,"  to  make  investigations  as  to  violations,  and  if 
he  finds,  upon  investigation,  that  there  is  sufficient  justification  for 
legal  proceedings,  to  lay  the  facts  before  the  attorney-general,  and 
shall  authorize  the  district  attorney-general  to  enter  his  name  a*^ 
prosecutor  in  any  criminal  proceedings  instituted  for  violation  of 
this  act.  It  is  further  provided  that  this  shall  not  be  construed  to 
prevent  any  citizen  from  acting  as  prosecutor  in  such  cases. 

Texas.  (Section  175  to  182  of  Chapter  15  of  the  Insurance 
Laws  of  Texas.)  Enacted  1899,  taking  the  place  of  the  anti-trust 
law  of  1899  as  amended  in  1895. 

The  first  two  sections  of  the  act  (Sections  175  and  176)  are 
the  same  as  Section  i  and  2  of  the  Arkansas  law.  [See  Ante.l 
The  affidavit  required  of  officers  of  companies  is  the  same  as  that 
of  the  Arkansas  law  so  far  as  concerns  insurance.  The  act 
provided  that  it  should  take  effect  on  January  31,   1900. 

Washington.     (Section  31  of  Insurance  Law  adopted  in  1897.) 

Section  31.  If  a  licensed  insurance  company  shall  enter  into  a  contract  or 
combination  with  other  insurance  companies  for  the  purpose  of  controlling  the 
rates  to  be  charged  for  insurance  upon  y)ropcrty  within  this  State,  the  com- 
missioner shall  forthwith  revoke  its  license  and  those  of  its  agents;  and  no  re- 
newal of  the  licenses  shall  be  granted  until  after  the  expiration  of  three  years 
from  the  date  of  final  revocation. 
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Wisconsin.     (Chapter  356,  Laws  of  1897.) 

Section  i.  No  fire,  fire  and  marine,  or  marine  and  inland  insurance  com- 
pany or  association,  its  agent  or  representatives  doing  business  in  this  State, 
shall,  either  directly  or  indirectly,  enter  into  any  contract,  agreement,  combina- 
tion, or  compact  with  any  other  such  company  or  companies  or  its  or  their 
affents  or  representatives  for  the  purpose  of  establishing  and  maintaining  a  fixed 
schedule,  or  schedule  of  rates;  provided,  however,  that  in  cities  and  villages  it 
shall  be  lawful  for  the  local  board  of  underwriters  incorporated  under  the  stat- 
utes of  this  State,  and  in  case  of  the  non-existence  of  such  local  board  therein, 
then  and  in  that  event  it  shall  be  lawful  for  an  association  of  the  local  agents  in 
such  city  or  tillage  to  from  time  to  time  establish  and  maintMn  rates  therein, 
and  for  them  and  such  companies  represented  b^  them  to  enter  into  any  lawful 
contract  or  agreement  to  so  establish  and  maintain  rates  so  made;  provided,  how- 
ever, that  all  such  schedules  of  rates  shall  at  all  reasonable  times  be  open  to 
the  inspection  of  the  assured. 

It  is  hereby  made  the  duty  of  the  commissioner  of  insurance  of  this  State 
to  enforce  compliance  with  the  provisions  of  this  section,  and  it  shall  be  his 
duty  to  revoke  the  license  of  each  and  every  such  insurance  company  violating 
the  provisions  of  this  section,  and  to  report  such  violation  to  the  attorney- 
general  of  the  state^  for  prosecution,  and  each  and  every  such  company  violating 
the  provisions  of  this  section  shall  be  subject  to  a  penalty  of  five,  hundred  ($500) 
dollars  for  each  and  every  violation  of  the  same. 

For  an  account  of  proceedings  against  companies  for  violations 
of  the  laws,  or  legal  proceedings  involving  compacts,  and  decisions 
thereon  see  Cyclopedia  for  1904-5  and  subsequent  volumes  and 
for  a  review  of  the  court's  decision  in  the  Iowa  anti-compact 
case,  and  the  decision  on  the  Arkansas  law  see  Cyclopedia  for  1906-7. 

Suits  were  brought  against  a  number  of  companies  in  Arkansas 
in  1907,  but  were  dismissed  on  payment  of  a  nominal  fine  and 
with  the  understanding  that  no  further  proceedings  would  be 
brought.  The  suits  had  been  brought  prior  to  the  taking  effect 
of  the  amendment  to  the  anti-compact  law.  In  1907  the  attorney 
generals  of  Missouri  and  Kansas  started  investigations  under  the 
anti-compact  laws.  Early  in  1908  the  attorney-general  of  Missouri 
announced  that  no  further  proceedings  would  be  taken  after  exact- 
ing certain  promises  from  companies,  as  to  readjusting  rates  and 
no  prosecutions  resulted  from  the  investigation  in  either  Missouri  or 
Kansas.  The  Attorney-Generals  of  both  states  reached  the  con- 
clusion that  some  form  of  agreement  among  companies  as  to  rates 
was  necessary,  and  in  Kansas  the  findings  were  followed  by  legis- 
lation giving  the  superintendent  of  insurance  supervision  over 
rates.  Oklahoma  enacted  an  anti-trust  law  in  1908,  which,  while 
it  did  not  specifically  mention  insurance  companies,  was  generally 
regarded  as  including  insurance  companies  in  its  provisions. 
Anti-trust  suits  which  were  begun  in  1902  at  Belleville,  111.,  were 
revived  in  1908,  and  in  October  a  permanent  injunction  was  issued 
against  one  hundred  and  ten  companies  by  the  circuit  court  of  St. 
Chir  county,  but  the  injunction  was  regarded  as  unimportant  as 
the  practices  enjoined  had  previously  been  abandoned  by  the  com- 
panies. 

Late  in  1909  proceedings  were  brought  in  Indiana  against 
rating  organizations,  but  were  not  concluded  when  this  record 
closed.  In  August  suits  were  brought  in  Arkansas  against  sixty- 
five  fire  insurance  companies  for  violation  of  the  anti-compact  law, 
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but  the  suits  were  dismissed  by  the  Supreme  Court  on  the  ground 
that  suit  should  be  brought  against  the  companies  individually.  Suits 
were  filed  against  the  companies  individually  early  in  1910,  and  suits 
brought  in  July  against  forty  companies  in  Mississippi,  in  which  an 
amended  complaint  was  hied  in  November,  1909,  were  also  resumed 
early  in  the  present  year,  but  the  proceedings  in  either  state  had 
not  been  concluded  when  this  record  closed.  The  attorney-general 
of  Nebraska  also  began  an  inquiry  into  the  operations  of  fire  in- 
surance companies  in  respect  to  violations  of  the  anti-compact  law 
in  1909.  The  only  action  of  long  standing  which  was  concluded  in 
T909  was  the  action  brought  at  common  law  against  the  Newark, 
N.  J.,  Fire  Insurance  Exchange.  Action  was  begun  against  the 
Exchange  in  1904,  and  a  decision  of  the  vice-chancellor  was  favorable 
to  the  Exchange,  but  in  June  the  New  Jersey  Court  of  Errors  and 
.Appeals  rendered  an  opinion  holding  the  Exchange  to  be  an  illegal 
association,  and  a  decree  was  entered,  which  became  effective  in 
November,  enjoining  the  companies  from  carrying  out  the  terms 
of  the  agreement  under  which  the  Newark  Fire  Insurance  Exchange 
was  organized,  and  also  from  entering  into  any  other  agreement  or 
forming  any  other  combination  or  association  for  the  purpose  of 
making  or  fixing  the  rates  "to  be  charged  by  them  or  any  of  them 
for  insurance  against  loss  or  damage  by  fire  to  property  in  the  city 
of  Newark,  township  of  Clinton  and  Belleville,  and  the  village  of 
Irvington,  in  the  county  of  Essex  and  state  of  New  Jersey,  and 
that  part  of  Hudson  coimty  lying  west  of  the  Hackensack  river  in 
the  state  of  New  Jersey."  The  vice-chancellor  in  the  earlier  de- 
cision held  that  the  agreement  was  not  more  than  an  unenforceable 
contract,  there  being  no  statute  to  cover  the  case,  but  the  Court  of 
Appeals,  in  its  decision,  which  was  rendered  by  Justice  Garrison, 
took  a  different  view  and  held  that  if  a  corporation,  engaged  in 
business  that  was  aflfected  with  a  public  interest,  contracted  to  enter 
upon  a  line  of  conduct  in  respect  to  business  that  tended  to  affect 
such  public  interest  injuriously,  and  was  contrary  to  public  policy, 
the  corporation  might  be  restrained  in  equity  at  the  suit  of  the 
attorney-general,  without  regard  to  whether  or  not  actual  injury 
had  resulted  to  the  public.  The  court  said  further:  "The  business 
of  fire  insurance  as  it  is  carried  on  in  this  state,  by  corporations 
created,  licensed  and  regulated  by  the  state  is  a  business  affected 
with  a  public  interest  within  the  meaning  of  this  rule.  A  contract 
in  restraint  of  trade  entered  into  by  fire  insurance  companies,  the 
necessary  effect  and  actual  result  of  which  is  to  control  such  busi- 
ness within  a  certain  area  and  within  such  area  to  fix  and  regulate 
prices  and  to  limit  or  eliminate  competition  to  the  injury  of  the 
public,  is  contrary  to  public  policy  and  ultravires  such  corporations 
and  may  be  restrained  in  equity  at  the  suit  of  the  attorney-general. 

"The  rule  in  equity  that  contracts  in  restraint  of  trade  are 
merely  unenforceable  does  not  require  that  the  parties  so  contract- 
ing be  deemed  to  be  immune  from  ordinary  equitable  remedies 
when  their  violation  of  public  policy  is  directed  at  and  actually 
works  a  public  injury." 
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Anti-compact  legislation  has,  as  a  rule,  met  with  the  disapproval 
of  insurance  departments.  An  exception  occurred  in  1903,  when  the 
South  Dakota  department  strongly  advocated  the  enactment  of  an 
anti-compact  law,  and  secured  its  passage  by  the  legislature. 

The  Virginia  Legislature  of  1900  passed  a  law  prohibiting  a 
combination  of  fire  insurance  companies  for  the  purpose  of  regu- 
lating the  commissions  to  be  paid  to  their  agents.  The  first 
section  of  the  law  reads  as  follows: 

Be  it  enacted  by  the  General  Assembly  of  Virginia,  That  it  shall  be  un- 
lawful for  any  fire  insurance  company,  association,  or  partnership^  authorized  to 
do  business  in  this  State,  to  enter  into  any  compact  or  combination  with  other 
fire  insurance  companies,  associations,  or  partnerships,  to  make  or  require  their 
agents  or  employees  to  enter  -rnto  any  compact,  agreement,  or  pledge  for  the 
purpose  of  governing  or  controlling  the  commissions  or  compensation  paid 
said  agents. 

The  anti-compact  laws  of  Iowa,  Nebraska.  Ohio,  and  South 
Dakota  also  contain  clauses  forbidding  combinations  of  fire  under- 
writers for  the  purpose  of  governing  or  controlling  the  commis- 
sions to  be  paid  to  agents.  The  North  Carolina  legislature  of 
1905  passed  a  similar  law,  Section  i  of  which  reads  as  follows: 

Section  i.  That  it  shall  be  unlawful  for  any  fire  insurance  company,  asso- 
ciation, or  partnership  doing  business  in  this  state,  employing  an  agent  who 
is  employed  by  another  fire  insurance  company,  association,  or  partnership, 
either  directly  or  through  any  organization  or  association,  to  enter  into,  make 
or  maintain  any  stipulation  or  agreement  in  restraint  of  or  limiting  the  com- 
pensation which  said  agent  may  receive  from  any  other  fire  insurance  com- 
pany, association,  or  partnership. 

Section  2  of  the  act  imposes  a  penalty  for  its  violation  of  a  fine 
of  not  less  than  $250  nor  more  than  $500  and  revocation  of  license 
for  a  period  of  twelve  months. 

The  Louisiana  legislature  of  1904  also  passed  a  law  prohibiting 
agreements  on  compensation  of  agents,  and  making  revocation  of 
license  a  penalty  for  its  violation.     Section  i  reads : 

Be  it  enacted  by  the  General  Assembly  of  the  state  of  Louisiana,  That  it 
shall  be  unlawful  for  any  corporation,  not  domiciled  in  the  state  of  Louisiana, 
to  enter  into  any  combination  or  agreement  with  another  corporation  to 
prevent  its  legally  authorized  representatives  in  Louisiana  from  accepting 
a  higher  compensation  than  the  corporations,  parties  to  the  aforesaid  agree- 
ment, pay. 

The  Florida  legislature  in  tqoq  passed  a  law,  chapter  5888,  sec- 
tion I  of  which  reads  as  follows: 

Section  t.  Tt  shall  be  unlawful  for  any  fire  insurance  company,  associa- 
tion or  partnership  (loing  bnsinto;s  in  this  State,  employing  an  agent  who  is 
employed  by  another  fire  insurance  company.  a<^snciation  or  partnership,  either 
directly  or'throiiph  any  orj{ani7.ation  or  association,  to  enter  into,  make  or 
maintain  any  stipulation  or  aRieement  in  restraint  of  or  limiting  the  com- 
pensation which  said  agent  may  receive  from  any  other  fire  insurance  com- 
pany, association  or  partnership.  The  penalty  for  any  violation  of  this  Section 
shall  be  a  fine  of  not  less  than  two  hundred  and  fiftv  dollars  nor  more  than 
five  hundred  dollars  and  the  forfeiture  of  license  to  do  business  in  this  State 
for  a  period  of  twelve  months  thereafter. 
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ANTI-REBATE  LAWS.  Following  is  a  list  of  the  states 
which  have  laws  prohibiting  the  giving  of  rebate  of  premium  to  the 
insured  by  life  insurance  companies  or  their  agents,  togethel*  with 
the  text  of  such  laws. 

The  first  anti-rebate  law  applying  specifically  to  the  business  of 
life  insurance  was  enacted  by  Massachusetts  in  1887.  The  previous 
year,  it  is  true,  Louisiana  passed  a  law  prohibiting  the  allowance 
of  rebates  in  insurance,  but  no  class  of  insurance  was  named  in  the 
act;  it  was  supposed  to  refer  to  fire  insurance,  and  it  was  not  until 
later  that  an  opinion  was  given  by  the  attorney-general  of  the  state 
that  its  provisions  were  applicable  to  the  practice  of  life  insurance. 

In  1898  a  reactionary  movement  began  with  the  introduction 
of  a  bill  in  the  Kentucky  legislature  to  repeal  the  anti-rebate  law 
of  that  state.  It  failed,  as  did  a  similar  bill  in  the  Maryland  legis- 
lature in  1900,  and  bills  in  the  Michigan  and  New  Jersey  legisla- 
tures in  1901.  Finally  the  New  Jersey  legislature  in  1902  passed 
a  repeal  bill,  but  it  was  vetoed  by  the  governor.  In  1903  further 
efforts  were  made  to  modify  anti-rebate  laws,  and  the  South  Dakota 
legislature  passed  a  repeal  bill  which  was  vetoed  by  the  governor, 
while  a  bill  in  the  Illinois  legislature  sought  to  exempt  a  compan#^ 
from  the  penalties  of  the  law  when  it  could  be  shown  that  it  had 
not  caused  nor  ratified  the  act  of  the  agent  in  violating  the  law. 
This  bill  was  not  passed. 

The  Massachusetts  law  has  served  as  a  model  for  the  anti-rebate 
laws  of  most  of  the  states  enacting  them,  in  some  cases  being  copied 
almost  literally,  and  in  others  being  followed  closely  in  substance. 
The  following  is  a  synopsis  of  anti-rebate  legislation  from  its 
beginning  in  1886 : 

Alabama  passed  an  anti-rebate  law  in  1879,  and  the  legislature 
of  1909  enacted  a  new  law,  which  is  a  copy  of  the  Colorado  law  (see 
below),  with  the  same  penalty  except  as  to  imprisonment,  which  in 
the  Alabama  law  is  made  thirty  days  only.  Sections  3  and  4  of  the 
Alabama  law  prohibits  the  sale  of  agency  company  stock  or  other 
stock  or  the  issue  of  any  special  or  advisory  board  or  other  con- 
tract promising  returns  and  profits  as  an  inducement  to  insurance. 

Colorado.  The  Colorado  law  is  Section  49  of  the  Act  of  1907. 
creating  an  insurance  department,  and  reads  as  follows: 

Section  4p.  No  life  insurance  company  doing  business  in  this  State  shall 
make  or  permit  any  distinction  or  discrimination  in  favor  of  individuals  between 
insurants  (the  insured)  of  the  same  class  and  equal  expectation  of  life  in  the 
amount  of  payment  of  premiums  or  rates  charged  for  policies  of  life  or  en- 
dowment insurance  or  in  the  dividends  or  other  benefits  payable  thereon,  or 
in  any  other  of  the  terms  and  conditions  of  the  contracts  it  makes.  Nor  shall 
any  such  company  or  agent  thereof  make  any  contract  of  insurance  or  agree- 
ment as  to  .such  contract  other  than  as  plainly  expressed  in  the  policy  issued 
thereon;  nor  shall  any  such  company  or  any  officer,  agent,  solicitor  or  repre- 
sentative thereof  pay,  allow  or  give  or  offer  to  pay,  allow  or  give,  directly  or 
Indirectly,  as  inducement  to  insurance,  any  rebate  of  premium  payable  on  the 
policy,  or  any  special  favor  or  advantage  in  the  dividends  or  other  benefits  to 
accrue  thereon,  or  any  paid  employment  or  contract  for  services  of  any  kind  oi 
any  valuable  consideration  or  uiducement  whatever  not  specified  in  the  policy 
contract  of  insurance;  nor  give,  sell  or  purchase  or  offer  tq  give,  sell  or  pur- 
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chase,  as  inducement  to  insurance  or  in  connection  therewith,  any  stocks,  bonds 
or  other  securities  of  any  insurance  company  or  other  corporation,  association  or 
partnership,  or  any  dividend!*  or  pronts  to  accrue  thereon,  or  anything  of 
value  whatever,  not  specified  in  the  policy. 

• 

The  penalty  for  a  violation  is  revocation  of  license,  and  a  fine 
of  not  less  than  $100  nor  more  than  $500,  and  imprisonment  for  not 
less  than  thirty  nor  more  than  ninety  days,  or  both.  An  additional 
section  of  the  act  also  makes  the  person  knowingly  receiving  a 
rebate  guilty  of  a  misdemeanor,  and  subject  to  a  fine  of  $100  or 
imprisonment  for  thirty  days,  or  both. 

Connecticut.  The  law  is  section  3538,  Chapter  134  of  the  laws 
of  1899;  and  Chapter  193,  Section  i,  of  the  laws  of  1907  and  reads 
as  follows : 

No  life  insurance  compan)r  doing  business  in  this  state  shall  make  or 
permit  any  distinction  or  discrimination  in  favor  of  individuals  between  in 
surants  of  the  same  class  and  expectation  of  life  in  the  amount  or  payment  of 
premiums  or  rates  charged  for  policies  of  life  or  endowment  insurance,  or  in 
the  dividends  or  other  benefits  ^yable  thereon,  or  in  any  other  of  the  termf 
and  conditions  of  the  contracts  it  makes;  nor  shall  any  such  company  or  any 
agent,  subagent,  broker,  or  any  other  person,  make  any  contract  of  insurance 
or  agreement  as  to  such  contract,  other  than  is  plainly  expressed  in  the  policy 
istaed  thereon;  nor  shall  any  such  company  or  agent,  subagent,  broker,  or  any 
other  person,  pay  or  allow,  or  offer  to  pay  or  allow,  as  inducement  to  insurance, 
any  rebate  of  premium  payable  on  the  policy,  or  any  special  favor  or  advantage 
in  the  dividends  or  other  benefit  to  accrue  thereon,  or  any  valuable  considera- 
tion or  inducement  whatever  not  specified  in  the  policy  of  insurance  No 
person  shall  receive  or  accept  from  an)r  company  or  agent,  subagent,  broker,  or 
any  other  person,  as  inducement  to  insurance,  any  such  rebate  of  piemiu.m 
payable  on  the  policy,  or  any  special  favor  or  advantage  in  the  dividends  or 
other  benefit  to  accrue  thereon,  or  any  valuable  consideration  or  inducement 
not  spNecified  in  the  policy  of  insurance.  No  person  shall  be  excused  from 
testifying  or  from  producing  any  books,  papers,  contracts,  agreements,  or 
documents,  at  the  trial  of  any  other  person  charged  with  a  violation  of  any 
provision  of  this  section,  on  the  ground  that  such  testimony  or  evidence  may 
tend  to  incriminate  him,  but  no  person  shall  be  prosecuted  for  any  act  concern- 
ing which  he  shall  be  compelled  to  so  testif^r  or  produce  evidence,  documentary 
or  otherwise,  except  for  perjury  committed  in  so  testifying. 

An  additional  section  provides  that  no  person  shall  act  on  the 
solicitation  of  policies  of  insurance  without  first  obtaining  a  cer- 
tificate of  authority  from  the  insurance  commissioner  which  shall 
be  renewed  on  the  first  of  April  of  each  year,  and  makes  the 
penalty  for  violation  of  the  act  a  revocation  of  license  "and  no 
such  certificate  shall  be  thereafter  issued  to  said  convicted  person 
by  said  commissioner  for  the  term  of  three  years  from  the  date 
of  such  conviction"  and  a  fine  of  not  more  than  $500. 

Delaware.  The  Delaware  law  (Chapter  273,  Volume  19,  Law 
of  1901)  is  a  copy  of  the  Massachusetts  law.  The  penalty  for  a 
violation  is  $500,  or  imprisonment  for  not  less  than  one  nor  more 
than  six  months  for  each  violation.  An  act  was  passed  in  1907 
prohibiting  rebating  by  surety  companies,  and  with  the  same  penalty 
for  violation  as  in  the  act  above. 

Idaho.  The  law  in  Section  19  of  the  Act  of  1901  as  amended 
by  the  Act  of  1903,  creating  an  insurance  department,  and  further 
amended  in  1905,  and  reads  as  follows: 
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Section  19,  No  life  insurance  corporation  or  company  subject  to  the  pro- 
visions of  this  act  shall  make  any  discrimination  in  favor  of  individuals  of  the 
same  occupation  and  ex|)ectation  of  life,  and  such  corporation  or  company 
shall  not  make  anv  contract  for  insurance  or  agi^ement  as  to  such  contract, 
other  than  that  which  is  available  to  each  and  every  applicant  for  insurance 
of  the  same  occupation  and  expectation  of  life,  to  such  corporation,  company, 
or  any  agent  thereof.  No  such  corporation  or  company,  or  agent  thereof 
shall  pay  or  allow  or  offer  to  pay  or  allow,  as  an  intfucement  to  any  person 
to  insure,  any  rebate  of  premium  or  any  special  favor  or  advantage  whatever 
in  the  dividends  to  accrue  tftereon,  either  by  way  of  service  rendered  or  to 
be  rendered  by  the  applicant  for  insurance,  as  an  advisor  to  the  company  or 
as  a  member  of  an  advisory  board  or  other  similar  board  or  body,  or  for 
services  rendered,  or  to  be  rendered,  of  any  kind  or  nature,  or  any  other 
inducement  whatever.  Any  person  who  shall  so  contract  with  such  company 
or  corporation  or  any  agent  thereof,  or  who  shall  receive  any  such  favor  or 
advantage,  shall  be  deemed  an  agent  or  solicitor  of  insurance  within  the  mean- 
ing  of  this  act. 

A  violation  of  the  provisions  of  this  section  shall  constitute  a  misdemeanor 
and,  upon  conviction,  shall  su|)jcct  the  party  offending  to  the  payment  of  a 
fine  of  not  more  than  three  nundred  dollars  or  imprisonment  ni  the  county 
jail  for  a  period  not  exceeding  six  months,  or  both  such  fine  and  imprison- 
ment, and  if  it  shall  appear  to  the  satisfaction  of  the  insurance  commissioner 
that  any  corporation  is  issuing  policies  or  making  contracts  that  are  in  viola- 
tion of  this  section,  he  shall  revoke  the  authority  of  such  corporation  to  do 
business   in   this   state. 

Any  .<;uch  insurance  corporation  or  company,  or  the  agents  of  such  cor- 
poration or  company,  shall,  upon  demand,  in  writing,  by  the  insurance  com- 
missioner, furnish  him  with  the  form  or  forms  of  all  insurance  policies,  the 
form  or  forms  of  all  contracts  for  insurance  and  the  form  or  forms  of  atiy 
other  paper,  or  papers,  pertaining  to  any  contract  for  insurance,  or  the  main- 
tenance of  the  same,  issued,  used,  or  intended  or  authorized  to  be  issued  or 
used  by  said  corporation  or  company  or  by  its  agents  or  representatives  in 
and  about  the  business  of  life  insurance  carried  on  by  said  cori)oration  or 
company,  and  upon  a  failure  on  the  part  of  such  corporation  or  company,  or 
its  agents  or  representatives,  to  comply  with  such  demand  within  a  period 
of  fifteen  days  after  service  of  the  same,  the  insurance  commissioner  shall 
revoke  the  authority  of  such  corporation  or  company,  to  do  business  in  this 
state.  Service  of  such  demand  upon  an  agent  of  said  corporation  or  company 
within  this  state  or  a  deposit  of  the  same  in  the  postoffico,  registered  and 
addressed  to  the  home  or  reputed  home  office  of  such  corporation  or  com- 
pany,  shall  be  sufficient  service  thereof. 

Illinois.  The  law  is  Section  203  to  206  of  Clinptcr  7^  of  the 
Revised  Statutes,  and  was  approved  June  ig,  1891.  The  first  section 
is  as  follows: 

Section  i.  No  life  insurance  company  or  association  organized  under  the 
laws  of  this  State._  or  doing  business  within  the  limits  of  the  same,  shall  make 
or  permit  any  distinction  or  discrimination  between  insurants  of  the  same  class 
and  equal  exjjectation  of  life,  in  its  tstablishcd  rates,  nor  in  the  charging,  collect- 
ing, demanding,  or  receiving  of  the  amount  of  premium  for  insurants  ot  the  same 
class  and  equal  expectation  of  life;  nor  in  the  return  ratably  of  premiums,  divi- 
dends, or  other  benefits,  accruing  or  that  may  accrue,  to  such  insurants  as  afore- 
said; nor  in  the  terms  or  conditions  of  the  contract  between  such  company  and 
the  insurants:  and  such  contract  of  insurance  shall  be  fully  and  wholly  ex- 
pressed and  contained  in  the  policy  issued  anrl  the  application  tluMcfor.  nor  shall 
any  such  company  «r  its  aprnts  i>riy,  or  allow,  or  olTcr  to  pay  or  allow,  to  any 
person  insured,  any  sj)rcial  r«  hair  of  prenn'iini,  or  any  sptrial  favor  or  ad 
vantage,  in  the  dividends  or  oth«r  brru  ("its  ti»  accrue  on  snch  policy,  or  jinuni^f 
the  same  to  any  per'^on  as  inducemmt  to  insure,  or  i)roniiso  to  pivc  anv  advan- 
tage or  valuable  consideration  whatsoi-vt  r.  not  ixptf-std  or  specified  in  tht 
policy  of  such  company. 

The  three  additional  sections  declare  the  discriminations  enu- 
merated in  Section  i  to  be  violations  of  law,  and  any  company  or 
association  so  violating  shall,  with  the  agent  or  agents  concerned, 
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be  jointly  and  severally  subject  to  a  penalty  of  not  less  than  $«>oo 
nor  more  than  $i,ooo  for  each  offense,  and  the  auditor  of  public 
accounts  shall  cancel  the  certificate  of  authority  of  such  agent.  It  is 
declared  that  the  act  does  not  apply  to  fraternal  associations. 

Indiana.  The  law  was  enacted  in  1909,  and  section  i  of  the 
law  reads  as  follows: 

That  no  life  insurance  company  doing  business  in  this  State,  nor  any 
officer  or  agent  of  such  company,  shall  directly  or  indirectly  pay,  allow,  or 
offer  to  pay  or  allow,  as  an  inducement  to  insurance,  any  rebate  or  premium 
in  connection  with  a  policy  of  life  insurance  to  be  issued  upon  any  applica- 
tion solicited  in  this  State.  Nor  shall  any  such  company,  officer  or  agent 
make  any  contract  or  aereemcnt  as  to  the  amount  of  the  premium  to  be 
paid  on  any  policy  solicited  in  this  State  other  than  as  plainly  expressed  in 
the  policy,  nor  shall  any  company  knowingly  issue  a  policy  of  insurance 
when   any  part  of  the  premium   has  been   rebated. 

Section  2  makes  "any  person  knowingly  receiving"  any  rebate 
guilty  of  a  misdemeanor,  and  imposes  a  penalty  of  a  fine  of  $100 
or  imprisonment  for  .30  days,  or  both,  for  the  first  ten  thousand 
dollars  of  insurance  and  an  additional  fine  of  $100  for  each  addi- 
tional $10,000  of  insurance  or  fraction  thereof.  Section  3  provides 
that,  "any  company,  person  or  person^  violating  any  of  the  pro- 
visions of  section  i  of  this  act,  shall,  upon  conviction  thereof,  be 
fmed  in  any  sum  not  less  than  one  hundred  ($100)  dollars  or  more 
than  five  hundred  ($500)  dollars,  or  shall  be  imprisoned  in  the 
county  jail  for  any  period  not  exceeding  six  months,  or  both,  for 
each  ten  thousand  ($10,000)  dollars  of  insurance  or  fraction  thereof, 
thus  written." 

Section  4  and  5  relate  to  securing  evidence  and  pros- 
ecuting violations  against  agents  and  companies  and  imposes  an 
additional  penalty  on  conviction  of  revocation  of  license  for  the 
period  of  one  year.  The  act  defines  the  term  "rebate"  to  mean, 
"anything  of  value,  or  the  making  of  an  agreement,  expressed  or 
implied,  that  will  directly  or  indirectly  diminish  any  premium  below 
the  amount  specified  in  the  policy,"  excepting  payment  of  dividends 
under  participating  policies. 

lowA.    The  following  is  the  provision  in  the  Iowa  Code  of  1897 : 

Section  1782.  No  life  insurance  company  shall  make  or  permit  any  dis- 
tinction or  discrimination  between  persons  insured  of  the  same  class  and  equal 
expectancy  of  life  in  the  amount  or  payment  of  premiums,  or  rates  charged  for 
policies  of  life  or  endowment  insurance,  or  in  the  dividends  or  other  benefits 
payable  thereon,  or  in  any  other  of  the  terms  or  conditions  of  the  contract  it 
makes,  nor  shall  any  such  company  or  agent  thereof  make  any  contract  of  in- 
surance or  agreement,  other  than  is  plainly  expressed  in  the  policy  issued,  nor 
Fhall  any  such  company  or  apcnt  pay  or  allow,  directly  or  indirectly,  as  an  ih- 
dticrmrnt  to  ii'surance.  any  rebate  of  proniium  payable  on  the  policy  or  any 
sj)fcinl  favor  or  advantage  in  the  <lividends  or  other  bonefits  to  accrue  thereon, 
or  any  valuable  con^dcration  or  induccuuMit  whatever,  not  siK'cificd  in  the 
policy   or   contract   of   insurance. 

Kentucky.  The  Kentucky  law,  which  is  a  section  of  the 
revenue  law  of  1893,  is  an  exact  copy  of  the  Massachusetts  law,  and 
prescribes  a  .penalty  of  not  exceeding  $500,  to  be  paid  by  any  com- 
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pany,  officer,  or  agent  thereof  violating  the  provisions  6f  the  law. 
[The  Kentucky  Court  of  Appeals  in  March,  1902,  in  the  case  of 
the  Equitable  Life  Assurance  Society  vs.  the  Commonwealth  of 
Kentucky  upheld  the  constitutionality  of  the  law,  which  had  been 
attacked  on  the  ground  that  it  interfered  with  the  freedom  of 
trade  and  prevented  competition.] 

Louisiana.  The  Louisiana  law  is  Section  9,  Act  114  of  the 
Acts  of  1898,  and  is  as  follows: 

Section  9.  No  life  insurance  company  doing  business  in  the  State  of 
Louisiana  shall  make  or  permit  any  distinction  or  discrimination  in  favor  of 
individuals  between  insurants  of  the  same  class  and  expectation  of  life  in  the 
amount  or  payment  of  premiums  or  rates  charged  for  policies  of  life  or  en- 
dowment insurance,  or  in  any  manner  of  the  terms  and  conditions  of  the  con- 
tract it  makes;  nor  shall  any  such  company  or  agent,  sub-agent,  or  broker,  or  any 
other  person,  make  any  contract  of  insurance  or  agreement  as  to  such  contract 
other  than  as  plainly  expressed  in  the  policy  issued  thereon;  nor  shall  any  such 
company  or  agent,  sub-agent,  broker,  or  any  other  person,  pa^  or  allow,  or 
offer  to  pay  or  allow,  as  inducement  to  insurance,  rebate  of  premium  payable  on 
the  policy,  or  any  special  favor  or  advantage  in  the  dividends  or  other  benefits 
to  accrue  thereon,  or  any  valuable  consideration  or  inducement  whatever  not 
specified  in  the  policy  contract  of  insurance. 

Provided,  however,  that  nothing  in  this  section  shall  be  construed  to  pre- 
vent agents  accepting  on  their  responsibility  notes  for  the  first  premiums. 

Any  violation  of  this  section  to  which  the  assured  is  a  party  shall  annul 
the  contract  ipso  facto;  the  agent  or  solicitor  making  the  rebate  shall  have  his 
certificate  of  authority  forfeited  and  shall  not  be  eligible  to  receive  a  certificate 
of  authority  to  do  business  in  the  State  for  a  period  of  three  (3)  years. 

The  legislature  of  1908  enacted  a  law  to  prevent  discrimination 
between  policyholders  of  life  insurance  companies  by  the  sale  of 
special  contracts  or  other  inducements  under  the  pretense  of  making 
such  policyholders  agents  of  the  company.  The  act  imposes  a 
penalty  upon  a  company  for  violation,  of  a  fine  of  not  less  than 
$100  nor  more  than  $300,  with  revocation  of  license,  and  upon  an 
agent  a  fine  of  not  less  than  $100  nor  more  than  $300,  or  imprison- 
ment of  not  less  than  thirty  days  nor  more  than  ninety  days. 

Maine.  (Chapter  128,  Public  Laws  of  1891.)  This  iaw  was 
amended  in  1907  and  now  reads  (Section  104,  diapter  49,  Revised 
Statutes  1903)  : 


No  life  insurance  company  doin^  business  in  this  State  shall  make  or 
permit  any  distinction  or  discrimination  in  favor  of  individuals  between  in- 
surants (the  insured)  >f  the  same  class  and  equal  expectation  of  Kfc  in  the 
amount  of  payment  of  premiums  or  rates  charged  for  policies  of  life  or 
endowment  insurance,  or  in  the  dividends  or  other  benefits  payable  thereon, 
or  in  any  other  of  the  terms  and  conditions  of  the  contracts  it  makes;  nor  shall 
any  such  company  or  agent  thereof  make  any  contract  of  insurance  or  agree- 
ment as  to  such  contract  other  than  is  plainly  expressed  in  the  policy  issued 
thereon;  nor  shall  any  such  company  or  any  officer,  agent,  solicitor  or  repre- 
sentative thereof,  pay,  allow  or  give,  or  offer  to  pay,  allow  or  give,  directly  or 
indirectly,  as  inducement  to  insurance,  nor  shall  anv  person  knowingly  receive 
as  such  inducement,  any  rebate  of  premium  payable  on  the  policy,  or  any 
special  favor  or  advantage  in  the  dividends  or  other  benefits  to  accrue  thereon, 
or  any  paid  employment  or  contract  for  services  of  any  kind  or  any  valuable 
consideration  or  inducement  whatever  not  specified  in  the  policy  contract  of  in- 
surance; or  give,  sell  or  purchase,  or  offer  to  give,  sell  or  purchase  as  induce- 
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ment  to  insurance  or  in  connection  therewith  anjr  stocks,  bonds  or  other  securi- 
ties of  any  insurance  company  or  other  corporation,  association  or  partnership, 
or  any  dividends  or  profits  to  accrue  thereon  or  anything  of  value  whatsoever 
not  specified  in  the   policy. 

Any  person  or  corporation  violating  any  provision  of  this  law 
shall  be  imprisoned  for  not  more  than  six  months,  or  fined  not 
more  than  $200  or  both,  and  the  insurance  commissioner  must 
revoke  the  certificate  of  authority  of  such  agents,  etc.,  for  one  year 
The  law  was  amended  in  1907  to  provide  that  no  person  shouUI 
be  excused  from  testifying  upon  any  proceedings  brought  under 
the  act  on  the  ground  that  such  testimony  would  tend  to  incriminate 
him,  but  no  testimony  so  given  or  produced  shall  be  used  against 
him  upon  any  criminal  investigation,  nor  shall  he  be  prosecuted 
or  subjected  to  any  penalty  for  or  on  account  of  any  thing  to  which 
he  may  testify  or  furnish  evidence. 

Maryland.  The  Maryland  law  (Chapter  254  of  the  laws  or 
1890)  reads: 

No  life  insurance  coini>any  incorporated  under  the  laws  of  any  other  State 
or  country  doing  business  in  the  State  of  Maryland  shall  make  or  permit  any 
distinction  or  discrimination  in  favor  of  individuals  of  the  same  class  and  equal 
expectation  of  life,  in  the  amount  or  payment  of  premiums  or  rates  charged  for 
policies  of  life  or  endowment  insurance,  or  in  tne  dividends  or  other  benefits 
payable  thereon,  or  in  any  other  of  the  contracts  of  insurance  it  makes,  nor 
shall  any  such  company  or  agent  thereof  make  any  contract  of  insurance  or 
agreement  as  to  such  contract,  other  than  as  plainly  expressed  in  the^  policy 
issued  thereon,  nor  shall  any  such  company  or  a^ent  pay  or  allow,  as  induce- 
ment to  any  person  to  insure,  any  rebate  of  premium  payable  on  the  policy,  or 
any  special  favor  or  advantage  whatever,  in  the  dividends  or  other  benefits  to 
accrue  thereon,  or  any  valuable  consideration  or  inducement  whatever,  not 
specified   in   the   policy  contract  of   insurance. 

It  shall  not  be  lawful  for  any  company  organized  under  the  laws  of  any 
other  State  or  country,  or  its  representatives,  to  procure  for  any  person  seeking 
life  insurance  a  State  license  for  the  purpose  of  allowing  to  such  person  a  re 
bate. 

Any  life  insurance  company,  its  agent  or  agents,  violating  sections  one  hun- 
dred and  nineteen  A  and  one  hundred  and  nineteen  B  of  this  act  shall  be  guiltv 
of  a  misdemeanor,  and  upon  conviction  thereof  the  offender  or  offenders  shall 
be  sentenced  to  pay  a  fine  of  five  hundred  dollars  on  each  and  every  violation, 
when  the  amount  of  insurance  is  twenty-five  thousand  dollars  or  less:  and  for 
every  additional  twenty-five  thousand  dollars  of  insurance  or  less  there  shall  be 
an  additional  penalty  of  five  hundred  dollars;  and  said  offender  or  offenders 
shall  be  prohibited  from  doing  insurance  business  in  the  State  of  Maryland  until 
said  fine   is  paid. 

An  amendment  was  added  in  1892,  provided  that  an  informer  of 
the  violation  of  the  law  shall  receive  one-half  of  the  penalty  in- 
flicted on  the  offender. 

Mass.aciiusetts.  The  Massachusetts  law  is  Section  68  of  the 
codified  insurance  laws  of  1887,  and  is  as  follows: 

Section  68  of  "An  Act  to  amend  and  codify  the  statutes  relating  to  insur- 
ance." No  life  insurance  company  doing  business  in  Massachusetts  shall  make 
or  permit  any  distinction  or  discrimination  in  favor  of  individuals,  between  in- 
surants of  the  same  class  and  equal  expectation  of  life  in  the  amount  of  pre- 
mium or  rates  charged  for  policies  of  life  or  endowment  insurance  or  in  the 
dividends  or  other  benefits  payable  thereon,  or  in  any  other  of  the  terms  and 
conditions  of  the  contracts  it  makes;  nor  shall  any  such  company  or  any  agent 
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thereof  make  any  contract  of  insurance  or  agreement  as  to  such  contract  other 
than  as  plainly  expressed  in  the  policy  issued  thereon,  nor  shall  any  such  com- 
pany or  agent  pay  or  allow,  or  offer  to  pay  or  allow,  as  inducement  to  insurance, 
any  rebate  of  premium  payable  on  the  policy  or  any  special  favor  or  advantage 
in  the  dividends  or  other  benefits  to  accrue  thereon,  or  any  valuable  considera- 
tion or  inducement  whatever,  not  specified  in  the  policy  contract  of  insurance. 

The  penalty  for  a  violation  of  the  law  is  a  fine  of  not  more  than 
$500  for  each  offense.  The  legislature  of  1908  passed  a  law  apply- 
ing to  other  than  life  and  marine  companies,  or  all  companies 
specified  in  section  32,  chapter  576  of  the  acts  of  1907,  prohibiting 
rebating  or  the  selling  of  steck  or  other  inducement  to  insurance, 
and  imposed  a  penalty  for  violation  of  a  fine  not  to  exceed  $200. 

Michigan.  Michigan  (section  7219  laws  1897)  copies  the  Mass- 
achusetts law,  with  the  following  addition : 

Any  company  which  shall  violate  any  of  the  provisions  of  this  section  shall 
forfeit  to  the  State  the  sum  of  $500  for  each  violation,  to  be  recovered  by  the 
attorn ey-general  by  appropriate  action  in  a  court  of  competent  jurisdiction,  and 
any  judgment  therefor  shall  be  collected  in  the  same  manner  as  is  herein  pro- 
vided for  collecting  judgments  rendered  in  favor  of  policv-holders,  and  any 
officer  or  a^ent  who  shall  violate  any  of  the  provisions  of  tnis  section  shall  be 
deemed  guilty  of  a  misdemeanor,  and  upon  conviction  thereof  shall  be 
punished  by  imprisonment  in  the  county  jail  not  exceeding  one  year,  or  by  a 
fine  of  not  less  than  $30  and  not  exceeding  $500,  or  by  both  such  fine  and  im- 
prisonment, in  the  discretion  of  the  court. 

Minnesota.  The  Massachusetts  law  was  incorporated  in  the 
general  codification  of  1895  but  the  legislature  of  1907  changed  the 
wording  of  the  law  somewhat,  and  the  legislature  of  1909  enacted  a 
new  law,  which  reads: 

No  insurance  company  or  association,  however  constituted  or  entitled, 
doing  business  in  this  State,  nor  any  officer,  agent,  sub-agent,  broker,  solicitor, 
employe,  intermediary,  or  representative  thereof,  shall  make  or  permit  any 
advantage  or  distinction  in  favor  of  any  insured  individual,  firm,  corporation, 
or  association,  with  respect  to  the  amount  named  in,  or  to  be  paid  in,  any 
policy  of  insurance,  or  shall  offer  to  pay  or  allow,  directly  or  indirectly,  or  by 
means  of  any  device  or  artifice,  as  inducement  to  insurance,  anjr  rebate  or 
premium  payable  on  the  policy,  or  any  special  favor  or  advantage  in  the  divi- 
dends or  other  profit  to  accrue  thereon,  or  any  valuable  consideration  or  in- 
ducement not  specified  in  the  policy  contract  of  insurance;  or  give,  sell-  or 
purchase,  offer  to  give,  sell,  or  purchase,  as  inducement  to  insure  or  in  con- 
nection therewith,  any  stocks,  bonds  or  other  securities  of  any  insurance  com- 
pany or  other  corporation,  association,  partnership  or  individual,  or  any  divi- 
dends or  profits  accrued  or  to  accrue  thereon,  or  anything  of  value  whatsoever, 
not  specified  in  the  policy. 

Section  2  of  the  acts  prohibits  any  person  from  receiving  any 
rebate,  or  any  special  advantage  in  divideiids  to  accrue  thereon,  or 
any  consideration  or  inducement  not  specified  in  the  policy  of  in- 
surance, and  such  person  is  not  excused  from  testifying  in  proceed- 
ings brought  for  violation  of  the  law  on  the  ground  that  such  testi- 
mony might  tend  to  incrimiuc^tc  him,  but  he  shall  not  be  prosecuted 
for  any  act  concerning  which  he  is  compelled  to  testify.  The  act 
does  not  apply  to  agents  or  officers  taking  insiirance  on  their  own 
life  or  property  or  to  industrial  companies  issuing  policies  to  asso- 
ciations of  working  men  or  like  organizations.     The  penalty  im- 
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posed  either  for  giving  or  accepting,  anything  prohibited  in  the  a^t, 
is  a  fine  of  not  less  than  sixty  dollars  nor  more  than  two  hundred 
dollars. 

Mississippi.  The  anti-  rebate  section  of  the  law  of  1902,  estab- 
lishing an  insurance  department,  is  as  follows: 

Section  38.  No  life  insurance  company  doing  business  in  Mis^ssippi 
shall  make  any  distinction  or  discrimination  in  favor  of  individuals  of  the 
same  class  and  expectation  of  life  in  the  amount  of  payment  of  preraiums 
or  rates  charged  for  policies  of  life  or  endowment  insurance  or  in  the  divi- 
dends  or  other  benefits  payable  thereon,  or  in  any  of  the  terms  or  conditions 
of  the  contract  it  makes,  nor  shall  any  such  company  or  agent  thereof 
make  any  contract  of  insurance  or  agreement  as  to  such  contract  other  than 
are  plainly  expressed  in  the  application  and  policv  issued  thereon;  nor  shall 
any  such  company  or  agent  pay  or  allow  as  inducements  to  insurance  any 
rebate  of  premium  payable  on  the  policy,  or  any  special  favor  or  advantage 
in  the  dividends  or  other  benefits  to  accrue  thereon,  or  any  valuable  con- 
sideration or  inducement  whatever  not  specified  in  the  policy  contract  of 
insurance. 

The  penalty  is  a  revocation  of  license  of  the  offending  com- 
pany or  agent. 

Missouri.  The  Missouri  law  was  enacted  in  1907,  and  is 
Section  7900a  of  Chapter  119  of  the  Revised  Statutes  of  1899.  The 
section  reads  as  follows:  *  • 

Section  7900a.  No  life  insurance  company  doing  business  in  this  state 
shall  make  or  permit  any  distinction  or  discrimination  in  favor  of  individuals 
between  insurants  (the  insured)  of  the  same  class  and  equal  expectation  of 
life  in  the  amount  or  payment  of  premiums  or  rates  charged  for  policies  of  life 
or  endowment  insurance,  or  in  the  dividends  or  other  benefits  payable  thereon, 
or  in  any  other  of  the  terms  and  conditions  of  the  contracts  it  makes;  nor 
shall  any  such  company,  or  agent  thereof,  make  any  contract  of  insurance  or 
agreement  as  to  such  contract  other  than  as  plainly  expressed  in  the  policy 
issued  thereon ;  nor  shall  any  such  company,  or  any  officer,  agent,  solicitor,  or 
representative  thereof,  pay,  allow  or  give,  or  offer  to  pay,  allow  or  give, 
directly  or  indirectly,  as  inducement  to  insurance,  any  rebate  of  premium 
payable  on  the  policy,  or  any  special  favor  or  advantage  in  the  dividends  or 
other  benefits  to  accrue  thereon,  or  any  paid  employment  or  contract  for 
services  of  any  kind,  or  any  valuable  consideration  or  inducement  whatever, 
not  specified  in  the  policy  contract  of  insurance;  or  give,  sell  or  purchase,  or 
offer  to  give,  sell  or  purchase,  as  inducement  to  insurance  or  in  connection 
therewith,  any  stocks,  nonds  or  other  securities  of  any  insurance  company  or 
other  corporation,  association,  or  partnership,  or  any  dividends  or  profits 
to  accrue  thereon,  or  anything  of  value  whatsoever,  not  specified  in  the  policy. 

Any  company  or  association  which  may  violate  this  section, 
or  which  may  permit  its  agents  or  representatives  to  violate  any  of 
its  provisions,  shall  be  barred  from  transacting  business  in  the 
state  for  a  period  of  five  years ;  and  any  agent  found  guilty,  of  a 
violation  of  the  act  shall  be  subject  to  a  fine  of  not  less  than  $50 
nor  more  than  $500,  and  imprisonment  for  not  less  than  thirty  days 
nor  more  than  six  months,  or  both. 

Montana.  The  law  was  passed  in  1903  and  amended  in  1907 
and  now  reads  practically  the  same  as  the  law  of  Colorado  (which 
see.) 

The  penalty  is  a  fine  of  not  more  than  $500  and  revocation  of 
license  for  a  period  of  one  year  and  the  auditor  is  required  to 
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give  the  offending  party  opportunity  to  be  heard  before  revoking 
his    license.      Fraternal    associations    are    exempted. 

New  Hampshire.  The  law  passed  in  1907  is  the  same  as  the 
Colorado  law  (which  see.)  The  penalty  for  the  violation  of  the 
law  is  $500  and  a  revocation  of  license  for  three  years. 

New  Jersey.  The  first  section  of  the  New  Jersey  law  of  1895 
is  a  copy  of  the  first  section  of  that  of  Connecticut.  Sections  2  and 
3  provide  a  penalty  of  a  fine  for  each  offense  of  $100  for  every 
$250  of  insurance  or  fraction  thereof  effected  by  said  policy,  one- 
half  of  the  penalty  to  be  for  the  benefit  of  the  person  prosecuting 
the  suit,  the  other  half  to  be  paid  to  the  state  treasurer  for  the 
benefit  of  the  school  fund.  In  case  of  default  in  paying  this  fine, 
the  offender  shall  suffer  imprisonment  not  exceeding  sixty  days. 
Any  agent  convicted  under  the  law  cannot  act  as  agent  for  any 
life  insurance  company  in  the  state  within  two  years  after  final 
judgment,  under  penalty  of  a  fine  or  imprisonment,  or  both. 

The  legislature  of  1907  added  a  section  to  the  law  prohibiting 
companies  doing  both  a  participating  and  non-participating  business, 
to  make  any  distinction  on  rate  of  commission  or  compensation  to 
agents  based  on  the  participating  and  non-participating  character 
of  the  policy. 

The  law  was  amended  in  1909,  excepting  from  the  provisions 
of  the  law  and  permitting  companies  issuing  industrial  policies  to 
issue  such  policies  at  special  rates  to  labor  unions,  lodges  or  like 
organizations,  or  employees  of  one  employer,  where  the  premiums 
are  paid  through  the  employer  or  secretary  of  such  organization. 

The  legislature  of  1910  passed  an  act  prohibiting  rebating  by 
hre  insurance  companies,  but  the  bill  was  vetoed  by  the  governor. 

New  Mexico.  The  territorial  legislature  passed  an  anti-rebate 
law  in  1909. 

Section  19.  No  life  insurance  company  doing  business  in  this  Territory 
shall  make  or  permit  any  distinction  or  discrimination  in  favor  of  individuals 
between  insurants  (the  insured)  of  the  same  class  and  equal  expectation  of 
life  in  the  amount  of  payment  of  premiums  or  rates  charged  for  policies,  of 
life  or  endowment  insurance,  or  in  the  dividends  or  other  benefits  payable 
thereon,  or  in  any  other  of  the  terms  and  conditions  of  the  contracts  it  makes. 
Nor  shall  any  such  company  or  agent  thereof  make  any  contract  of  insurance 
or  agreement  as  to  such  contract  other  than  as  plainly  expressed  in  the  policy 
issued  thereon;  nor  shall  any  such  company  or  any  officer,  agent,  solicitor  or 
representative  thereof  pay,  allow  or  give  or  offer  to  pay,  allow  or  give, 
directly  or  indirectly,  as  inducement  to  insurance,  any  rebate  or  premium 
payable  on  the  policy,  or  any  special  favor  of  advantage  in  the  dividends  or 
other  benefits  to  accrue  thereon,  or  any  paid  employment  or  contract  for  ser- 
vices of  any  kind,  or  any  valuable  consideration  or  inducement  whatever  not 
specified  in  the  policy  contract  of  insurance;  nor  give,  sell  or  purchase  or  offer 
to  give,  sell  or  purchase,  as  inducement  to  insurance  or  in  connection  there- 
with, any  stocks,  bonds  or  other  securities  of  any  insurance  coin[>any,  or  other 
corporation,  association  or  partnership,  or  any  dividends  or  profits  to  accrue 
thereon,  or  anything  of  value  whatever,  not  specified  in  the  policy. 

Violation  of  the  above  section  by  any  officer  or  agent  is  made 
a  misdemeanor,  and  the  penalty  is  a  fine  of  not  less  than  one  hun- 
dred nor  more  than  five  hundred  dollars  and  imprisonment  for  not 
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less  than  thirty  days  nor  more  than  ninety  days,  or  both,  together 
with  revocation  of  license.  Section  20  prohibits  the  issuance  of 
stock,  or  any  special  or  advisory  board  or  other  contract  of  any 
kind  ])r()mising  returns  and  profits  as  an  inducement  to  insurance, 
and  no  company  offering  such  stock  or  special  inducements  to  in- 
surance in  .\cw  Mexico  or  any  other  state  or  territory,  shall  be 
licensed  to  do  business  in  New  Mexico.  The  section  also  prohibits 
any  corporation  acting  as  an  agent  for  a  life  insurance  company,  or 
any  of  its  agents  or  employees  from  selling  or  offering  to  give  or 
sell,  directly  or  indirectly  in  any  manner  any  stock  or  agreement  of 
any  form  promising  returns  or  profits  as  an  inducement  to  insurance 
or  in  connection  therewith. 

Section  21  makes  any  person  knowingly  receiving  a  rebate,  or 
any  special  contract  or  favor  or  advantage  whatever  as  an  induce- 
ment to  take  any  policy  of  life  insurance  not  specified  in  the  policy 
contract,  guilty  of  a  misdemeanor,  and  subject  to  a  fine  of 
one  hundred  dollars,  or  imprisonment  in  the  county  jail  for  thirty 
days,  or  both,  in  the  discretion  of  the  court. 

New  York.  The  New  York  legislature  passed  an  anti-rebate 
law  in   1889.     [See  Cyclopedia  for  1890.] 

The  insurance  code  of  1892  re-enacted  the  law  in  the  following 
words : 

Section  89.  No  life  insurance  corporation  doing  business  in  this  State  shall 
make  an^  discrimination  in  favor  of  individuals  of  the  same  class  or  of  the  same 
expectation  of  life  cither  in  the  amount  of  premium  charged  or  in  any  return  of 
premium,  dividends,  or  other  advantages.  No  agent  of  any  such  corporation 
shall  make  any  contract  for  insurance,  or  agreement  as  to  such  contract,  other 
than  that  which  is  plainly  expressed  in  the  policy  issued. 

No  such  corporation  or  agent  thereof  shall  pay  or  allow,  or  offer  to  pay  or 
allow,  as  an  inducement  to  any  person  to  insure,  any  rebate  of  premium,  or  aiiy 
special  favor  or  advantage  whatever,  in  the  dividends  to  accrue  thereon,  or  any 
inducement  whatever  not  specified  in   the  policy. 

If  it  shall  appear  to  the  satisfaction  of  the  superintendent  of  insurance,  after 
a  hearing  by  him  upon  due  notice,  that  any  corporation^  is  issuing  policies  or 
making  contracts  that  are  directly  or  indirectly  in  violation  of  this  section,  he 
shall,  upon  the  written  approval  of  the  attorney-general,  require  such  corpora- 
tion ana  its  officers  and  agents,  to  refrain,  within  twenty  days,  from  making  any 
such  policy  or  contract.  No  such  corporation  shall  make  any  agreement  with 
any  of  its  officers,  trustees,  or  salaried  employees  whereby  it  agrees  that  for  any 
services  rendered,  or  to  be  rendered  hereafter  by  such  official,  trustee,  or  em- 
ployee, he  shall  receive  any  salary,  compensation,  or  emolument  that  will  extend 
beyond  a  period  of  twelve  months  from  the  date  of  such  agreement  or  contract. 

If  any  such  corporation,  or  officer  or  agent  thereof,  shall  fail  to  comply  with 
the  provisions  of  this  section,  the  superintendent  shall,  within  twenty  days  after 
such  failure,  publish  a  notice  of  the  fact  in  the  State  paper  once  a  week  for  four 
weeks,  and  institute  such  proceedings  in  law  as  may  be  necessary  to  restrain 
such  violation  of  this  section. 

The  legislature  of  1906  amended  the  anti-rebate  law  by  adding 
the  following  section : 

Section  577-k.  Any  person  knowingly  receiving  any  rebate  or  allowance 
•r  deduction  from  any  premium,  or  any  valuable  thing,  special  favor  01 
advantage  whatever,  as  an  inducement  to  take  any  policy  of  life  insurance, 
not  specified  in  the  policy,  is  guilty  of  a  misdemeanor. 
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North  Carolina.  The  law  of  this  state,  which  is  section  27  of 
the  Insurance  Act  of  1899,  is  a  copy  of  the  Massachusetts  law. 
The  penalty  for  violation  of  the  law  is  a  fine  not  execcding  $500 
for  each  offense. 

North  Dakota.  Law  passed  in  1907,  and  section  i  is  a  copy 
of  section  i  of  the  Connecticut  law,  except  that  it  adds  a  provision 
prohibiting  the  sale  or  offer  of  stock,  bonds  or  other  securities  in 
connection  therewith  or  any  inducement  whatever  not  specified  in 
the  policy.  The  penalty  for  violation  is  a  fine  not  to  exceed  $500, 
with  revocation  of  license  for  failure  to  pay  the  penalty. 

Ohio.  The  Ohio  law  follows  that  of  Massachusetts,  with  the 
following  additional  sections   [as  amended  in   1893]  : 

Section  2.  Every  corporation  or  officer  or  agent  thereof  who  shall  violate 
any  of  the  provisions  of  this  act  shall  be  fined  in  any  sum  not  exceeding  $500,  to 
be  -recovered  by  action  in  the  name  of  the  State,  and  on  collection  paid  into  the 
county  treasury  for  the  benefit  of  the  common  school  fund. 

^■ction  3.  Every  officer  or  agent  of  any  such  corfH) ration  who  shall  violate 
any  of  the  provisions  of  this  act  shall  be  deemed  guilty  of  a  misdemeanor,  and 
upon  conviction  thereof  shall  be  fined  in  any  sum  not  exceeding  $100,  or  im- 
prisoned in  the  jail  of  the  county  not  exceeding  thirty  days,  or  both,  at  the  dis- 
cretion  of  the  court,  and  shall  pay  the  costs  of  prosecution. 

Section  4.  It  shall  be  the  duty  of  the  superintendent  of  insurance,  upon 
being  satisfied  that  anv  such  corporation,  or  any  agent  thereof,  has  violated  any 
of  the  provisions  of  this  act,  to  revoke  the  license  of  the  company  or  agent  so 
offending,  and  no  license  shall  be  granted  to  such  company  or  agent  for  one 
year  after  such   revocation. 

The  legislature  of  1908  amended  section  one  of  the  act  by  adding 
the  words:  "or  give,  sell  or  purchase,  or  offer  to  give,  stfll  or  pur- 
chase as  inducement  to  insurance  or  in  connection  therewith  any 
stocks,  bonds  or  other  securities  of  any  insurance  company  or 
other  corporation,  association  or  partnership,  or  any  dividends  or 
profits  to  accrue  thereon  or  any  thing  of  value  whatsoever  not 
specified  in  the  policy." 

The  legislature  of  1910  passed  the  following : 

Section  i.  That  no  fire  insurance  company  organized  under  the  laws 
of,  or  doing  business  in,  the  State  of  Ohio,  or  any  officer,  agent,  solicitor, 
or  representative  thereof,  shall  pay,  allow  or  give,  or  offer  to  pay,  allow  or 
eive.  directly  or  indirectly,  as  inducements  to  fire  insurance,  nor  shall  any 
person  knowingly  receive,  as  such  inducement  to  such  insurance,  any  re- 
bate or  premiums  payable  on  the  policy,  or  any  K|K'cial  favor  or  advantage 
in  any  benefit  or  benefits  to  accrue  thereon,  or  any  paid  employment  or 
contract  for  services  of  any  kind,  or  an^  valuable  consideration  or  induce- 
ment whatever,  not  specified  in  the  policy  contract  of  insurance,  or  give, 
sell  or  purchase,  as  inducements  to  insurance  or  in  connection  therewith, 
any  stock,  bonds  or  other  securities  of  such  insurance  company  or  other 
company. 

The  penalty  for  violation  by  the  company  is  a  fine  of  not  less 
than  $100  nor  more  than  $5^.  'i"d  on  the  officer,  agent  or  any 
other  person  the  same  fine  is  impt^scd,  with  an  additional  30  days' 
imprisonment,  or  both,  together  with  revocation  of  the  agent's 
license  for  one  year. 
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Oklahoma.  The  legislature  of  Oklahoma  passed  an  anti-rebate 
law  in  1909.  It  is  contained  in  sections  57  and  58  of  the  laws  of 
1909,  which  read  as  follows : 

Section  57.  No  life  insurance  conij)any,  association  or  corporatitni  doing 
business  in  this  State  shall  make  or  permit  any  distinction  or  discrimination  in 
favor  of  individuals  between  insurants  (the  insured)  of  the  same  class  and 
c(iunl  cxiK'ctation  of  life  in  the  amount  of  payment  of  premium  or  rate  charged 
for  policies  of  insurance,  or  in  the  dividends  or  other  benefits  payable 
thereon,  or  in  any  other  of  the  terms  and  conditions  of  the  contract  it 
makes;  nor  shall  any  such  company  or  agent  thereof  make  any  contract 
of  insurance  or  agreement  as  to  such  contract  other  than  as  plainly  ex- 
pressed in  the  policy  issued  thereon;  nor  shall  any  such  company  or 
officer,  agent,  solicitor  or  representative  thereof  pay,  allow  or  give,  or  offer 
to  pay,  allow  or  give,  directly  or  indirectly,  as  inducement  to  insurance, 
any  rebate  of  premium,  payaole  on  the  policy  or  any  special  favor  or 
advantage  in  the  dividenns  or  other  benefits  to  accrue  thereon,  or  any 
paid  employment  or  contract  for  service  of  any  kind  for  any  valuable 
consideration  or  inducement  whatever;  nor  give,  sell  or  purchase,  or  oflfcr 
to  give,  sell  or  purchase,  as  inducement  to  insurance,  or  in  connection 
therewith,  any  stock,  bonds  or  other  securities  of  any  insurance  compajiy 
or  other  corporation,  association  or  partnership  or  any  dividends  or  profits 
to  accrue  thereon  or  anything  of  value  whatever. 

Section  58.  Any  person  knowingly  receiving  any  rebate  or  allowance 
or  reduction  from  any  premium  or  any  special  contract  of  emplovment,  or 
promising  profits  or  dividends  of  any  character,  or  any  valuable  thing, 
special  favor  or  advantage  whatever,  as  an  inducement  to  take  any  policy 
of   life   or  endowment   insurance,   shall   be   guilty   of  a   misdemeanor. 

No  penalty  is  provided,  but  section  75  provides  that  any  viola- 
tions of  the  provisions  of  the  act,  where  the  penalty  is  not  specially 
provided,  shall  subject  the  offender  to  a  fine  of  not  less  than  fifty 
dollars  nor  more  than  five  hundred  dollars. 

Oregon.  The  Oregon  law  was  enacted  in  1907,  and  is  an 
amendment  to  Section  3722  of  Bellenger  and  Cotton's  annotated 
codes  and  statutes  of  Oregon.     It  reads  as  follows: 

No  life  insurance  company  or  any  of  its  representatives  doing  business  in 
this  State  shall  make  or  permit  any  distinction  or  discrimination  in  favor  of 
individuals  between  insurants  of  the  same  class  and  equal  expectation  of  life 
in  the  amount  of  the  payment  of  premiums  or  rates  chargea  for  any  of  its 
policies  of  life  or  endowment  insurance,  or  in  the  dividends  or  other  benefits 
(layable  thereon,  or  in  any  other  of  the  terms  and  conditions  of  the  contracts 
it  makes;  nor  shall  any  such  company  or  any  representative  thereof  make  any 
contract  of  insurance,  or  agreement  as  to  such  contract,  other  than  as  plainly 
expressed  in  the  policy  issued  thereon ;  nor  shall  any^  such  company  ^  or  repre- 
sentative pay  or  allow,  or  offer  to  pay  or  allow,  as  inducement  to  insurance, 
any  rebate  of  premiums  payable  on  the  policy,  or  any  special  favor  or  advantage 
in  the  dividends  or  other  benefits  to  accrue  thereon,  or  any  valuable  con- 
sideration or  inducement  not  specified  in  the  policy  contract  of  insurance. 

The  penalty  for  violation  of  the  act  is  revocation  of  license  and 
a  fine  not  to  exceed  $500  or  imprisonment  not  exceeding  six  months- 
or  both,  in  the  discretion  of  the  court. 

Pennsylvania.  The  law  of  1889,  as  amended  in  1895,  was  re- 
pealed by  the  legislature  of  1909,  and  a  new  law  enacted  in  its  place 
of  which  section  one  reads  as  follows: 

Section  i.  That  no  insurance  company  organized  under  the  laws  of  or 
doing  business  in  this  Commonwealth  or  any  olncer,  agent,  solicitor  or  repre- 
sentative  thereof   or   any   insurance   broker   shall    pay,   allow   or  give   or   offer 
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to  pay  allow  or  give  directly  or  indirectly  as  inducements  to  insurance  nor 
shall  any  person  knowingly  receive  as  such  inducement  to  insurance  any 
rebate  of  premiums  payable  on  the  policy  or  any  special  favor  or  advantage 
in  the  dividends  or  other  benefits  to  accrue  thereon  or  an^  paid  employment 
or  contract  for  services  of  any  kind  or  any  special  advantage  in  date  of 
policy  or  age  of  is-sue  or  any  valuable  consideration  or  inducement  whatever 
nut  specified  in  the  policy  contract  of  insurance  or  give  sell  or  purchase  or 
offer  to  give  sell  or  purchase  as  inducements  to  insurance  or  in  connection 
therewith  any  stock  bonds  or  other  securities  of  such  insurance  company  or 
other  insurance  company  or  any  dividends  or  profits  to  accrue  thereon  except 
as   hereinafter   provided. 

No  life  insurance  company  organized  under  the  laws  of  or  doing  business 
in  this  Commonwealth  shall  make  or  permit  any  distinction  or  discrimination 
in  favor  of  individuals  between  insurants  of  the  same  class  with  equal 
expectation  of  life  in  the  amount  or  payment  of  premiums  or  rates  charged 
for  policies  of  life  or  endowment  insurance  or  m  the  dividends  or  other 
benefits  payable  thereon  or  in  any  of  the  terms  and  conditions  of  the  con- 
tracts it  makes  nor  shall  any  such  company  or  agent  thereof  make  any  con- 
tract of  insurance  or  agreement  as  to  such  contract  other  than  as  plainly 
expressed   in    the   policy   issued   thereon.  •  •  •  • 

The  act  permits  companies  authorized  under  the  laws  of  Penn- 
sylvania prior  to  the  first  of  March,  1909,  and  engaged  in  selling 
stock  to  policyholders,  "to  continue,  the  sale  of  the  same  until  the 
amount  of  capital  or  guarantee  capital  which  such  companies  are 
authorized  by  law  to  have  shall  have  been  disposed  of,"  and  the  act 
also  makes  it  lawful  for  any  life  insurance  company  organ- 
ized on  the  mutual  assessment  plan  under  the  laws  of 
Pennsylvania  prior  to  March  i,  1909  and  actually  engaged 
prior  to  and  on  said  date  in  selling  by  option  or  otherwise  to 
its  policyholders  the  stock  of  a  proposed  joint  stock  life  insurance 
company  to  be  organized  for  the  purpose  of  taking  over  the  business 
of  said  mutual  company  to  continue  the  sale  of  the  same  until  the 
amount  of  capital,  which  joint  stock  companies  are  authorized  by 
law  to  have  shall  have  been  disposed  of.  No  person  shall  be  ex- 
cused from  testifying  in  any  trial  for  a  violation  of  the  law  on  the 
ground  that  such  testimony  may  tend  to  incriminate  him,  but  no 
person  shall  be  prosecuted  for  or  on  account  of  such  testimony  as 
he  may  give. 

Any  insurance  company,  its  officers,  solicitors  or  agents,  any 
insurance  broker  or  any  person  violating  the  provisions  of  the  law 
is  subject  to  a  fine  of  $500,  and  shall  also  be  disqualified  from  acting 
as  an  agent  or  broker  for  a  term  of  three  years  thereafter. 

Rhode  Island.  The  Rhode  Island  law  is  Section  i.  Chapter  183 
of  the  Laws  of  1896,  and  is  as  follows: 

Section  i.  No  life  insurance  company  organized  or  doing  business  within 
this  State  shall  make  any  distinction  or  discrimination  as  to  the  premiums 
or  rates  charged  for  policies  upon  the  lives  of  persons  insured,  except  such 
as  shall  apply  to  all  persons  of  the  same  age,  sex,  general  condition  of 
health,  and  hope  of  longevity,  nor  shall  any  such  company  make  or  require 
any  rebate,  diminution,  or  discount  upon  the  sum  to  be  paid  on  any  policy 
in  case  of  the  death  of  the  person  insured,  nor  insert  in  the  policy  any  con- 
dition, nor  make  any  stipulation,  whereby  the  person  insured  shall  bind 
himself,  his  heirs,  executors,  administrators,  and  assigns,  to  accept  any 
less  sum  than  the  full  value  or  amount  of  the  policy  in  case  of  a  claim 
accruing  thereon  by  reason  of  the  death  of  the  person  insured,  other  than 
such  as  are  imposed  upon  all  persons  in  similar  cases,  and  any  such  stipulation 
or  condition  so  made  or  inserted  shall  be  void. 
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Section  3  makes  it  unlawful  for  any  agent  of  any  life  insurance 
company  to  make  any  distinction  as  to  the  time  and  manner  of 
collecting  dues  upon  policies.  The  penalty  for  violation  of  the  act 
is  a  line  not  exceeding  one  hundred  dollars. 

South  Carolina.  The  law  is  section  2  of  an  act  passed  in 
1908,  and  reads  as  follows: 

No  life  insurance  company  doing  business  in  this  state  shall  make  or 
permit  any  distinction  in  favor  of  individuals  between  insurants  (the  insured) 
of  the  same  class  and  equal  expectation  of  life,  in  the  amount  of  the  payment 
of  premiums  or  rates  charged  tor  policies  of  life  or  endowment  insurance,  or 
in  the  dividends  or  other  benefits  payable  thereon,  or  in  any  other  of  the  terms 
and  conditions  of  the  contracts  it  makes.  Nor  shall  any  such  company,  or 
agent  thereof,  make  anjr  contract  of  insurance  or  agreement  as  to  such  con- 
tracts other  than  as  plainly  expressed  in  the  policy  issued  thereon;  nor  shall 
any  such  company  or  an  officer,  agent,  solicitor  or  representative  thereof,  pay, 
allow  or  give,  or  offer  to  pay,  allow  or  give,  directly  or  indirectly  as  inducement 
to  insurance,  any  rebate  of  premium  payable  on  the  policy,  or  any  special 
favor  or  advantage  in  the  dividends  or  other  benefits  to  accrue  thereon,  or  any 
paid  employment  or  contract  for  services  of  any  kind  or  any  valuable  con- 
sideration or  inducement  whatever  not  specified  in  the  policy  contract  of  insur- 
ance; nor  give,  sell  or  purchase,  as  inducement  to  insurance,  or  in  connection 
therewith  any  stocks^  bonds  or  other  securities  of  any  insurance  company  or 
other  corporation,  association  or  partnership,  or  any  dividends  or  profits  to 
accrue  thereon,  or  anything  of  value  whatever,  not  specified  in  the  policy. 

The  penalty  for  violation  is  a  fine  of  not  less  than  $100  nor 
more  than  $500,  or  imprisonment  for  not  less  than  30  nor  more 
than  90  days,  or  both,  and  costs  of  prosecution,  and  revocation  of 
license. 

Tennessee.  The  Massachusetts  law  was  made  Section  28  of 
the  general  insurance  law  enacted  in  1895.  The  penalty  for  viola- 
tion was  made  from  $100  to  $500  for  each  offense,  and  if  by  an 
officer  or  agent,  $100  to  $200,  and  not  exceeding  thirty  days  im- 
prisonment. 

» 

Utah.  The  law  is  section  49  of  the  acts  of  1909  creating  an 
insurance  department,  and  is  a  copy  of  the  Colorado  law,  (which 
sec  ante). 

Vkrmont.  Vermont  passed  the  law  in  1888,  affixing  as  a  penalty 
for  its  violation  a  fine  of  not  more  than  $500. 

ViRCiNiA.  Section  34  and  35  of  the  laws  of  1906  creating  an 
insurance  department.    The  law  reads : 

No  life  insurance  corporation  doing  business  in  this  State  shall  make  any 
discrimination  in  favor  of  individuals  of  the  same  class,  or  of  the  same  ex- 
pectation of  life,  either  in  the  amount  of  premium  charged  or  in  any  return  of 
premium,  dividends  or  other  advantages.  No  agent  of  any  such  corporation 
shall  make  any  contract  for  insurance  or  agreement  as  to  such  contract  other 
than  that  which  is  plainly  expressed  in  the  policy  issued.  No  such  corporation 
or  agent  thereof  shall  pay,  or  allow  or  offer  to  pay,  or  allow  as  an  inducement 
to  any  person  to  insure  any  rebate  of  premium  or  any  special  favor  or  ad- 
vantage whatever  in  the  dividends  to  accrue  thereon,  or  any  inducement  what- 

-po^  specified  in  the  policy.  If  it  shall  appear  to  the  satisfaction  of  the 
>ner  of  insurance,   after  hearing  by  him,   upon   due  notice,   that  any 
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corporation  is  issuing  policies  or  making  contracts  that  are  directly  or  in- 
directly in  violation  of  this  section,  he  shall,  upon  the  written  approval  of  the 
corporation  commission,  require  such  corporation,  and  its  officers  and  agents, 
to  refrain  within  twenty  days  from  making  any  such  policy  or  contract. 

The  penalty  for  violation  is  a  fine  of  not  less  than  $ioo  nor 
more  than  $500  for  each  offense,  and  revocation  of  license. 

Washington.  The  Washington  legislature  passed  an  act  in 
1905.     Section  i  reads  as  follows: 

Section  i.  ^  No  life  insurance  company  doing  business  in  this  state  shall 
make  or  permit  any  distinction  or  discrimination  in  favor  of  individuals 
between  insurants  of  the  same  class  and  equal  expectation  of  life  in  the 
amount  of  payment  of  premiums  or  rates  charged  for  policies  of  life  or  endow- 
ment insurance,  or  in  the  dividends  or  other  benefits  payable  thereon,  or  in 
any  other  of  the  terms  and  conditions  of  the  contracts  it  makes;  nor  shall 
any  such  company  or  any  agent  thereof  make  any  contract  of  insurance,  or 
agreement  as  to  such  contract,  other  than  as  plainly  expressed  in  the  policy 
issued  thereon;  nor  shall  any  such  company  or  agent  pay  or  allow,  or  offer 
to  pay  or  allow  as  inducement  to  insurance,  any  rebate  of  premiums  payable 
-on  the  policy,  or  any  special  favor  or  advantage  in  the  dividends  or  other 
benefits  to  accrue  thereon,  or  any  valuable  consideration  or  inducement  not 
specified  in   the  policy  contract  of  insurance. 

•  Every  corporation  violating  any  of  the  provisions  of  this  act 
shall  be  fined  in  any  sum  not  exceeding  $500,  and  every  officer  or 
agent  of  any  such  corporation  who  shall  violate  any  of  the  pro- 
visions of  this  act  shall  be  deemed  guilty  of  a  misdemeanor  and 
shall  be  fined  in  any  sum  not  exceeding  $500  or  imprisonment  in 
the  county  jail  not  exceeding  six  months.  The  act  specifically 
exempts  fraternal  associations  or  secret  societies.  The  legislature 
of  rgop  amended  the  law  to  apply  to  other  than  life  companies,  and 
the  law  is  a  copy  of  the  Massachusetts  law. 

West  Virginia.  The  West  Virginia  law  was  amended  in  1907, 
and  now  reads  as  follows : 

Section  15.  No  life  insurarce  company  doing  business  in  this  State 
shall  make  or  permit  any  distinction  or  discrimination  in  favor  of  individ- 
uals between  insurants  (the  injured)  of  the  same  class  and  equal  ex)>ecta- 
tion  of  life  in  the  amount  of  payment  of  premiums  or  rates  charged  for 
policies  of  life  or  endowment  insurance,  or  in  the  dividends  or  other 
benefits  payable  thereon  or  in  any  other  of  the  terms  and  conditions  of  the 
contracts  it  makes;  nor  shall  any  such  company  or  agent  thereof  make  any 
contract  of  insurance  or  agreement  as  to  such  contract  other  than  as 
plainly  expressed  in  the  issued  policy  thereon;  nor  shall  any  such  company 
or  any  officer,  agent,  solicitor,  or  representative  thereof,  pay,  allow  or 
|rive,  or  offer  to  pay,  allow  or  give  directly  or  indirectly  as  inducement  to 
insurance,  any  rebate  of  i>remiuni  payable  on  the  policy,  or  any  special 
favor  or  advantage  in  the  dividends  or  other  benefits  to  accrue  thereon, 
or  any  paid  employment  or  contract  for  services  of  any  kind  or  any 
valuable  consideration  or  inducement  whatever  not  specified  in  the  policy 
contract  of  insurance,  or  give  or  sell  or  purcha«?c.  or  oflfer  to  give,  •^cll  or 
inirchase  as  inducement  to  insurance  or  in  connection  therewith  any  stocks. 
bonds  Ar  other  securities  of  any  insurance  company  or  other  corporation, 
association  or  partnership,  or  any  divider ils  or  profits  to  accrue  thereon  or 
anything  of  value  whatsoever  not  spt-citied  in  the  policy,  and  any  policy 
sold  in   violation   of  this  clause,   shall   be   null   and   void. 

Wisconsin.  The  law  is  section  19550  of  the  laws  of  1891, 
amended  in  1907  and  reads  as  follows: 
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1.  No  life^  insurance  company  doin^  business  in  this  state  shall  make  or 
permit  any  distinction  or  discrimination  in  favor  of  individuals  between  insur- 
ants of  the  same  class  and  equal  expectation  of  life  in  the  amount  or  payment 
of  premiums  or  rates  charged  or  in  any  return  of  premium,  dividends  or  other 
advantages. 

2.  No  such  company  or  any  agent  thereof  shall  make  anjr  contract  or 
agreement  as  to  such  contract  other  than  as  plainly  expressed  in  the  policy 
issued  pursuant  thereto,  nor  pay  or  allow  or  oner  to  pay  or  allow  any  rebate 
of  premium  payable  on  the  policy,  or  any  special  favor  or  advantage  whatever 
in  the  dividends  or  other  benefits  to  accrue  thereon,  or  any  valuable  considera- 
tion or  inducement  whatever  not  specified  in   the  policy. 

3.  No  such  company  or  any  agent  thereof  shall  at  the  time  of  soliciting 
insurance  or  issuing  a  policy,  or  at  any  time  in  consideration  of  or  in  connection 
with  a  policy  issued  or  proposed  to  be  issued,  make  or  offer  to  make  any  con- 
tract or  agreement  whatever  for  any  deduction  from  any  premium  or  any 
addition  to  any  dividend  or  other  benefit  whatever,  on  account  of  ser\ices 
rendered  or  to  be  rendered  by  the  applicant  for  the  policy  or  any  person 
interested  therein,  either  as  an  advisor  of  the  company  or  as  a  member  of  an 
advisory  or  similar  board  or  body  or  in  any  other  capacity  or  manner  whatever 
nor  contract  for,  sell  or  offer  for  sale  any  stock  of  such  life  insurance  company 
or  any  stocks,  bonds  or  other  certificates  representing  any  interest  or  property 
in  any  organized  company  or  corporation  which  shall  at  the  time  be  under  any 
contract  or  agreement  whatever  with  such  life  insurance  company,  or  own  or 
control  any  of  the  stock  thereof,  or  in  any  case  where  any  part  of  the  stocks, 
bonds  or  certificates  of  indebtedness  of  such  company  or  corporation  shall  be 
owned  or  held  by  such  life  insurance  company.  No  person  shall  so  contract 
with  any  such  company  or  agent  thereof,  or  receive  any  such  favor,  priyilege 
or  advantage,  withm  the  meaning  of  this  act. 

Section  4  provides  that:  Any  officer,  director  or  agent  afore- 
said or  person  contracting  with  such  company,  officer,  director  or 
agent,  in  violation  of  any  of  the  provisions  of  this  section  shall 
be  punished  by  a  fine  of  not  less  than  fifty  dollars  nor  more  than 
three  hundred  dollars  or  by  imprisonment  in  the  county  jail  for  a 
term  not  exceeding  six  months,  or  by  both  such  fine  and  imprison- 
ment, and  Section  5  provides  for  revocation  of  license  by  the  com- 
missioners for  a  term  of  three  years  whenever  it  appears  to  his 
satisfaction  that  said  person  has  violated  the  law.  Section  6  requires 
that  on  demand  of  the  commissioner  all  forms  of  policies  or  other 
contracts  pertaining  to  any  contract  of  insurance  shall  be  fur- 
nished, and  provides  a  penalty  of  revocation  of  license  for  failure 
to  comply  within  fifteen  days  after  such  demand  is  made.  Section 
7  provides  that  no  one  shall  be  excused  from  testifying  to  anything 
prohibited  in  the  act,  on  the  ground  that  the  testimony  would 
tend  to  incriminate  him,  but  Section  8  provides  that  no  person 
shall  be  liable  in  any  suit  or  prosecution,  civil  or  criminal  for  or 
on  account  of  any  transaction,  matter  or  thing  concerning  which  he 
may  testify  or  produce  evidence. 

The  legislature  of  1909  enacted  the  following  additional  section, 
and  imposing  the  penalties  as  above: 

Section  194?!.  No  insurance  company  doiiip  business  in  this  State, 
other  than  a  Iif«'  iii»;urnncf  company,  and  no  at,'<M»t.  ofliccr,  or  rmploye 
thcrrof.  j-lipjl  ofTiT  to  pay  or  allow,  or  ofltr  or  as''ce  to  pay  or  allow,  as 
an  induccMnrnt  to  an  insurance,  any  rebate  of  \hv  premium  paid  or  payable 
under  its  policy,  or  any  special  favor,  advantape,  benefit,  valuable  con- 
sirleration    or   inducement    whatever    not    specified    in    its   policy. 

Wyoming.  This  state  passed  an  anti-rebate  law  January  22, 
-gpi   (Chapter  loi,  Session  Laws  of  1891),  and  amended  it  in  1897. 
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It  provides  a  penalty  of  $500  for  every  violation  when  the  amount 
is  $25,000  or  less,  and  $500  for  every  additional  $25,000. 

States  in  Which  Legislation  Has  Failed.  The  above  are 
all  the  states  in  which  anti-rebate  laws  have  been  passed.  In  the 
le^slatures  of  other  states  and  territories  and  the  Congress  of  the 
United  States,  legislating  for  the  District  of  Columbia,  anti-rebate 
bills  have  been  introduced  and  failed.  These  are  as  follows,  the 
years  in  which  the  bills  were  introduced  being  also  given: 

188&— Georgia. 

1889-— Illinois  (introduced  again  in  1891  and  passed).  New 
Hampshire  (introduced  again  in  1891  and  passed),  New  Jersey, 
Rhode  Island,  Tennessee  (introduced  again  in  1895  and  passed), 
Wisconsin   (introduced  again  in   1891   and  passed). 

1890 — Kentucky  (introduced  again  in  1892  and  passed). 

1891 — California,  Florida,  Indiana,  Kansas,  Missouri,  Minne- 
sota, Nebraska,  North   Carolina,  Texas. 

1892 — New  Jersey  (second  time), 

1893 — Indiana  (second  time),  Minnesota  (second  time,  intro- 
duced a  third  time  in  1895  and  passed),  Missouri  (second  time), 
Nebraska    (second   time).   New  Jersey    (third   time). 

1894 — New  Jersey  (fourth  time).  Introduced  again  in  1895  and 
passed. 

1895 — Arkansas,  Idaho,  Indiana  (third  time),  Montana,  Ne- 
braska (third  time),  Oklahoma. 

1896 — ^Virginia. 

1897 — Kansas  (second  time),  Missouri  (third  time).  New  Mex- 
ico, Wyoming. 

1898 — A  bill  to  repeal  the  anti-rebate  law  in  Kentucky  failed. 

1899 — Missouri  (fourth  time),  and  the  Congress  of  the  United 
States,  for  the  District  of  Columbia. 

1900 — Virginia  (second  time).  A  bill  in  the  Maryland  legis- 
lature to  amend  the  law  failed. 

ii)Oi — Indiana  (fourth  time),  Nebraska  (fourth  time),  South 
Carolina.  The  Delaware  law  was  revised.  Bills  in  the  Michigan 
and  New  Jersey  legislatures  to  repeal  the  law  failed. 

1902 — New  Jersey  repealed  its  law,  but  the  repeal  was  vetoed 
by  the  governor. 

1903 — South  Dakota  passed  a  repeal  bill,  which  was  vetoed  by 
the  governor.  Anti-rebate  bills  failed  in  North  Dakota  and  Wash- 
ington state. 

1904 — Kentucky.  A  bill  to  repeal  the  anti-rebate  law  was  de- 
feated.    An  anti-rebate  bill  failed  in  Georgia   (second  time). 

1905 — Indiana  (fifth  time),  Missouri  (fifth  time),  Oregon, 
Xansa.s,  Oklahoma,  and  lUah.  The  Idaho  law  was  amended.  An 
attempt  was  made  to  repeal  the  Nr)rth  Carolina  law  but  failed. 
The  New  York  law  wa«;  amended  in  190J). 

1907 — Indiana  (sixth  time),  Wyoming,  South  Carolina,  West 
Virginia,  Missouri,  and  Oregon  passed  laws  and  the  Maine,  Con- 
necticut, and  Colorado  laws  were  amended.    The  laws  of  Ohio  and 
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Louisiana  were  amended  in  1908,  and  in  1909  Indiana,  Utah,  Okla- 
homa and  New  Mexico  passed  laws,  and  Alabama  and  Minnesota 
enacted  new  laws,  and  Washington  and  Wisconsin  amended  the 
laws  to  apply  to  fire  insurance  companies.  Ohio  passed  a  law  pro- 
hibiting rebating  by  fire  insurance  companies  in  19 10. 

APPEL,  DANIEL  FREDERICK,  vice-president  of  the  New  ' 
England  Mutual  Life  Insurance  Company,  was  born  in  Cumber- 
land, Md.,  June  24,  1857.  From  1875  to  1885  he  was  engaged  in 
fire  insurance  work  as  local  agent  in  Pennsylvania  and  field  agent 
in  the  West.  Was  appointed  Indiana  general  agent  for  the  New 
England  Mutual  Life  in  March,  1885,  superintendent  of  agencies  in 
March,  1895,  and  was  elected  secretary  in  March,  1905.  He  was 
elected  to  his  present  position  in  1908. 

APPLETON,  SAMUEL,  United  States  manager  for  the  Em- 
ployers* Liability  Assurance  Corporation  of  London,  was  born  in 
the  city  of  New  York  April  7,  1846.  He  was  liberally  educated,  and 
from  1862  to  1867  held  a  position  in  an  importing  house  in  Boston, 
since  which  time  he  has  been  in  the  insurance  business.  He  was 
manager  of  a  fire  insurance  company  in  Boston  from  1869  to  i88.|, 
and  from  1886  to  1899  general  agent  at  Boston  for  The  Employers' 
Liability  Assurance  Corporation.  March  i,  1899,  he  was  appointed 
one  of  the  United  States  managers  in  the  firm  of  Applcton  &  Dana, 
Boston,  Mass.,  and  on  January  i,  1903,  he  became  sole  manager  and 
attorney. 

APPORTIONMENT.     [See  Policies,  Non-Concurrent] 

ARIZOXA,  INSURANCE  SUPERVISION  IN,  1887-1910.  By 
an  act  passed  in  1887  the  territorial  treasurer  of  Arizona  was 
charged  with  the  supervision  of  insurance,  but  in  1901  an  act  was 
passed  transferring  the  authority  to  the  territorial  secretary.  The 
officers  in  charge  have  been  C.  B.  Foster,  1887-1890;  J.  Y.  T.  Smith. 
1890-1891 ;  William  Christy,  1891-1893;  James  A.  Fleming,  1893- 
1895;  P.  J.  Cole,  1895-1897;  T.  E.  Parish,  1897;  C.  W.  Johnstone, 
1897-1898;  T.  W.  Pemberton,  1898-1901 ;  Charles  H.  Akers.  1901- 
1903;  Isaac  C.  Stoddard,  1903,  resigned  1904;  W.  F.  Nichols, 
1904-1908;  John  H.  Page,  1908-1909.  The  present  territorial  secre- 
tary is  George  U.  Young,  who  was  appointed  from  May,  1909. 

ARKANSAS,   INSURANCE   SUPERVISION    IN,   1873-1910. 

By  the  insurance  law  of  1873  the  auditor  of  the  state,  who  is  elected 

by  the  people  for  two  years,  is  charged  with  the  duty  of  insurance 

supervision.     The  officials  have  been  as  follows : 

Stephen  Wheeler,         .         .     1873-74     W.  S.  Dujilop,     .  .  .  1887-93 

W.   R.  Miller,       .         .         .      1874-77     Chariot   B.   ^lills.  .  .  i^nn? 

John   Crawford,   .         .          .      1877-83     (Mav   Sloan,  .  i8<)7-oq 

A.   W.  Files,         .         .         .      1883-87     T.   C.   Munroc.     .  .  .  1890-05 

A.    E.    Moore,        .  .  .  1905-09 

John  R.  Jobe  is  the  present  auditor. 

ARKANSAS  LIFE  UNDERWRITERS  ASSOCIATION  was 
organized  in  March,  1907,  with  the  following  officers:  President, 
H.  L.  Remmel,  Little  Rock;  vice-president,  R.   C.  Bright;   second 
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vic^president,  H.  M.  Remey;  secretary,  R.  R.  Thompson,  Texar- 
kana ;  treasurer,  J.  A.  Gray.  The  present  officers  are :  President, 
H.  L.  Remmel,  Mutual  Life;  secretary,  Sid  B.  Redding,  Little  Rock. 

ARKANSAS  LOCAL  FIRE  INSURANCE  AGENTS'  ASSO- 
CIATION' was  organized  at  Little  Rock,  June  12,  1901,  by  sixty- 
five  agents  of  the  state.  Officers  were  elected  as  follows:  Allan 
Kennedy,  Fort  Smith,  president;  A.  W.  Mills,  Pine  Bluff,  secretary; 
W.  Z.  Tankersley,  Pine  Bluff,  treasurer.  The  officers  elected  at 
the  annual  meeting,  held  in  June,  1910,  are:  President,  Allen  Ken- 
nedy, Fort  Smith;  vice-presidents,  Herman  Carlton  and  J.  O.  Blak- 
ney:  secretary,  Arthur  W.  Mills,  Pine  Bluff. 

ARKWRIGHT  MUTUAL  FIRE  INSURANCE  COMPANY, 
Boston,  Mass.     Organized  i860.    R.  W.  Toppan,  president;  D,  W 
Bartlett,  vice-president  and  secretary. 

ARLINGTON  FIRE  INSURANCE  COMPANY  FOR  THE 
DISTRICT  OF  COLUMBIA,  Washington,  D.  C  Organized  1872; 
capital,  $100,000.  Jas.  M.  Johnston,  president;  E.  McC.  Jones, 
secretary. 

ARMSTRONG,  DAVID  W.,  JR.,  secretary  of  the  National 
Surety  Company,  New  York,  was  born  in  Louisville,  Ky.,  February 
14,  1870.  He  was  graduated  from  Columbia  College  in  the  class  of 
1896.  and  after  leaving  college  became  secretary  to  the  manager  of 
the  United  States  Casualty  Company,  and  subseciuently  assistant  in 
charge  of  its  burglary  insurance  department.  He  then  entered  the 
service  of  the  New  Amsterdam  Casualty  Company  as  special  agent, 
and  resigned  to  organize  the  burglary  insurance  department  of  the 
United  States  Fidelity  &  Guaranty  Company,  in  1900,  which  position 
he  resigned  upon  election  as  assistant  secretary  of  the  Aetna  In- 
demnity Company,  in  1903.  He  became  assistant  secretary  of  the 
National  Surety  Company  in  1904,  and  organized  its  burglary  m- 
surance  department.  He  has  been  secretary  of  the  Board  of  Casual- 
ty and  Surety  Underwriters,  chairman  of  the  Burglary  Insurance 
Underwriters*  Association,  and  vice-president  of  the  Casualty  and 
Surety  Social  Club,  and  has  contributed  occasional  articles  to  in- 
surance journals.  He  is,  at  the  present  time,  a  member  of  the  Edi- 
torial Advisory  Board  of  the  International  Insurance  Encyclopedia. 

ARSON.  At  common  law  arson  is  the  malicious  and  wilful 
burning  of  the  house  or  outhouse  of  another.  Arson  was  formerly 
punishable  with  death,  and  is  so  now  in  some  states,  but  generally 
it  has  been  made  a  .statutory  offense  and  the  statute  prescribes  the 
penalty.     fSee  Incendiary.] 

ASHBROOK,  JOSEPH,  vice-president  and  manager  of  the  In- 
surance Department  of  the  Provident  Life  and  Trust  Company  of 
Philadelphia,  was  born  in  that  city,  August  4,  1840.  He  was  edu- 
cated in  its  public  schools,  and  at  the  age  of  fifteen  entered  the 
office  of  a  firm  of  stock  brokers.  Enlisting  in  the  Ii8th  Pennsylva- 
nia regiment,  he  served  throughout  the  civil  war,  bemg  severely 
wounded  shortly  after  entering  the  service  m  1862,  and  brevetted 
major  for  gallant  service  in  the  Wilderness  campaign.     Soon  after 
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the  close  of  the  war,  Major  Ashbrook  became  superintendent  of 
agencies  of  the  Provident  'Life  and  Trust  Company  and  in  1881  was 
appointed  manager  of  its  insurance  department.  In  1906  he  was 
elected  vice-president,  in  addition  to  his  former  office.         / 

ASSESSMENT  LIFE  AND  ACCIDENT  INSURANCE  AS- 
SOCIATIONS. Notices  of  the  principal  organizations  of  this  class 
will  be  found  in  their  alphabetical  places  in  this  volume. 

ASSESSMENT  LIFE  AND  ACCIDENT  INSURANCE 
BUSINESS  IN  1909.  [For  statistics  of  the  business  see  Fraternal 
Beneficiary  Orders,  National  Fraternal  Congress,  Associated  Frater- 
nities, Life  Insurance  Aggregates.] 

ASSESSMENT  LIFE  AND  ACCIDENT  INSURANCE  IN 
THE  COURTS.     [See  Legal  Decisions  Affecting  Insurance.] 

ASSETS.  In  insurance  the  entire  property  of  the  company.  In 
making  annual  statements  net  or  ledger  assets  are  distinguished 
from  gross  assets,  although  the  distinction  is  sometimes  an  uncer- 
tain one.  In  fire  insurance  the  rule  is  to  admit  all  assets  "available 
to  pay  losses."  This  excludes  furniture  and  fixtures,  supplies,  etc. 
In  life  insurance  agents'  balances,  bills  receivable,  furniture,  etc.,  and 
a  percentage  of  uncollected  premiums  are  deducted.  Gross  uncol- 
lected premiums  are  returned  in  fire  insurance,  and  commissions  on 
same  are  charged  as  liability. 

ASSOCIATED  FRATERNITIES  OF  AMERICA  was  organ- 
ized at  a  meeting  held  in  Chicago  March  22,  1901,  by  representa- 
tives of  the  younger  fraternal  orders  in  opposition  to  the  National 
Fraternal  Congress.  Forty-two  societies  were  represented,  and  a 
constitution  and  by-laws  were  adopted,  and  its  purposes  were  de- 
clared to  be  "to  unite  all  reputable  fraternal  beneficiary  orders  of 
America  for  concert  of  action  in  all  matters  of  mutual  interest,  and 
for  mutual  protection,  benefit,  and  improvement  in  all  things  tend- 
ing  to  growth,  permanency,  and  usefulness,  and  for  the  prevention 
of  all  things  tending  to  injure  their  progress."  C.  H.  Robinson  of 
the  Brotherhood  of  American  Yeomen,  Des  Moines,  la.,  was  elected 
president,  and  Edmund  Jackson  of  the  Mystic  Workers  of  the  World 
of  Fulton,  111.,  secretary  and  treasurer.  The  ninth  annual  session  of 
the  Associated  Fraternities  was  held  in  Omaha,  Neb.,  September  20, 
21,  22  and  23,  1909.  President  Root  presided,  and,  after  addresses 
of  welcome  to  the  delegates,  presented  his  annual  report,  briefly  re- 
viewing the  work  and  history  of  fraternal  societies,  and  discussed 
at  some  length  legislation  affecting  fraternal  societies,  and  con- 
cluded with  some  suggestions  as  to  the  future  work  of  the  associa- 
tion. Reports  from  committees  were  presented  and  a  paper  on  the 
"Origin  of  Fraternal  Benefit  Societies"  was  read  by  C.  H.  Robinson. 
The  committee  on  statistics  submitted  a  report  covering  the  reports 
of  thirty-nine  societies,  and  showing  a  total  membership  at  the  close 
of  1908  of  1,343,247;  an  increase  for  the  year  of  44,588.  The  amount 
of  protection  written  during  the  year  was  $321,260,243,  and  the 
amount  of  protection  in  force  at  the  close  of  1908  was  $1,518,482,414, 
an  increase  of  $139,320,176.     The  amount  of  protection  terminated 
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by  death  during  the  year  was  $11,263,137,  and  by  lapse  $170,676,930. 
The  total  income  in  1908  was  reported  as  $21,928,195.58,  and  the 
total  paid  members  was  $15,045,022.75.  Officers  were  elected  as  fol- 
lows: President,  E.  W.  Donovan,  Ideal  Reserve  Life  Association, 
Detroit,  Mich.;  vice-president,  W.  E.  Davey,  Brotherhood  of 
American  Yeomen,  Des  Moines,  Iowa;  secretary-treasurer,  C.  H. 
Robinson,  Chicago,  111. 

ASSOCIATION  OF  FIRE  UNDERWRITERS  OF  BALTI- 
MORE CITY.  Incorporated  1889.  The  present  officers,  elected 
in  January,  19IO,  are:  President,  Henry  M.  Warfield;  vice-presi- 
dent, William  Cunningham;  secretary,  Charles  E.  Willet;  treasurer, 
Marion  K.  Burch;  chief  inspector,  Charles  E.  Willet;  executive 
committee,  Edward  W.  Thompson,  chairman ;  M.  O.  Selden,  Wil- 
liam Cunningham,  F.  W.  McComas,  John  H.  Sirich,  Chas.  H. 
Koppleman;  rating  committee:  John  W.  Hewes,  chairman;  Harry 
T.  Poor,  John  G.  Price,  William  W.  Baldwin,  Clinton  O.  Richard- 
son, Edgar  TI.  Donaldson,  William  C.  Ballard. 

ASSOCIATION  OF  INSURANCE  SOCIETIES  AND  IN- 
STITUTES, of  America,  was  organized  at  a  meeting  held  in  Phila- 
delphia in  April,  1909,  and  insurance  societies  and  institutes  of  an 
educational  nature  are  eligible  to  membership.  The  first  annual 
meeting  was  held  in  New  York  in  April,  1910,  and  several  papers 
having  to  do  with  the  future  work  of  the  association  were  read. 
The  officers  are :  A.  R.  Hosford,  chairman ;  E.  M.  Handy,  Boston, 
Mass.,  secretary. 

ASSOCIATION  OF  LIFE  INSURANCE  MEDICAL  DI- 
RECTORS OF  AMERICA  was  organized  December  6,  1889,  in 
New  York,  by  the  medical  directors  of  leading  life  insurance  com- 
panies. The  present  officers,  elected  at  the  annual  meeting  held  in 
New  York,  October  22,  1908,  are:  President,  Thos.  H.  Willard, 
Metropolitan  Life;  vice-president,  Geo.  Wilkins,  Sun  Life,  Montreal; 
second  vice-president,  G.  A.  Van  Wagenen,  Mutual  Benefit.  Newark, 
N.  J. :  treasurer,  A.  S.  Knight,  Metropolitan  Life ;  secre- 
tary, Wm.  E.  Porter,  Mutual  Life  of  New  York,  32  Nassau  St.; 
executive  committee,  W.  R.  Bross,  Equitable;  E.  K.  Root,  i^tna 
Life:  Oscar  H.  Rogers,  New  York  Life  Insurance  Company. 

ASSOCIATION  OF  LIFE  INSURANCE  PRESIDENTS, 
THE,  was  organized  at  a  meeting  in  New  York  in  January,  1907. 
The  objects  of  the  association  as  stated  in  the  constitution  are: 
To  promote  the  welfare  of  policy-holders;  to  advance  the  interests 
of  life  insurance;  to  prevent  extravagance  and  reduce  expenses  by 
an  interchange  of  views  on  practice  among  life  insurance  com- 
panies in  matters  of  general  administration;  to  consider  carefully 
important  measures  that  may  be  introduced  from  time  to  time  in 
legislative  bodies,  with  a  view  to  ascertaining  and  publicly  present- 
ing the  grounds  which  may  exist  for  their  adoption  or  rejection  by 
the  legislature;  to  consider  anything  that  may  be  suitably  a  matter 
of  general  concern  to  the  life  insurance  business.  Ex-President 
Grovcr  Cleveland  was  the  first  chairman,  and  Robert  Lynn  Cox, 
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secretary,  and  the  executive  committee  was  as  follows :  Paul  Morton, 
Equitable  Life;  S.  C.  Dunham,  Travelers;  Thomas  A.  Buckner, 
New  York  Life;  George  E.  Ide,  Home  Life;  L.  G.  Fouse,  Fidelity 
Mutual;  Haley  Fiske,  Metropolitan;  Charles  A.  Peabody,  Mutual 
Life,  and  the  chairman  of  the  association.  Ex-President  Cleveland, 
who  had  been  chairman  of  the  association  since  its  organization  in 
1907,  died  June  24,  1908,  and  at  a  meeting  in  October  following 
changes  in  the  plan  of  organization  were  adopted  by  which  thf 
offices  of  permanent  chairman  and  secretary  were  abolished.  In 
their  place  the  office  of  general  counsel  and  manager  was  created 
and  Robert  Lynn  Cox,  the  former  secretary,  was  appointed  to 
the  position.  The  position  of  actuary  wa-s  also  created  and  J.  J. 
Brinkerhoff,  formerly  actuary  of  the  Illinois  insurance  department, 
was  appointed  actuary,  and  William  J.  Tully  was  appointed  counsel  to 
the  association.  The  present  officers  are :  Robert  Lynn  Cox,  gen- 
eral counsel  and  manager ;  executive  committee,  Robert  Lynn  Cox, 
chairman:  Jesse  R.  Clark,  president  Union  Central  Life;  Sylvester 
C.  Dunham,  president  The  Travelers;  Haley  Fiske,  vice-president 
Metropolitan  Life;  L.  G.  Fouse,  president  Fidelity  Mutual  Life; 
George  E.  Ide,  president  Home  Life;  Paul  Morton,  president 
Equitable  Life,  and  Charles  A.  Peabody,  president  Mutual  Life. 

The  third  annual  meeting  of  the  association  was  held  in  Waslf- 
ington,  D.  C,  January  19  and  20,  1910.  Robert  Lynn  Cox,  general 
counsel  and  manager,  called  the  meeting  to  order,  and  an  address 
of  welcome  was  delivered  by  Thomas  E.  Drake,  superintendent  of 
insurance  of  the  District  of  Columbia.  The  report  of  the  executive 
committee,  submitted  at  an  earlier  meeting  in  December,  and 
adopted,  reviewed  the  work  of  the  association  at  some  length,  and 
reported  that  the  chief  work  of  the  year  had  been  concerned  with 
legislation.  More  than  1300  bills  affecting  life  insurance  were  dealt 
with,  said  the  committee,  but  none  of  those  enacted  seriously  affect- 
ed ihe  orderly  transaction  of  business,  or  added  materially  to  the 
burden  of  policyholders,  except  the  federal  corporation  tax  law. 
The  committee  reviewed  the  various  legislative  measures  which  it 
had  considered,  and  reported  that  it  had  been  successful  in  large 
measure  in  preventing  an  increase  in  taxation  by  the  states.  The 
report  also  mentioned  the  value  of  co-operation  of  other  associa- 
tions, and  of  agents  in  the  work  which  the  association  had  under- 
taken, and  paid  a  tribute  to  the  work  done  by  insurance  commis- 
sioners in  behalf  of  policyholders  and  their  co-operation  with  the 
association. 

At  the  W.'isliinLUon  nicotine:  in  January,  Sylvester  C.  Dunham, 
president  nf  the  Travelers  Insurance  Company,  acted  as  chairman, 
and  the  first  ninttcr  considered  came  under  the  sjcneral  subject, 
"Movement  for  Uniformity  in  State  Laws."  lender  this  general 
snbjcct  addresses  were  given  by  John  A.  llartis^an,  insurance  com- 
missioner of  Minnesota,  on  "A  D"pTrtnient-il  View  of  Uniformity," 
by  L.  G.  Fonse,  president  of  the  Fidelity  Mutual  Life,  on  ** Problems 
Arising  from  Conflicting  State  Laws  and  Departmental  Rulings 
^      Relating  to  Life  Insurance,"  by  George  H.   Xoyes,  counsel  North- 


Association  of  Life  Insurance  Presidents.  69 

western  Mutual  Life,  on  "L^niformity  of  Departmental  Rulings," 
and  by  E.  P.  Marshall,  vice-president  Union  Central  Life,  who  led 
a  discussion  on  the  general  subject  of  tfniformity  in  state  laws. 
Mr.  Xoyes  held  that  departmental  uniformity  should  comprehend 
not  only  "uniformity  in  method  and  practice,  hut  wiiformity  in 
interpretation  of  laws  and  uniformity  in  the  exercise  of  judgment 
and  discretion,"  and  on  crMioUuling  liis  address  Commissioner  Harti- 
gan  said:  "In  considering  hiws  that  nny  he  uniformly  adopted, 
personal,  seliish  desires  and  ambitions  mu^t  l)e  eliminated.  Only 
such  laws  can  be  generally  enacted  and  retained  as  tend  to  the  im- 
provement of  the  business  as  a  whole,  and  any  law  that  will  have 
this  effect  must  receive  the  support  of  companies,  departments  and 
policyholders.  Where  laws  are  the  same,  interpretations  may  vary." 
*  *  *  "Absolute  uniformity  is  probably  not  attainable,  nor  is  it 
necessar)-,  but  with  intelligent  and  earnest  co-operation  between  the 
departments  and  the  companies,  such  a  degree  of  concurrence  is 
possible  that  all  irritating  features  will  be  abolished." 

"Movement  to  Prolong  Human  Life"  was  another  general  sub- 
ject considered,  and  it  was  presented  in  a  special  report  by  the  life 
extension  committee  of  the  association,  George  E.  Ide,  president  of 
the  Home  Life,  chairman.  The  report  stated  that  insurance  men 
have  conceived  that  their  duty  began  and  ended  with  calculating 
by  aid  of  accurate  statistics  the  number  of  deaths  that  would  occur 
each  year,  among  selected  classes  of  risks  and  the  construction  of 
rates  adequate  to  meet  death  benefit  obligations  at  maturity,  and 
while  the  ofiicers  and  managers  of  these  companies  might  be  in  close 
personal  sympathy  with  the  movement  and  might  fully  recognize 
the  immense  benefit  to  the  world  of  the  economic  gains  involved, 
their  justification  in  spending  policyholders'  money  on  such  work 
must  arise  from  a  reasi:)nable  certainty  that  the  expenditure  will 
result  in  a  reduction  of  the  cost  of  insurance.  "Owing,"  said  the 
committee,  "to  the  great  diversity  of  conditions  and  circumstances 
which  must  control  the  action  of  different  life  insurance  companies, 
it  is  evident  that  participation  in  health  movements  must  be  left  to 
the  individual  determination  of  each  company.  The  companies 
which  decide  to  engage  in  the  work  will  be  required  to  give  .serious 
consideration  to  the  methods  to  be  employed.  Study  should  be 
given  to  the  existing  agencies  for  health  reform  with  an  idea  of 
supplementing  their  work  instead  of  starting  new  and  independent 
channels  of  activity.  1  his  is  important  to  the  extent  at  least  of 
avoiding  duplication  of  expenses  and  energy.  That  life  insurance 
companies  acting  either  singly  or  in  co-operation  could  be  of  ma- 
terial help  to  other  organizations  engaged  in  the  work,  no  one  can 
doubt." 

The  subject  was  treated  under  sub-topics  in  several  addresses 
as  follows:  "Work  of  the  Federal  Government  in  the  Matter  of 
Health  Conservation  and  What  May  be  Done  to  .Supplement  It,"  by 
Walter  Wyman.  M.  D.,  surgeon  general  of  the  United  States  Ma- 
rine Hospital  Service;  "The  Organization  of  a  Public  Health 
Militia  in  the   Cause  of  Preventive  Medicine,"  by   M.   J.   Rosenau, 
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M.  D.,  Harvard  Medical  Collcjafe;  "Latent  Powers  of  Life  Insur- 
ance Companies  for  the  Detection  and  Prevention  of  Diseases,"  by 
E.  W.  Dwight,  M.  D.,  medical  director  of  the  New  England  Mutual 
Life  Insurance  Company.  The  addresses  were  followed  by  a  gen- 
eral discu^sion  of  the  subject.  Dr.  Wynian  reviewetl  the  w<»rk  t)f 
the  Marine  Hospital  Service,  and  Dr.  Kt)sonau  asserted  that  the 
great  agency  was  education,  and  any  movement  could  accomplish 
but  little  unless  it  had  behind  it  the  active  interest  of  public  senti- 
ment, and  insurance  companies,  with  their  organiz.'Uion,  and  legions 
of  doctors' and  armies  of  agents  and  patrons,  could  and  should  help 
in  the  campaign  of  education.  Dr.  Dwight  stated  that  for  more 
than  sixty  years  the  life  insurance  companies  of  this  country  have 
been  storing  up  ammunition  and  developing  an  organization  which, 
if  properly  used,  would  be  almost  sufficient  in  itself  to  turn  the  tide 
in  the  battle  for  public  health  in  favor  of  the  forces  of  scientific 
effort,  and  he  added  the  only  line  of  medical  endeavor  with  which 
he  was  familiar  where  errors  may  be  correctly  checked  up  and 
where  treatment  in  the  future  may  be  definitely  based  upon  results 
of  the  past,  was  that  found  in  the  medical  departments  of  life  in- 
surance companies.  Referring  to  plans  for  a  collective-  investigation 
of  the  experience  of  American  life  insurance  companies,  he  said  if 
this  material  is  so  arranged  and  tabulated  as  to  answer  only  those 
questions  which  are  of  immediate  importance  to  life  insurance,  the 
companies  will  gain  much,  but  if  a  broader  policy  is  pursued,  a  mass 
of  material  will  become  available  which,  if  properly  handled,  will 
serve  to  settle  once,  and  perhaps  for  all  time,  many  of  the  most 
vexatious  prohlems  which  are  now  disturbing  the  minds  of  those 
most  interested  in  public  health  and  preventive  medicine.  He  be- 
lieved that  the  broader  policy  would  be  pursued,  and  expressed  the 
belief  that  it  was  possible  to  make  all  this  material  available  without 
the  expenditure  of  a  cent  of  policyholders'  money. 

Governor  Hughes  of  New  York  and  President  Taft  briefly  ad- 
dressed the  meeting,  and  each  spoke  of  the  importance  of  life  in- 
surance, and  endorsed  the  movement  for  uniform  legislation  and  re- 
quirements, and  a  paper  was  read  by  Alfred  Hurrell,  counsel  to 
the  New  York  insurance  department,  on  the  subject  "Amalgamation 
of  Life  Insurance  Companies."  Mr.  Hurrell  expressed  the  opinion 
that  the  re-insurance  of  one  life  insurance  company  by  another,  or 
the  merger  of  two  companies,  should  not  be  permitted  except  under 
the  active  supervi.sion  of  the  insurance  department,  and  in  conclu- 
sion said:  "If  the  department  sees  to  it  that  the  re-insuring  com- 
pany is  strong  enough  to  take  over  the  business,  and  is  operating 
under  honest  and  progressive  management;  that  both  groups  of 
pohcyholders  will  have  justice  done  them  as  a  result  of  the  re- 
insurance and  benefit  thereby ;  checks  carefully  the  payments  made 
to  all  parties  by  reason  of  such  re-insurance,  and  assures  itself  that 
the  transaction  is  not  made  primarily  to  benefit  brokers  or  officers 
of  either  company;  that  the  writing  of  insurance  will  not  suffer  as 
a  whole  by  undue  restrictions  resulting  from  such  merger,  and  in 
each  case  makes  every  effort  to  keep  all  policies  affected  in  force,  it 
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will  have  performed  its  duty  in  the  highest  sense  to  life  insurance 
interests." 

The  following  resolutions,  reported  by  the  committee  on  resolu- 
tions, were  adopted: 

Resolved,  That  the  several  papers  relating  to  health  conservation  and 
the  suggestion  for  appointment  oi  a  committee  to  co-operate  with  com- 
mittees representing  the  Association  of  Life  Insurance  Medical  Examiners 
and  the  Actuarial  Society  of  America,  be  referred  to  the  Life  Extension 
Committee  of  this^  Association  with  a  recommendation  that  it  appoint  a 
sub-committee  consisting  of  three  executive  officers  and,  ex-ofificio,  the 
general  counsel  and  manager  of  this  association,  to  co-operate  in  the  man- 
ner  proposed. 

Whereas,  the  statutory  requirements  governing  the  business  of  insur- 
ance in  all  its  branches  are  widely  and  essentially  at  variance  in  the  different 
states,  territories  and  the  District  of  Columbia,  and  non-contiguous  posses- 
sions of  the   United  States. 

And  Whereas,  this  conflict  and  confusion  of  State  Law  is  decidedly 
and  needlessly  detrimental  to  the  conduct  of  the  business  and  the  cause  of 
much   uncertainty   and   useless  expense. 

And  Whereas,  for  some  forty  years,  many  fruitless  efforts  have  been 
made  to  bring  about  uniformity  in  the  insurance  laws  of  the  different 
states,    territories   and   the    District   of   Columbia. 

And  Whereas^  the  United  States  Congress  has  repeatedly  failed  to 
bring  about  the  enactment  of  the  model  code  of  insurance  laws  for  the 
District  of  Columbia  suitable  for  general  adoption  by  the  different  states 
and   territories. 

And  Whereas,  the  United  States  Congress  has  at  present  under  con- 
sideration a  carefully  framed  bill  to  create  an  expert  commission  to  draft  a 
model  code  of  insurance  for  the  District  of  Columbia  suitable  for  uniform 
adoption   at  least  in   its- essential   provisions  by   the   several   states. 

Resoh'ed,  That  the  Association  of  Life  Insurance  Presidents  in 
annual  public  convention  assembled  gives  its  unqualified  and  hearty  in- 
dorsement to  the  measure  now  pending  before  Congress,  and  it  urges  upon 
that  body  the  earliest  possible  enactment  of  the   same   into  law. 

A  resolution  calling  for  a  conference  on  taxation  between  the 
Association,  the  American  Life  convention,  and  Governors  and  In- 
surance G^mmissioncrs  of  the  several  states,  was  referred  to  the 
executive  committee  for  final  action,  and  a  resolution  expressing 
thanks  to  those  who  had  addressed  the  meeting  and  joined  in  the 
discussions,  was  adopted.  A  resolution  was  also  adopted  extending 
the  compliments  of  the  association  to  the  conference  of  Governors 
and  congratulating  them  upon  their  determination  to  assist  in  secur- 
ing imiformity  in  state  statutes  and  asking  that  due  consideration 
be  given  to  the  urgent  need  for  uniformity  in  State  Insurance  Laws 
which  relate  directly  to  the  interests  of  millions  of  citizens  holding 
life  insuraiKe  policies. 

ASSOCIATIONS  OF  SUPERINTENDENTS  AND  CAP- 
TAINS OF  FIRE  PATROLS,  SALVAGE  CORPS,  AND  PRO- 
TECTIVE DEPARTMENTS  OF  THE  UNITED  STATES.  At 
the  annual  convention  of  the  National  Association  of  Fire  En- 
gineers held  at  Louisville,  Ky.,  in  October,  1892,  the  chiefs  of  fire 
patrols  and  salvage  corps  who  were  present  as  delegates  in  the  con- 
vention had  a  separate  meeting  and  organized  an  association,  taking 
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the  above  title.  The  purposes  of  the  association  as  set  forth  were 
as  follows :  The  promotion  of  friendly  relations  between  fire  de- 
partments and  fire  patrols  of  the  same  city;  the  collection  of  statis- 
tics regarding  incendiarism  and  means  of  protection  of  property  at 
fires,  and  mutual  social  conventions.  The  officers  elected  for  the 
first  year  were:  Captain  A.  C.  Hull,  superintendent  of  the  Fire  Pa- 
trol of  New  York,  president;  J.  F,  Pelletier,  captain  »f  the  Fire 
Patrol  of  Kansas  City,  Mo.,  secretary  and  treasurer. 

At  the  cightCLMith  annual  meeting  held  in  (irand  Rapids,  Mich.. 
August  17,  18,  19  jnid  20,  19C9,  John  O.  Glanvillc  of  St.  Louis  was 
elected  president,  and  Frank  Whitmore  of  St.  Paul,  was  elected 
secretary  and  treasurer.  Eleven  cities  were  represented  at  the 
meeting.  The  1910  meeting  will  be  held  in  Syracuse,  N.  Y.  [For 
account  of  meetings  from  1893  to  1902  see  Cyclopedia  of  1900- 
1901   and  1902- 1903.] 

The  following  is  a  list  of  organizations  represented  in  the  asso- 
ciation : 


Cities. 


Newark,   N.   J., 
Providence,  R.  I., 
New  York  City, 
Chicago,    111^ 
Cincinnati,  Ohio, 
Kansas  City,   Mo., 
Worcester.  Mass., 
Albany,   N.   Y„ 
Philadelphia,   Fa., 
St.  Louis,  Mo., 
Boston,  Mass., 
San  Francisco,  Ca!., 
Memphis,  Tenn., 
Brooklyn,    N.   Y., 
Tancsville,   Wis., 
Baltimore,   Md., 
Louisville.   Ky.. 
Minneapolis,  Minn., 
St.   Paul,  Minn., 
New  Orleans, 
Duluth,    Minn., 
Milwaukee,   Wis., 


Association. 


Salvage  Corps, 

Protective   Department, 

Fire  Patrol, 

Fire  Insurance  Patrol, 

Salvage  Corps, 

Fire  Patrol, 

Protective   Department, 

Protective   Department, 

Fire  Insurance  Patrol, 

Underwriters   Salvage   Corps, 

Protective   Department, 

Fire  Patrol, 

Salvage  Corps, 

Fire  In.«»urance  Salvage  Corps, 

Fire   Police   Patrol, 

Fire  Insurance  Salvage  Corps, 

Salvage  Corps, 

Salvage  Corps  and  Fire  Patrol 

Fire  Insurance  Patrol, 

Fire  Insurance  Patrol, 

Duluth  Salvage  Corps,  . 

Fire   Ins.    Patrol,   . 


When 
Organized. 


\ 


July 

Feb. 

Oct. 

Oct 

Nov. 

June 

I)cc. 

Sept. 

uly 

uly 
Mar. 
April  30, 
May  1 7, 
Dec.  16, 
Mar.  17, 
July  4, 
April  14, 
Oct.  IS, 
Oct.  8, 
Mar.  30, 
Feb.  I, 
Dec.      I , 


I, 
J, 
3. 
I, 
16, 

I, 

I. 

17, 

I5> 

4. 

10, 


i879v 
1875^ 
J  839. 
1871, 
1886, 
1889, 

1875, 
1872, 

1869, 
1874, 
1868, 

1875. 
1893, 
1895. 
1855. 
1873, 
1888, 

1895. 
1895, 
1873. 
1895. 
1886. 


Superintendents 
or  Captains. 


H.  S.  Martin. 
Chas.  H.   SwaiL 
Fred.  S.  Groves. 

E.  T.  Shepherd. 
J.  J.  Conway. 

T.  F.  Pelletier. 
tl.  R.  Williamson. 

F.  H.  Weather  wax. 
Geo.  R.  Stillman. 
Jno.  Glanville. 
Samuel  Abbott,  Jr. 
J.  F.  O.  Comstock. 
M.  P.  Conroy. 
Jno.  J.  Cashman,  Jr. 
John  B.  Whiting. 
M.  W.  Jordan. 

B.   Duflfy. 
John  T.  Ruane. 
Frank  Whitmore. 
James  Walsh. 
Joseph   Rarclall. 
M.  J.  Curtin. 


ASSOCIATION  OF  LIFE  UNDERWRITERS.  [See  Life 
Underwriters*  Association.] 

ASSOCIATIONS  OF  STATE  BOARDS  OF  FIRE  UNDER- 
WRITERS.     [See  Fire  Underwriters'  Associations.] 

ASSURANCE  COMPANY  OF  AMERICA  of  New  York. 
Organized  1897;  capital,  $200,000.  R.  B.  Rathbone,  president; 
Charles  S.  Conklin,  secretary. 


Atlanta,  Ga.,  Managers  of  Departments. 
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ATLANTA,  GA.,  MANAGERS  OF  DEPARTMENTS,  WITH 
HEADQUARTERS  AT. 


FIRE. 


Companies 
Aachen  &  Munich, 
Alliance,  Phila., 
Atlanta  Home, 
British  America, 
Citizens  of  Mo., 
Fire  Asso.  of  Phila,, 
Girard,  Phila., 
Hamburg-Bremen, 
Hartford  Fire. 
Ins.  Co.  of  N.  Amcr, 
Jefferson, 


Mariajfii'-. 
Dan  R.    Harris. 
Kdward   S.   Gay. 
D.   Brown.   Sec'y. 
George  J.   Dexter. 
Kcleston  &   Prcscott. 
W.  K.  Chapin. 
J.  C.   VVhitner  &  Co. 
W.    F.    Pattillo. 
Egleston  &  Prcscott. 
.Edward  S.  Gay. 
Hughes  &  Yates. 


C'ompaiiies.  Managers. 

New  Brunswick,  N.  J.Hughes   &    Yates, 


Palatine, 

Pennsylvania   Fire, 

Phenix  of  Brooklyn, 

Phila.    Underwriters 

Queen   of  America, 

Royal, 

Southern   of   Lynchburg,  Geo.  N.  Hurt 

Security,  Co.,  Dan  B.  Harris. 

Sun  of  New  Orleans,  John  C.  Whitner  &  Co 

Western  of  Toronto,  George,  J.  Dexter. 


John    C.  Whitner* Co, 
W.  E.  Chapin. 
H.  C.  Stockdell. 
Edward  S.  Gay. 
S.  Y.  Tupper. 
Milton  Dargan. 


LIFE. 


iCtna  Life,  W.   E.  Hawkins. 

American  of  Galveston,  J.  W.  Popham. 
American  Nat'l.,  Va.,  Mooreficld  &  Bishop 
Citizens  Life,  John  S.  Cameron. 

Columbian    National, 
Boston, 


Alfred  C.    Newell    & 

Bros. 
Charles  G.  Smith. 
F.  C.  Burr. 
Wm.  W.  Reid,  Prest. 
Oscar  Palmour. 
R.  N.  R.  Bardwcll. 


Des  Moines  Life, 
Equitable  of  N.  Y. 
Empire  Life, 
Fidelity^  Mutual, 
Germania, 
Guarantee  of  Houston,  T.  F.  Martin. 
Greensboro   Life  N.C.,Fred.   W.   Hogan. 
Home  Life  of  N.  Y.,  C.  C.  McGehee,  Jr. 
Illinois  Life,  J.  C.  Tumlin. 

Life  Ins.  Co.  of  Va,,  B.  Lewis  Burwell. 
Manhattan  Life,  M.  B.  Young. 

Maryland  Life  Md.,     Davis  &  Griffin. 
Massachusetts  Mutual,  Allen  Wilder. 
Metropolitan    Life,       A.   R,   Wright. 
Meridian  Life  &  Trust,  E.  C.  Lester. 
Missouri   State,  Browne  &  Preston. 

Michigan    Mutual,        F.   L.  Woodruff. 
Mutual  Benefit,  Angier  &  Foreman. 

Mutual  Life,  R.  F.  Shedden. 


Nat'nal  Life  U.S.  of  A 
National  of  Vt.,  Geo.  M.  Hope  &  Co. 

New  England  Mutual.  T.   B.   Lumpkin. 
New  York  Life,  R.  L.  Cooncy. 

Northwestern  Mutual,  W.  Woods  White. 
Pacific  Mutual,  A.   L.   Johnson. 

Penn.  Mutuhl  Life,      Bagley  &  Willet. 
Philadelphia  Life, 

Phoenix   Mutual  Life.  Charles  S.  Northern. 
Provident  Savings  Life,  J.  R.  Nutting  &  Co. 
Prudential,  I.    W.    Skinrer. 

Reliance  Life,  rcarce,   Maddox   & 

Pearce. 
Reserve  Loan   Life. 

Sccuritv  Mutual  Life.  Rcnfroe  Jackson. 
South-Atlantic  Life. 
Southern  States  Lite,  Wilmer  L.   Moore. 

PreFt. 
State  life  fird.),         C.  V.  LeCraw. 
.State  Mutual,  Mass.,     John   D.   Pickett. 
State  Mutual  of  Ga.,     Walter  A.  Taylor. 
Travelers,  Haas  &  Cu, 

United  American  Life,  .^I.  P.   Browne. 
Union  Cci  tral.  Thomas   H.    Daniel 

Union  Mutual,  T.   L.   Riley  &  Co. 

Volunteer  State,  Frar.k  Akers. 


MISCELLANEOUS. 


Aetna  (Liab.  Dept), 
Amer.  Bonding  Co., 


Lipscomb  &  Co. 
Edward  M.   Durant 

&  Co. 
M.  M.  Jackson. 
Fair   Dodd. 


Amer.   Surety  Co., 

/^tna  Indemnity, 

./frltna  Life  (Accident),  Charles  C.   Thorn. 

Empire  State  Surety,  Reese  Perry. 

Empl.  Liab.  of  London    W.  W.  Cunningham 

&  Co. 
Fidelity  &  Casualty^     Eugene  Oberdorfer. 
Federal  Casualty,  '       John  R.  Thornton. 
Fidelity  &  Deposit,       Aaron   Haas,    Son   & 

Howell. 
Frankfort  Marine  Ace.  Fair  Dodd. 
General  Ace,  Perth,     Davis  &  Griffin. 
Great  Eastern  Casualty  F<  L.   Woodruff. 
Guarantee  Co.of  N.A.,W.  V.  Custer. 
Hartford  Steam  Boiler,  Perdue  &  Egleston. 
Industrial  Life  &  H.,  J.    N.    McEachern, 

Prest. 


Lloyds  Plate  Glass,      A.   L.  Waldo  &  Co. 
London  Guar.  &  Ace,  J.  L.  Riley  &  Co. 
Maryland Ca.sualty  Co.,  Aaron   Haas,   Son   & 

Howell. 
Met.  Casualty,  J.  L.  Riley  &  Co. 

National   Surety  Co.,  Cliff  C.  Hatcher  Ins. 

Agency. 
Natioral   Casually,       W.  A.  Harri.s. 
Natl.  Life  &  Ace,         W.   F.  Wilkinson. 
New  York  Plate  Glass,   A.  I).  McGaughey. 
No.  Amer.  Ace,  A.   M.  Conway. 

Ocean   Ace  &  Guar.  Co., 

(Liability  Dept),  A.  D.  McGaughey. 
Ocean  Ace,  (Credit 

Dept.),  Payton   Douglas. 

Pacific  Surety,  Haas  &  Maclntyre. 

Pacific  Mutual,   (Health  and 

Accident    Dept.),  A.  L.  Johnson  &  Co. 
Pennsylvania  Casualty.  King  &  Drake. 
Philadelphia  Casualty.  Cofield  &  Coleman. 
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Managers. 
John  D.  Owens. 
W.  R.  Joyncr  &  Son. 

A.  D.  McGaughey. 


Companies. 
Preferred  Accident, 
Standard  Ace, 
Title  Guaranty  & 

Surety, 
Travelers  (Acc.Dcp't) ,  Atlanta  Branch  of  H 

O.,  J.    A.    William 
son,  Cashier. 
United   Surety,  Bait.,  J.  L.  Riley  &  Co. 
CJ.  S.  Casualty  Co 

(Liability  Dept.;,John  H.  Mullin. 


Companies.  Managers. 

U.  S.  Casualty  Co. 

(Accident  Dep't),  C.  C.  Hatcher  Ins. 

Agency. 

U.  S.  Fidelity  &  Guar- 
anty, Patters'n  &  Reynolds. 

U.  S.  Health  &  Acc't,  H.  C.  Conley. 

U.  S.  Lloyds,  (Auto- 
mobile Dept.),        E.  E.  Paschal. 


ATLANTA  HOME  INSURANCE  COMPANY,  Atlanta,  Ga. 
Organized  1882;  capital,  $200,000.  Joel  Hurt,  president;  Dowdell 
Brown,  secretary. 

ATLANTIC  CITY  FIRE  INSURANCE  COMPANY  of  At- 
lantic City,  N.  J.  Organized  in  1902;  capital,  $100,000.  G.  F. 
Currie,  president;  Edward  E.  Seeler,  secretary. 

ATLANTIC  HORSE  INSURANCE  COMPANY,  Providence, 
R.  I.  Organized  1907;  capital,  $100,000.  W.  E.  Tefft,  presidciit; 
G.  W.  Hubbard,  secretary. 

ATLANTIC  INLAND  ASSOCIATION,  an  association  com- 
posed of  ocean  marine  and  fire  and  inland  marine  insurance  com- 
panies writing  inland  hulls  on  the  Atlantic  and  gulf  coasts,  was 
organized  in  March,  1899,  for  the  purpose  of  preventing  demoraliza- 
tion in  the  Atlantic  inland  marine  business.  It  makes  a  tariff  and 
provides  rules  and  obligatory  forms  of  policies.  E.  O.  Weeks, 
vice-president  of  the  iEtna,  was  its  first  president,  and  Louis  F, 
Burke  of  the  Home  was  its  first  secretary  and  treasurer,  and  con- 
tinues as  such.  J.  B.  Branch  of  the  Providence-Washington  is 
president.  The  affairs  of  the  association  are  handled  by  a  committee 
which  is  composed  of  the  following,  the  officers  being  ex-oMcio 
members:  H.  Appleton,  Hendon  Chubb,  Benjamin  Rush,  Wm.  R. 
Hedge,  W.  L.  H.  Simpson,  W.  F.  Whittlesey,  Jr.,  W.  B.  Meikle. 
F.  Herrmann     The  membership  comprises  thirty-four  companies. 

ATLANTIC  MUTUAL  INSURANCE  COMPANY  of  New 
York.  Organized  1842.  Marine  and  inland  transportation  insur- 
ance.   A.  A.  Raven,  president;  G.  Stanton  Floyd-Jones,  secretary. 

ATLAS  ASSURANCE  COMPANY  (LIMITED),  of  London, 
founded  1808,  deposited  $200,000  at  Albany  in  1895,  and  entered 
New  York  state,  having  previously,  in  1890,  deposited  $200,000  in 
Massachusetts,  and  entered  most  of  the  northern  and  western 
states.  It  has  also  $100,000  deposited  in  Ohio,  $10,000  in 
New  Mexico,  $50,000  in  Virginia,  and  $to,ooo  in  Georgia. 
The  headquarters  of  the  company  for  the  United  States  are  in 
New  York.  The  company  operates  with  three  independent  under- 
writing branches,  of  which  Frank  Lock  is  manager  for  the  eastern 
and  southern  states  at  New  York,  J.  M.  Neuburger  is  local 
director  and  Geo.  E.  Haas  is  manager  of  the  western  department 
^^*  Chicago,  and  Frank  L.  Devlin  is  manager  for  the  Pacific  depart- 
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ment  at  San  Francisco.  In  1898  the  company  purchased  the  King's 
Gjunty  Insurance  Company  and  in  1904  absorbed  the  Manchester 
Assurance  Company  of  Manchester,  England,  and  continues  the 
greater  part  of  the  agency  plant  so  obtained.  It  transacts  a  large 
business  in  England  and  has  branches  in  most  parts  of  the  world. 
Samuel  J.  Pipkin  is  the  general  manager  at  the  home  office  in 
London.    1908  was  the  centennial  year  of  the  company. 

ATWOOD,  liORACE  R,  vice-president  of  the  Rochester  Ger- 
man Insurance  Company  of  Rochester,  N.  Y.,  was  born  at  Boston, 
Mass.,  Feb.  5,  1850,  and  was  educated  in  the  public  schools  of  that 
city.  His  insurance  experience  began  with  six  years  in  the  western 
department  of  the  Hamburg- Bremen  at  Chicago.  January  i,  1879, 
he  accepted  the  appointment  of  western  special  agent  of  the  Roches- 
ter German,  and  a  year  later  he  was  transferred  to  the  home  office. 
On  May  20,  1883,  he  was  appointed  secretary  of  the  company,  and 
has  since  managed  the  insurance  part  of  its  business.  Mr.  Atwood 
is  a  scientist  of  distinction.  He  has  been  twice  president  of  the 
Rochester  Academy  of  Science,  has  been  vice-president  of  the 
American  Society  of  Microscopists,  and  is  a  fellow  of  the  Royal 
Micro.scopical  Society  of  London.  He  was  president  of  the  Roches- 
ter Club  for  two  terms,  and  is  vice-president  of  the  Rochester 
park  commission.  He  was  chairman  of  the  Adjustment  Committee 
of  Fifteen  organized  in  San  Francisco  immediately  after  the  fire 
in  1906.  Elected  vice-president  of  the  Rochester  German  Insurance 
Company,  January  5,  1909. 

AUSTIN  FIRE  INSURANCE  COMPANY.  Dallas,  Texas. 
Organized  1902;  capital  $200,uoo.  G.  W.  Jalonick,  president;  A.  F 
Fillet,  secretary. 
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BABB,  GEORGE  W.,  Manager  of  the  Eastern  and  Southern  De- 
partments of  the  Northern  Assurance  Company,  Limited,  of  London, 
and  General  Attorney  for  the  Company  in  the  United  States,  was 
born  at  Boston,  Mass.  in  1847.  He  was  employed  in  the  dry  good« 
jobbing  business  from  1865  to  1870.  From  the  latter  year  to  1875 
he  was  clerk  in  a  Boston  Fire  Insurance  local  agency,  and  from 
1876  to  1880  was  a  local  agent  in  the  same  City.  In  1880  he  became 
General  Agent  for  the  Commerce  Insurance  Company  of  Albany, 
for  its  entire  field,  and  in  1882  was  appointed  Special  Agent  of  the 
Northern  Assurance  Company  becoming  Manager  of  the  Northern 
for  its  New  England  Department  in  1885.  In  1889  he  went  to  New 
York  as  the  Manager  of  the  New  York  Department  of  the  North- 
ern to  which  the  New  England  Department  was  added  in  1896.  Mr 
Babb  was  a  member  of  the  original  Committee  of  four  which  pre- 
pared the  Universal  Mercantile  Schedule.  In  1907  he  was  elected 
president  of  the  New  York  Board  of  Fire  Underwriters  and  re- 
elected in  1908.  He  is  now  chairman  of  the  executive  committee 
of  the  National  Board  of  Fire  Underwriters. 

BABCOCK,  JOHN  J.,  general  agent  of  the  Springfield  Fire 
and  Marine  Insurance  Company,  was  born  in  Broome  county.  New 
York,  and  spent  his  early  life  on  a  farm.  He  started  in  the 
insurance  business  in  187 1  at  Binghamton,  N.  Y.,  taking  up  special 
agency  work  in  1872.  In  1880  he  was  appointed  to  his  present 
position  with  the  Springfield  Fire  and  Marine.  Mr.  Babcock  was 
one  of  the  early  members  of  the  Underwriters'  Association  of  the 
State  of  New  York,  also  of  the  Underwriters*  Association  of  the 
Middle  Department,  in  which  he  is  still  an  active  member. 

BACON,  EDWIN  HUGH,  editor  and  manager  of  the  Coast 
Review  of  San  Francisco,  Cal.,  .was  born  at  Cincinnati,  Ohio, 
December  5,  1853.  He  was  educated  in  the  public  schools  of  Peoria, 
111.,  and  his  early  occupations  were  farming,  merchandising,  and 
the  publishing  business.  He  entered  upon  his  present  work  in 
May,  1883. 

BAILEY,  JAMES  DYAS,  manager  of  the  Pacific  Coast  de- 
partment of  the  Insurance  Company  of  North  America,  was  born 
at  Boston,  Mass.,  in  July,  1839,  being  a  descendant  of  the  old  colo- 
nial family  of  John  Bailey,  who  arrived  from  England  in  1670  and 
settled  at  Scituate,  Mass.  He  received  his  education  in  the  public 
schools  of  Boston,  and  was  graduated  from  the  celebrated  Lyman 
School  in  the  class  of  1852.     Like  many  of  the  young  men  of  the 
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"Old  Bay  State"  he  decided  to  try  his  fortune  in  the  West,  and 
located  in  San  Francisco  in  1862.  Upon  the  organization  of  the 
Union  Insurance  Company  of  California,  in  1865,  he  entered  its 
service  as  policy  clerk,  and  remained,  in  the  employment  of  that 
company  twenty-six  years,  and  until  its  absorption  by  the  Alliance  of 
London,  at  which  time  he  was  its  becretary.  In  August,  1892,  Mr. 
Bailey  was  appointed  general  agent  for  the  Pacific  department  of 
the  Insurance  Company  of  North  America,  embracing  California, 
Oregon,  Washington,  Nevada,  Montana,  Idaho,  Arizona,  Utah, 
British  Columbia,  and  the  Hawaiian  Islands.  He  is  prominent  in 
social,  charitable,  and  religious  matters  in  San  Francisco,  and  a 
member  of  the  Society  of  Sons  of  the  American  Revolution,  and 
treasurer  of  the  board  of  trustees  of  the  First  Unitarian  Church. 

BAILEY,  LESTER,  V.,  general  agent  of  the  Provident  Life 
and  Trust  Company  for  Central  Massachusetts,  was  born  in 
Baileyville,  Maine,  December  9,  1864,  and  was  educated  in  the 
common  schools  and  business  colleges.  The  early  days  of  his 
business  life  were  spent  among  the  towns  of  Central  Massachusetts. 
In  1892,  he  took  up  the  insurance  business  and  has  been  special 
agent  for  the  company  he  now  represents  for  several  years.  He 
was  appointed  acting  manager  in  1904,  and  subsequently  appointed 
to  his  present  position.  He  was  elected  vice-president  of  the  Life 
Underwriters*  Association  of  Central  Massachusetts  in  1905,  and 
president  in  1906.  Unanimously  re-elected  president  Central  Mas- 
sachusetts Life  Underwriters  for  1907. 

BAILEY,  WILFORD  A.,  general  insurance  agent,  was  born  in 
Baileyville,  Me.,  March  20,  1863.  His  education  was  obtained  in 
the  common  schools  and  business  college.  His  business  life  has 
been  spent  almost  wholly  in  the  city  of  Worcester  and  he  was  for 
seventeen  years  the  general  agent  of  the  Provident  Life  and  Trust 
Company  for  Central  Massachusetts.  He  is  a  member  of  several 
clubs  and  a  trustee  of  Worcester  Academy.  In  1899  he  was  elected 
the  first  president  of  the  Life  Underwriters*  Association  of  Central 
Massachusetts. 

BAKER,  DANFORD  MORSE,  second  vice-president  of  the  Pa- 
cific Mutual  Life  Insurance  Company,  Los  Angeles,  Cal.,  is  a  native  of 
Connecticut  and  was  born  of  American  parentage  in  Union,  August 
20,  1861.  He  received  a  common  school  education,  and  after  leaving 
school  worked  on  a  farm  and  later  taught  school,  lie  began  his  life 
insurance  career  as  a  clerk,  and  has  had  a  wide  experience  in  office 
and  field.  He  was  manager  for  the  Pacific  Mutual  Life  at  Chicago 
imtii  called  to  the  home  office  and  elected  third  vice-president  of  the 
company  in  1906.  He  was  president  of  the  Chicago  Life  Under- 
writers Association  in  1904-5,  and  was  elected  a  vice-president  of  the 
National  Association  of  Life  Underwriters  in  1904. 

BALDWIN.  WILLLAM  C,  president  and  general  manager  of 
the  Pittsburgh  Life  &  Trust  Company,  was  born  at  Washington, 


78  PiALLAKi).  Seymour  M. 

Washington  County,  Pa,  January  12,  1858.  lie  attended  public 
schools  until  ten  years  of  age,  and  entered  the  dry  goods  business 
as  errand  boy,  later  becoming  a  salesman,  and  was  employed  as 
such  until  nineteen  years  of  age,  then  engaged  in  business  personally 
and  continued  in  the  mercantile  business  until  thirty-three  years  of 
age.  During  this  period  he  also  became  connected  with  oil,  gas, 
water  and  other  enterprises  in  the  Western  Pennsylvania  district, 
and  with  banking  institutions.  In  1892  became  associated  with  the 
Edward  A.  Woods  agency  of  the  Equitable  Life  Assurance  Society, 
and  wrote  business  in  the  field  for  that  company  for  about  eight 
months.  February,  1893,  entered  the  employ  of  the  New  York  Life 
Insurance  Company  as  a  soliciting  agent,  and  worked  through  West- 
ern Pennsylvania,  and  in  1895  was  appointed  agency  director,  with 
headquarters  at  Pittsburgh,  Pa.,  and  continued  with  that  company 
until  January,  1902,  at  which  time  he  took  an  agency  with  the 
Canada  Life  Insurance  Company,  and  opened  up  VVestern  Penn- 
sylvania under  a  general  agency  agreement.  Having  organized  the 
Pittsburgh  Life  &  Trust  Company,  was  elected  vice-president  and 
general  manager  of  that  company  January  i,  1903,  and  continued  to 
fill  that  position  until  January  i,  1907,  when  he  was  elected  president 
and  general  manager  of  the  company. 

BALLARD,  WILLIAM  M.,  United  States  branch  secretary  of 
the  Commercial  Union  Assurance  and  Palatine  Insurance  Com- 
pany of  London,  and  assistant  secretary  of  the  Commercial  Union 
Fire  Insurance  Company  of  New  York,  was  born  at  Iowa  City,  la., 
and  is  the  oldest  son  of  the  late  Frank  W.  Ballard,  the  insurance 
journalist.  He  was  prepared  for  Yale  University,  but  became  a 
^cher  at  Stamford,  Conn.,  instead  of  entering.  From  1878  to  1880 
he  wa-s  with  the  "Insurance  Age,"  and  two  years  later  went  into 
the  service  of  the  United  Fire  Reinsurance  Company  of  Manchester 
as  secretary  to  the  manager  and  special  agent.  When  the  Palatine 
re-insured  the  business  of  the  United  Fire  in  1892,  he  was  appointed 
branch  secretary  of  the  former  at  the  New  York  office.  In  1898  he 
was  appointed  assistant  manager  under  the  administration  of  Mana- 
ger William  Wood.  After  the  Palatine  was  absorbed  by  the  Com- 
mercial Union  in  1900  and  the  Palatine  of  London  was  organized, 
Mr.  Ballard  was  appointed  United  States  branch  secretary  of  the 
two  companies,  and  assistant  secretary  of  the  Commercial  Union 
Fire  Insurance  Company  of  New  York. 

BALLARD,  SEYMOUR  M.,  secretary  of  the  New  York  Life 
Insurance  Company,  is  a  native  of  New  York  state  and  was  born 
in  G)rtland,  October  25,  1851.  Me  entered  the  New  York  State 
Insurance  Department  in  1873,  later  becoming  a  department  ex- 
aminer, and  in  April,  1894,  was  appointed  supervising  cashier  of  the 
New  York  Life  in  New  York.  He  was  appointed  assistant  comp- 
troller in  1889,  comptroller  in  1903,  and  was  elected  junior  secretary 
of  the  company  a  year  later,  lie  was  elected  secretary  of  the  com- 
pany in  1909. 
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BALTIMORE  EQUITABLE  SOCIETY,  Baltimore,  Md.  (mu- 
tual fire  insurance  company),  Organized  1794.  Wilton  Snowden, 
president;  H.  E.  Rawlings,  secretary. 

BALTIMORE  LIFE  INSURANCE  COMPANY,  Baltimore. 
Md  Organized  as  an  assessment  company  in  1882;  reorganized  as 
a  regular  life  insurance  company  in  1898.  F.  S.  Strobridge,  presi- 
dent; W.  O.  MacGill,  secretary. 

BALTIMORE  LIFE  UNDERWRITERS'  ASSOCIATION. 
Organized  January  11,  1887,  and  reorganized  November  2Ty  1900, 
with  the  following  officers:  President,  J.  Herman  Ireland;  vice- 
president,  Henry  P.  Goddard;  secretary,  Ernest  J.  Clark;  treasurer, 
Munroe  Snell.  The  present  officers  and  executive  committee,  elected 
at  the  annual  meeting  in  February,  1910,  are:  President,  George  M. 
Kimbcrly;  vice-president.  Edward  L.  Garnard;  secretary,  W.  Stran 
McCurley;  treasurer.  Matthew  S.  Brenan;  executive  committee, 
F.  S.  Biggs,  Adam  Schussler,  D.  H.  Rose,  F.  H.  Zimmerman  and 
W.  W.  Mclntyre. 

BANKERS  ACCIDENT  INSURANCE  COMPANY,  of  Des 
Moines,  Iowa,  Organized  1893.  F.  L.  Miner,  president;  J.  A 
Kizer,  secretary. 

BANKERS  LIFE  ASSOCIATION,  Des  Moines,  la.  Organ- 
ized 1879.    E.  E.  Clark,  president;  H.  S.  Nollcn,  secretary. 

BANKERS  LIFE  INSURANCE  COMPANY,  Lincoln,  Neb. 
Organized  1887;  capital,  $100,000.  W.  C.  Wilson,  president;  J.  H 
Harley,  secretary. 

BANKERS  LIFE  INSURANCE  COMPANY  OF  THE  CITY 
OF  NEW  YORK,  New  York.  Began  business  1869;  reincorporated 
1899;  capital,  $100,000.  William  Hanhart,  president;  H.  M 
Humphryes,  secretary. 

BANKERS  RESERVE  FUND  LIFE  INSURANCE  COM- 
PANY, Cincinnati,  Ohio.  Organized  1898.  Aaron  McNeil,  presi- 
dent; Frank  B.  Ainsworth,  secretary. 

BANKERS  SURETY  COMPANY,  Cleveland,  Ohio.  Organ- 
ized 1903;  capital.  $500,000.  P.  W.  Harvey,  president;  M.  A 
Craig,  secretary. 

BARKER,  JESSE  J.,  F.  A.  S.,  Consulting-Actuary  of  the  Penn 
Mutual  Life  Insurance  Company  of  Philadelphia,  was  born  in  Western 
Pennsylvania  in  the  early  fifties,  coming  from  an  old  Revolutionarv 
family,  of  which  General  Richard  Butler,  who  was  killed  in  St 
Clair's  defeat,  and  General  William  O.  Butler  of  Mexican  War 
fame,  who  was  Democratic  candidate  for  Vicp-President  on  the 
ticket  with  General  Cass,  were  members  and  kinsmen  of  his  father. 
Mr.  Barker  was  educated  at  the  high  school  in  Philadelphia  and 
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at  Waynesburg  College,  Pennsylvania.  After  graduating,  he  studied 
law,  and  was  admitted  to  the  Philadelphia  bar,  but  preferring 
mathematical  pursuits,  to  which  he  was  early  inclined,  he  studied 
the  science  of  life  insurance  under  Emerson  W.  Peet,  then  actuary 
of  the  National  Life  Insurance  Company,  and  others,  and  sub- 
sequently was  employed  for  some  years  in  the  actuarial  department 
of  the  Penn  Mutual  Life,  finally  being  promoted  to  the  headship 
of  the  department  in  January,  1880.  On  January  i,  1908.  after  a 
long  and  severe  illness,  Mr.  Barker  retired  from  the  active  duties 
of  Actuary  of  the  Company  and  was  elected  its  Consulting 
Actuary.  Mr.  Barker  is  a  Fellow  and  charter  member  of  the 
Actuarial  Society  of  America. 

BARRY,  CHARLES  HART,  manager  of  the  Western  Depart- 
ment of  the  Pennsylvania  Fire  Insurance  Company,  with  headquar- 
ters at  Chicago,  was  born  at  Alton,  111.,  November  15,  1857,  and  is 
a  son  of  Amasa  S.  Barry,  a  prominent  and  widely-known  Western 
adjuster  of  fire  losses.  Mr.  Barry  was  graduated  from  the  Univer- 
sity of  Illinois  in  1877,  and  learned  his  first  steps  in  the  fire  insur- 
ance business  in  a  local  agency  at  Alton.  Two  years  later  found 
him  in  the  Chicago  ofl^ce  of  the  Niagara  Fire.  In  1881  he  was 
appointed  special  agent  of  the  Phoenix  of  London  for  Illinois, 
Indiana,  Ohio,  and  Michigan,  and  in  1884  State  agent  and  adjuster 
for  the  Insurance  Company  for  North  America  and  Pennsylvania 
Fire  for  southern  Illinois,  and  afterward  for  Michigan.  In  1890 
he  became,  a  member  of  the  firm  of  J.  F.  Downing  &  Co.  of  Erie, 
Pa.,  Western  managers  of  the  two  last-named  cbnipanics.  When 
the  Pennsylvania  Fire  decided,  in  1894,  to  establish  a  Western 
department  of  its  own,  Mr.  Barry  was  appointed  manager. 

m 

BARRY,  JAMES  VICTOR,  commissioner  of  insurance  of 
Michigan,  was  born  of  Irish  parentage  in  Monroe,  Mich.,  on  Sep- 
tember 21,  1861.  He  was  educated  in  the  public  schools,  and  pre- 
vious to  his  appointment  to  the  insurance  commissionership  in  igoi 
was  employed  as  a  newspaper  correspondent. 

BARTOW,  NEVETT  STEELE,  secretary  of  the  Queen  In- 
surance Company  of  America,  New  York,  was  born  at  Astoria,  Long 
Island,  N.  Y.,  September  5,  1868.  He  was  educated  in  the  private  and 
public  schools  of  that  place  and  began  his  business  life  in  the  New 
York  city  department  of  the  Queen  Insurance  Company  of  Liver- 
pool in  1884.  He  was  employed  for  a  time  in  the  office  of  the 
company,  then  did  surveying?,  after  which  he  was  the  company's 
assistant  special  a.^^cnt  in  New  luiglnnd.  From  1892  until  1900 
he  was  special  agent  for  the  New  I'jii^land  field,  whenjie  returned 
to  the  New  S'ork  office  to  assume  his  present  position. 

B  AS  FORD,  ORVILLE  S.,  commissioner  of  insurance  of  South 
Dakota,  is  a  native  of  Chittenden  County,  Vt.,  and  is  fifty-seven 
years  of  age.  His  forebears  came  to  America  from  Wales  in  about 
the  middle  of  the  seventeenth  century.     He  pursued  a  four  years 
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academic  course  in  the  University  of  his  native  state  at  Burlington, 
Vt.,  He  served  the  Republican  party  as  chairman  of  the  South 
Dakota  state  committee  in  1894  and  has  canvassed  for  the  National 
Republican  Committee  in  Missouri  and  elsewhere.  He  was  ap- 
pointed commissioner  of  insurance  to  fill  the  unexpired  term  from 
February  i  to  July  i,  1907,  and  has  also  been  appointed  and  com- 
missioned for  a  two  years  term,  beginning  July  i,  1907.  He  was 
again  commissioned  on  July  i,  1909,  for  another  two  years  ending 
July  I,  191 1. 

BASSETT,  NEAL,  manager  western  department  of  the  Fire- 
men's Insurance  Company  of  Newark,  Chicago,  is  a  native  of  Ala- 
bama, and  was  born  in  Huntsville,  September  3,  1871.  He  received 
a  private  school  education,  and  has  spent  all  his  business  life  in  fire 
insurance.  He  was  special  agent  for  the  North  German  and  Trans- 
atlantic Fire  Insurance  Companies,  later  becoming  special  agent  for 
the  Firemen's  Insurance  Company  of  Newark,  and  was  appointed 
manager  of  the  company's  western  department  in  1909. 

BEALS,  ARTHUR  G.,  secretary  of  the  Providence  Washington 
Insurance  Company  of  Providence,  R.  I.,  began  his  insurance  career 
in  a  local  agency  at  Boonville,  N.  Y.  He  was  born  at  Trenton, 
N.  J.,  June  21,  1865,  and  was  educated  in  public  and  private  schools. 
In  1888  he  purchased  a  local  agency  at  Carthage,  N.  Y.,  among  the 
companies  represented  being  the  Providence  Washington,  and  in 
March,  1891,  he  was  appointed  special  agent  for  that  company  for 
New  York  state.    He  was  elected  to  his  present  position  January  i, 

1905- 

BEARDSLEY,  EDWARD  WATSON,  ex-president  of  the  Na- 
tional Association  of  Local  Agents,  and  member  of  the  agency  firm 
of  Beardsley  &  Beardsley,  Hartford,  Conn.,  was  born  in  Winsted. 
Conn.,  June  4,  1868.  He  was  educated  in  the  public  schools  and 
Hartford  High  school,  and  began  his  business  career  as  office  boy 
in  the  office  of  the  Phrrnix  Insurance  Company  in  1885.  On  March 
r,  1891,  he  was  appointed  local  agent  of  the  Phoenix,  and  in  1899 
formed  the  agency  firm  of  Beardsley  &  Beardsley,  representing  the 
Phcenix  and  /Iitna  of  Hartford,  Home  of  New  York  and  Alliance 
of  Philadelphia.  He  was  elected  president  of  the  Connecticut  S*ate 
Association  of  Local  Agents  in  1901,  and  has  been  active  in  the 
affairs  of  both  the  state  and  national  association,  being  elected 
president  of  the  National  Association  in  1908.  He  is  a  director  of 
the  Hartford  Business  Mcmi's  Association,  and  clerk  of  the  West 
Middle  School  district. 

BEARDSLEY,  GUV  ERASTUS,  assistant  Focrctarv  of  the 
/Etna  Insurance  Company,  was  born  in  Coventry,  Chcnancro  county, 
N.  Y.,  December  14,  1874,  and  was  educated  in  the  public  and 
high  schools  of  Hartford.  He  is  a  graduate  of  Yale  University, 
class  of  1896,  and  began  his  business  career  in  fire  underwriting, 
serving  as  an  examiner  at  the  home  office  of  the  -*^tna  for  a  number 
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of  years,  and  later  representing  that  company  in  the  field  as  special 
agent  in  Connecticut,  Western  Massachusetts,  and  Vermont.  H? 
went  from  the  ^Etna's  home  office  as  special  agent  for  the  National 
Union  Fire  of  Pittsburg  in  Western  Pennsylvania,  and  was  special 
agent  for  the  Home  of  New  York  in  Connecticut  and  Rhode  Island 
for  three  years  and  later  became  special  agent  of  the  iEtna.  With 
the  exception  of  these  four  years  spent  in  the  field  for  the  Home 
and  National  Union,  his  business  career  -has  been  spent  with  the 
iCtna,  and  he  was  elected  to  his  present  position  in  May,  1907. 

BEATES,  FREDERICK  J.,  assistant  secretary  of  the  Spring- 
field Fire  and  Marine  Insurance  Company,  Springfield,  Mass.,  was 
born  at  Lancaster,  Pa.,  September  5,  1862.  He  received  a  common 
and  high  school  education,  and  in  1878  entered  a  mercantile  house 
in  Philadelpliia,  in  which  he  remained  until  1885,  when  he  entered 
the  fire  insurance  business  hi  a  local  agency  hi  Philadelphia.  In 
1893  he  was  appointed  to  a  field  position  in  the  middle  department 
territory  for  the  American  Fire  of  New  York,  and  in  1896  was 
appointed  special  agent  of  the  Magdeburg  Fire  Insurance  Company 
of  Germany.  On  the  retirement  of  that  company  from  the  United 
States  he  accepted  a  position  with  the  Springfield  Fire  and  Marine 
as  special  agent  for  Eastern  Pennsylvania,  Southern  New  Jersey, 
Delaware,  Alaryland  and  the  District  of  Columbia.  He  was  ap- 
pointed to  his  present  position  in  1910. 

BEATH,  ROBERT  B.,  president  of  the  United  Firemen's  Insur- 
ance Company  of  Philadelphia,  was  born  in  that  city,  of  Scotch  par-  , 
entage,  January  26,  1839.  After  leaving  the  public  schools  of 
Philadelphia  he  was  apprenticed  to  the  machine  blacksmith's  trade. 
He  enlisted  as  a  private  in  the  Union  army  at  the  outbreak  of 
the  civil  war,  in  which  he  served  throughout,  retiring  in  1865  with 
a  lieutenant-colonel's  commission.  He  was  a  local  insurance  agent 
at  Pottsville,  Pa.,  1868- 1872,  secretary  of  the  United  Firemen's  from 
1881-1892,  and  its  president  since  the  latter  year.  Colonel  Beath 
served  one  term  as  surveyor-general  of  Pennsylvania.  He  was 
department  commander  of  the  Grand  Army  of  the  Republic,  and 
in  1883  commander-in-chief  of  that  organization.  He  is  the  author 
of  its  "Blue  Book,"  and  published  its  history  in  1888.  He  served 
for  a  number  of  years  as  secretary  of  the  National  Board  of  Fire 
Underwriters,  and  at  the  meeting  in  May,  1902,  was  elected  president, 
serving  one  year. 

BEDDALL,  EDWARD  F.,  president  of  the  Queen  Insurance 
Company  of  America  and  United  States  attorney  for  the  Royal 
Insurance  Company  of  Liverpool,  is  a  native  of  the  county  of 
Essex,  England,  where  he  was  born  May  i,  1839.  His  first  connec- 
tion with  the  insurance  business  was  as  inspector  of  agencies  for  the 
London  branch  of  the  Royal,  in  1863.  Mr.  Beddall  was  made  man- 
ager of  the  Canadian  branch  of  the  Royal  in  July,  1871,  and  of  the 
New  York  branch  in  July,  1873.  He  has,  therefore,  been  connected 
with  the  company  thirty-seven  years.     In  April,  1900,  he  resigned 
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the  latter  office  and  was  elected  president  of  the  Queen  Insurance 
Company  of  America,  of  New  York, -but  retained  the  general  attor- 
neyship of  the  Royal  for  the  Ujiited  States.  He  was  in  1895  elected 
president  of  the  Tariff  Association  of  New'  York,  and  in  1896 
president  of  the  New  York  Board  of  Fire  Underwriters.  He  is  a 
warden  of  the  Church  of  the  Epiphany,  and  a  member  of  the  board 
of  management  of  St.  Luke's  Hospital,  New  York;  he  has  been 
president  of  St  George's  Society  of  New  York,  and  is  prominent 
in  social,  charitable,  and  religious  matters  in  the  metropolis. 

BELCHER,  CHARLES  EDWIN,  general  manager  of  the 
Standard  of  Boston,  was  born  at  Chelsea,  Mass.,  July  15,  187 r 
His  early  education  was  obt  lined  in  the  grammar  and  high  schools 
of  his  native  town,  and  he  took  a  preliminary  course  in  the  Massa- 
chusetts Institute  of  Technology  of  Boston,  class  of  1893.  For  a 
short  time  he  was  a  mechanicil  draughtsman,  but  in  1892  he  became 
local  reporter  for  the  Standard.  In  1894  he  began  to  travel  for  the 
paper,  and  in  1898  he  was  appointed  to  the  position  of  business 
manager.  On  September  7,  1903,  Mr.  Belcher  acquired  an  interest 
in  the  business,  and  was  elected  treasurer  and  'appointed  active 
manager  of  the  Standard  Publishing  Company. 

BENEFICIARY.  In  life  insurance  the  person  for  whose  bene- 
fit a  policy  is  issued. 

BENEFICIARY  ORDERS  AND  SOCIETIES.  [See  Fraternal 
Societies,  National  Fraternal  Congress;  also  Associated  Fraternities 
of  America.] 

BEN  FRANKLIN  INSURANCE  COMPANY,  of  Pittsburg,  Pa. 
Organized  1866;  capital,  $200,000.  Samuel  McKnight,  president: 
S.  J.  Cross,  secretary. 

BENSON,  R.  DALE,  president  of  the  Pennsylvania  Fire  Insur- 
ance Company,  was  born  in  Philadelphia,  December  6,  1841.  He 
was  a  clerk  in  a  wholesale  grocery  house  when  the  civil  war  broke 
out,  and  enlisted  in  a  Pennsylvania  regiment.  He  was  mustered 
out  July,  1865,  as  a  brevet  major  of  volunteers.  At  the  time  of  the 
Pittsburgh  riots  in  1877  he  was  colonel  of  the  First  Regiment  of 
Infantry,  National  Guard  of  Pennsylvania.  For  some  years  before 
identifying  himself  with  fire  underwriting,  Colonel  Benson  was  in 
mercantile  business  as  an  importer  and  jobber  of  teas  in  connection 
with  the  China  trade.  In  i8i8i  he  was  elected  vice-president  of  the 
Pennsylvania  Fire,  and  in  1890,  on  the  death  of  Mr.  John  Devereux, 
he  succeeded  him  as  president. 

BERGSTRKSSER,  J.  C,  insurance  journalist.  Born  at  Elys- 
burg,  Pa..  July  15,  185 1.  Graduated  from  Lafayette  College  in  187 1. 
Read  law  in  the  meantime  and  was  admitted  to  the  bar.  For 
two  years  a  civil  engineer  in  railroad  construction  work.  In  1874 
established  at  Pittsburg,  Pa.,  the  Insurance  World.  Has  since  been 
its    editor   and   publisher.     An    officer    in    the    National    Guard   of 
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Pennsylvania  for  several  years  and  retired  in  1883.  A  member  of 
the  Pennsylvania  Society  Sons  of  the  Revolution  and  Duquesne 
Club,  and  charter  member  of  Ascalon  Commandcry  Knights  Temp- 
lar, created  in  1881. 

BKRGSTRESSER,  J.  L.,  manager  Insurance  World,  Pittsburg, 
Pa.,  born  at  Mt.  Camiel,  Pa.,  Nov.  30,  1881 ;  graduated  Phillips 
Exeter  Academy  1901  and  Harvard  University  1904.  A  member 
Penna.  Society  Sons  of  American  Revolution  and  University  Club, 
Pittsburg.     Connected  with  the  Insurance  World  since  1904. 

BERKSHIRE  LIFE  INSURANCE  COMPANY  of  Pittsfield, 
Mass.,  was  incorporated  May  15,  1851,  under  the  name  of  the  Berk- 
shire County  Mutual  Life  Insurance  Company.  By  an  act  approved 
April  30,  1855,  the  present  title  was  adopted.  James  W.  Hull,  presi- 
dent; \V.  D.  Wyman.  vice-president  and  treasurer;  J.  Morgan  Lee, 
actuary;  Theo.  L.  Allen,  secretary;  Robert  H.  Davenport,  assistant 
secretary. 

BERKSHIRE  MUTUAL  FIRE  INSURANCE  COMPANY, 
Pittsfield,  Mass.  Organized  1835.  Henry  R.  Peirson,  president; 
J.  M.  Stevenson,  secretary  and  treasurer;  Robt.  A.  Barbour,  assist- 
ant secretary. 

BEVTER,  BENJAMIN,  was  born  in  Napanoch,  Ulster  County, 
N.  Y.,  and  at  the  age  of  fifteen  started  business  life  in  a  general 
store  at  Woodbridge,  N.  J.,  in  which  capacity  he  continued  until 
1877,  occupying  similar  positions  at  Bridgeport,  Conn.,  and  Napanoch. 
He  began  his  insurance  career  with  the  local  agency  of  Neafie, 
Tcrwilliger  &  Post,  of  Ellenville,  N.  Y.,  remaining  with  the  firm  until 
1883.  when  he  became  bookkeeper  for  an  insurance  company,  office 
at  New  York  City,  and  later  surveyor  in  Metropolitan  District. 
In  1888  he  wa<>  appointed  special  agent  of  the  Queen  Insurance 
Company,  which  position  he  still  retains.  Mr.  Bevier  has  been  a 
prominent  member  of  the  Underwriters'  Association  of  the  Middle 
Department  since  1887,  was  elected  to  the  Presidency  in  1899 
and  is  still  active  in  Middle  Department  affairs. 

BIGELOW,  CHARLES  H.,  president  of  the  St.  Paul  Fire  and 
Marine  Insurance  Company  of  ^linnesota,  was  born  at  Easton,  N. 
Y.,  of  New  England  ancestry,  June  4,  1835.  His  early  business 
connections  were  mercantile  and  with  manufacturers,  and  from  1862 
he  was  engaged  in  the  lumber  business  in  Chicago.  Impaired  health 
took  him  to  Minnesota  in  1864.  He  was  early  identified  with  the 
St.  Paul  Fire  and  Marine,  and  was  elected  its  secretary  in  February, 
187 1,  and  president  in  June,  1876. 

lUORF.N,  JOHN  S.,  president  of  the  Dtlawarr  Insurance  Com- 
pany of  Fhiladclphia,  wa>  born  in  Philndclphin.  January  29.  1863.  He 
was  educated  in  the  private  and  high  schools  of  Philadelphia,  and 
entered  the  banking  house  of  Bioren  &  Co.  in  1879,  and  is  now  its 
senior  partner.    He  is  a  director  of  the  Merchants  Trust  Company  of 
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Philadelphia,  the  American  Railways  Company,  and  a  director  or 
officer  in  several  lighting  and  power,  and  railroad  companies.  He 
is  also  president  and  a  director  of  the  Fidelity  Shareholders  Com- 
pany and  vice-president  of  the  Rivcrton  Country  Club.  He  was 
elected  president  of  the  Delaware  Insurance  Company  in  1907. 

BIRDSEYE.  ARTHUR  JULIUS,  Connecticut  state  agent  for 
the  Mutual  Benefit  Life  Insurance  Company,  was  born  in  Water- 
loo, N.  Y.,  August  21,  1858,  and  received  his  education  in  the 
Waterloo  Academy.  He  early  entered  the  retail  jewelry  busine««? 
and  later  was  a  broker  in  New  York.  In  1893  he  was  appointed 
general  agent  of  the  Nederland  Life  Insurance  Company  of  Amster- 
dam, Holland,  then  just  beginning  business  in  the  United  States, 
and  enjoyed  tlie  'distinction  of  being  the  first  general  agent  ap- 
pointed by  the  company  in  the  United  States.  On  the  withdrawal 
of  the  company  from  the  United  States  in  1896  he  was  appointed 
to  a  position  in  the  home  office  of  the  Mutual  Benefit  Life  of 
Newark,  later  becoming  superintendent  of  agents  of  the  company 
for  Ohio,  and  in  1900  was  appointed  to  his  present  position  as  Con- 
necticut state  agent  for  the  company.  He  is  an  ex-president  of  the 
Connecticut  Life  Underwriters*  Association,  a  member  of  the  execu- 
tive committee  of  the  National  Association,  a  Knight  Templar  and 
Shriner,  and  a  member  of  the  Hartford  Club,  Country  Club,  Hart- 
ford Scientific  Society,  and  the  order  of  the  Founders  and  Patriots 
of  America.  He  represented  the  town  of  Farmington  in  the  Con- 
necticut legislature  of  1907. 

BIRMINGHAM  FIRE  INSURANCE  COMPANY,  Pittsburg 
Pa.  Organized  1871 ;  capital,  $200,000.  Charles  Melling,  president ; 
E.  G.  Schoize,  secretary. 

BISHOP,  CHARLES  NELSON,  manager  of  the  Qiicago 
and  Suburban  Department  for  the .  Northern  r^f  London,  is 
a  native  of  Kenosha,  Wis.,  where  he  was  born  May  28 
1855,  his  father  being  the  Rev.  Hiram  Nelson  Bishop, 
D.D.,  rector  of  St.  John's  P.  E.  Church,  Chicago.  He  was  edu- 
cated in  the  schools  of  Chicago,  and  while  in  the  high  school  edited 
an<l  published  a  monthly  paper  entitled  Little  Men.  In  1872  he 
entered  the  Chicago  fire  insurance  agency  of  Thomas  &  W.  A. 
Goodman  as  a  clerk,  and  three  years  later  resigned  to  enter  the 
service  of  the  Spectator,  with  which  he  was  connected,  in  all, 
though  not  consecutively,  seven  years,  part  of  which  time  as  trav- 
eling agent  and  part  as  manager  of  its  western  office  at  Chicago. 
From  1880  to  1883  Mr.  Bishop  lived  in  Colorado,  engaged  in  mining 
and  publishing  the  Summit  County  Leader,  of  which  he  was  editor 
and  proprietor.  After  the  following  two  years  at  Chicago  with 
the  Spectator,  he  abandoned  journalism  to  become  permanently  in- 
terested in  fire  underwriting.  He  was  a  partner  in  the  local  agency 
firm  of  H.  H.  Brown  &  Co.  of  Chicago  from  1885  to  1889.  and  in 
the  latter  year  was  appointed  Chicago  city  manager  for  the  Northern 
of  London.     In  1908  the  Company  placed  its  Suburban  Department 
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in  his  charge  as  well.  This  embraces  about  one  hundred  agents 
in  thcTieighborhood  of  Chicago.  Mr.  Bishop  takes  an  active  interest 
in  the  Chicago  Board  of  Underwriters  and  was  elected  its  Vice- 
prcsidcMit  in  April,  kk)/,  and  rc-elcctcd  in  January,  1908,  and  in 
January,  rpc-g,  he  was  unanimously  elected  President.  His  particular 
hobby  is  the  fire  insurance  patrol,  having  served  continuously  on 
the  patrol  committee  since  1892.  lie  was  elected  chairman  of  this 
committee  in  1903,  which  position  he  relinquished  on  his  election 
to  the  Presidency  of  the  Board.  He  was  made  a  trustee  of  the 
Fire  Insurance  Patrolman's  Pension  Fund  in  1903,  and  1909  made 
president  of  the  Board  of  Trustees.  In  1910  Mr.  Bishop  was  unani- 
mously rc-clectcd  president  of  the  Board  of  I'nderwriters  and  of  the 
Trustees  of  the  Patrolmen's  Pension  Fund.  • 

BISSFLL,  RICHARD  M.,  vice-president  and  underwriting  man- 
ager of  the  Hartford  Fire  Insurance  Company,  and  formerly  manager 
of  the  western  department  at  Chicago,  111.,  was  born  at  Chicago,  June 
8,  1862.  He  was  graduated  from  Yale  University  in  the  class  of  1883, 
and  entered  the  insurance  business  soon  after  graduation.  He  was 
president  of  the  Merchants'  Club,  Chicago,  and  also  a  member  of  the 
Commercial,  Literary,  University,  and  Union  League  Clubs  of  that 
city.    He  was  elected  vice-president  of  the  company  in  January,  1903. 

BLACKSTONE  MUTUAL  FIRE  INSURANCE  COMPANY, 
Providence,  R.  I.  Organized  1868.  William  B.  McBee,  president; 
Ernest  W.  Brown,  secretary. 

BLACKWELDER,  1.  S.,  fire  underwriter,  is  a  native  of  Mont- 
gomery county.  111.  He  was  appointed  local  agent  of  the  i^tna 
Insurance  Company  at  Hillsboro,  the  county  seat,  in  1864,  while 
holding  the  office  of  county  clerk  of  said  county.  His  first  field 
work  was  for  the  i^tna  in  1868.  He  was  engaged  in  field  work 
continuously  from  that  date  until  1881  as  representative  of  several 
prominent  fire  insurance  companies,  excepting  that  for  two  years 
of  the  time — 1874  to  1876 — he  served  as  chief  supervising  agent  for 
the  National  Board  of  Fire  Underwriters.  In  April,  i^i,  Mr 
Blackwclder  was  appointed  manager  of  the  western  department  of 
the  Niagara  Fire  Insurance  Company,  with  headquarters  at  Chicago, 
which  position  he  held  until  1907,  when  he  resigned.  Mr.  Black- 
wclder was  elected  president  of  the  Western  Union  at  the  annual 
meeting  of  that  organization  in  September,  1902,  and  is  assistant 
secretary  of  the  governing  committee  of  the  Western  Union. 

BLAKE,  CHARLES  S.,  secretary  of  the  Hartford  Steam 
Boiler  Inspection  and  Insurance  Company,  was  born  of  American 
parentage  at  Windsor  Locks,  Conn.,  October  25,  i860.  He  received 
a  common  school  education,  and  entered  newspaper  work  repre- 
senting the  original  United  Press  Association  in  the  capacity  of 
reporter  for  New  York  papers  in  Jersey  City  and  vicinity,  but 
desiring  to  cultivate  a  natural  likeness  for  mechanics  he  served  an 
apprenticeship  with  the  Central  Iron  Works  of  Jersey  City,  whereby 
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he  became  familiar  with  boiler  and  engine  construction,  both  marine 
and  stationary,  together  with  other  branches  of  marine  mechanics. 
Before  his  twenty-first  birthday  he  was  granted  a  license  as  marine 
engineer,  to  operate  vessels  of  100  tons  and  under,  and  shortly 
afterward  he  was  licensed  as  a  chief  engineer  of  ocean  vessels.  A 
few  months  before  the  close  of  the  war  between  Chili  and  Peru,  he 
received  a  commission  as  engineer  in  the  Peruvian  navy,  and  was 
upon  waiting  orders  when  the  war  ceased.  After  an  experience  of 
some  years  as  an  engineer,  he  entered  the  steam  boiler  insurance 
field  in  1884  as  an  inspector  of  boilers,  acquiring  a  large  experience, 
and  in  1898  he  entered  the  services  of  the  Hartford  company  as 
general  agent  at  the  home  office.  On  July  12,  1904,  he  was 
elected  to  the  position  of  supervising  general  agent,  and  on  February 
12,  1907,  was  advanced  to  second  vice-president,  which  position  he 
relinquished  to  accept  his  present  position. 

BLANKET  POLICIES.  In  American  underwriting  a  blanket 
policy  covers  different  kinds  or  different  pieces  of  property  under 
the  same  form.  Blanket  policies  are  not  considered  good  under- 
writing, but  are  found  to  be  necessary  in  many  cases. 

BLANKS  FOR  ANNUAL  STATEMENTS.  The  committee 
of  the  National  Convention  of  Insurance  Department  Commissioners 
on  uniform  statement  blanks  for  the  annual  returns  of  fire  and  life 
insurance  companies,  reported  at  the  annual  convention  held  in 
September,  1902,  the  forms  that  had  been  agreed  upon  since  the 
last  meeting.  These  forms  were  adopted  by  the  convention  by  a 
vote  of  16  ayes  to  6  noes.  They  were  generally  sent  out  by  the 
state  insurance  departments  to  the  companies  for  their  returns  as 
of  December  31,  1902,  but  three  departments,  those  of  Minnesota, 
North  Dakota,  and  Wisconsin,  insisted  on  retaining  in  their  life 
blanks  the  requirement  of  the  "gain  and  loss  exhibit,"  which  had 
been  omitted  from  the  convention  blank.  At  the  annual  convention 
of  insurance  commissioners  in  1903  minor  changes,  which  a  year's 
experience  had  shown  to  be  desirable,  were  recommended  and 
adopted,  and  a  change  was  also  recommended  in  the  fire  and  life 
blanks  requiring  the  statement  to  be  made  as  of  December  3rst.  A 
blank  for  statements  of  miscellaneous  companies  was  also  adopted. 
At  the  meeting  in  1905  a  few  minor  changes  were  made  in  the 
fire  and  life  blanks,  and  an  effort  to  incorporate  the  "gain  and 
loss"  exhibit  was  defeated.  At  the  convention  in  1906  several 
changes  were  made  in  the  fire  and  miscellaneous  blanks,  and  a 
new  fraternal  blank  was  adopted.  Changes  and  additions  were 
also  made  in  the  life  blank  and  a  "gain  and  loss  exhibit"  was  incor- 
porated, as  was  a  schedule  of  dividends  under  annual  and  deferred 
policies,  and  the  question  of  adopting  "Schedule  B,"  as  required  by 
New  York  laws,  which  calls  for  returns  not  contained  in  the  blank 
adopted  by  the  convention,  was  referred  to  the  committee  to  report 
at  the  next  convention.  The  convention  of  1907  adopted  the  report 
of  the  committee  on  blanks,  which  had  adopted  several  changes  in 
the  statement  blanks  for  all  companies,  and  in  the  life  blank  was 
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incorporated  all  the  information  required  by  the  New  York  laws. 
The  1908  convention  adopted  the  report  of  its  committee  on  blanks, 
which  made  a  voluminous  report,  containing:  blanks  for  fire,  life  and 
niiscellaneous  companies,  and  made  swcral  chani't's  by  way  of 
requiring  more  detailed  information  ui;der  several  item>  in  the 
different  blanks.  At  the  HJ09  convention  several  changes  in  *the 
several  blanks  were  made,  mostly  in  phraseoloj;y.  and  in  the  fire  in- 
surance blank  an  underwriting:  and  investment  exhibit,  to  show 
sources  of  loss  anrl  jjain.  was  incorpf)rated. 

BLIVEN,  WAITE,  secretary  American  Fire  Insurance  Com- 
pany of  Philadelphia,  is  a  native  of  Cincinnati,  O.,  where  he  was 
born  June  29,  1867.  lie  was  educated  in  the  public  schools  and 
began  his  insurance  career  with  the  I  toward  Insurance  Company 
of  New  York  in  1884.  A  year  later  he  became  connected  with  the 
American  Fire,  and  in  1888  was  appointed  .special  agent  of  that 
company,  having  charge  of  several  western  states,  with  headquarters 
at  Chicago,     He  was  elected  to  his  present  position  April  10,  1905. 

BLODGETT,  TILDEN,  of  the  New  York  office  of  the  Equi- 
table Life  Assurance  Society,  was  born  in  the  city  of  New  York, 
February  6,  1853.  and  has  been  connected  with  the  company  since 
1869,  beginning  at  the  lowest  rung  of  the  ladder  and  climbing  to 
the  position  of  metropolitan  manager.  Mr.  Blodgett  was  one  of 
the  org«inizers  of  the  Life  Assurance  Association  of  New  York,  and 
was  its  president  in  1892.  He  was  one  of  the  committee  of  four 
that  organized  the  National  Association  of  Life  Underwriters,  pre- 
siding as  chairman,  and  afterward  elected   first  vice-president. 

BLOOMINGSTON,  HERBERT  W..  insurance  journalist  and 
formerly  publisher  of  the  Investigator  of  Chicago,  was  born  in  thai 
city,  August  30,  1876,  and  is  the  son  of  the  late  Dr.  J.  S.  Bloomings- 
ton,  the  founder  of  that  journal.  He  was  graduated  from  the 
Hyde  Park  high  school  in  1894,  the  Pennsylvania  Military  College 
at  Chester,  Pa.,  in  1898  with  the  degree  of  B.S.,  and  the  Illinois 
Law  College  in  1901  with  the  degree  of  LL.B.  In  the  latter  year 
he  was  admitted  to  the  Illinois  bar.  He  is  a  Knight  Templar,  a 
Shriner,  and  an  Elk,  and  is  a  member  of  the  Chicago  Press  Club, 
and  Phi  Alpha  Delta  Legal  Fraternity.  On  the  amalgamation  of 
the  Investigator  with  the  Insurance  Field  in  1908  he  assumed  a 
position  with  the  latter  publication. 

BLOSSOM,  GEORGE  W.,  assistant  general  agent  of  the  Na- 
tional Fire  of  Hartford,  »n  its  western  department  at  Chicago,  was 
born  at  Dubuque,  la.,  October  i,  1854.  He  has  been  in  the  fire  in- 
surance business  from  early  manhood,  beginning  in  a  local  agency 
at  Dubuque,  serving  in  the  office  of  the  western  department  of  the 
German-American  eight  years,  and  in  the  same  department  of  the 
Connecticut  iMre  three  years.  He  then  became  a  partner  in  the 
Chicago  local  agency  of  Fred  S.  James  &  Co.,  and  also  assistant 
general  agent  of  the  National  Fire,  also  the  New  York  local  agency 
of  Fred.  S.  James  &  Co. 
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BLUFF  CITY  INSURANCE  COMPANY,  Memphis,  Tenn. 
Organized  1871 ;  capital,  $100,000.  W.  A.  Gage,  president;  W.  H. 
Moore,  secretary, 

liOARDMAN,  GKOKGK  C,  late  general  agent  of  the /Etna  of 
Hartford  Un-  the  Pacific  Coast.     [Sec  Death  Roll.] 

BOARD  OF  CASUALTY  AND  SURETY  UNDER- 
WRITERS, THE.  This  association  was  organized  in  1904  and 
was  the  outcome  of  a  conference  held  in  New  York  September 
?7th  between  representatives  of  casualty  and  surety  insurance  com- 
panies. A  committee  of  ten  was  appointed  to  consider  a  form 
of  organization,  and  at  a  meeting  held  December  9,  1904,  in  New 
York,  the  board  was  formally  organized  by  the  election  of  officers 
and  adoption  of  a  constitution  and  by-laws.  The  objects  and  pur- 
poses of  the  board  are  stated  in  the  constitution  to  be  "To  promote 
good  will,  harmony,  confidence,  and  co-operation  generally  between 
companies  and  to  devise  and  give  effect  to  measures  for  the  pro- 
tection of  their  common  interests,  especially  in  matters  of  taxation, 
license  fees  (state  and  municipal),  annual  statement  forms,  depart- 
ment examinations  and  exactions,  federal  supervision,  deposits  and 
other  statutory  requirements,  and  the  observance  of  the  amenities 
that  should  exist  between  ctmipanies  and  associations."  The 
officers  elected  weie  as  follows:  President  John  T.  Stone,  president 
of  the  Maryland  Casualty  Company;  vice-president,  Francis  B. 
Allen,  vice-president  of  the  Hartford  Steam  Boiler  Inspection  and 
Insurance  Company;  secretary,  Walter  C.  Faxon,  secretary  ^^tna 
Life  Insurance  Company;  treasurer,  W.  T.  Woods,  president  Lloyds 
Plate  Glass  Company;  executive  committee:  George  F.  Seward, 
chairman,  president  Fidelity  and  Casualty  Company;  William  F. 
Moore,  secretary,  president  New  Amsterdam  Casualty  Company; 
Oscar  Ising,  United  States  manager  Ocean  Accident  and  Guarantee 
Corporation ;  H.  G.  B.  Alexander,  vice-president  and  general  man- 
ager Continental  Casualty  Company;  William  BroSmith,  counsel 
Travelers  Insurance  Company.  The  sixth  annual  meeting  of  the 
association  was  held  at  the  Hotel  Astor,  New  York  city,  Otcober  t8 
and  19,  1909.  Twenty-five  companies  were  represented  on  roll-call. 
President  I^tt  presided,  and  in  his  address  said  the  meeting  occurred 
in  a  memorable  year,  and  turning  his  attention  to  state  supervision, 
sai<l  it  was  natural  underwriters  should  have  grave  apprehensions 
respecting  its  tendencies  during  recent  years,  and  continuing  said  in 
part :  "The  functions  of  managements  are  being  gradually  usurped 
by  the  State,  as  the  result  of  a  constantly  augmenting  flood  of  regu- 
lator>'  legislation;  company  officials  and  boards  of  directors  are  im- 
perceptibly, perhaps,  but  surely,  losing  their  discretionary  authority; 
and,  unless  the  people  can  be  brought  to  see  the  matter  in  a  proper 
lig'ht,  the  day  will  come  when  they  will  find  underwriting  enterprise 
and  development  of  all  kinds  fainting  under  the  terrific  burden  of  the 
legislative  enactments  they  arc  piling  on  its  back."  ***** 
"These  injuries  are  not  to  us  as  corporate  bodies  alone.  It  is  im- 
possible to  inflict  harm   upon  us  without  hurting  those  we   serve. 
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The  best  interests  of  insurer  and  insured  are  too  closely  interwoven 
to  permit  this  result ;  as  well  attempt  to  segregate,  for  different  treat- 
ment, the  warp  and  the  woof  of  a  fabric,  without  injuring  the  whole. 
We  cannot  exist  without  our  customers.  To  get  them,  and  to  hold 
them,  we  must  cater  to  their  substantial  interests.  That  company 
which  can  do  this  in  the  largest  measure  will,  or  should,  secure  the 
highest  reward.  This  is  common  business  sense,  requiring  for  its 
appreciation  no  uncommon  comprehension.  Whence,  then,  I  ask, 
arises  this  confusion  of  facts,  which  finds  its  expression  in  burden- 
some and  expensive  regulations,  under  the  mistaken  belief  that,  be- 
cause they  oppress  and  hinder  us,  they  must  be  helpful  and  economi- 
cal to  our  policy-holders?" 

While  he  had  faith  in  the  good  intentions  of  legislators,  and  his 
prayer  was,  he  said,  for  rest— cease  multiplying  the  number  of 
special  laws  governing  insurance  every  time  a  trickster  is  exposed, 
and  leave  the  punishment  of  these  malefactors  to  the  criminal  laws 
and  the  certain  effects  of  competition.  Speaking  of  federal  super- 
vision. President  Lott  said  he  was  beginning  to  believe  that,  except 
as  an  interesting  subject  for  academic  discussion,  k  was  beyond  the 
realm  of  practical  activities,  and  while  almost  the  same  troubles 
were  present  in  efforts  to  secure  uniform  laws,  their  attainment  was 
not  impossible,  but  its  accomplishment  was  difficult  and  an  undertak- 
ing of  more  than  ordinary  proportions.  The  president  referred 
briefly  to  the  growing  interest  in  working  men's  compensation  laws, 
so-called,  and  suggested  that  the  companies  writing  liability  insurance 
should  take  all  proper  means  of  meeting  and  dealing  intelligently 
with  the  subject,  and  after  a  reference  to  the  Liability  Underwriters' 
Association  and  its  work,  concluded  with  a  tribute  to  the  late  Captain 
Masters. 

The  report  of  the  executive  committee  was  submitted  by  Chair- 
man Seward  and  reviewed  the  work  of  the  committee  in  dealing 
with  legislative  matters  at  some  length,  giving  a  summary  of  legis- 
lation under  cippropriate  classification.  The  committee  reported  that 
it  had  examined  1544  bills,  344  of  which  became  laws.  Referring  to 
state  supervision,  the  committee  said  it  was  disposed  to  take  a 
sanguine  view  of  the  work  of  the  insurance  commissioners,  whose 
convention,  while  unofficial,  was  a  potent  one,  but  the  committee  ex- 
pressed the  hope  that  future  meetings  of  that  body  might  be  public, 
and  expressed  also  the  opinion  that  the  association  did  well  to  invite 
the  commissioners  to  attend  its  meetings  and  participate  in  its  de- 
liberations. \  resolution  presented  by  the  committee  and  authorizing 
the  executive  committee  to  do  what  it  could  to  promote  the  passage 
by  congress  of  the  bill  prepared  by  the  Bar  Association  for  the 
creation  of  a  commission  to  perfect  an  insurance  bill  for  companies 
doing  business  in  the  District  of  Columbia,  was  adopted.  The  secre- 
tary reported  a  membership  of  thirty-seven,  and  the  treasurer  re- 
ported a  balance  in  the  treasury  on  October  18,  1909,  of  $643.81. 

Papers  were  read  during  the  sessions  by  F*.  H.  Mc Master,  in- 
surance commissioner  of  South  Carolina,  on  '"Casualty  and  Surety 
Underwriters  as  the  Keepers  of  the  Conscience  of  the  Country";  by 
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George  F.  Seward,  president  of  the  Fidelity  and  Casualty  G^mpany, 
on  "Withdrawal  of  License  as  Penalty  for  Violation  of  State  Insur- 
ance Laws";  by  W.  E.  Underwood,  editor  of  Assurance,  on  "Where 
Are  You  and  Why";  and  by  Arthur  E.  Childs,  president  Columbian 
National  Life  Insurance  Company,  on  "Standard  Provisions  in  Acci- 
dent Policies." 

Officers  were  elected  as  follows:  President,  Franklin  J.  Moore, 
United  States  manager  General  Accident  of  Perth ;  vice-president, 
William  B.  Joyce,  president  National  Surety,  New  York;  secretary, 
F.  H.  Kingsbury,  secretary  Pennsylvania  Casualty,  Scranton;  treas- 
urer, Eugene  H.  Winslow,  president  Metropolitan  Casualty,  New 
York ;  executive  committee,  George  F.  Seward,  Fidelity  and  Casualty, 
chairman;  Francis  B.  Allen,  Hartford  Steam  Boiler;  H.  G.  B.  Alex- 
ander, Continental  Casualty ;  Sylvester  C.  Dunham,  Travelers ;  Edson 
S.  Lott,  United  States  Casualty;  William  F.  Moore,  New  Amsterdam 
Casualty;  John  T.  Stone,  Maryland  Casualty,  and  Thomas  A. 
Whelan,  Fidelity  and  Deposit. 

BOARD  OF  FIRE  UNDERWRITERS  OF  THE  PACIFIC 
came  into  existence  in  February,  1895,  as  the  successor  of  the  Pacific 
Insurance  Union,  and  inherited  most  of  its  dissensions.  [For  an 
account  of  the  struggle  through  the  years  1885  and  1886  to  bring  the 
competing  and  warring  companies  into  harmonious  combination, 
with  partial  successes  and  failures,  while  demoralization  in  rates  and 
commissions  continued,  see  the  Cyclopedia  for  1896-97,  pages  63  and 
64,  and  for  events  in  1887  see  the  Cyclopedia  for  1897-1^8.] 

At  the  annual  meeting  in  May,  1910,  officers  were  elected  as 
follows:  Charles  D.  Haven,  president;  Bernard  Faymonville,  vice- 
president;  Alfred  Stillman,  secretary;  E.  F.  Mohrhardt,  assistant 
secretary.  The  president  and  vice-president  are  members,  ex- 
officio,  of  the  executive  committee  and  under  a  board  rule  three 
members  of  the  committee  retire  in  May  and  four  in  November. 
The  following  compose  the  present  executive  committee :  George  H. 
Tyson.  C.  D.  Haven.  Bernard  Faymonville,  C.  C.  Kinney,  W.  O. 
Wayman,  G.  U.  Lermit,  J.  C.  Johnston,  Whitney  Palache,  W.  H. 
Lc)wden,  James  Wyper,  E.  H.  A.  Correa  and  H.  H.  Smith. 

In  April,  1898,  the  territory  covered  by  the  Board  of  Fire  Under- 
writers of  the  Pacific  was  divided  into  districts,  each  district  having 
a  manager.    The  following  was  the  arrangement: 

District  A.  Headquarters,  San  Francisco.  Territory,  city  and  county  of 
San    Francisco. 

District  B.  Headquarters,  San  Francisco.  Territory,  California,  except 
District  C  and  A;    also  Nevada  and  Alaska. 

District  C.  Headquarters,  Los  Angeles.  Territory.  Southern  California, 
comprising  the  counties  of  Santa  Barbara,  Ventura,  Los  Angeles,  San  Ber- 
nardino, Orange,   Riverside,  and   San   Diego,  and  Arizona. 

District   D.       Headquarters,   Portland.      Territory,   Oregon   and   Idaho. 

District  E.       Headquarters,   Butte  City,   Mon.       Territory,   Montana. 

District  F.      Headquarters.  Salt  Lake  City.      Territory,  Utah. 
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BOARDS  OF  FIRE  UNDERWRITERS,  STATE.  [See  Fire 
Underwriters  Association.] 

BOARD  OF  UNDERWRITERS  OF  NEW  YORK,  which 
represent  ocean  marine  companies  doing  business  in  New  York, 
was  organized  in  1820,  and  has  been  in  uninterrupted  operation 
since.  The  office  of  president  is  occupied  by  A.  A.  Raven,  presi- 
dent of  the  Atlantic  Mutual  Insurance  Company;  Herbert  Fuller, 
vice-president.  The  other  officers  are  J.  H.  Piatt,  secretary;  Cor- 
nelius Eldert,  treasurer;  A.  C.  Spencer,  clerk.  The  members  of 
the  board  are  the  Atlantic  Mutual  of  New  York,  Boston  Insurance 
Company,  Union  Marine,  Limited,  of  Liverpool,  Mannheim,  and 
Fireman's  Fund. 

BOND  AND  MORTGAGE  GUARANTEE  COMPANY, 
Brooklyn,  N.  Y.  Organized  1892;  capital  $5,000,000.  W.  P.  Belknap, 
president;  John  L.  Sherwood,  secretar\'. 

BOORN,  WILLIAM  C,  assistant  general  agent  of  the  western 
department  of  the  Hartford  Fire  Insurance  Company,  Giicago,  was 
born  of  American  parentage  in  Kenosha,  Wis.,  August  30,  1863.  He 
was  educated  in  the  public  and  high  schools  of  Peoria,  111.,  and  began 
his  business  career  in  tire  insurance  as  office  lx)y  in  the  Chicago  office 
of  the  Orient  Insurance  Company  in  1881.  He  was  agency  superin- 
tendent for  ihe  western  department  of  the  London  and  Lancashire 
Insurance  Company  from  1888  to  1902,  and  in  the  latter  year  entered 
the  service  of  the  Hartford  Fire.  He  was  appointed  to  his  present 
position  in  1910. 

BOSTON  BOARD  OF  FIRE  UNDERWRITERS  was  or- 
ganized November  14,  1882.  At  the  twenty-sixth  annual  meeting, 
held  November  9,  1909,  officers  were  elected  as  follows:  Presi- 
dent, Charles  B.  Wheelock,  Phoenix  Fire ;  vice-president,  G.  C.  Holt ; 
secretary,  F.  E.  Cabot;  treasurer,  A.  J.  Lewis;  assistant  secretary, 
A.  J.  Lewis;  executive  committee,  Alfred  M.  Bullard,  Francis  H. 
Stevens,  James  H.  Carney,  Harrie  H.  Whitney  and  Arthur  N. 
Bruerton. 

0  BOSTON  BOARD  OF  MARINE  UNDERWRITERS  was 
organized  May  9,  1850.  The  officers  are  Edmund  A.  Poole,  presi- 
dent; A.  J.  Daigneau,  secretary  and  treasurer.  The  office  of  the 
board  is  at  the  Exchange  Building,  53  State  street,  Boston.  The 
board  has  agents  in  all  parts  of  the  world,  and  through  them  pro- 
tects the  interests  of  its  members  in  cases  of  vessels  arriving  in 
distress.  The  board  and  its  inspector  inspect  the  condition  of  ves- 
sels arriving  in  port  which  may  be  oflFered  for  insurance. 

BOSTON  FIRE  INSURANCE  LOSSES.  [See  Boston  Pro- 
tective Department.] 

BOSTON  FIRE  UNDERWRITERS'  UNION  was  organized 
May  2,  1872.     It  was  originally  the  rating  board  for  Boston,  but  was 
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superseded  in  1882  by  the  Boston  TariflF  Association,  which  was  in 
turn  succeeded  by  the  present  Board  of  Fire  Underwriters.  The 
organization  of  the  Union  has  been  kept  alive  simply  that  it  may 
serve  as  a  vehicle  for  the  electrical  matters  of  the  board. 

BOSTON  INSURANCE  COMPANY,  Boston,  Mass.  Organ- 
ized 1873;  capital,  $1,000,000.  R.  B.  Fuller,  president;  Freeman 
Nicker  son,  secretary. 

BOSTON  INSURANCE  LIBRARY  ASSOCIATION.  [See 
Insurance  Library  Association.] 

BOSTON  LIFE  UNDERWRITERS'  ASSOCIATION  was 
organized  in  1883,  the  original  officers  being  Cornelius  G.  Atwood, 
president;  Ben  S.  Calef  and  J.  Mason  Everett,  vice-presidents; 
George  N.  Carpenter,  secretary;  Francis  Marsh,  treasurer;  James 
T.  Phelps,  E.  J.  Smith,  D.  W.  Kilburn,  C  W.  Holden  and  Sidney 
M.  Hedges,  executive  committee.  The  presidents  of  the  association 
from  organization  have  been  as  follows : 


1883 — Cornelius  G.  Atwood. 
1884— Ben  S.  Calef. 
1885— Charles  W.  Holden. 
1886 — Walter  M.  Hodges. 
1887 — ^James  T.   Phelps. 
1888 — Geo.  N.  Carpenter. 
1889— Daniel  W.   Kilburn. 
1890— David  N.  Holoway. 
1891 — Darwin  Barnard. 
1892 — Sidney  M.  Hedges. 
J  893 — Nathan  Warren. 
1894 — Noah  A.   Plynipton. 
1895 — Charles  A.  Hopkins. 
1896 — S.  F.  Woodman. 


1897 — Charles   D.    Hammer. 
1898— Frederick  E.  Keep. 
i899-~W.   L.   Tyler. 
1900 — C.   W.   Gammons. 
1901 — D.  F.  Appel. 
1903 — Percy  V.  Baldwin. 
1903 — Fred  C.   Sanborn. 
1904 — John   S.   Cranston. 
^905 — i-ouis   L.   Hopkins. 
1906 — C.    E.   Townscnd. 
1907 — lames  G.  White. 
1908 — Tlarry  N.  Haven. 
1909 — A.  H.  C'urtis. 


The  twenty-seventh  annual  meeting  of  the  association  was  held 
in  Boston  in  January,  iQro,  and  the  following  officers  and  executive 
committee  were  elected  for  the  year:  President,  Edward  Marsh, 
John  Hancock  Mutual;  vice-presidents,  James  H.  Lake,  Equitable, 
Charles  H.  P'lood.  New  England  Mutual;  secretary,  Clarence  C. 
Miller,  National ;  treasurer,  f^>ancis  Marsh ;  executive  committee : 
Vernon  B.  Swett,  chairman.  Provident  Life  and  Trust;  T.  Howard 
Lewis.  Mutual  Life;  Charles  E.  Fish.  Phoeni-x  Mutual;  George  D. 
Crawford,  Massachusetts  Mutual;  H.  M.  Chamberlain,  Massachusetts 
Mutual. 

BOSTON  MANUFACTURERS  MUTUAL  FIRE  INSUR- 
ANCE COMPANY,  Boston,  Mass.  Orsani/cd  1850.  Joseph  P. 
Gray,  president;    Francis  E.  Robinson,  vice-president  and  secretary. 

BOSTON  MUTUAL  LIFE  IN^SURANCE  COMPANY.  Bos- 
ton. Mass.  Chartered  1891.  John  W.  Wheeler,  president;  Herbert 
O.  Edgarton,  treasurer;  H.  A.  B.  Pcckham,  vice-president  and  secre- 
tary. 
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BOSTON  PROTECTIVE  DEPARTMENT  has  grown  and 
developed  out  of  small  beginnings.  In  1849  its  sole  equipment 
consisted  of  two  canvas  bags,  each  containing  three  oil  covers.  The 
headquarters  were  located  in  the  insurance  office  of  Dobson  &  Jor- 
dan, No.  50  State  street.  Assistant  Engineer  F.  A.  Coburn  of  the 
fire  department  was  in  charge,  and  had  a  key  to  the  office  door.  He 
was  authorized  to  press  any  person  into  service  to  help  carry  the 
covers. 

In  1858  the  fire  department  allowed  the  insurance  companies  to 
place  six  oil  covers  on  the  ladder  of  Ladder  Company  No.  i,'  to 
be  used  at  fires.  The  men  were  paid  at  the  rate  of  50  cents  an  hour 
for  their  services.  October  i,  1868,  the  first  company  was  organized 
by  Assistant  Engineer  W.  A.  Green  of  the  fire  department,  and  con- 
sisted of  nine  men,  the  driver  being  the  only  permanent  man.  The 
apparatus  and  equipment  at  that  time  consisted  of  a  one-horse  milk 
wagon,  twenty-five  covers,  and  a  number  of  brooms  and  shovels, 
the  whole  being  housed  in  the  old  Engine  Company  No.  8's  house 
in  North  Bennett  street.  Up  to  March  29.  1874,  the  depart/nent 
was  maintained  by  voluntary  contribution.  In  1874  the  legislature 
granted  a  charter  to  the  organization,  which  was  accepted  March 
11,  immediately  after  its  passage,  and  a  code  of  by-laws  adopted. 
The  original  title,  "The  Boston  Protective  Department,"  was  re- 
tained in  the  corporate  name,  and  the  fire  insurance  companies 
doing  business  in  Boston  are  required  to  maintain  it. 

The  maximum  amount  ot  expenditures  was  placed  ?t  ^30.000. 
Capt.  J.  S.  Jacobs  was  appointed  superintendent  in  1874,  and  Com- 
pany No.  2,  was  organized  and  located  on  Shawmut  avenue,  cor- 
ner of  Pleasant  street.  In  1875  the  annual  appropriation  for  the 
support  of  the  department  was  increased  to  $40,000.  July  r,  1880, 
Samuel  Abbott,  Jr.,  was  elected  superintendent,  and  is  still  at  the 
head  of  the  department.  In  1891  the  appropriation  was  increased 
to  $50,000,  in  1896  to  $65,000,  in  1898  to  $70,000,  in  1905  to  $85,000, 
and  in  1906  and  1907  a  sum  not  to  exceed  $90,000  and  in  1909  a 
sum  not  to  exceed  $100,000,  and  in  1910  a  sum  not  to  exceed  $105,000. 
The  department  voted  to  adopt  the  New  York  system,  known  as 
"double  banking,"  requiring  two  extra  wagons  and  a  double  outfit  at 
each  house,  with  a  second  crew  of  men  who  will  be  on  duty  through 
the  night  and  subject  to  "call"  service  during  the  day.  The  depart- 
ment consists  of  three  companies  and  a  force  of  60  men.  In  July, 
7909.  an  automobile  was  placed  in  service. 

The  thirty-fifth  annual  report  of  the  department  for  the  year 
ending  December  31,  1909,  gave  the  number  of  alarms  during  the 
year  as  4.03.2,  of  which  2,836  were  for  fires,  and  of  these,  1,360  oc- 
curred in  brick,  stone,  and  iron  buildings.  1,084  in  frame  buildings, 
and  30 J  outside.  Of  those  fires,  2.138  were  confined  to  the  floor 
where  they  oriijinated,  264  to  the  building  where  they  originated, 
21  extended  to  adjoining  property,  and  21  extended  beyond  adjoining 
property.  The  total  loss  on  buildings  and  contents  was  $2,248,335.03 ; 
total  insurance  involved  $28,868,078.76;  and  the  total  insurance  loss 
s  $1,720,675.95.     The  insurance  loss  on  buildings  was  $643,139  13, 
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and  on  contents,  $1,077,536.82.  The  total  rent  loss  included  in  the 
above  totals  was  $2,206.40,  and  the  total  insurance  thereon  was 
$144,170.  The  total  sprinkler  loss  was  $2,376.97,  and  the  total  in- 
surance $25«;,500.  The  loss  on  buildings  and  contents,  direct  loss, 
was  $2,100,859.28,  and  on  buildings  and  contents,  exposure  losses, 
$147,475.75- 

The  officers  of  the  department  elected  at  the  annual 
meeting  held  March  24,  1910,  are:  Augustus  S.  Lovett,  president; 
Horace  H.  Soule,  vice-president;  Edward  Spaulding,  secretary  and 
treasurer. 

BRAIXARD,  MORGAN  B.,  vice-president  and  treasurer  of  the 
Aetna  Life  Insurance  Company,  was  born  in  Hartford.  January  8, 
1879.  He  was  educated  in  the  public  schools  of  Hartford  and 
graduated  from  Yale  College  in  1900  with  the  degree  A.B.,  and  took 
the  degree  L.L.B.  in  1903.  He  is  a  trustee  of  the  Scottisn  Union 
and  National  Insurance  Company,  director  of  the  Hartford  Steam 
Boiler  Inspection  and  Insurance  Company,  and  also  treasurer  of  the 
Aetna  Accident  and  Liability  Company. 

BRANCH,  J.  B.,  president  of  the  Providence  Washington  In- 
surance Company  of  Providence,  R.  I.,  is  a  native  of  Brooklyn,  N. 
Y.,  where  he  was  born  February  18,  1851.  He  was  educated  in  the 
public  schools  and  high  school  of  Providence,  and  went  from  the  latter 
into  the  office  of  the  American  Insurance  Company  of  Providence. 
In  1871  he  entered^the  office  of  the  Newport  Fire  and  Marine  Insur- 
ance Company,  which  was  formed  to  take  the  business  of  the  Ameri- 
can Insurance  Company,  and  was  appointed  its  assistant  secretary 
July  6,  1874.  Upon  the  amalgamation  of  the  Newport  with  the 
Providence  Washington,  May  22,  1875,  he  became  assistant  secre- 
tary of  the  latter  compc.r.y;  was  elected  secretary  in  April,  i?58i, 
vice-president  in  January,  1889,  and  president  in  January,  1904. 

BREWSTER,  JAMES  H ,  United  States  manager  of  the  Scot- 
tish Union  and  National,  entered  the  office  of  the  Connecticut  Fire 
Insurance  Company  in  1867,  and  was  appointed  assistant  secretary 
in  1873.  He  retired  from  that  company  in  October,  1880,  receiving 
the  appointment  of  United  States  assistant  manager  of  the  Scottish 
Union  and  National  and  -the  Lion  Fire  Insurance  Companies,  a 
position  he  occupied  until  January  i,  1900,  when  he  received  his 
present  appointment. 

BRINKERHOFF,  JOHN  JONES,  actuary  of  the  Association  of 
Life  Insurance  Presidents,  was  born  in  Adams  county,  near  Gettysburg, 
Pa.,  September  20,  1848.  He  was  educated  in  Pennsylvania  College, 
Gettysburg,  from  which  he  graduated  in  1869.  Soon  after  graduat- 
ing he  entered  the  office  of  the  state  auditor  of  Illinjis  as  clerk, 
where  he  remained  several  years,  and  devoting  his  spare  time  to  thf 
study  of  law.  He  later  entered  the  law  school  of  Union  University, 
from  which  he  was  graduated  in  1874.  After  being  admitted  to  the 
bar  in  New  York  state  and  Illinois,  he  again  entered  the  insurance 
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department  in  the  state  auditor's  office.  Ho  continued  <with  the 
department  until  1908,  holding  the  positioii  of  actuary  of  the  depart- 
ment from  1885  until  1908.  He  was  secretary  of  the  National  Con- 
vention of  Insurance  Commissioners  from  1892  to  1894  and  again 
from  1899  to  1908,  when  he  resigned  this  oflice  and  that  of  actuary 
of  the  Insurance  Department  of  the  state  of  Illinois  and  accepted 
the  position  of  Actuary  of  the  Association  of  Life  Insurance 
Presidents  which  position  he  now  holds.  He  is  a  fellow  of  the 
Actuarial  Society  of  America. 

BRISTOL,  JOHN  ISAAC  DEVOE,  manager  of  the  New  York 
city  agencies  of  the  Northwestern  Mutual  Life  Insurance  Company 
was  born  at  SpringwcUs,  Mich.,  March  16,  1845.  At  the  age  of 
twenty-three  years  he  entered  the  office  of  the  general  agents  of  the 
Connecticut  Mutual  at  Detroit,  and  two  years  later  was  sent  to 
Leavenworth,  Kan.,  to  take  charge  of  the  agencies  of  the  depart- 
ment, of  which  that  city  was  the  headquarters.  In  1874  he  was 
appointed  Wisconsin  state  agent  for  the  same  company.  In  January, 
1881,  he  became  connected  with  the  Northwestern  Mutual  Life  as 
the  special  western  agent,  and  in  1883  was  transferred  to  New 
York  city,  and  has  since  cultivated  that  field  for  his  company. 

BRITISH  AMERICA  ASSURANCE  COMPANY,  THE,  of 
Toronto,  Canada,  was  incorporated  by  act  of  the  Canadian  Pa-rlia- 
ment  in  1833.  Its  capital  is  $1,400,000.  The  present  officers  are: 
Hon.  George  A.  Cox,  president;  W.  R.  Brock,  and  John  Hoskin, 
K.C.,  L.L.D.,  vice-presidents;  W.  B.  Meiklc,  general  manager; 
P.  H.  Sims,  secretary. 

The  company  does  a  general  fire  insurance  business  throughout 
Canada,  Mexico,  and  the  United  States,  having  been  admitted 
to  the  latter  in  1874.  The  northwestern,  eastern,  and  middle  states 
report  to  head  office.  .  The  remaining  United  States  territory  i«^ 
divided  into  departments,  as  follows :  Southern,  George  J.  Dexter, 
manager,  Atlanta,  Ga. ;  western,  H.  T.  Lamey,  manager,  Denver, 
Col. ;  Pacific,  J.  J.  Kenny,  mrmager,  San  Erancisco,  Cal. ;  New  Eng- 
land, Reed  &  Dunkle,  General  Agents,  Boston,  Mass. 

The  following  are  the  principal  features  of  the  United  States 
business  for  the  year  ending  December  31,  1909:  Assets.  $1,556.- 
740.94;  liabilities,  $902,438.61;  surplus  ia  the  United  States,  $654,- 
.^02.33;  total  income  in  the  United  States,  $30,450,823.00;  losses  paid 
in  the  United  States  from  1874  to  1909  inclusive,  $20,543,082.54. 

BRITISH  AND  FOREIGN  MARINE  INSURANCE  COM- 
PANY, (Limitc<l)  of  Liverpool,  luig.  W.  L.  II.  Simpson,  manager 
and  attorney;  John  E.  Hofiinan,  secretary.  New  York. 

BROKER,  TERM  DEEINEI).  The  insurance  laws  of  a  Uw 
states  define  who  are  brokers,  as  follows: 

Colorado.  The  Colorado  law  is  contained  in  Section  21  ot  the 
Acts  of  1907,  creating  an  insurance  department,  and  reads  as  fol- 
lows : 
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Whoever,  for  compensation,  not  being  the  appointed  officer,  agent  or 
solicitor  of  the  company  in  which  insurance  or  reinsurance  is  effected,  acts  or 
aids  in  any  manner  in  negotiating  any  contract  of  insurance  or  re-insurancr 
for  a  person  other  than  himself,  shall  be  insurance  broker,  and  no  person  shall 
act  as  such  broker  unless  licensed  by  the  Commissioner  as  herein  provided." 

Connecticut.    Section  2935  as  amended  in  1889  and  1901 : 

Section  2935.  Whoever  for  compensation  acts  or  aids  in  any  manner  in 
negotiating  contracts  of  insurance  or  reinsurance,  or  placing  risks  or  effecting 
insurance  or  reinsurance  for  a  person  other  than  himself,  and  not  being 
the  appointed  agent  or  officer  of  the  company  in  which  such  insurance  or 
reinsurance  is  effected,  shall  be  deemed  an  insurance  broker,  and  no  such 
person  shall  act  as  such  broker  except  as  provided  in  this  and  the  two  sue- 
cecding  sections;  provided,  however,  that  the  duly  authorized  agent  of  any 
company  legally  admitted  to  do  business  in  this  state  may,  without  being 
deemed  a  broker  or  procuring  a  broker's  certificate  of  authority,  negotiate 
or  effect  contracts  of  insurance  or  reinsurance  with  any  qualified  domestic 
insurance  company  or  its  agents,  and  with  the  authorized  agents  in  this  state 
or  any  foreign  insurance  company  duly  admitted  to  do  business  in  this  state, 
and  such  agents  shall  not  be  amenable  under  Section  2930  of  the  general 
statutes. 

An  amendment  to  Section  2935,  passed  in  1899,  provides  thai 
"the  duly  authorized  agent  of  any  company  legally  admitted  to  do 
business  in  this  State  may,  without  being  deemed  a  broker  or  pro- 
curing a  broker's  certificate  of  authority,  negotiate  or  effect  con- 
tracts of  reinsurance." 

Kansas.  Chapter  224,  Laws  of  1907.  The  law  reads  the 
same  as  the  Connecticut  law,  except  that  the  words,  "in  unauthor- 
ized companies"  are  substituted  in  the  Kansas  law  for  the  words, 
"and  not  being  the  appointed  agent  or  officer  of  the  company  in 
which  such  insurance  or  re-insurance  is  effected"  in  the  Connecticut 
law. 

Maine.     Section  74  of  Chapter  49  of  the  Revised  Statutes: 

Section  74.  The  commissioner  may  license  any  person  as  broker  to  negotiate 
contracts  of  insurance  for  others  than  himself  for  a  compensation,  by  virtue  of 
which  license  he  may  effect  insurance  with  any  domestic  company;  or  any  resi- 
dent of  the  State  to  negotiate  such  contracts  and  effect  insurance  with  the 
agents  of  any  foreign  company  who  have  been  licensed  to  do  business  in  this 
State,  as  provided  in  sections  72  and  73,  but  with  no  others. 

Maryland.  Section  143A  of  Article  23  of  the  Code  of  Public 
General  Laws,  also  Chapter  740,  Laws  of  1900: 

Whoever  for  compensation  acts  or  aids  in  any  manner  in  negotiating  con- 
tracts of  insurance  or  reinsurance,  or  placing  risks,  or  effecting  insurance  or 
reinsurance  for  a  person  other  than  himself,  and  not  being  duly  appointed 
solicitor,  agent,  or  officer  of  the  company  in  which  such  insurance  or  reinsur- 
ance is  effected,  shall  be  deemed  an  insurance  broker  within  the  meaning  of 
this  article. 

Massachusetts.    Section  93  of  Chapter  522  of  the  Acts  of  1894: 

Section  93.  Whoever  for  compensation  acts  or  aids  in  any  manner  in 
negotiating  contracts  for  insurance  or  reinsurance,  or  placing  risks  or  effecting 
insurance  or  reinsurance  for  a  person  other  than  himself,  and  not  being  the  ap- 
pointed agent  or  officer  of  the  company  in  which  such  insurance  or  reinsurance 
is  effected,  shall  be  deemed  an  insurance  broker,  and  no  person  shall  act  as  such 
broker  save   as  provided  in   this  section. 
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Minnesota.    Section  1620  revised  laws  of  1905: 

Whosoever,  not  being  the  appointed  agent  or  officer  of  the  insuring  com- 
pany, for  comiKMihation  acts  for  or  in  any  manner  aids  another  in  effecting 
insurance  or  reinsurance,  shall  be  deemed  an  insurance  broker.  •  •  •  • 

Missouri.    Article  7;  Section  7997,  Laws  of  1897  amended: 

Section  7997.  Insurance  brokers. — Whoever,  for  compensation,  acts  or 
aids  in  any  manner  in  negotiating  contracts  of  insurance  or  reinsurance,  or 
placing  risks  or  effecting^  insurance  or  reinsurance  for  any  person  other 
than  himself,  and  not  being  the  appointed  agent  or  officer  of  the  company 
in  which  such  insurance  or  reinsurance  is  effected,  shall  be  deemed  an  insurance 
broker.    •    •    •    • 

Nevada.    Section  15  of  the  Insurance  Act  of  1881 : 

Section  15.  Any  person  who  solicits  insurance,  receives  an  application  or 
order  to  write,  renew  or  procure  any  policy,  collect  a»iy  premium,  or  who  at- 
tempts as  middleman  to  place  any  fire  insurance  in  this  State,  when  such  person 
holds  no  authority  as  agent  from  any  insurance  company  or  general  agent  of 
such   company,    shall   be   deemed   an   insurance   broker. 

Oklahoma.     Section  27,  Code  of  1909: 

Whoever,  for  compensation,  not  being  the  appointed  agent  or  officer^  for 
the  company  in  which  such  insurance  or  reinsurance  is  effected,  negotiates 
rontracts  of  insurance  or  reinsurance  for  a  person  other  than  himself,  shall  be 
an  insurance  broker,  except  as  provided  in  this  Act. 

Oregon.    Section  3725,  Laws: 

Section  3581.  Any  person  who  solicits  insurance,  receives  an  application  or 
order  to  write,  renew  or  procure  any  policy,  collect  aryr  premium,  or  who  at- 
tempts as  middleman  to  place  any  fire  insurance  in  this  State,  when  such  person 
holds  no  authority  as  agent  from  any  insurance  company  or  general  agent  of 
such  company,  shall  be  deemed  an  insurance  broker,  and  shall  pay  to  the  county 
where  such  business  is  conducted  or  attempted,  in  advance,  a  quarterly  license 
of  fifteen  dollars,  and  the  sheriff  of  the  county  shall  collect  the  same. 

Pennsylvania.  Section  43  of  an  Act  to  Establish  an  Insurance 
Department : 

Section   43.     Whoever  acts  or  aids  in  any   manner  in  negotiating  contracts 
of  insurance  or  rcinj-urance,  or  placing   risks  or  effecting  insurance  or  reinsur 
ancc  for  any  person  oth~r  than  himself,  receiving  compensation  therefor,  and  in 
not  an  officer,  member  or  agent  of  the  company  or  companies  in  which  such  in- 
surance is  effected,  shall  be  deemed  to  be  an  insurance  broker. 

Rhode  Island.     Chapter  416,  Laws  of  1896: 

Whoever  for  compensation,  acts  or  aids  in  any  manner  in  negotiating  con- 
tracts of  insurance  or  leinsurance,  or  placing  risks,  or  effecting  insurance  or  re- 
insurance for  a  person  other  than  himself,  and  not  being  the  appointed  agent  or 
officer  of  the  company  in  which  such  insurance  or  reinsurance  is  effected,  shall 
be   deemed   an   insurance   broker. 

Vermont.     Section  4194,  General  Laws: 

Section  4194.  A  person  may  be  licensed  by  the  commissioners  as  an  in- 
surance broker  to  negotiate  contracts  of  insurance,  and  to  effect  insurance  for 
other  than  himself  for  a  compensation,  and  by  virtue  thereof  he  may  place  risks 
or  effect  insurance  with  a  domestic  insurance  company,  or  with  the  agents  of  a 
foreign  insurance  company  licensed  to  do  business  m  the  State,  but  with  no 
other;  and  such  license  may  be  renewed  from  year  to  year,  ending  on  the  first 
day  of  April.  For  each  liccnbc  or  renewal  thereof  such  broker  shall  pay  the 
commissioners  ten  dollars. 
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Virginia.  Section  83  as  amended  in  1904,  Chapter  ao,  Acts  of 
1904: 

No  person  shall,  without  a  license,  act  as  insurance  broker.  Every  person 
who  shall  solicit  for  compensation,  directly  or  indirectly,  to  be  derived  there- 
from any  fire,  marine,  life,  or  other  insurance,  either  on  account  of  any  person 
desiring  to  effect  any  such  insurance,  or  on  account  of  any  insurance  com- 
pany, except  the  duly  authorized  agent  (or  a  cleric  actually  employed  in  his 
office)  of  an^  insurance  company  licensed  to  do  business  in  this  state,  shall  be 
deemed  an  insurance  broker.  An^  insurance  agent  (or  a  clerk  actually  em- 
ployed in  his  office)  who  shall  solicit,  directly  or  indirectly,  any  fire,  marine, 
or  other  insurance,  either  on  account  of  any  person  desiring  to  effect  any  such 
insurance,  or  on  account  of  any  insurance  company  licensed  to  do  business  in 
this  state,  other^  than  for  the  insurance  company  or  companies  for  which  he  is 
the  duly  authorized  agent,  shall  be  deemed  an  insurance  broker.  Any  person 
acting  as  insurance  broker  without  a  license  shall  pay  a  fine  of  not  less  than 
fifty  dollars  nor  more  than  five  hundred  dollars  for  each  offense.  And  an; 
person  or  firm  who  shall  fill  up,  sign,  or  deliver  a  policy  or  certificate  of  in- 
surance for^  a  corporation  or  association  or  persons  not  licensed  to  do  an  in- 
surance business  in  this  state  by  a  legally  authorized  agent,  shall  be  considered 
an  agent  of  such  corporation,  or  person,  or  association,  and  such  person,  cor- 
poration, or  association  shall  be^  liable  for  all  licenses,  taxes,  and  penalties  as 
if  represented  bv  a  legally  appointed  agent.  No  person  licensed  as  an  insur- 
ance broker  shall  be  authorized  under  his  license  to  place  anv  insurance  in  a 
company  or  association,  or  with  a  firm  or  person  not  licensea  to  do  an  insur- 
ance business  in  this  state. 

BROOKLYN  UNDERWRITERS'  ASSOCIATION.  Repre- 
sentatives of  fire  insurance  companies  doing  business  in  Brooklyn, 
N.  Y.,  held  a  meeting  in  that  city  on  April  8,  1896,  and  organized 
the  Brooklyn  Underwriters'  Association.  Trustees  were  chosen, 
who  elected  the  following  officers:  Andrew  J.  Corsa,  president; 
E.  D.  B.  Walton,  vice-president;  Curtis  C.  Wayland,  secretary,  and 
W.  A.  Warburton,  treasurer.  A  committee  composed  of  W.  A. 
Warburton,  W.  S.  Benedict,  and  George  F.  Malby  was  appointed  to 
prepare  a  constitution  and  by-laws.  The  officers  of  the  as- 
sociation, who  were  elected  at  the  annual  meeting  held  in  April, 
1904,  are:  Britton  C.  Thorn,  president;  E.  B.  Vanderveer,  vice- 
president;  John  A.  DeGroot,  treasurer;  John  S.  Oliver,  secretary. 
The  1904  meeting  was  the  last  and  the  office  of  secretary  and  treas- 
UTcr  have  since  become  vacant  through  deaths  of  Messrs.  DeGroot 
and  Oliver.  The  vacancies  had  not  been  filled  when  this  volume  was 
ready  for  the  press. 

BROTHERHOOD  ACCIDENT  COMPANY,  Boston,  Mass. 
Organized  1892.  John  J.  Whipple,  president;  Jay  B.  Crawford, 
secretary. 

BROWNE,  JOHN  D.,  president  of  the  Connecticut  Fire  Insur- 
ance Company,  was  born  at  Plainfield,  Conn.,  in  1836,  and  at  the 
age  of  eighteen  years  was  following  the  vocation  of  teacher  in  his 
native  town.  In  1857  he  established  himself  in  business  in  Minne- 
sota, and  there  remained  several  years,  gaining  a  varied  experience 
of  western  life.  In  1866  he  was  appointed  special  agent  of  the  Home 
of  New  Haven,  and  in  1867  transferred  his  services  to  the  Hartford 
Fire  in  the  same  capacity.  He  was  called  to  Hartford  as  secretary 
of  the  company  in  1870,  and  that  office  he  resigned  in  1880  to 
become  president  of  the  Connecticut. 
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BROWN,  GARRETT,  insurance  journalist,  is  a  native  of  Albe- 
marle county,  Virginia,  and  was  born  March  24,  1851.  While  the 
war  was  raging  he  was  a  schoolboy  in  the  Davis  Academy  in  his 
native  county.  His  earliest  business  experience  was  obtained  as 
clerk  in  a  country  store,  and  his  first  experience  in  insurance  came 
as  local  agent  at  Gordonsville,  Va.,  for  the  Virginia  Fire  and 
Marine  of  Richmond.  Leaving  the  fire  insurance  for  the  life  in- 
surance business,  he  was  in  1874-77  the  North  Carolina  general 
agent  for  the  Piedmont  and  Arlington  Life,  and  in  the  latter  year 
for  the  Penn  Mutual  Life.  Then  for  several  years  he  again  rep- 
resented the  Virginia  Fire  and  Marine,  but  as  general  agent  for  the 
Carolinas.  Mr.  Brown  studied  law  when  a  resident  of  North  Caro- 
lina, and  was  admitted  to  practice  by  the  Supreme  Court  of  that 
state.  In  1883  he  started  the  Vindicator  at  Atlanta,  Ga.,  subse- 
quently removing  it  to  New  Orleans.  He  organized  in  1892  the 
Southern  Industrial  Life  Insurance  Company  of  Louisiana,  and 
was  its  first  president.  On  December  24,  1896,  he  sold  his  interest 
in  the  yindicator  and  Southern  Insurance  .Directory,  and  on  Janu- 
ary 5,  1897,  he  landed  in  Denver,  Col,  where  he  immediately  began 
the  publication  of  Insurance  Report.  He  retired  from  insurance 
journalism,  selling  his  interest  in  the  Insurance  Report,  and  took 
up  a  brokerage  business  in  Chicago  in  January,  1902;  but  after  one 
year's  experience  returned  to  insurance  journalism,  buying  out  the 
Western  Insurance  Rcviciv  of  St.  Louis,  Mo.  In  1905  he  came  to 
New  York  and  established  Protection,  a  monthly  journal  devoted  to 
insurance,  finance,  and  banking,  but  the  venture  was  short  lived 
and  he  became  general  agent  of  the  Missouri  State  Life  Insurance 
Company  with  headquarters  at  Little  Rock,  Ark.  In  1907  he 
purchased  the  Insurance  Leader,  of  St.  Louis,  of  which  he  is  now 
publisher  and  editor. 

BROWN,  J.  WOODS,  special  agent  of  the  Fire  Association 
of  Philadelphia  for  the  middle  department,  was  born  at  Milton, 
Pa.,  June  25.  1864.  He  was  graduated  from  Princeton  University 
in  1885.  In  1888  he  established  a  local  fire  insurance  agency'  at 
Milton,  Pa.,  and  in  the  early  part  of  1891  he  was  appointed  deputy 
insurance  commissioner  of  Pennsylvania  by  Governor  Pattison,  and 
retained  that  position  until  1895,  when  he  resigned  to  enter  service 
of  the  Merchants'  of  Newark  as  special  agent  for  Pennsylvania. 
He  remained  with  the  company  until  February,  1901,  when  he  was 
appointed  special  agent  for  the  Fire  Association,  with  headquarters 
at  the  home  office.  In  March,  1906,  was  appointed  general  agent 
of  the  Fire  Association. 

BROWN,  T.ARLRTON,  insurance  journalist,  was  born  in 
Franklin  county,'  N.  C,  March  21,  1878,  and  received  his 
education  in  the  public  schools  of  New  Orleans.  He  entered  in- 
surance journalism  in  1897  as  assistant  manager  of  Insurance  Report  of 
Denver,  founded  by  his  father,  Garrett  Brown,  and  in  1898  became 
manager  and  part  owner  of  that  paper.  After  a  brief  experience 
^s  a  life  insurance  sojicitor  in  1902,  he  returned  to  journalism,  and 
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is  at  present  president  of  the  Western  Insurance  Review  Company, 
St.  Louis,  Mo.,  publishers  of  the  U'esiern  Insurance  Rcviezv. 

BRUSH,  EDWARD  CLIFFORD,  manager  of  the  New  Eng 
land  department  of  the  Pennsylvania  Fire  Insurance  Company, 
Boston,  is  a  native  of  F'lorida,  and  was  born  in  St.  Augustine,  July 
24,  1845,  He  is  descended  from  the  early  Colonial  and  Spanish 
settlers  in  Florida,  and  received  his  education  in  St.  John's  Academy, 
St.  Augustine.  He  served  in  the  Confederate  Army  of  Northern 
Virginia,  and  was  for  some  years  special  agent  for  the  Com- 
mercial Union  Assurance  Society  of  London  for  the  southern  states, 
subsequently  being  transferred  to  the  New  England  field,  and  later 
was  appointed  manager  of  the  fire  branch  of  Boston  Insurance  Com- 
pany. He  is  treasurer  of  the  Insurance  Library  Association  of 
Boston  and  was  president  of  the  Boston  Board  of  Fire  Under- 
writers from  1907-9. 

BUCHANAN,  JOHN,  insurance  journalist,  was  born  in  Edin- 
burgh, Scotland,  July  17,  1871.  He  received  his  education  in  the 
English  public  schools  and  Glasgow  University.  He  was  connected 
for  a  time  with  an  English  mercantile  firm,  but  coming  to  America 
in  1896,  took  up  newspaper  work.  He  is  a  writer  on  the  Boston 
Globe  and  Boston  Commercial  Bulletin,  and  correspondent  for  the 
New  York  Journal  of  Commerce  and  Commercial  Bulletin,  Insur- 
ance Press,  Insurance  Times,  and  Insurance  Index. 

BUCHENBERGER,  HUGO  C,  former  associate  manager  of  the 
United  States  branch  of  Hamburg- Bremen  Fire  Insurance  Company, 
is  a  native  of  Heidelburg,  Germany,  where  he  was  born  July  t,  1852. 
He  was  entered  upon  a  mercantile  career  upon  reaching  manhood, 
and  in  1875  he  became  connected  with  the  Hamburg- Bremen.  He 
was  appointed  associate  manager  of  the  United  States  branch  in 
March,  1882,  and  in  1907  was  appointed  manager  at  the  home  office. 

BUCKNER,  WALKER,  second  vice-president  of  the  New  York 
Life  Insurance  Company,  was  born  in  Independence,  Missouri,  March 
16,  1871.  He  began  his  business  career  with  the  New  York  Life, 
beginning  as  office  boy  and  clerk  in  the  Milwaukee  branch  office  in 
1885.  He  was  appointed  cashier  of  the  St.  Paul,  Minn.,  branch  in 
i8qo,  and  two  years  later  agency  director  of  the  Northwestern  branch. 
He  was  appointed  inspector  of  agencies  in  1903,  and  superintendent 
of  agencies  of  the  European  department,  with  headquarters  in  Paris, 
France,  in  May,  1904.    He  was  elected  to  his  present  position  in  1909. 

BUCKS  COUNTY  CONTRIBUTIONSHIP,  Morrisville,  Pa., 
was  organized  in  1809  by  the  Quaker  farmers  of  Bucks  county.  Pa., 
and  is  still  doing  business  in  a  conservative  way.  It  is  a  mutual 
company,  insuring  farm  buildings  principally,  and  its  full  name  is 
"The  Bucks  Cnnnty  Contributionship  for  Insuring  Houses  and 
other  Buildings  from  Loss  by  Fire."  Its  business  is  confined  to 
Pennsylvania  and  New  Jersey.  The  officers  are :  George  M.  Com- 
fort, president,  and  William  Balderston,  secretary. 
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BUFFALO  COMMERCIAL  INSURANCE  COMPANY.  Buf- 
falo, N.  Y.  Organized  1896;  capital,  $200,000.  Charles  Groben, 
president;  Gen.  H.  Hofheins,  secretary. 

BUFFALO-GERMAN  INSURANCE  COMPANY,  Buffalo, 
N.  Y.  Organized  1867;  capital,  $200,000.  John  G.  Wickser,  presi- 
dent; Charles  A.  Georger,  secretary. 

BULKELEY,  MORGAN  G.,  president  of  the  iEtna  Life  Insur- 
ance Company,  is  the  son  of  Judge  Eliphalet  A.  Bulkeley,  the  first 
president  of  ^oth  the  Connecticut  Mutual  Life  and  the  JEins^..  He 
was  born  at  East  Haddam,  Conn.,  December  26,  1837.  When  a 
youth  he  was  engaged  in  the  dry  goods  business  in  Brooklyn,  N.  Y. 
In  1872  he  returned  to  Hartford,  organized  the  United  States  Trust 
Company,  and  was  its  president  until  July,  1879,  when,  upon  Mr. 
Enders'  resignation,  he  was  chosen  president  of  the  MtnB.  Life.  In 
1880  Mr.  Bulkeley  was  elect^^d  mayor  of  Hartford,  and  served  eight 
years,  and  Governor  of  Connecticut  from  1888  to  1893,  and  in  1894 
was  elected  president  of  the  Connecticut  Society  of  Sons  of  the 
Revolution.  He  is  also  commander  of  the  Connecticut  Commandery 
of  the  Military  Order  of  Foreign  Wars,  a  member  of  the  Society  of 
the  Cincinnati  in  the  State  of  Connecticut,  commander  of  the  G.  A.  R 
of  Connecticut  in  1903-04,  and  is  connected  as  director  with  several 
financial  and  manufacturing  corporations  of  Connecticut.  At  a 
joint  session  of  the  Connecticut  General  Assembly,  held  on  January 
I7»  iQOSj  Morgan  G.  Bulkeley  was  elected  to  represent  the  state  of 
Connecticut  in  the  United  States  Senate  as  the  successor  of  General 
Joseph  R.  Hawley. 

BULKLEY,  GEORGE  E.,  secretary  of  the  Connecticut  General 
Life  Insurance  Company,  was  born  in  North  Granville,  N.  Y., 
November  4,  1873.  He  was  educated  in  the  public  schools  of  Hart- 
ford and  Yale  University,  from  which  he  graduated  in  1896.  He 
entered  the  employ  of  the  Connecticut  General  Life  in  that  year  and 
was  appointed  actuary  in  June,  1904,  and  was  elected  to  his  present 
position  in  May,  1905.  He  is  an  associate  member  of  the  Actuarial 
Society  of  America. 

BULLARD,  A.  F.,  was  born  at  New  Bedford,  Mass.,  in  1842. 
He  went  to  the  war  with  a  Massachusetts  regiment  and  was  soon 
promoted  to  a  captaincy  for  gallantry  in  the  field.  He  entered  the 
service  of  the  Home  of  New  York  July,  1882,  as  special  agent  in 
Kansas.  Afterward  he  was  Kansas  and  Missouri  state  agent  of  the 
Fireman's  Fund,  and  on  December  i,  1894,  he  accepted  the  state 
agency  of  the  North  British  and  Mercantile  for  Missouri  and  Kan- 
sas. Since  June  i,  1902,  he  has  been  general  adjuster  with  Fred  S. 
James  &  Co.,  Chicago.  Captain  Bullard  was  elected  president  of  the 
Association  of  Fire  Underwriters  of  Missouri  in  1894. 

BULLOCK,  A.  GEORGE,  former  president  of  the  State  Mutual 
Life  Assurance  Company  of  Worcester,  Mass.,  was  born  at  Enfield, 
Conn.,  June  2.  1847,  and  was  graduated  from  Harvard  University 
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in  1868.  He  was  an  active  member  of  the  ba^r  of  Worcester  County 
until  1883,  when  he  was  elected  president  of  the  State  Mutual  to 
succeed  his  father,  ex-Governor  Bullock,  who  died  a  few  months 
before.  Mr.  Bullock  is  a  director  in  various  banks,  railroads,  and 
other  corporations.  Mr.  Bullock  resigned  as  president  in  January, 
1910,  but  continues  as  vice-president  of  the'  company  and  chairman 
of  the  board  of  directors  and  finance  cominittec. 

BUNCE,  JONATHAN  B.,  formerly  president  of  the  Ph(cnix 
Mutual  Life  Insurance  Companv  of  Hartford,  was  born  in  that  city 
in  1832.  He  received  his  early  business  training  in  the  city  of  New 
York,  but  in  i860  he  was  in  the  wool  business  in  Hartford,  and 
continued  in  it  some  fifteen  years.  In  1872  he  was  elected  a  director 
of  the  Phoenix  Mutual,  and  upon  his  retirement  from  mercantile  life 
in  1875,  vice-pr6sident  of  the  company.  In  1889,  upon  the  reorgani- 
zation of  the  management  of  the  company,  Mr.  Bunce  was  elected 
president.  He  resigned  the  presidency  in  December.  1904,  to  accept 
the  presidency  of  the  Society  for  Savings  of  Hartford,  but  was  ap- 
pointed *  president  of  the  board  of  directors  and  chairman  of  the 
finance  committee. 

BURCHELL,  GEORGE  W.,  vice-president  of  the  Queen  In- 
surance Company  of  America,  was  born  at  Brooklyn,  N.  Y.,  May 
31,  1850.  When  but  fourteen  years  of  age,  in  1864,  he  entered  the 
office  of  the  Niagara  Fire  as  a  clerk,  and  continued  there  until  1869. 
He  w^as  in  the  mercantile  business  two  years,  and  then  with  the 
Phenix  of  Brooklyn  from  1871  to  1881,  being  special  agent  in  the 
eastern  ahd  middle  states  the*  last  eight  y^ars.  In  1881  he  went 
into  the  service  of  the  Queen  of  Liverpool,  traveling  for  it  as  gen- 
eral agent  in  the  middle  states,  until  1889,  when  he  became  deputy 
manager  of  the  United  States  branch.  When  the  Queen  Insurance 
Company  of  America  was  organized  under  the  laws  of  the  state  of 
New  York,  to  take  the  business  of  the  Liverpool  company,  Mr. 
Burchell  was  appointed  secretary.  He  was  elected  vice-president 
in  April,  1900.  He  was  elected  president  of  the  National  Board  of 
Fire  Underwriters  of  America  at  the  annual  meetings  in  May,  1906, 
and  1907,  and  elected  vice-president  New  York  Board  of  Fire  Under- 
writers at  the  annual  meeting,  May,  1906,  and  elected  president  of 
the  Underwriters  Salvage  Company  of  New  York  in  July,  1906. 

BURPEE,  WILLIAM  B.,  secretary  of  the  New  Hamp- 
shire -Fire  Insurance  Company,  was  born  at  Sutton,  N.  H.,  Septem- 
ber 8,  1864,  He  received  a  public  school  education,  and  entered 
the  service  of  the  New  Hampshire  Fire  as  junior  clerk  in  1884. 
He  was  elected  assistant  secretary  in  August,  I90S».  secretary  in 
■January,  1909,  and  was  elected  chairman  of  the  executive  committee 
of  the  New  England  Insurance  Exchange  in  1904  and  1905. 

BURGLARY,  INSURANCE  AGAINST.  [For  an  account  of 
the  beginnings  of  burglary  insurance  in  the  United  States,  see  Cyclo- 
pedia for  1900-1901.]    The  business  of  insuring  against  loss  through 
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"breaking  and  entering"  premises  by  burglars  is  transacted  by  six- 
teen casualty  companies  in  the  United  States.  The  returns  of 
business  done  in  1909  are  as  follows: 

Companies 
.'Etna    Acciilent,        .... 
.^tna    Indemnity,    .... 
Amirican    lionding, 
American   Casualty, 
American    Fidelity, 
Emi»ire    Stpte    Surety, 
Employers'    Liability, 
Fidelity  and  Casualty. 

Frankfort  Marine,  Accident,  and  Plate  Gla«;s, 
General    Accident. 

Home   Accident,       .... 
London   Guarantee  &  Accident, 
Maryland   Casualty. 
Massachusetts    Bonding. 
National   Surety,      .... 
New  Amsterdam  Casualty, 
New  Jersey   Plate   Glass, 
Ocean   Accident   and  (Juarantee, 
Pacific   Coat-t    Casualty,    . 
Peoples    Surety,        .... 
United    Slates   Casualty, 
ITnited  .States   Fidelity  and  Guaranty, 
Ignited    Surety,         .... 

Total,  1909, 

"potal,  1908,  .  .  .    . 

Total,  1907, 

Total,  igoh, 

BrRGLARY  INSURANCE  UNDERWRITERS'  ASSOCIA- 
TION. 1  his  association  was  organized  to  further  proper  practices 
in  burglary  insurance,  and  the  first  officers  were :  David  W.  Arm- 
strong, chairman;  Samuel  B.  Brewster,  secrctar\',  and  Richard  H. 
Thompson,  treasurer.  The  present  officers  elected  at  the  annual 
meeting  in  May,  1910,  are:  President,  Wni.  F.  Moore;  vice-presi- 
dents, Franklin  J.  Moore  and  Thomas  P.  Smith ;  secretary  and 
trea.surer.  Nelson  D.  Sterling;  manager,  E.  S.  Keating. 

BURR.  WILLIAM  H.,  insurance  journalist,  was  born  at 
Chester,  Warren  county,  N.  Y.,  December  8,  1843,  removing  with 
his  parents  to  Michigan  some  years  later.  He  received  his  educa- 
tion in  the  public  schools  of  Pontiac,  and  t.iught  district  school 
several  winters.  In  1865  he  was  graduated  from  the  medical 
department  of  the  University  of  Michigan,  and  practiced  medicine 
for  twelve  years  in  Detroit  and  Bay  City,  Mich.  He  was  medical 
examiner  for  some  years  for  the  New  England  Mutual,  Travelers, 
Union  Mutual,  and  other  companies,  and  for  a  time  was  surgeon 
of  the  Detroit  and  Bay  City  Railroad.  Giving  up  the  practice  of 
his  profession  on  account  of  a  difficulty  with  his  eyes,  he  turned  his 
attention  to  life  insurance,  acting  as  special  agent  of  the  New  York 
Life.  He  followed  this  vocation  imtil  1882,  when  he  began  a! 
Detroit  the   publication   of  the   Indicator,  and   has  been   connected 
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with  its  editorial  department  ever  since.  He  was  one  of  the  organ- 
izers of  the  Michigan  Life  Insurance  Agents'  Association,  and 
was  its  secretary  and  treasurer  in  the  first  five  years  of  its  existence 

BURTIS,  ARKUNAH  MARTIN,  one  of  the  secretaries  of  the 
Home  Insurance  Company  of  New  York,  is  a  native  of  that  city, 
and  was  educated  in  its  schools.  He  was  a  soldier  of  the  Civil  War. 
returning  from  which  he  entered  the  service  of  the  Home  in  the 
autumn  of  1864  as  a  clerk,  and  in  subsequent  years  advanced  b> 
successive  steps  through  the  positions  of  adjuster,  special  agent,  and 
assistant  secretary  to  his  present  position,  to  which  he  was  elected  in 
March,  1898. 

BURTIS,  DAVID  J.,  president  of  the  Empire  City  Fire  Insur- 
ance Company,  New  York,  was  born  in  New  Y'ork  city,  July  21, 
1853-  He  received  a  public  school  education  and  began  his  insur- 
ance career  as  a  clerk  in  the  office  of  the  Firemen's  Trust  Insurance 
Company  in  1870.  He  became  connected  with  the  Empire  City  Fire 
in  1875,  and  was  elected  secretary  of  the  company  in  1885,  and 
president  in  1906.  He  has  been  assistant  treasurer  and  treasurer  of 
the  New  York  Board  of  Fire  Underwriters,  is  a  trustee  of  the 
Universal  Savings  Bank,  and  a  member  of  the  Seventh  Regiment 
Veteran's  Association  and  Seventh  Regiment  Veteran  and  Active 
League  Club  of  New  York.  Member  of  the  National  Geographic 
Society. 

BUSH,  .HARRY,  REYNOLDS,  vice-president  of  the  Dixie 
Fire  Insurance  Company,  Greensboro,  N.  C,  is  of  Scotch  descent 
and  a  native  of  Virginia  and  was  born  at  Norfolk,  March  7,  1868. 
He  was  educated  at  the  public  and  high  schools  and  in  the  Dudley 
Institute  of  Frankfort,  Ky.,  and  has  spent  all  his  business  life  in 
fire  underwriting.  He  began  his  insurance  career  in  a  local  agency 
at  Louisville,  Ky.,  and  represented  the  Caledonian  Insurance  Com- 
pany as  special  agent  for  eight  years.  Later  he  became  special 
agent  of  the  London  Assurance  Corporation;  superintendent  of 
agents  for  the  Traders  Insurance  Company,  and  subsequently  was 
appointed  manager  of  the  southern  department  of  the  American 
Insurance  Company  of  Newark.  This  latter  position  he  held  three 
years  and  until  elected  vice-president  of  the  Dixie  Hre  Insurance 
Company  in  1909.  He  was  for  a  number  of  years  a  member  of 
the  executive  committee,  and  successively  vice-president  and  presi- 
dent of  the  Kentucky  and  Tennessee  Board  of  Fire  Underwriters, 
and  has  also  served  as  a  member  of  the  executive  committee  of  the 
South  Eastern  Underwriters  Association. 

BUTLER,  LOUIS  F.,  secretary  of  the  Travelers  Insurance 
Company  of  Hartford,  is  a  native  of  Hartford,  Conn.,  where  he 
w^as  Dorn  July  23,  1871.     He  was  elected  secretary  in  January,  1907. 

BUTTON,  JOSEPH,  commissioner  of  insurance  of  Virginia. 
Richmond,  Va.,  is  a  native  of  Virginia,  and  was  born  at  Lynch- 
burg, October  31,  1865.     He  was  educated  in  the  public  schools  of 
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Lynchburg,  and  began  his  business  career  in  newspaper  work. 
Later  he  engaged  in  the  insurance  business.  He  was  clerk  of  the 
state  senate  for  eleven  years,  and  was  secretary  of  the  state 
democratic  committee  for  eleven  years;  was  a  delegate  to  the 
democratic  national  conventions  of  1900  and  1904  from  Virginia, 
was  twice  appointed  on  the  staff  of  the  governor  of  Virginia  with 
the  rank  of  colonel,  and  was  unanimously  elected  secretary  of 
-*he  Constitutional  Convention  of  1901-02,  which  framed  the  present 
Constitution  of  the  state.  He  was  unanimously  elected  to  his 
present  position  by  the  General  Assembly  when  the  bureau  of 
insurance  was  created  in  1906,  and  was  unanimously  re-elected  for 
the  term  of  four  years  beginning  February  i,  1910. 
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CABOT,  FRANCIS  ELLIOT,  secretary  of  the  Boston  Board 
of  Fire  UiuIcrwrittTs,  was  born  in  Boston,  Fcbruar>*  6,  1859.  He 
was  educated  in  the  Brookline  High  School,  Roxbury  Latin  School, 
and  graduated  from  Harvard  University  in  1880  with  the  degree  of 
A.B.  He  engaged  in  telephone  and  electric  light  work,  and  in 
1884,  became  an  inspector  for  the  Boston  Board  of  Underwriters. 
He  served  for  one  year,  1888- 1889,  as  superintendent  of  surveys  of 
the  Buffalo  Association,  and  later  became  superintendent  and  engi- 
neer of  the  Boston  Board.  He  was  elected  to  his  present  position 
with  the  Board  in  November,  1908.  He  is  a  member  of  the  board  of 
consulting  engineers  of  the  National  Board  of  Fire  Underwriters, 
member  ^f  the  committee  on  devices  and  materials  of  the  National 
Fire  Protection  Association,  chairman  of  the  electrical  committee 
of  the  Underwriters'  National  Electrical  Association,  and  an 
associate  member  of  the  American  Institute  of  Electrical  Engineers. 

CALEDONIAN-AMERICAN  INSURANCE  COMPANY  of 
New  York.  Organized  1897;  capital,  $200,000.  Charles  H.  Post 
president;  Milward  Prain,  secretary. 

CALEDONIAN  INSURANCE  COMPANY  of  Edinburgh  be- 
gan business  in  United  States  in  1890,  reinsuring  the  Anglo-Nevada. 
Charles  H.  Post,  United  States  manager.  New  York. 

CALEF  LOVING  CUP  AND  BEN  WILLIAMS  MEMORIAL 
VASE.  At  a  meeting  of  the  executive  committee  of  the  National 
Association  of  Life  Underwriters,  held  at  Pittsburg,  Pa.,  in  March, 
1894,  a  communication  was  read  from  Major  Ben  S.  Calef,  of  Bos- 
ton, tendering  a  silver  "loving  cup"  to  the  association,  to  serve 
as  a  prize  in  an  annual  inter-association  contest,  on  the  following 
terms : 

The  executive  committee  of  the  national  association  <hall  call  for  a  paper  or 
essay,  not  to  exceed  750  words,  on  the  subject,  "What  flave  Life  Underwriters' 
Associations  Accomplished  for  the  Benefit  of  the  Compinies,  the  Agents,  and 
the  Public?"  Each  association  is  to  send  one  paper  by  a  writer  selected  by 
itself  from  its  own  members;  his  name  is  to  be  placed  in  a  sealed  enveloi)e  bear- 
ing a  number  corresponding  to  the  number  of  an  envelope  containing  his 
paper.  These  are  to  be  sent  on  or  before  June  i  to  the  secretary  of  the  national 
association.  The  national  executive  committee  will  appoint  a  sub-committee  of 
five  members  to  open  and  read  the  several  contributions,  and  decide  by  open 
ballot  which  they  consider  the  best.  This  being  decided,  the  envelope  bearing 
the  corresponding  number  shall  be  opened,  and  the  paper  so  selected  will  be 
read  at  the  national  convention.  The  author  of  the  selected  paper  shall  receive 
the  cup  as  custodian  for  his  association,  and  it  shall  bear  his  name  and  that  otf 
his  association,  and  the  date.    The  cup  shall  be  held  until  the  next  annual  meet- 
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ing  of  the  national  association,  when  a  similar  competition  shall  take  place 
under  the  direction  of  the  national  executive  committee,  they  naming  the  sub- 
ject for  the  paper.  All  the  papers  shall  become  the  property  of  the  national  as- 
sociation, with  the  right  to  publish  them. 

The  cup  was  accepted  by  the  committee  on  behalf  of  the  na- 
tional association,  with  the  con(Htions  attached,  and  each  of  the  local 
associations  was  duty  notified.  At  the  annual  meeting  of  the  na- 
tional association  at  Chicago,  Jime  21,  1894,  the  committee  which 
had  received  and  read  the  competing  essays  reported  that  the  win- 
ner was  Charles  Van  Tuyle,  of  the  Minnesota  Association,  and  the 
cup  was  formally  presented  by  Major  Calef  and  received  by  Mr. 
Shepard,  a  delegate,  on  behalf  of  Mr.  Van  Tuyle,  who  was  not 
present,  and  whose  essay  was  then  read  to  the  national  association. 

The  second  contest  for  the  cup  took  place  in  1895. .  A  committee 
examined  the  essays,  and  unanimously  decided  in  favor  of  awarding 
the  cup  to  Henry  K.  Simons,  of  the  Western  Massachusetts  Life 
Underwriters'  Association.  Charles  T.  Holt,  of  the  same  association, 
received  second  honor. 

The  committee  appointed  to  award  the  prize  in  the  third  annual 
contest,  October,  1896,  were  J.  A.  Fowler,  C.  M.  Ransom,  and 
Charles  A.  Hewitt  of  the  insurance  press.  The  subject*  of  the  essay 
was  "What  Can  the  Individual  Member  Do  to  Advance  the  Power 
and  Influence  of  the  Local  Association?"  There  were  fifteen  com- 
petitors. The  first  prize  was  awarded  to  Charles  B.  Soule,  of  the 
Chicago  Life  Underwriters'  Association.  The  second  honor  went  to 
C.  W.  Pickell,  of  the  Michigan  Life  Insurance  Agents*  Association. 

The  subject  selected  for  the  fourth  annual  contest,  1897,  was 
"Ethics  of  Field  Work,"  and  the  committee  to  decide  it  were  Dr. 
H.  C.  Martin,  F.  C.  Oviatt,  and  F'rank  B.  Leavenworth  of  the  in- 
surance press.  At  the  annual  meeting  of  the  National  Association 
in  September,  1897,  the  committee  announced  that  the  best  essaj' 
was  by  W.  S.  Martin,  Jr.,  of  the  New  Hampshire  Life  Underwriters' 
Association,  and  the  second  best  by  Charles  N.  Haley,  of  the  Wis- 
consin Association  of  Life  Underwriters. 

For  the  fifth  annual  contest,  in  1898,  the  judges  were  R.  R. 
Dearden,  F.  A.  Dunham,  and  J.  C.  Bergstresser  of  the  insurance 
press,  and  the  subject  was  "The  Relations  and  Obligations  of 
Agents  to  Companies  and  the  People."  The  winner  was  George 
W.  Johnson  of  the  Cincinnati  Life  Underwriters'  Association,  and 
the  second  place  was  awarded  to  R.  L.  Foreman  of  the  Georgia 
Association  of  Life  Insurers. 

The  Ben  Williams  memorial  vase,  presented  to  the  National 
Association  in  1899,  was  the  gift  of  twenty  gentlemen,  members  of 
the  National  Association,  in  remembrance  of  Ben  Williams,  the 
western  life  insurance  manager,  who  died  May  22,  1898.  The  con- 
ditions of  the  gift  are  that  it  shall  be  presented,  for  the  year,  to  the 
second  best  contestant  for  the  Calef  Cup,  under  the  same  regulations 

The  committee  for  the  sixth  annual  contest,  in  1899,  were  A.  H. 
Huling,  J.  H.  C.  Whiting,  and  A.  G.  Hall  of  the  insurance  press. 
The  subject  was  "Qualifications  Essential  to  the  Best  Success  of  the 
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Life  Insurance  Agent."  The  successful  contestant  was  William  E 
Brightman  of  Tiverton,  R.  I.,  a  member  of  the  Boston  Association 
of  Life  Underwriters.  The  winner  of  the  Ren  Williams  memorial 
vase  was  Edwin  O.  Sutton  of  Springfield,  Mass.,  a  meml>er  or  the 
Western  Massachusetts  Life  Underwriters*  Association. 

The  subject  of  the  contest  of  1900  was  "Life  Insurance  as  a 
Factor  in  Social  Economics.'*  The  committee  of  award  were  Presi- 
dent William  J.  Tucker  of  Dartmouth  College,  President  Elmer  H. 
Capen  of  Tufts  College,  and  Rev.  Robert  A.  Woods  of  South  End 
College  Settlement,  Boston,  Mass.  The  winner  of  the  Calef  Cup 
was  Edwin  O.  Sutton  of  Springfield,  Mass.,  a  member  of  the 
Western  Massachusetts  Life  Underwriters*  Association ;  and  of  the 
Ben  Williams  Vase,  Franklin  Wyman  of  Chicago,  a  member  of  the 
Chicago  Life  Underwriters*  Association. 

The  eighth  annual  contest  resulted  in  presenting,  at  the  annual 
meeting  at  Portland,  Me.,  in  190T,  the  Calef  Cup  to  George  H.  Wil- 
kins  of  Springfield,  Mass.,  a  member  of  the  Western  Massachusetts 
Life  Underwriters*  Association,  and  the  Ben  Williams  Vase  to  E.  O. 
Sutton  of  Springfield,  a  member  of  the  same  association.  The  sub- 
ject for  the  essays  was  "The  Influence  of  Life  Insurance  on  Char- 
acter.'* and  the  judges  were  President  W.  H.  P.  Faunce  of  Brown 
L^nivcrsity.  President  Andrew  V.  V.  Raymond  of  Union  College, 
Schenectady,  and  Dr.  J.  S.  Bloomingston. 

At  the  ninth  annual  contest,  in  1902,  the  first  prize  was  awarded 
to  E.  O.  Sutton  of  Springfield,  Mass.  (for  the  fourth  time),  and 
the  second  prize  to  W.  I.  Ilamilton,  a  division  manager  at  the  home 
office  of  the  Prudential  of  Newark.  Special  mention  was  awarded  to 
George  M.  Herrick  of  Chicago  and  George  N.  Wilkins  of  Spring- 
field, Mass.  The  subject  of  the  essays  was  "What  the  Insurance 
Agent  Owes  to  His  Profession.'*  The  judges  were  Prof  lessor  Na- 
thaniel Porter  of  Chicago  LJniversity,  C.  M.  Cartwright  of  Chicago, 
and  General  B.  F.  Cowan  of  Cincinnati. 

The  tenth  annual  contest,  in  190:5,  resulted  in  the  first  prize  being 
awarded  to  J.  J.  Devney  of  Cleveland,  O.,  and  the  second  to  J.  F. 
Jeffries  of  Philadelphia.  The  subject  was  "Building  for  the  Future." 
The  eleventh  annual  contest  resulted  in  presenting,  at  the  animal 
meeting  at  Indianapolis  in  1904,  the  Calef  Cup  to  J.  II.  Jeffries  of 
Philadelphia,  atid  the  Ben  Williams  Vase  to  Jacob  A.  Jackson  of 
New  York.     The  subject  was  "The  Bounds  of  Competition." 

The  twelfth  annual  contest  at  the  meeting  in  Hartford  in  1905 
resulted  in  the  Calef  Cup  being  awarded  to  Melvin  P.  Porter  of 
Buffalo,  N.  Y.,  and  the  Ben  Williams  Vase  to  Howard  H.  Hoyt,  of 
Chicago.  The  subject  was  "Loyalty  as  a  Factor  in  the  Development 
of  an  Agent.** 

The  thirteenth  annual  contest,  in  1906.  resulted  in  the  Calef  Cup 
being  awarded  to  Howard  H.  Hoyt  of  the  Chicago  Association,  and 
the  Ben  Williams  Vase  to  C.  M.  March  of  Portland,  Me.  The  sub- 
ject was  "The  Relation  of  the  Public  Press  to  American  Life  In- 
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The  fourteenth  annual  contest,  in  1907,  resuUed  in  the  Calef 
Cup  being  awarded  to  Melvin  P.  Porter  of  Buffalo,  and  the  Ben 
Williams  Vase  to  Charles  M.  March,  of  Portland,  Me.  The  subject 
was  "The  Life  Insurance  Agent  and  His  Future." 

The  fifteenth  annual  contest  in  1908  resulted  in  the  Calef  Cup 
being  awarded  to  Charles  E.  Burt  of  the  Los  Angeles  Association 
and  the  Ben  Williams  Vase  to  Alfred  C.  Newell  of  the  Georgia 
Association.  The  subject  was  "Publicity  from  the  Standpoint  of 
the  Agent,  the  Company  and  the  Policyholder." 

The  sixteenth  annual  contest  in  1909  resulted  in  the  Calef  Cup 
being  awarded  to  Alfred  C.  Xewcll  of  Atlanta,  and  the  Ben  Williams 
Vase  to  Edward  D.  Horgan  of  Buffalo.  The  subject  was  "The  Life 
Insurance  Agent  as  a  Public  Benefactor." 

The  Calef  Cup  is  of  silver,  of  generous  proportions,  beautifully 
carved,  with  three  graceful  handles,  and  bearing  on  its  side  the 
inscription  "National  Association  of  Life  Underwriters.  Annual 
Essay  Cup.  Presented  by  Benjamin  S.  Calef,  Boston,  1894."  The 
workmanship  was  specially  designed  and  executed  by  Shreve,  Crump 
&  Low,  Boston,  Mass.  The  lamented  death  of  the  donor  occurred 
January  9,  1897. 

CALIFORNIA  INSURANCE  SUPERVISION  IN,  1868-1910. 
The  insurance  department  of  California  was  organized  in  1868.  The 
title  of  the  officer  in  charge  is  insurance  commissioner;  who  is 
appointed  by  the  Governor,  and  his  term  of  office  is  for  four  years. 
The  commissioners  have  been  as  follows : 


George  W.  Mowe, 
J.    W.    Foard,    . 
J.  C.  Maynard, 
George  A.   Knight, 
T.   C.   L.   Wadsworth, 
T.  N.  E.  Wilson, 
M.   R.   Higgins, 
Andrew  J.  Clunie, 
E.    Myron    Wolf, 


Mr.  Higgins  resig 


May  5,  1868-April     r.  1872 

April  I,  i87a-April     8,  1878 

April  8,  187S- April     8,  1882 

April  8,  i882-April   19,  1886 

April  19,  1886-April     8,  1890 

April  8,  1890- April     8,  1894 

April  8,  1894-Mar.    15,  1897 

Mar.  15,  1897-April     8,  1902 

April  8,  1902-April     8,  1910 


nc(l  in  1897  and  Mr.  Clunie  was  appointed  to 
fill  out  his  unexpired  term.  The  latter  was  reappointed  in  1898 
for  a  full  term,  which  expired  in  April,  1902.  E.  Myron  Wolf  was 
appointed  for  the  term  beginning  April  8,  1902,  and  re-appointed  in 
1906.    E.  C.  Cooper  is  the  present  commissioner,  appointed  in  1910. 

CALIFORNIA  INSURANCE  COMPANY,  San  Francisco.  Cal. 
Reorganized  1905  (organized  t86i);  capital,  $400,000.  W.^E.  Dean, 
president;  George  W.  Brooks,  secretary. 

CALIFORNIA  STATE  ASSOCIATION  OF  LOCAL  FIRE 
INSURANCE  AGENTS,  was  organized  at  a  meeting  held  in  Oak- 
land, May,  19TO,  and  officers  were  elected  as  follows:  President, 
I,  H.  Clay;  vice-president.  Will  Stephens;  second  vice-president, 
J.  L.  Craig:  third  vice-president,  Noad  Adair;  secretary  and  treas- 
urer, Fred  W.  Le  Ballister. 
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CALUMET  INSURANCE  COMPANY,  Chicago,  Illinois. 
Organized  1904;  capital  $300,000.  W.  Irving  Osborne,  president; 
James  A.  Patten,  vice-president;  Otto  E.  Greely,  secretary  and 
manager. 

CAMDEN  FIRE  INSURANCE  ASSOCIATION,  Camden, 
N.  J.  Organized  1841 ;  capital  $500,000.  Edmund  E.  Read,  Jr., 
president;  Joseph  K.  Sharp,  secretary. 

CANCELLATION.  The  fire  insurance  policy  provides  for  can- 
cellation at  any  time  by  either  the  owner  of  the  property  or  the 
company,  by  giving  legal  notice.  If  cancelled  by  the  insured  the 
premium  is  returned,  less  the  short  rate  for  the  expired  time.  If 
cancellation  is  desired  by  the  company  the  pro  rata  portion  of  the 
premium  must  be  returned  before  cancellation  is  complete.  Notice 
alone  is  not  sufficient. 

CAPITAL  AND  MERCHANTS  AND  BANKERS  INSUR- 
ANCE COMPANY,  Des  Moines,  la.  Organized  1884;  capital  $50,000 
paid  in ;  $100,000  subscribed.  J.  S.  Dewell,  president ;  Chas.  E.  Camp- 
bell, secretary. 

CAPITAL  FIRE  INSURANCE  COMPANY,  Concord,  N.  H. 
Organized  1886;  capita],  $200,000.  Lyman  Jackman,  president; 
Rufus  N.  Newell,  secretary. 

CAPITAL  INCREASE  OF  IN  1909.  In  fire  insurance  in  1909 
the  following  companies  increased  their  capital :  Aetna  of  Hartford, 
from  $4,000,000  to  $5,000,000 ;  American  of  Newark,  from  $750,000  to 
$1,000,000;  Anchor  Fire  of  Des  Moines,  from  $100,000  to  $200,000; 
Camden  Fire  of  Camden,  N.  J.,  from  $400,000  to  $500,000;  Calumet 
Fire  of  Chicago,  from  $200,000  to  $300,000;  Central  National  Fire  of 
Chicago,  from  $100,000  to  $200,000;  Eastern  Fire  of  Atlantic  City, 
N.  J.,  from  $200,000  to  $300,000;  Equitable  Fire  of  Charleston,  S.  C, 
from  $120,000  to  $164,375;  Franklin  Fire  of  Philadelphia,  from 
$400,000  to  $500,000;  Farmers'  and  Merchants'  of  Lincoln,  Neb.,  from 
$100,000  to  $200,000;  German  American  Fire  of  Pittsburgh,from  $100,- 
000  to  $200,000;  Home  Fire  of  Salt  Lake,  Utah,from  $250,000  to  $300,- 
000;  Middle  West  Fire  of  Valley  City,  N.  Dak.,  from  $100,000  to 
$200,000;  Monongahela  of  Pittsburgh,  from  $200,000  to  $500,000; 
Milwaukee  German,  from  $100,000  to  $200,000;  National  Union  of 
Pittsburgh,  from  $750,000  to  $1,000,000;  State  of  Omaha,  Neb.,  from 
$100,000  to  $200,000;  Underwriters  Fire  of  Concord,  N.  H.,  from 
$59,000  to  $100,000;  Imperial  Fire,  Denver,  from  $200,000  to  $225,000. 
In  life  insurance,  the  Columbia  Life  and  Trust,  Portland,  Oregon, 
increased  its  capital  from  $100,000  to  $200,000;  Lamar  Life,  Jackson, 
Miss.,  from  $30,000  to  $87,000;  and  in  casualty  insurance,  the  Aetna 
Indemnity  increased  its  capital  from  $250,000  to  $350,000;  German 
Commercial  of  Philadelphia,  -from  $100,000  to  $300,000;  Lion 
Bonding  and  Surety  Company,  Omaha,  from  $100,000  to  $250,000; 
I'nited  States  Casualty,  New  York,  from  $400,000  to  $500,000;  and 
the  Union  Casualty  of  Philadelphia,  from  $190,000  to  $1,000,000. 
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CAPITOL  LIFE  INSURANCE  COMPANY  OF  COLO- 
RADO, THE,  Denver,  Co.  Organized  1905;  capital,  $100,000. 
Thomas  F.  Daly,  president ;  Fred  W.  Bailey,  secretary. 

CAROLINA  FIELD  CLUB  was  organized  at  a  meeting  in 
Asheviile,  N.  C,  in  April,  1906,  and  its  membership  consists  of 
officers  and  general  and  special  agents  of  companies.  Its  purposes 
are  social,  and  the  promotion  of  good  underwriting  practices  in 
the  states  of  North  and  South  Carolina.  Officers  were  elected  as 
follows:  President,  Jeflferson  Pearce,  Special  Agent  of  the  North 
British  &  Mercantile;  vice-president  E.  H.  Chisholm,  Special  Agent 
of  the  Piedmont;  secretary,  Robert  G.  Hayes,  Special  Agent  of  the 
National  of  Hartford.  The  present  officers  are:  President,  Bcnj. 
I.  Smith.  State  Agent,  Home  of  New  York;  vicopresident,  Alex 
Webb,  vice-president  of  North  Carolina  Home;  second  vice-pres>i- 
dent,  W.  S.  Wilkinson,  secretary  of  Underwriters  Fire  of  North 
Carolina;  secretary;  Robert  G.  Hayes,  Special  Agent  of  the 
National  of  Hartford,  Charlotte,  N.  C. 

CAROLINA  INSURANCE  COMPANY,  Wilmington.  N.  C 
Organized  1887;  capital,  $50,000.  R.  R.  Bellamy,  president;  H.  C 
McQueen,  vice-president;  M.  S.  Willard,  secretary. 

CARTWRIGHT,  CHARLES  M.,  managing  editor  of  the 
Western  Underwriter,  was  born  in  Waynesville,  Ohio,  November 
r2,  1869.  He  received  his  education  in  the  public  schools  and  the 
National  Normal  University,  Lebanon,  Ohio,  and  was  graduated 
from  Princeton  University  in  the  class  of  1894  with  the  honor  of 
"Magna  Cum  Laude."  His  early  occupations  were  farming  and 
teaching,  and  after  leaving  college  he  became  a  reporter  on  the 
Chicago  Inter-Ocean.  He  was  advanced  to  insurance  editor  in  Junt, 
1895,  and  served  in  that  capacity  four  years.  In  1899  he  took  charge 
of  the  editorial  department  of  the  Western  Underwriter.  Following 
the  incorporation  of  the  Western  Underwriter  Company,  under 
the  Ohio  laws,  Mr.  Cartwright  was  chosen  vice-president.  He  is 
now  the  active  editorial  head  of  the  paper. 

CAREY,  J.  A.  insurance  journalist,  was  born  in  Montreal,  Can- 
ada, December  25,  1853,  of  Scotch  and  English  parentage.  He  re- 
ceived a  private  school  education  and  graduated  from  McClure's 
California  Academy  in  1869.  His  early  occupation  was  that  of  a 
telegraph  operator.  In  1872,  he  was  a  local  agent,  afterward  a  field 
man,  then  a  life  insurance  solicitor,  and  in  1880  became  general 
agent  in  Oregon,  Washington  and  Idaho  for  an  accident  insurance 
company  which  he  managed  with  a  local  fire  insurance  business  until 
1889,  at  the  same  time  publishing  the  Sunday  Star  at  Seattle  and 
the  "Cominfi  Century,  at  Portland.  Since  1892,  he  has  been  editor 
and  publisher  of  The  Adjuster,  San  Francisco. 

CASE,  CHARLES  LYMAN,  United  States  branch  manager  of 
the  London  Assurance  Corporation,  was  born  in  Chelsea,  Mass.,  in 
1850.     After  preparation  for  college,  which  he  had  to  abandon  on 
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account  of  ill  health,  and  after  a  brief  clerkship  in  a  Boston  book 
store,  he  went  in  1870  to  Chicago,  111.,  and  entered  the  insurance 
agency  office  of  C.  H.  Case  &  Co.  His  field  service  began  in  1872 
with  the  Insurance  Company  of  North  America,  and  subsequently 
he  represented  the  Pennsylvania  Fire  in  connection  with  the  In- 
surance Company  of  North  America,  in  a  similar  position.  In  1877 
he  established  a  local  agency  at  St.  X.ouis,  Mo.,  but  returned  to 
Qiicago  in  1887  to  take  the  western  management  of  the  London 
Assurance  Corporation,  and  succeeded  to  the  United  States  manage- 
ment on  the  retirement  of  Mr.  Marks  in  1892,  removing  from 
Chicago  to  the  United  States  headquarters  at  New  York. 

CASTLEMAN,  JOHN  BRECKINRIDGE,  late  manager  for 
the  Royal  of  Liverpool  for  the  department  of  the  southwest,  with 
headquarters  at  Louisville,  was  born  in  Fayette  county,  Kentucky, 
June  30,  1842.  He  was  educated  at  Transylvania  University,  from 
which,  at  the  age  of  nineteen  years,  he  went  into  ths  Confederate 
army  at  the  outbreak  of  the  war.  He  was  a  trooper  in  Morgan's  fa- 
mous cavalry  from  1861  to  October,  1864,  when  he  was  captured  and 
placed  in  solitary  confinement  for  nine  months,  being  released  on 
his  parole  of  honor  in  July,  1865,  to  leave  the  United  States.  He 
continued  his  education  in  Europe,  and  returned  to  study  law  at 
the  University  of  Louisville,  from  which  he  was  graduated  in  1868. 
In  1869  he  received  the  appointment  of  department  manager  of 
the  Royal,  which  he  held  for  thirty-three  years,  resigning  in  May, 
1902.  General  Castleman  was  adjutant-general  of  Kentucky  under 
Governor  Knott,  and  chairman  of  the  Democratic  State  Central 
Committee  in  1890  to  1892,  and  was  in  1888  and  in  1892  delegate  to 
the  National  Democratic  convention.  He  has  been  commanding 
officer  of  the  Louisville  Legion  since  1878  and  president  of  the 
Ix>uisville  Board  of  Park  Commissioners  from  1892  to  the  present 
time.  When  the  Spanish-American  war  broke  out  in  April,  1898, 
he  carried  the  First  Regiment,  Kentucky  Volunteer  Infantry,  into 
the  United  States  army.  He  took  part  in  the  Porto  Rico  campaign. 
President  McKinley  recognized  his  services  by  appointing  him 
Brigadier-General  of  United  States  Volunteers.  In  the  adjustment 
of  the  serious  difficulties  in  the  state  of  Kentucky  following  the 
assassination  of  Governor  Goebel  he  took  charge  of  the  interests 
of  the  people  in  the  state  and  settled  the  hostile  differences  without 
hostile  collision  between  the  people.  President  of  Board  of  Park 
Commissioners  of  city  of  Louisville  for  sixteen  years,  from  1891. 

CASUALTY  AND  SURETY  SOCIAL  CLUB  of  New  York. 
was  organized  at  a  meeting  of  casualty  and  surety  underwriters  of 
New  York  city  held  in  December  T908.  The  purposes  of  the  club 
are  wholly  social.  Officers  were  elected  as  follows :  President, 
Kdmund  Dwight,  resident  manager  Employers  Liability;  vice-presi- 
dents, Edson  S.  Lott,  president  United  States  Casualty,  and  David 
W.  Armstrong,  Jr.,  secretary  National  Surety;  secretary,  William 
J.  Gardner,  resident  secretary  ^tna  Life;  treasurer,  Edward  L. 
Hearn,  second  vice-president  Casualty  Company  of  America;  execu- 
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tive  committee;  William  F.  Moore,  president  New  Amsterdam 
CasUtilty;  James  G.  Batterson,  resident  director  Travelers;  Charles 
E.  W.  Chambers,  secretary  Lloyds  Plate  Glass;  Ballard  McCall 
resident  vice-president  Massachusetts  Bonding.  The  present  officers, 
elected  at  the  annual  meeting  in  December,  iQOp,  are:  President, 
Hdson  S.  Lott,  United  States  Casualty;  vice  presidents,  F.  J.  Wal- 
ters and  Nelson  D.  Sterling;  secretary,  W.  C.  Mulvey;  treasurer, 
W.  J.  McCaffrey ;  executive  committee,  W.  E.  Potter,  chairman,  A.  L. 
I  learn  and  H.  R.  Woodward. 

CASUALTY  INSURANCE  COMPANY  OF  AMERICA  of 
New  York.  Organized  and  began  business  in  1903;  capital,  $500,000. 
E.  W.  De  Leon,  president ;  Edward  L.  Hearn,  vice-president  and 
general  manager;  John  E.  Connelly,  secretary  and  treasurer. 

CASUALTY  INSURANCE.     [See  Accident  Insurance.] 

CASUALTY  UNDERWRITERS'  ASSOCIATION,  of  Pitts- 
burgh, was  organized  in  1909  by  city  managers  of  casualty  companies 
for  social  purposes  and  the  improvement  of  underwriting  conditions. 
The  association  has  disbanded. 

CENTRAL  LIFE  ASSURANCE  SOCIETY  OF  THE 
UNITED  STATES,  Des  Moines,  Iowa.  Organized  1896;  capital. 
$100,000.     George  B.  Peak,  president;  H.  G.  Everett,  secretary. 

CENTRAL  NATIONAL  FIRE  INSURANCE  COMPANY. 
Chicago,  111.  Organized  1909;  capital  $200,000.  James  B.  Hobbs, 
president;  Henry  P.  Magill,  general  manager;  Frank  M.  Rice,  secre- 
tary. 

CENTURY  FIRE  INSURANCE  COMPANY,  Des  Moines.  la. 
Organized  1900;  capital  $105,000.  G.  J.  Delmege,  president;  J.  J. 
Bynon,  secretary. 

CHAPMAN,  ROBERT,  general  manager  of  the  Caledonian  In- 
surance Company  of  Edinburgh,  Scotland,  is  of  Scottish  descent  and 
was  born  on  the  island  of  St.  Vincent,  West  Indies,  October  31, 
1861.  He  was  educated  in  the  public  schools  and  began  his  business 
career  in  the  office  of  the  Caledonian  in  1875.  He  served  in  all  de- 
partments of  the  company's  office,  both  fire  and  life,  and  in  1884  was 
:ippointed  inspector  of  agencies  in  the  Glasgow  office.  The  follow- 
ing year  he  was  appointed  head  office  inspector,  and  in  1892  secretary 
of  the  company  in  its  Dundee  office,  and  in  1895  jointly  holding 
position  of  secretary  for  Dundee  and  Aberdeen  offices.  In  1899  he 
was  made  agency  manager  at  the  head  office  in  Edinburgh,  and  the 
following  year  joint  secretary  there.  While  agency  manager  and 
joint  secretary  he  visited  several  foreign  countries  and  took  full 
charge  of  the  organization  of  the  company,  and  in  1903  he  was  ap- 
pointed manager-secretary  at  the  London  office,  and  in  November, 
1904,  he  was  appointed  general  manager  in  place  of  Mr.  Deuchar. 
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CHASE,  CHARLES  EDWARD,  president  of  the  Hartford 
Fire  Insurance  Company,  was  born  in  Dubuque,  Iowa,  March  29, 
1857.  He  was  educated  in  the  public  schools  of  Hartford,  graduat- 
ing from  the  High  School  in  1876,  and  in  1877  began  his  bifsiness 
career  in  the  local  agency  of  the  Hartford  Fire.  In  1880  he  entered 
the  home  office  in  a  clerical  capacity,  and  in  July,  1890,  was  ap- 
pointed second  assistant  secretary.  He  was  elected  vice-president 
in  1903,  and  succeeded  his  father  in  the  presidency  in  January,  1908. 
He  was  president  of  the  Hartford  Board  of  Fire  Underwriters 
from  1894  to  1908,  when  he  declined  a  re-election,  and  was  elected 
a  member  of  the  common  council  in  1892,  and  a  member  of  the 
board  of  alderman  in  1893  and  1895.  He  is  actively  interested  in 
a  number  of  Hartford  organizations,  being  a  director  of  the  Con- 
necticut Mutual  Life  Insurance  Company,  the  Hartford  Board  of 
Trade,  the  Hartford  National  Bank  and  the  Connecticut  Trust  & 
Safe  Deposit  Company. 

CHICAGO  BOARD  OF  UNDERWRITERS.  The  first  board 
of  underwriters  of  Chicago  was  organized  in  1849.  W.  Dole,  who 
represented  a  company  now  long  defunct,  the  Columbus  Insurance 
Company  of  Ohio,  was  the  first  president,  and  John  C.  Dodge  was 
secretary.  After  this  organization  fell  to  pieces  another  board  was 
formed  in  1856,  with  the  pioneer  insurance  man  of  Chicago,  Gur- 
den  H.  Hubbard  of  the  ^tna,  as  president,  and  J.  Kearney  Rodgers 
as  secretary  and  surveyor.  In  1861  this  organization  was  duly 
incorporated  by  the  legislature  as  the  Chicago  Board  of  Under- 
writers. 

Following  the  great  fire  the  board  was  reorganized  February 
22,  1872  with  S.  M.  Moore  as  president.  General  A.  C.  Ducat  vice- 
president,  J.  Goodwin,  Jr.,  treasurer,  and  Alfred  Wright,  secretary. 
The  career  of  the  board  was  undisturbed  until  1880,  when,  because 
of  violent  internal  dissensions,  a  number  of  members  withdrew, 
and,  on  January  27,  started  a  rival  organization,  to  which  they  gave 
the  name  of  the  Underwriters*  Exchange.  The  first  officers  were 
Robert  J.  Smith,  president;  William  E.  Rollo,  vice-president; 
and  R.  M.  Trimingham,  secretary.  The  two  bodies  continued  their 
labors  on  parallel  lines  for  five  years,  sometimes  in  harmony,  but 
more  often  in  hostility,  until  in  1885,  after  repeated  efforts,  a  union 
of  forces  was  effected  A  new  organization  was  created  (th€  Chi- 
cago Fire  Underwriters'  Association),  and  into  this  the  Exchange 
was  merged.  The  board  members  also  became  members  of  the 
association,  but  the  Board  of  Underwriters  was  continued,  shorn 
of  all  its  executive  powers  except  that  of  supervision  of  the  fire 
patrol.  This  was  done  to  comply  with  the  state  law  which  author- 
ized the  organization  of  the  fire  patrol.  In  January,  1906,  the  board 
assumed  the  executive  powers  of  the  old  associations.  Officers  were 
elected  at  the  annual  meeting  in  tqio  as  follows :  President,  Charles 
Nelson  Bishop;  vice-president,  Clarence  S.  Pellet;  secretary,  R.  N. 
Trimingham;  treasurer,  H.  G.  Buswell;  manager,  H.  H.  Glidden. 

CHICAGO  FIRE  INSURANCE  PATROL.     [See  Patrol.] 
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CHICAGO,   LIFE   UNDERWRITERS*   ASSOCIATION   OF 
[See  Life  Underwriters*  Association  of  Chicago.] 

CHICAGO,     MANAGERS     OF     DEPARTMENTS     WITH 
HEADQUARTERS  AT. 


Afanagers. 

H.   W.   Murray, 
T.   E.  Gallagher, 
Eliel  &  Locb,    . 
Kogers  &  RoIIo, 


Companies. 
Aachen   &    Munich, 

I  C«l  flay  •         •         ■         •         ■         • 

Mlemannia  Fire,  Pittsburg, 
American  Central,  Missouri, 
\ssurance  Company  of  America, Moore,  Case,  Lyman  & 

Atlas,    London, Geo.    E.   Haas, 

Boston,       .......  Moore,  Case.  Lyman  & 

British  America,       ...  VV.   R.  Town  ley,     . 

Buffalo    Commercial,      .      .      .  Neuburger  &  Co. 

Buffalo-German,         ....  Geo.   Hermann   & 

Caledonian Ernest  Heim, 


St 


Co., 


Citizens,   St.   Louis, 
Commerce,   Albany, 
Commercial    Union,    N.    Y., 
Concordia,    Wisconsin, 
Continental,    N.    Y. 
Connecticut    Fire,     . 
Delaware.    Pa..    .... 

Detroit  F.  &  M 

Dubuque   F.   &   M., 

Fidclity-Phcnix,  .      .      .      .     J.    TI 

Fidelity  Underwriters,  . 

Fire    Association,    Pa., 

Fireman's    Fund,    Cal., 

Firemen's   Newark, 

Georgia    Home,         .... 

German,  Peoria,  111., 

German-American,   N.    Y., 

Gennania  Fire,   N.   Y., 

Girard  F.  &  M.,   Philadelphia, 

Glens  Falls,   N.   Y., 

Hamburg-Bremen,     .... 

Hanover  Fire,  New  York. 

Hartford  Fire,  Conn.,   ...     A.  G.   Dugan, 

Insurance  Co.  of  North  America, W.  N.  Johnson, 

Insurance   Co.    State   of   Illinois,C.  L.  Evans,     . 


John  Shepherd, 

Wilryr,  Corlies  &  Magill. 

H.  C.   Eddy, 

Montgomery   & 

r.   R.  Tuttle. 

J.  J.  McDonald, 

0.  C.  Kemp, 
T.  J.  I-^wis, 
P.  P.  Kranz,     . 

T  cnehan, 
C.    R.    Tuttle.    . 
J.   N.   Robert  ••on, 
Marshall  &  McElhone 
Neal    Bassctt.    . 
S.    I).    Andrus, 
Brummel   Bros., 
W.  H.  Sare, 
E.   G.   Halle, 
W.   E.   Rollo  &  Son, 

1.  L.   W hillock.      . 
XVitkowskv   &  Affeld. 
C.   W.   Higley, 


St. 
St. 
St. 
St. 
IS9  La  Salle 
galle  St 

La  Salic  St. 
Sl, 
St. 

St. 
St. 

St    ^ 
St. 


Salle 
Salle 
Salle 


159 


Offices, 

153  La  Sall« 

159  I^ 

159  La 

159  La 
Hubbard, 

171    I^a 
Hubbard, 

125   Monroe 

I  Kg  La  Salle 

The  Temple. 

i<;9  La  Salle 
.     171    La  Salle 

166  La  Salle 

125  Monroe 
I'unkhouser,     159  La  Salle  St. 

718  Postal   "Telegraph   Building. 

367  Rookcrv  Building. 

Rector  Building. 

IS9  La  Salle  St. 

84  La  Salle  St. 

-•05  La  Salle  St. 

Postal  Telegraph  Bldg. 

jf^g  La  Salle  St. 

Kew  York  Life  Bldg. 

70s  La  Salle  St. 

159  La  Salle  St. 

155  La  Salle  St. 

125  Monroe  St. 

ao6  Royal  Building. 

159  La  Salle  St. 

159  r.,a  Salle  St. 

174  La  Salle  St. 

The   Temple. 

New  York  Life  Bldg. 

Am.  Trust  Big. 


Law  Union  &  Rock,  London, 
Liverpool  &  London  &  Globe, 
London   &   Lancashire, 
Lumbermen's,    Pa., 
Mechanics,  Philadelphia,     . 
Michigan   F.   &   M.,   Detroit, 
Milwaukee    Mechanics, 
Milwaukee  Fire,  Milwaukee, 
National    Fire,    Conn., 
Newark  Fire,  New  Jersey, 
New    Jersey    Fire,    . 
New  York   Fire, 
New  York  Underwriters, 
Niapara   Fire,    N.    Y.,    . 
North   British  S:   Mercantile, 
Northern,    London, 
Northwestern    National, 
Orient,    Hartford,     . 
Pacific    Fire,         .... 
Palatine,   London,    England, 
Pennsylvania    Fire, 
Philadelphia   Underwriters, 


A.  F.  Shaw, 
W.   S.   Warren, 
Charles  E,  Dox, 
Herrick    &    Aucrbach 
Hcrrick    &    .Aucrbach 
I.  J.  Lewis, 
Harry  Fox, 
Shipman  &  Wayne, 
Fred  S.  Tames. 
Carroll   L.    De  Witt, 
J.  D.  Shea  ban, 
H.   W.  Colsnn, 
Munger.  Vokoun,  Wetmoie 
W.   L.   Steele,    .      . 
W.  J.   Litllejnhn.    . 
Gerald   H.    Lermit, 
John  D.  McCupe,   . 
Chnrles    E.    Dox.    . 
Rollins  &  Burdick, 
H.    C.    Eddy,    . 
C.   H.    Barry.    . 
Marsh  &  McLennan, 


159  La  Salle  St. 
171   La  Salle  St- 
20  e;  La  Salle  St. 
New  York  I.ifc  Bldg 
Calumet    Building. 
Calumet   Building. 
159  La  Salle  St. 
i<;9  La  Salle  St. 
i*;9  La  Salle  St. 
New  York  Life  Bldg. 
I S9  La  Salle  St. 

Salle  St. 

Salle  St. 

i<;9  La  Salle  St. 

Salle  St. 

Salle  St. 
642   Monadnock  Bldg. 
2^12  In  Sallo  St. 
New  York  Life  Bldg. 
ii;9  La  Salle  St. 
Manhattan  Building. 
125  Monroe  St. 
159  La  Salle  St. 


184  La 
15.S  I-a 
&  Withe  rbce, 
159  La 
159  La 
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Companies. 

Phcenix,    Hartford, 
Phcenix,   London,      .      .      .      , 
Pittsburgh,    Pa.,        .      .      .      , 
Pruvidcnce- Washington, 
Prussian-National.     .      .      .      ^ 
Queen,   New   York, 
Reliance,   Philadelphia, 
Rochester    German, 
Royal,   Liverpool,      .      .      .      , 
Royal    Exchange,      .      .      .      , 
Shawnee    Fire,    .      .      .      .      , 
Sovereign    Fire   Toronto,    . 
Spring  Garden,   Philadelphia, 
Springfield  F.  &  M.,  Mass., 
Sun,    London,      .      .      .      .      , 
Svea,     Sweden,         .      .      .      , 
Union.   London,        ... 
\'irginia  F.  &  M.,  Richmond, 

X'irginia   State 

Westchester    Fire,    .      .      .      , 
Western,    Toronto, 


.■Etna    Life,   Conn., 

^^tna    Life,    Conn., 

Bankers'  Life,  Des  Moines, 

Berkshire    Life, 

Canada   Life, 

Connecticut    Mutual,     . 

Connecticut  General, 

Equitable,  Iowa, 

Ivquitable,    New  York, 

Fidelity   Mutual,   Philadelphia 

Germania,  New  York,   . 

Martford    Life,    . 

Hartford    Life,    . 

Home    Life,    New    York, 

Illinois   Life, 

|ohn     Hancock    Mutual, 

.Manhattan,    New    York, 

Massachusetts   Mutual, 

Merchants*  Life  Association, 

.MetroDoHtan  Life,  New  York, 

Metro^Iitan  Life,  New  York 

Michigan    Mutual,    .... 

Minnesota   Mut.   Life,  St.   Paul, 

Mutual   Benefit,  N.  J., 

Mutual  Life,  N.  Y., 

Mutual  Life  of  New     York, 

National  Life,  U.  S.  of  A., 

National,    Vermont, 

New  England   Mutual, 

Northwestern    Mutual, 

New  York  Life, 

Old    Colony    Life,    . 

Pacific  Mutual  Life, 

Penn    Mutual,    Philadelphia, 

Penn    Mutual,   Philadelphia, 

Phoenix    Mutual,    Conn.,    . 

Provident   Life  &  Trust,    . 

Provident    Savings, 

Prudential 

Prudential,^ 

Security  Life, 

Security  Mutual,  New  York, 


Managers. 

Lovejoy  &  Spear,  . 
M.  P.  Driscoll, 
Hcrrick   &   Auerbach, 
S.    T.    Collins, 
Harold  W.   Letton.      . 
P.  D.  McGregor,   . 
O.  C.  Kemp, 
O.  C.  Kemp,     . 
Law  Brothers,  . 
Thos.  Cooper,  . 
J.   D.  Sheahan, 
H.   S.   Wilson, 
Critchell,  Miller,  Whitney 
A.  J.  Harding, 
H.  N.  Kelsey,  . 
John  Naghten  &  Co.,  . 
A.  F.  Shaw  &  Co., 
James  L  Loeb, 
Shipman  &  Wayne,     . 
Lotz  &  Schwartz,  . 
W.   R.   Town  ley,    .      . 

LIFE. 

Thomas  R.  Lynas, 
Fred  B.  Mason, 
F.   E.   Home,    . 
Wyman   &  Palmer 
Chas.   F.    Bullen, 
Sam'l    Chase,    . 
Dr.   H.   C.    Castor, 
Suter  &  Taylor, 

■      •  •  *        •  •  ■ 

A.  E.  Bennett, 
William    Dechert, 
Thos.  Shields,  . 
H.  B.  Johnson. 


Home  Office,  . 
J.  H.  Strong.  . 
F.  L.  Morrell.  . 
L.  B.  Bishop,  . 
Sterling  &  Kenna, 
P.  J.  Kraus, 
H.  NevisAi, 

E.  H.   Elwell,   . 

F.  W.    Leonard, 
R.    D.   Bokum, 
W.  B.  Carlile.  . 
Bruce   Whitney, 
Home   Office,     . 
D.   G.   Drake,    . 
C.    B.   Cleveland, 
Ralph   Hobart, 
H.  T.  Holtz,     . 
Home   Office,     . 


McCary.    Howell    & 
W.  W.  McComber, 
Jules  Girardin, 
Janney    &    Pickering, 
H.  E.  Marshall, 
E.  T.  Pape, 
A.  X.  Schmidt, 
Home  Office,     . 
G.    B.    SetlmcisI, 


Offices. 

172  La  Salle  St. 

1019  Manhattan  BIdg. 

Calumet    Building. 

1001   Manhattan  fildg. 

171    La  Sallf  St. 

Royal  Ins.   Building. 

Rector  Building. 

Rector  Building. 

1200  Royal   Building. 

159  La  dalle  St. 

184  La  Salle  St. 
159  La  Salle  St. 
&  Barbour,  148  La  Salle  St. 

2ot)  La    halle   St. 
.      New  York  Life  Bldg. 

159  La  Salle  St. 
.     New  York  Life  Bldg. 

189  La  Salle  St. 

159  I^  Salle  St. 

1 10 1   Royal  Building. 

125   Monroe  St. 


125  La  Salle  St. 
225  Dearborn  St. 
Tacoma   Bldg. 
xoo  Washington  St. 
The  Rookery. 
413   Monadnock  Bldg. 
1^5  La   Salle    St. 
Monadnock  Building. 
First  Nafl  Bank  Bldg. 
Chaml>er  of  Commerce. 
416    Unity   Building. 
First  Nat*l  Bank  Bldg. 
122  Hartford  Bldg. 
205  La  Salle  St. 
1.34  Monroe  St. 
901  Association  Bldg 
Marquette  Building. 
Mchts.  L.  &  T.  Bldg. 
502  Fisher  Building. 
268  E.   No.  Ave. 
90  La  Salle  St. 
Manhattan  Bldg. 
1532  Monadnock  Bldg. 
1 6 16  Marquette  Bldg. 
Tribune   Building. 
1st  Xatl.  Hank  Bldg. 
159  La  Salle  St. 
Marquette   Building. 
Hartford  Building. 
Rookery  Bldg. 
New  York  Life  Bldg. 
Old  Colony  Bldg. 
Marquette  Building. 
Co.,     307   Tacoma    Bldg. 
Monadnock  Bldg. 
328  The  Temple. 
Marquette   Building. 
1305   Monadnock  Bldg. 
217   Manhattan    Bldg. 
600  Royal  Bldg. 
Rookery   BUIr. 
Marquette  Building. 
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Companies. 

Security   Trust  and    Life, 
State   Mutual,   Mass.,    . 
State   Mutual,   Mass.,    . 
Travelers,    Conn.,     . 
Union   Central,   Ohio,    . 
U.  S.  Annuity  &  Life,   . 
Union    Mutual,    Maine, 
United  States,  New  York. 
Washington  Life,  New  York, 


AT  onagers. 

C.  B.  Soule, 
Evarts    Wrcnn, 
£.    H.    Car  mack. 
J.  H.  Nolan,     . 
E.   A.    F<»rguson,    . 
Home   Office,     . 
H.  S.  Dale, 

.   N.    Shockiiey,    . 

L  D.  Penfield  &  Son, 


{ 


ACCIDENT,  CASUALTY,   ETC 

^tna  Indemnity,   Hartford,    .     A.  R.  Sexten  &  Co.,  . 
JEtna   Life,    Conn.,        .      .      ,     Geo.  T.  French,     . 
American  Suretv,  New  York,       R.    R.    Gilkey, 
Casualty  Co.   of  America,        .     Fred  S.  James  &  Co., 
Commercial  Mut.  Accident,  P'la.,Geo.   F.   Zaneis, 


Continental    Casualty, 
Employers*    Liability,    Eng., 
Federal   Union    Surety. 
Fidelity  and  Casualty,  N.  Y., 
Fidelity  &  Deposit  Co..  Bait 


OS^ces. 

Atwood  Building. 
85  Dearborn  St. 
85  Dearborn  St. 
112^  Stock  Exchange. 
Reliance    Building. 
McC'ormick  BKlg. 
84  Adams  St. 
IIS  Monroe  St. 
Association  Bldg. 


159  La  Salle  St. 
Ft.  Dearborn  Bldg. 
115  Adams  St. 
171  La  Salle  St. 
619  The  Temple. 


Frankfort  Acc*t  and  Plate  Glass, M.   T.   Grogan, 
Gr.  Eastern  Cas.  &  Indem.,  N.  Y.,S.  Grecnbaum, 


Home  Office,     ....      1208  Michigan  Ave. 
George  A.  Gilbert,       .      .      159  La  Salle  St. 
Montgomery  &  Funkhousrr,    159  La  Salle  St. 
W.  A.  Alexander  &  Co.,  .New  York  Life  Bldg. 
Conkling.  Price  &  Webb.      171  La  Salle  St. 


Guaranty  Co.  of  No.  America.     John  R.  Prfiyn, 

Hartford    Steam    Boiler,    .      . 

Lloyds  Plate  Glass.  N.  Y.,     . 

London  Guarantee  and  Acc't, 

Mass.    Bonding,    Boston, 

Maryland   Casualty    Co.,    . 

Metropolitan   Plate  Glass, 

National    Surety,      .... 

New  Amsterdam  Casualty, 

New  Jersey  Plate  Glass,   . 

Ocean  Accident  &   Guarantee, 

Pacific    Mutual^        .... 

Philadelphia    Casualty, 

Preferred   Accident,   New   York.W.  J.  Aiken, 


159  La  Salle  St. 
829  Stock   Exchange. 
400  The  Temple. 
800  Royal  Bunding. 


H.   M.   Lemon, 

Montgomery  &  Funkhouser,     The  Temple. 

F.  \y.  Lawson,      .      .      .     206  La  Salle    St. 

Moore,  Case,  Lyman  &  Hubbard,    159  La  Salle  St. 


C.  C.  Davis. 
Chas.  F.  Pogge,     . 
Joyce  &  Co.,     . 
C.   J.    Porter.    . 
A.  G.  Kuhns,  Jr., 
J.  E.  Callender,     . 
H.    B.    Morgan, 
Shipman    &    Wayne, 


The  Temple. 
The  Temple. 
Rookery  Building. 
159  La   Salle   St. 
159  La   Salle   St. 
Rector   Building. 
Marquette  Building. 
159  ta    Salle   St. 
Rookery  Building. 


Standard   Accident,        .      ,      .     Moore,  Case.  Lyman  &  Hubbard,    159  La  Sallc  St. 
United    States    Casualty,    .      .     Chas.  H.  Ela ridge,  .     145  La  Salle  St. 

U.  S.  Fidelity  &  Guaranty  Co.,  F.  A.  Hancock,       .      .      .     171  La  Salle  St. 
United  Surety  Co.,        .      .      .     John    McGillcn   &   Co.,         Cfhamber  of  Commerce 
United   States  Guarantee,        .    John  R.  Pruyn,       .     .      .     400  The  Temple. 


CHICAGO    UNDERWRITERS*    Association.      [See    Chicago 
Board  of  Underwriters.] 


CHILDS,  ARTHUR  E.,  president  of  the  Columbian  National 
Life  Insurance  Company  of  Boston,  is^  a  native  of  Montreal,  Can- 
ada, where  he  was  born  September  16,  1869.  He  was  educated  in 
the  common  schools  of  Montreal  and  graduated  from  McGill 
University  of  that  city,  with  the  degree  of  B.S.,  M.S.  and  he  is  also 
a  graduate  of  the  Central  Technical  College,  London.  He  began 
his  business  career  in  connection  with  electric  light,  traction  and 
power  enterprises,  and  in  1897  organized  the  Light,  Heat  and  Power 
Corporation  to  acquire  lighting,  heating  and  power  plants  in  the 
eastern  states,  and  was  elected  president  of  the  corporation.  He 
is  president  and  a  director  of  the  Massachusetts  Lighting  com- 
panies  and   of   the   Boston   and    Worcester    Street    Railway    Com- 
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pany,  as  well  as  a  director  in  several  other  light  and  power  cor- 
porations, and  was  elected  president  of  the  Columbian  National 
Life  Insurance  Company  in  igoy. 

CHRTSTOPHKR,  RICHARD  C,  assistant  United  States  man- 
ager of  the  Caledonian  Insurance  Company  of  Scotland,  was  born  in 
New  York  city,  and  was  educated  in  the  public  schools  of  that  city 
and  in  Dolbear's  Business  College.  He  entered  the  employ  of  the 
Niagara  Fire  Insurance  Company,  afterwards  becoming  special  agent 
for  New  York  state,  and  in  1890  he  was  appointed  general  agent  for 
the  same  company  in  the  middle  department  field.  From  1892- 1894 
he  represented  the  Caledonian  Insurance  Company  and  Niagara 
Fire  Insurance  Company  as  general  agent  in  the  same  field,  and 
from  the  latter  year  until  1905  was  general  agent  for  the  Caledonian 
Insurance  Company  in  the  same  territory.  He  was  elected  president 
of  the  Underwriters  Association  of  the  middle  department  in  1904, 
but  resigned  when  appointed  second  assistant  manager  of  the  Cale- 
donian in  1905.  He  was  appointed  to  his  present  position  in  1906, 
and  is  also  vice-president  and  a  director  of  the  CaledoniJin-American 
Insurance  Company  of  New  York. 

CHRISTY,  EDWIN  WAKEFIELD,  was  born  at  Payne's  Cor- 
ners, Trumbull  county,  O.,  November  29,  1863.  He  was  educated 
in  the  public  schools  of  Warren,  O.,  Hiram  College,  and  the  Uni- 
versity of  Michigan,  graduating  from  the  latter  institution  in  1887. 
Was  engaged  in  general  insurance  business,  fire,  life,  and  accident, 
at  Warren,  O.,  some  time  prior  to  1889,  at  which  time  he  con- 
tracted with  the  United  States  Life  Insurance  Company,  repre- 
senting it  in  eastern  Ohio.  He  was  afterwards  promoted  to  man- 
ager of  the  Cleveland  agency,  controlling  the  northern  half  of  Ohio, 
and  later  was  made  manager  also  of  the  Cincinnati  agency  of  the 
same  company,  and  now  controls  the  entire  state  of  Ohio,  managing 
the  Cleveland  and  Cincinnati  offices  separately.  He  is  a  director  in 
the  Colonial  National  Bank,  vice-president  City  Trust  Company, 
also  director  Lucas  County  Savings  Bank,  Toledo,  O.,  Southern 
Ohio  Traction  Company,  and  Mud  Lake  Lumber  Company;  a 
member  of  the  Roadside  and  Century  Clubs  of  Clevehmd,  and  a 
member  of  the  Church  of  Christ  of  Cleveland. 

CHUBB,  WILLIAM,  president  of  the  Reliance  Insurance  Com- 
pany of  Philadelphia  was  bom  in  that  city  March  21,  1845.  After 
leaving  school  at  the  age  of  fifteen  years,  he  entered  the  office  of 
the  Reliance  as  clerk,  and  his  whole  business  life  has  been  con- 
nected with  that  company.  He  was  elected  secretary  in  1869,  vice- 
president   in   1892,  and  president  in   1894. 

CILLEY,  ALMON  BENJAMIN,  manager  of  the  Equitable  Ac- 
cident Insurance  Company  of  Boston,  was  born  of  American  parent- 
age at  South  Newbury,  New  Hampshire,  May  7,  1865.  He  received  a 
common  school  education,  and  his  early  vocation  was  that  of  a 
fanner  boy  and  clerk  in  a  general   store.     Later   he  entered  the 
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Cnited  States  Railway  mail  service,  which  he  left  to  enter  the 
accident  insurance  business,  as  an  agent  of  the  United  States 
Casualty  in  Boston,  sul)se(|ucntly  becoming  special  agent  and 
general  a^ciil  for  the  company.  In  1907.  he  was  appointed  United 
Stales  manager  for  the  Norwich  and  London  Accident  Insurance 
Association,  on  its  begiiming  business  in  the  United  States,  and 
on  the  re-insurance  of  the  business  in  the  United  States  Casualty 
Company,  he  was  appointed  manager  of  that  company's  accident 
and  health  insurance  departments.  He  resigned  in  1909,  and  in  19 10 
was  appointed  manager  of  the  commercial  accident  department  of  the 
Equitable  Accident  Insurance  Company  of  Boston. 

CINCINNATI  EQUITABLE  INSURANCE  COMPANY 
r Mutual),  Cincinnati,  O.  Organized  1826.  Frank  J.  Jones,  presi- 
dent; E.  H.  Ernst,  secretary. 

CINCINNATI  LIFE  UNDERWRITERS'  ASSOCIATION 
was  organized  December  16.  1890,  the  tirst  officers  being  Charles  K 
Logan,  presitlent ;  M.  J.  Mack,  vice-president ;  S.  M.  Brandebury^ 
treasurer;  and  Frank  M.  Joyce,  secretary.  The  present  officers, 
elected  at  the  annual  meeting  in  March,  1910,  are:  President, 
W.  A.  R.  Bruehl,  Home  Life;  vice-president,  S.  P.  Ellis;  Provident 
Life  &  Trust;  secretary,  John  W.  Mackelfresh,  Penn  Mutual;  treas- 
urer. J.  \V.  Kirgan,  Fidelity  Mutual. 

CINCINNATI  UNDERWRITERS.  Composed  of  the  Eureka 
Fire  and  Marine  and  Security  Insurance  Companies  of  Cincinnati. 
F.  A.  Rothier,  president;  Adam  Benus,  secretary. 

CINCINNATI  UNDERWRITERS'  ASSOCIATION  of  Cin- 
cinnati, O.  At  the  annual  meeting  held  in  January,  1910,  the  follow- 
ing officers  were  elected :  President,  B.  T.  demons ;  vice-president. 
.Mbcrt  W.  Sohcll ;  treasurer,  K.  T.  Weiss;  secretary,  William  Stredel- 
man ;  directors:  William  Stredelman,  Clifford  Latta.  B.  T.  Clemons, 
F.  J.  Blaine,  E.  F.  Weiss,  L.  L.  Rauh  and  A.  W.  Schell. 

CITIZENS  INSURANCE  COMPANY,  St.  Louis,  Mo,  Or- 
ganized i8j7:  capital,  $20o,0(X).  Charles  E.  Chase,  president;  P.  O. 
Crocker,  secretary. 

CITY  INSURANCE  COMPANY,  Pittsburg,  Pa.  Organized 
1870;  capital,  $100,000.  Ed.  Kelly,  Jr.,  president;  A.  S.  Bishop, 
secretary. 

CITIZENS  LIFE  INSURANCE  COMPANY,  Louisville,  Ky. 
Organized  1904.    W.  H.  Gregory,  president;  J.  W,  Peake,  secretary. 

»  CITIZENS  MUTUAL  INSURANCE  COMPANY,  Boston. 
Mass.  Incorporated  1846.  George  W.  Hinkley,  president  and 
treasurer;  Charles  F.  Bowers,  secretary. 

CITY  OF  NEW  YORK  INSURANCE  COMPANY,  New 
York.  Organized  1905;  capital  $500,000.  Major  A.  White,  presi- 
dent; J.  Carroll  French,  secretary. 
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CLARK,  ERNEST  J.,  Baltimore,  formerly  secretary  of  the  Na- 
tional Association  of  Life  Underwriters,   was  born  near  Newton - 
ville,  O.,  June  zy^  1872.     He  received  a  university  education,  grad 
uating  from  the  Lebanon   University  in  the  class  of   1890.     After 
teaching  school  for  one  year,  he  entered  the  life  insurance  business 
in  Cincinnati,   and  in   1892  was  appointed  assistant   superintendent 
of  agents  in  Ohio  for  the  Mutual  Benefit  Life  Insurance  Companv 
In  June,  1894,  he  was  appointed  superintendent  of  agents  for  the 
John  Hancock  Mutual  Life  Insurance  Company  for  Ohio  and  West 
Virginia,  and  in  January,   1897,  he  was  appointed  state  agent   for 
the   John    Hancock    for   Maryland   and   the   District   of   Columbia 
which  position  he  still  holds.    Mr.  Clark  was  one  of  the  organizers 
of  the   Baltimore  Life  Underwriters'   Association,   and   has   served 
the   association   in   the   capacities  of  president   and   secretary.     He 
»vas  elected  secretary  of  the  National  Association  of  Life   Under- 
writers at  its  annual  convention  in  Indianapolis  in  1904,  was  re-elected 
at  Hartford  in  1905,  and  again  at  St.  Louis  in  1906.     He  was  elected 
chairman  of  the  executive  committee  of  the  National  Association  of 
Lite  Underwriters  in  1909,  which  office  he  now  holds.    Mr.  Clark  was 
also  vice-president  of  the  United  Surety  Company  of  Baltimore,  but 
resigned  in  June,  19 10. 

CLARK.  OSMAN  DEWEY,  secretary  of  the  National  Lift 
Insurance  Company  of  Montpelier,  Vt.,  was  born  at  Montpelicr, 
November  26,  1855.  He  was  educated  in  the  public  schools  of  that 
place  and  graduated  from  Amherst  College  in  1876.  He  was  ad- 
mitted to  the  Vermont  bar  in  1879,  and  entered  the  service  of  the 
National  Life  as  assistant  secretary  in  1885,  and  served  as  such 
until  elected  to  the  secretaryship  in  1899.  He  served  during  the 
Spanish-American  war  as  Colonel  of  the  First  Vermont  Volunteer 
Infantry. 

CLARK,  WILLIAM  B.,  president  of  the  v^tna  Insurance  Com 
pany  of  Hartford,  was  born  in  that  city  in  June,  1841.     When  six 
teen  years  old  he  entered  the  office  of  the  Phoenix  Insurance  Com- 
pany  of   Hartford   as   bookkeeper,   and    remained   with    that   com 
pany  eleven  years,  the  last  four  as  secretary.      Mr.   Clark  joined 
the  ^tna  in  1868  as  assistant  secretary.    He  was  elected  vice-presi- 
dent in   September,   1888,  and  was  elected  president  November  30, 
1892.-   He  was  vice-president  of  the  National  Board  of  Fire  Under- 
writers in  1894  and  1895,  find  was  elected  to  the  presidency  of  the 
board  in  1896. 

CLAUSES,  LIMITING,  IN  FIRE  INSURANCE  POtlCIES. 
(See  Policy  Forms,  Fire.] 

CLAUSES  LIMITING  THE  LIABILITY  OF  THE  IN- 
SURER, IN  FIRE  INSURANCE.  [See  Co-Insurance  Clause; 
Legislation;  Policy  Forms,  Fire.] 

CLEMENCE,  E.  R.,  treasurer  of  the  Underwriters'  Associa- 
tion   of   the   middle    department,    was    born    at    Terry  ville,    Conn., 
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March  5,  1847,  and  was  educated  in  the  schools  of  that  state.  He 
began  the  insurance  business  in  Philadelphia  in  the  old-established 
firm  of  James  I.  Boswell  in  1871,  and  when  the  ^Ana.  Insurance 
Company  established  its  branch  office  in  that  city  in  1875  was  ap- 
pointed chief  clerk.  Mr.  Clcmence  has  been  identified  with  the 
middle  department  association  since  its  organization,  and  was  its 
secretary  and  treasurer  from  November,  1888,  to  April,  1905, — 
on  that  date  the  offices  were  divided  and  he  was  appointed  treasurer. 

CLEVELAND  FIRE  INSURANCE  EXCHANGE.  In  May, 
1889,  the  Cleveland  Board  of  Fire  Underwriters  was  reorganized 
with  the  above  title.  The  organization  was  completed  in  June 
with  the  following  officers:  A.  W.  Parsons,  president;  A.  W. 
Neale,  vice-president;  J.  T.  Kirkwood,  treasurer;  M.  C.  Willis, 
secretary.  Ihe  officers  elected  at  the  annual  meeting  in  February, 
1910,  were:  President,  A.  H.  Bpdell;  vice-president,  O.  M.  Mc- 
Aninch;  secretary,  M.  C.  WiUis. 

CLEVELAND  LIFE  INSURANCE  COMPANY,  Cleveland, 
Ohio.  Organized  1907;  capital  paid  in  $184,900.  Wm.  H.  Hunt, 
president;  L.  Q.  Rawson,  secretary. 

CLEVELAND  LIFE  UNDERWRITERS'  ASSOCIATION 
was  organized  in  May,  1889.  The  original  officers  were:  F.  A. 
Kendall,  president;  J.  W.  Lee  and  W.  B.  Hillman,  vice-presidents; 
J.  C.  Trask,  secretary;  O.  N.  CHmsted,  treasurer.  The  present 
officers  and  executive  committee  of  the  association,  who  were  elected 
at  the  annual  meeting  in  March,  1910,  are :  President,  H.  F.  Mc- 
Nutt,  New  England  Mutual  Life;  vice-president,  R.  C.  Allen,  Mutual 
Benefit;  second  vice-president,  E.  B.  Hamlin,  National  of  Vermont; 
secretary,  T.  M.  Norris,  Union  Central;  executive  committee,  Her- 
man Moss,  Equitable,  chairman;  J-  M.  Mcintosh,  Prudential;  G.  W. 
Saywell,  State  Mutual,  C  W.  Gould,  Penn  Mutual,  and  Dr.  W.  H. 
Kinnicntt,  Massachusetts  Mutual. 

CLIFFORD,  CHARLES  CLIFTON,  assistant  secretary  of 
the  New  Hampshire  Fire  Insurance  Company,  Manchester,  N.  H., 
was  educated  in  the  public  schools  of  that  city  and  began  his  business 
career  as  a  clerk  in  the  local  post-office.  He  is  a  native  of  New 
Hampshire,  and  was  born  of  American  parentage  at  Danville,  N. 
H.,  August  8,  1865.  He  began  his  insurance  career  with  the  New 
Hampshire  Fire  in  1885,  and  was  appointed  special  agent  of  the 
company  for  Massachusetts,  Rhode  Island,  and  Connecticut  in 
1893.    He  was  appointed  to  his  present  position  in  1905. 

CLUNES,  JAMES,  manager  of  the  fire  and  life  departments  of 
the  London  Assurance  Corporation  at  the  home  office,  is  a  native 
of  Scotland.  In  1861  he  entered  the  Edinburgh  office  of  the  Al- 
liance, and,  after  serving  an  apprenticeship  there,  was  transferred 
to  the  foreign  department  in  London,  where  he  remained  some 
years.    He  was  then  sent  to  Scotland  as  chief  clerk  and  surveyor,  and 
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was  afterwards  made  the  company's  manager  in  Scotland.  In  1881 
he  was  appointed  sub-manager  at  the  head  office  of  the  Commercial 
Union,  and  this  was  succeeded  by  his  appointment  as  manager  of 
the  fire-department  of  the  London  Assurance  in  1882,  and  of  the 
life  department  in  1895. 

con  BAN,  WALTER  II.,  is  a  native  of  Lowell.  Wis.,  where  he 
was  born  January  7,  1B59.  He  had  a  common  school  education 
and  was  raised  on  a  farm  in  Wisconsin.  He  began  insurance  work 
in  1882  as  a  local  agent,  and  from  1886  to  1890  was  special  agent  for 
Dakota  companies.  After  two  years  with  the  Northwestern  Mu- 
tual Life  Insurance  Company  he  re-entered  the  fire  insurance  field. 
Mr.  Cobban  was  secretary  of  the  Minnesota  and  Dakota  Fire  Under- 
writers in  1893  and  president  of  that  organization  in  1894.  He  was 
state  agent  of  the  Manchester  Fire  Assurance  Company  for  Min- 
nesota, North  Dakota,  South  Dakota,  for  ten  years,  1892  to  1902. 
He  was  appointed  manager  in  Minnesota,  North  Dakota,  and  South 
Dakota  for  the  Phoenix  Mutual  Life  Insurance  Company  of  Hart- 
ford January  2,  1902,  and  in  1907  was  appointed  manager  for  west- 
ern Pennsylvania  of  the  General  Adjustment  Bureau,  with  head- 
quarters at  Pittsburg,  but  resigned  in  1909,  and  was  special  agent  of 
the  Calumet  Insurance  Company  in  Wisconsin  and  Minnesota  until 
May,  1910,  when  he  became  an  independent  adjuster  with  headquar- 
ters in  Pittsburgh. 

COCHRAN,  GEORGE  IRA,  president  of  the  Pacific  Mutual 
Life  Insurance  Company,  was  born  near  Toronto.  Canada,  July  i, 
1863.  He  removed  with  his  parents  to  Japan  in  1873,  where  the 
family  resided  until  1879.  In  the  latter  year  his  father  returned 
to  his  former  home  at  Toronto,  where  young  George  entered  To- 
ronto University  and  where  later  he  was  called  to  the  bar.  He 
went  to  Los  Angeles  in  1888,  and  became  actively  interested  in 
many  of  the  business  enterprises  of  southern  California.  He  is 
vice-president  of  the  Broadway  Bank  and  Trust  Company,  a  director 
of  the  Los  Angeles  Trust  Company,  and  of  many  other  corporations. 
He  was  also  vice-president  of  the  Conservative  Life  Insurance  Com- 
pany, and  became  president  of  the  Pacific  Mutual  Life  shortly  after 
those  two  companies  were  consolidated  in  1906. 

COCHRAN,  RICHARD  ELLIS,  third  vice-president  and  a  di- 
rector of  the  United, States  Life  Insurance  Company,  was  born  June 
24,  1849,  in  York,  Pa.,  of  Scotch,  Irish,  and  German  ancestry.  He 
was  educated  iu.  public  and  private  schools,  and  his  early  vocation 
was  that  of  a  printer.  Afterwards  he  was  a  coal  operator.  He  went 
into  the  life  insurance  business  some  years  ago  with  the  United 
States  Life  Insurance  Company  of  New  York,  of  which  he  is  now 
third  vice-president.  Mr.  Cochran  was  elected  president  of  the  Na- 
tional Association  of  Life  Underwriters  at  the  annual  meeting 
in  1898.  He  was  president  of  the  Life  Underwriters'  Asso- 
ciation of  New  York  in  1896  and  third  vice-president  of  the 
Penn.sylvania  Society  of  New  York  in  1900.     He  is  al.so  a  director 
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of  the  American  Grass  Twine  Company,  president  and  director  of 
The  Dairy  Supply  Company  of  America  and  trustee  of  the  Empire 
City  Savings  liank  of  New  York. 

COCniiAN,  SAMUEL  POYNTZ,  member  of  the  firm  of 
Trezevant  &  Cocliran,  Dallas,  Tex.,  southwestern  department  man- 
agers for  a  number  of  prominent  companieSj  was  born  in  Lexington, 
Ky.,  September  II,  1855,  of  Scotch-Irish  ancestry.  He  was  educa- 
ted in  the  public  schools  in  Covington,  Ky.,  and  on  leaving  school 
in  1873  he  began  his  insurance  career  as  one  of  the  surveying 
^orps  employed  by  the  National  Board  of  Fire  Underwriters  to  sur- 
vey and  rate  Cincinnati,  Ohio,  on  the  schedule  plan.  He  was  en- 
gaged in  this  work  in  Cincinnati,  Columbus,  Dayton,  and  Toledo, 
Ohio,  for  about  a  year,  and  then  entered  the  general  agency  office 
of  J.  W.  Cochran  &  Sons,  general  agents  of  the  Franklin  Fire  of 
Philadelphia,  at  Lexington,  Ky.  Later  he  engaged  in  the  local 
agency  business  at  Covington,  and"  served  as  deputy  United  States 
marshal  for  the  eastern  district  of  Kentucky.  In  1881  he  became 
special  agent  of  the  Phoenix  of  Hartford  for  Texas,  and  for  a  short 
time  acted  in  the  same  capacity  for  the  Springfield  Fire  and  Marine. 
On  July  I,  1883,  he  became  connected  with  and  on  January  i,  1884, 
was  admitted  to  full  partnership  in  the  firm  of  Dargan  &  Treze- 
vant, and  July  i,  1888,  the  firm  name  was  changed  to  Trezevant  & 
Cochran.  Mr.  Cochran  is  prominent  in  Masonic  circles,  being  a 
Knight  Templar,  Shriner,  and  33d  degree  Scottish  Rite  Mason,  and 
is  actively  interested  in  many  public  enterprises.  The  general 
agency  of  Trezevant  &  Cochran  was  established  in  March,  1876,  by 
Dargan  &  Trezevant,  with  the  Fire  Association  of  Philadelphia 
as  its  first  company,  which  has  remained  continuously  in  the  office. 

COFRAN,  J.  W.  G.,  vice-president  of  the  Hartford  Fire  Insur- 
ance Company,  was  born  at  Goshen,  N.  H.,  and  was  reared  on  a 
farm.  In  1874,  being  then  a  resident  of  San  Francisco,  he  entered 
the  office  of  the  Commercial  Insurance  Company  as  office  boy.  In 
July,  1881,  he  became  a  special  agent  of  the  Hartford  Fire  Insurance 
Company,  and  in  1886  associate  manager  of  its  Pacific  Coast  depart- 
ment with  Mr.  Belden.  In  1895  Mr.  Cofran  was  transferred  by  the 
company  to  Chicago,  where  he  became  assistant  general  agent  of  the 
western  department.  On  the  death  of  Mr.  Hey  wood  he  was  ad- 
vanced to  associate  general  agent  of  the  department  with  Mr.  Bissell, 
his  appointment  dating  from  June  i,  1896.  On  December  1st,  1909,  he 
was  elected  vice-president  of  the  company  and  removed  to  the  home 
office  at  Hartford. 

COHEN,  MAX,  insurance  journalist,  was  born  at  Lowenberg, 
Germany,  January  26,  1846,  and  came  to  the  United  States  when  a 
lad  of  twelve  years,  taking  up  his  residence  at  Washington,  D.  C 
In  the  early  part  of  1862,  while  serving  his  apprenticeship  in  the 
printing  office,  and  not  much  more  than  seventeen  years  of  age,  he 
enlisted  in  the  Third  Indiana  Cavalry,  but  after  three  months'  ser- 
vice, being  stricken  down  with  southern  fever,  he  was  discharged  as 
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"a  minor."  When  General  Early,  with  his  Confederates,  made  the 
raid  into  Maryland,  Max  promptly  re-enlisted  for  the  djsfense  of 
Washington,  in  the  company  hurriedly  formed  at  the  government 
printing  office.  On  the  completion  of  his  apprenticeship  he  went  t^ 
work  on  the  Washington  Chronicle,  and  in  ^  the  course  of  time  be- 
came its  advertising  manager.  He  resigned  that  position  in  1876  to 
engage  in  the  printing  business.  Prominently  identifying  himself 
with  fraternal  orders,  he  studied  their  life  insurance  features,  and 
made  strenuous  efforts  to  secure  a  more  reliable  system  and  the 
creation  of  proper  reserve  funds.  This  led  him,  in  1886,  to  dispose 
of  his  printing  business  to  engage  in  life  insurance.  In  1889  he 
discontinued  that  business  and  established  the  insurance  journal 
yicws  to  advocate  federal  regulation  of  insurance.  To  his  ener- 
getic efforts  is  largely  due  the  prominence  given  to  this  subject  in 
Congress,  and  the  identification  of  insurance  with  corporations 
engaged  in  inter-state  commerce  in  the  congressional  enactments 
creating  the  department  of  commerce  and  labor.  Mr.  Cohen  is 
author  of  "Garfield  Souvenirs,"  "Gems  of  Press  and  Pulpit,"  and 
other  works  which  have  attained  popularity. 

CO-INSURANCE  CLAUSE  IN  FIRE  UNDERWRITING 
The  80  per  cent,  co-insurance  clause,  which  was  adopted  by  fire 
insurance  companies  and  associations,  went  into  effect  on  rated 
risks  in  New  York,  New  England,  and  many  of  the  principal 
cities  from  1892  to  1899,  but  encountered  considerable  opposition 
from  property-owners  almost  solely  because  it  was  not  understood, 
and  excited  hostile  legislation  in  a  large  number  of  legislatures. 

The  Missouri  and  Tennessee  legislatures  adopted  laws  prohibit- 
ing limiting  clauses  in  1893.  The  Maine  legislature  passed  a  law 
in  1893,  but  repealed  it  in  1895.  The  Missouri  legislature  in  1903, 
however,  amended  its  law,  so  as  to  permit  the  clause  to  be  used  in 
cities  of  the  state  containing  100,000  inhabitants  or  over,  provided 
acceptance  by  the  insured  is  endorsed  on  the  policy,  and  in  the  same 
year  the  Tennessee  legislature  amended  the  law  of  that  state  so  as 
to  make  the  use  of  the  co-insurance  clause  optional. 

In  1894  anti-co-insurance  legislation  appeared  in  the  legislatures 
of  Iowa,  Louisiana,  New  York,  South  Carolina,  and  Virginia.  It 
was  successful  in  the  first  two  and  failed  in  the  other  three. 

In  1895  bills  prohibiting  limiting  clauses  were  adopted  in 
Georgia,  Idaho,  Indiana,  Michigan,  Minnesota,  and  Wisconsin,  and 
failed  in  Arkansas,  Colorado,  Connecticut,  Illinois,  Kansas,  and 
Massachusetts.     The  Idaho  bill  was  vetoed  by  the  Governor. 

In  1896  the  legislatures  of  Louisiana,  Massachusetts,  New  York, 
Ohio,  Vermont,  and  Virginia  considered  similar  bills.  The  Ohio 
hill  became  a  law,  those  in  the  other  states  were  defeated. 

In  1897  similar  bills  were  introduced  in  Colorado,  Illinois. 
Massachusetts,  and  North  Carolina,  hut  were  not  passed.  The 
legislatures  of  Iowa  and  Wisconsin  revised  their  insurance  laws, 
and  in  doing  so  substituted  new  sections  in  reference  to  the  co- 
insurance clause  for  those  standing. 
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In  1898,  anti-co-insurance  bills  appeared  in  the  legislatures  of 
Louisiana,  Maryland,  Massachusetts,  Vermont,  and  Virginia,  but 
failed  to  pass.  In  1899  these  bills  were  introduced  in  the  legisla- 
tures of  Illinois,  Massachusetts,  and  Nebraska  without  success.  In 
1900  a  bill  passed  the  New  Jersey  legislature  and  became  a  law, 
but  a  similar  bill  in  the  Massachusetts  legislature  failed. 

In  1901  anti-co-insurance  bills  failed  in  the  legislatures  of  Ala- 
bama, Colorado,  Massachusetts,  and  Missouri.  The  Indiana  law 
was  amended. 

In  1902  an  anti-co-insurance  bill  in  the  Maryland  legislature 
failed,  but,  on  the  other  hand,  the  Ohio  legislature  repealed  the 
law  of  that  state. 

Bills  were  passed  by  the  Minnesota  and  Tennessee  legislatures 
of  1903  to  make  the  use  of  the  co-insurance  clause  optional  in  the 
state.  The  amended  Minnesota  law  permits  the  use  of  the  clause 
on  risks  of  $25,000  and  over,  and  the  Tennessee  law  makes  its  use 
optional  in  cities  of  15,000  population  and  over.  Missouri  modified 
its  law  so  as  to  permit  the  use  of  the  clause  in  cities  having  100,000 
population  and  over.  An  anti-co-insurance  bill  in  the  Illinois 
legislature  of  1903  failed.  An  anti-co-insurance  bill  in  the  Mary- 
land legislature  of  1904  failed,  and  a  bill  to  repeal  the  Missouri 
law  in  the  legislature  of  1905  failed  of  passage,  as  did  also  a  bill  in 
the  Tennessee  legislature.  A  bill  to  prohibit  the  co-insurance  clause  . 
in  Kansas  also  failed  of  enactment  in  1905.  Bills  in  the  legislatures 
of  North  Carolina,  Alabama,  and  West  Virginia  in  1907  failed  of 
enactment.  Minnesota  amended  the  law  slightly  and  in  1908 
Louisiana  amended  its  co-insurance  law,  and  bills  were  pending 
in  several  legislatures  when  this  record  closed. 

Laws  prohibiting  the  co-insurance  clauses  are  in  force,  there- 
fore, in  ten  states:  Missouri  (1893,  modified  in  1903  as  to  cities), 
Tennessee  (1893),  Iowa  (1897),  Louisiana  (1894),  Indiana  (1895), 
Georgia  (1895),  Michigan  (1895),  Minnesota  (1895),  Wisconsin 
(1897),  New  Jersey  (1900). 

The  Georgia  law  (known  as  the  Dodson  law)  of  1895  is  as 
follows : 

Section  i.  That^  from  and  after  the  passage  of  this  act  all  insurance 
companies  issuing  policies  on  property  in  thts  State  shall  pay^  to  their  policy- 
holders the  full  amount  of  loss  sustained  upon  the  property  insured  by  them; 
provided  said  amount  of  loss  does  not  exceed  the  amount  of  insurance  ex- 
pressed in  the  policy,  and  that  all  stipulations  in  such  policies  to  the  contrary 
shall  be  null  and  void;  provided  that  in  cases  of  losses  on  stocks  of  goods  and 
merchandise  and  other  sjK-cics  of  personal  property  changing  in  specifics  and 
quantity  by  the  usual  customs  of  trade,  only  the  actual  value  of  the  property 
at  the  time  of  loss  may  be  recovered,  provided  the  loss  docs  not  exceed  the 
amount    exprosst'd    in    the    policy. 

The  Indiana  law  of  1895,  as  amended  in  190T,  is  as  follows: 

Section  i.  It  shall  be  unlawful  for  any  fire  insurance  company  doing 
business  in  this  State  to  issue  any  policy  or  contract  of  insurance  covering 
property  in  this  State  which  shall  contain  any  clause  or  provision  requiring  the 
assured  to  take  out  or  maintain  a  larger  amount  of  insurance  than  that  ex- 
pressed in   such    policy,   nor   in   any   way   providing  that  the   assured  shall   be 
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liable  as  co-insurer  with  the  company  issuing  the  policy  for  any  part  of  the  loss 
or  damage  which  may  be  caused  by  fire  or  lightning  to  the  property  described 
in  such  policy,  and  an^  such  clause  or  provision  shall  be  nun  and  void  and  to 
go  effect,  except  that  it  may  be  lawful  for  such  insurance  companies  to  issue, 
and  it  may  be  optional  with  the  assured  to  accept  a  policy  or  contract  of 
insurance  containing  a  co-insurance  clause  or  provision  when  a  reduction  in 
the  rate  for  insurance  on  the  property  described  in  such  policy  is  the  con- 
sideration named,  and  when  so  accepted  the  co-insurance  clause  or  provision 
shall  be  binding  on  the  assured  and  the  company:  Provided,  that  the  pro- 
vision of  this  act  shall  not  apply  to  railroad  or  marine  insurance. 

Section  a.  The  insertion  of  any  such  clauses,  riders,  or  provisions,  except 
as  provided  in  the  first  section  of  this  act,  shall  be  null  and  void. 

Section  3.  Any  insurance  company  violating  the  provisions  of  this  law 
shall,  upon  conviction,  forfeit  its  rignt  to  do  business  in  this  State. 

Section  4.  Any  person,  upon  knowledge  of  a  violation  of  the  provisions 
of  this  act,  may  file  with  the  auditor  of  State  charges  in  writing,  detailing 
the  charges  clearly.  The  auditor  of  State,  upon  receiving  such  notice,  shall 
forth-witn  give  ten  days'  notice  to  the  president  ^f  the  insurance  company 
charged  with  such  violation,  requiring  saici  company  to  appear  before  him  and 
show  cause  why  the  authority  of  said  company  to  do  business  in  this  State 
should  not  be  revoked. 

Section  5.  Any  insurance  company  doing  business  in^  this  State  failing  to 
appear  before  the  auditor  of  State  as  requireid  in  notice  issued  by  him,  for  a 
period  of  twenty  days  after  the  mailing  of  such  notice,  as  required  by  this 
act,  shall  be  found  guilty  of  having  violated  its  provisions,  and  the  auditor  of 
State  shall  forthwith  suspend  such  company  from  doing  business  in  this  State 
until  its  compliance  is  made  with  this  act. 

Section  6.  Upon  the  appearance  of  any  insurance  company  charged  with 
a  violation  of  the  provisions  of  this  act,  a  full  hearing  of  the  cnarges  shall  be 
had  before  the  auditor  of  State.  The  auditor  of  State  shall  have  exclusive 
jurisdiction  of  such  hearing.  After  such  hearing  is  had  the  auditor  of  State 
shall  render  a  judgment  of  guilty  or  not  guilty;  and  in  case  he  shall  find  such 
insurance  company  guilty  or  a  violation  of  this  act,  he  shall  forthwith  suspend 
such  companv  from  doing  business  in  this  State,  and  said  company  shall  stand 
so  suspended  until  a  full  and  complete  compliance  is  made  by  it  with  the 
provisions  of  this  act. 

The  following  is  Section  1746  of  the  code,  adopted  by  the  Iowa 
legislature  in  1897.  It  takes  the  place  of  the  Iowa  anti-co-insurance 
law  of  1894: 

Section  1746.  Any  provision,  contract,  or  stipulation  contained  in  any 
policy  of  insurance  issued  by  an^  insurance  company  doin^  business  in  the 
State  under  the  provisions  of  this  chapter,  providing  or  stipulating  that  the 
insured  shall  maintain  any  insurance  or  any  property  covered  by  such  policy 
to  any  extent,  or  shall  to  any  extent  be  an  insurer  of  the  property  insured  in 
such  policy,  shall  be  void,^  and  the  auditor  of  State  shall  refuse  to  authorize  any 
such  company  to  do  business  or  to  renew  the  authority  or  the  certificate  of 
any  such  company  when  the  form  of  policy  issued  or  proposed  contains  any 
such  provision,  contract,  or  stipulation.  No  condition  or  stipulation  in  a 
policy  of  insurance  fixing  the  amount  of  liability  or  recovery  under  such 
policy  with  reference  to  pro-rating  with  other  insurance  on  property  shall  be 
valid,  except  as  to  other  valid  and  collectible  insurance,  any  agreement  to  the 
contrary  notwithstanding. 

Thx;  Louisiana  legislature  in  1908  enacted  tlic  following: 

Section  i.  That  ntf  insurance  policy  hcrraftcr  issued  b^  any  insurance 
company  authorized  to  do  business  in  this  State,  shall  contain  any  clause  or 
provision  requiring  the  assured  to  take  out  or  maintain  a  la-rger  amount  of 
insurance  than  that  covered  by  such  policy,  nor  in  any  way  providing  that 
the  assured  shall  be  liable  as  co-insurer  with  the  company  issuing  the  policy 
for  any  part  of  the  loss  or  damage  which  mav  be  occasioned  by  fire,  lightning 
or  windstorm  to  the  property  located  in  this  State  covered  by  such  policy,  nor 
iTf^ying  provisions  for  a  reduction  of  such  loss  or  damage,  or  any  part  thereof. 
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by  reabon  of  the  failure  ot  the  assured  to  take  out  and  maintain  other  in 
surance  upon  said  property.  And  all  clauses  and  provisions  in  such  insurance 
policies,  issued  after  the  taking  effect  of  this  Act,  in  contravention  of  the 
prohibitions  in  this  act  contained,  shall  be  ab  initio  void  and  of  no  eflfec*. 
Provided,  that  the  provisions  of  this  Act  shall  not  apply  to  policies  issued 
upon  personal  or  mv>vable  proj)erty  wherever  the  said  policies  are  stamped 
on  the  face_  and  back  of  the  policy  as  follows:  "This  policy  is  issued  subject 
to  the  conditions  of  the  co-insurance  clause  attached  hereto. 

The  following  is  the  Michigan  law  of  1895: 

Section  1.  That  it  shall  be  unlawful  hereafter  for  any  fire  insurance  com- 
pany doing  business  in  the  State  of  Michigan  to  provide  by  any  irsurance 
policy  issued  by  it  or  by  any  clause  therein,  or  by  any  separate  agreement,  con- 
tract, or  otherwise,  that  the  liability  of  said  insurance  company  to  the  insured 
shall  be  limited  or  restricted  by  reason  of  the  failures  of  the  said  insured  to 
insure  the  property  covered  by  said  policy  for  any  certain  amount  or  pro- 
portion  of   the   actual   cash   value   of  such   property. 

Section  2.  Any  provision  of  any  policy,  or  any  contract  or  agreement 
contrary  to  the  provisions  of  this  act,  shall  be  absolutely  void,  and  anv 
insurance  company  issuing  any  policy  of  insurance  containing  any  such  pro- 
vision shall  be  liable  to  the  insured  under  such  policy  in  the  same  manner 
and  to  the  same  extent  as  if  such  provision  were  not  therein  contained. 

Section  .1.  Any  comjiany,  or  companies,  violating  the  provisions  of  the 
first  section  of  this  act,  upon  notice  ard  satisfactory  proof  thereof  being  made 
to  the  commissioner  of  insurance,  shall  have  its  or  their  authority  to  transact 
business  in  the  State  of  Michigan  revoked  for  a  period  of  not  less  than  ninety 
days,  and  any  insurance  company  whose  license  to  do  business  in  Michigan  may 
be  so  rovoked  by  the  commissioner  of  insurance  shall  not  again  be > permitted  to 
do  business  in  Michigan  until  all  penalties  due  hereunder  _  shall  be  paid, 
totrether  with  any  expenses  that  may  be  due  under  the  provisions  of  this  act 
to  the  commissioner  of  insurance. 

Section  4.  Any  individual,  firm,  corporation,  or  association,  company  or 
companies,  viol.ntinp  the  provisions  of  Section  i  of  this  act  shall  be  deemed 
P'uilty  of  a  misdemeanor,  ard  shall  forfeit  to  the  State  a  sum  not  less  than  fifty 
dollars  nor  more  than  ore  hundred  dollars,  to  be  collected  by  the  commissioner 
of  insurance  in  an  action  of  debt. 

The  Michigan  legislature  of  1907  enacted  a  law  to  provide  for 
co-insurance  rider  clauses  to  be  attached  to  the  standard  policy 
form.     The  act  reads  as  follows : 

Section  I.  Whenever  any  person,  firm  or  corporation  shall  make  written 
application  to  any  insurance  company,  authorized  to  do  business  within  the 
State  of  Michigan,  to  attach  to  any  existing  policy  or  to  one  to  be  issued  by 
such  company,  the  latter  shall  have  the  right  to  issue  and  attach  such  co- 
insurance clause,  but  not  otherwise. 

Section  2.  Such  application  shall  be  made  substantially  in  the  following 
form : 

....hereby    request   that   there   be    attached    to _  policy   No of   the 

insurance   company,   the   following  coinsurance   clause,   to   wit: 

"It  is  hereby  agreed  that  the  assured  shall  maintain  insurance  during 
the  life  of  this  policy,  upon  the  property  hereby  insured,  to  the  extent  of  at 
least  ....  JKT  cent,  of  the  actual  cash  value  thereof,  and  that  failing  to  do 
so  the  n-surod  »^hall  be  a  coinsnrcr  to  the  extent  of  the  difTercnce  between  the 
amount  ip«-urcrl  and  the  said  ....  per  cent,  of  the  ca«;h  value,  and  to  that 
extent  shall  hoar  his,  her,  or  tlicir  proportion  of  any  lo«;s.  It  is  also  agreed 
thnt  if  this  policy  he  divided  into  two  or  more  items  the  foregoing  conditions 
shall  apply  to  each  item  separately.  To  the  provisions  of  which  ....  agree  in 
consideration   of  a   reduced  premium   rate. 

"It  is  understood  by  the  undersigned  that  the  effect  of  the  above  mentioned 
coinsurance  clause  when  attached  will  be  to  reduce  the  liability  of  the  insur- 
ance  company    unless    the    property    described    in    the    policy    covered    by   said 
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insurance  is  insured  for   ....    per  cent  of  its  actual  cash  value,  except  where 
the  loss  exceeds  the  amount  of  the  insurance  required  under  this  clause." 
Dated 

Assured. 

Section  3.  All  coinsurance  rider  clauses  attached  to  any  insurance  policy 
in  pursuance  of  the  application  mentioned  in  the  preceding  paragraph  shall  be 
in  the  form  therein  stated  and  duly  signed  by  the  company  or  its  authorized 
«gent 

The  Minnesota  law  of  1895  is  a  part  of  Section  25  of  the 
General  Insurance  Law  adopted  that  year.    The  clause  is  as  follows : 

Section  25.  ...  Any  provision,  contract,  or  stipulation  contained  in  any 
contract  or  policy  of  insurance  issued  or  made  by  any  fire  insurance  company, 
association,  syndicate,  or  corporation,  insuring  any  property  within  this  State, 
except  risks  equipped  by  automatic  sprinklers,  whereby  it  is  provided  or 
stipulated  that  the  assured  shall  maintain  insurance  on  any  proi)erty  covered  by 
the  policy  to  the  extent  of  eight^r  per  cent,  on  the  value  thereof,  or  to  any 
extent  whatever,  and  any  provision  or  stipulation  in  any  such  contract  or 
policy  of  insurance  that  the  msured  shall  be  an  insurer  of  the  property  insured 
to  any  extent,  and  any  provision  or  stipulation  in  any  such  contract  or  policy 
to  the  effect  that  the  insured  shall  bear  any  portion  of  the  loss  on  the  property 
insured,  are  hereby  declared  to  be  null  and  void,  and  the  liability  of  the  com- 
pany, syndicate,  association,  or  corporation  issuing  the  policy  shall  be  the  same 
as  if  no  such  agreement,  stipulation,  or  contract  were  contained  in _  such  policy, 
nor  shall  any  such  insurance  company  insert  any  condition,  stipulation,  or 
agreement  in  any  policy  of  insurance  requiring  a  certificate  from  any  notary 
public,  justice  of  the  peace,  or  other  magistrate  or  person,  as  to  anything  what- 
ever connected  with^  such  insurance  or  loss,  and  any  such  condition  or  stipu- 
lation shall  be  void.^ 

The  legislature  of  1903,  however,  modified  the  above  by  adding 
a  provision  permitting  the  co-insurance  clause  in  policies  on  other 
risks  than  dwellings  and  farm  property  in  excess  of  $25,000  where 
consideration  is  given  in  a  reduced  rate.  This  addition  to  the  section 
(25)  is  as  follows: 

Provided^  however,  that  it  shall  be  lawful  for  such  insurance  companies,  at 
the  written  request  of  the  insured  only,  to  issue,  and  it  may  be  optional  with  the 
assured  to  accept  a  policy  or  contract  of  insurance  containing  a  co-insurance 
clause  or  provision  wherever  a  reduction  in  the  rate  of  insurance  on  the 
property  described  in  such  policy  is  the  consideration  named  for  the  taking  of 
such  co-insurance,  and  when  so  reoucsted  in  writing,  of  which  fact  such 
writing  shall  be  the  only  evidence  and  so  accepted,  the  said  coinsurance  clause 
or  provision  shall  be  binding  on  the  assured  and  on  the  company  issuing 
such  policy:  provided,  further,  that  the  clause  herein  relating  to  coinsurance 
shall  in  no  case  apply  to  dwellings  or  to  farm  property;  nor  shall  said  clause 
apply  to  any  risk  wherein  the  total  insurance  shall  be  less  than  $35,000  on  any 
one  risk,  except  grain  elevators  and  warehouses  and  contents  of  same,  and 
any  person  who  solicits  insurance  and  procures  the  application  therefor 
shall  be  held  to  be  the  agent  of  the  party  thereafter  issuing  the  policy  upon 
such  application,  or  a  renewal  thereof,  anything  in  the  application  or  policy 
to   the   contrary  notwithstanding. 

The  legislature  of  1907  amended  this  section,  reducing  the 
amount  of  insurance  to  $20,000. 

An  act  amending  the  standard  fire  insurance  policy  section  ot 
the  general  laws  of  1895  was  passed  by  the  Minnesota  legislature 
of  185^.  Section  53  (Chapter  175),  as  amended,  contains  the 
following  among  the  stipulations  in  the  standard  policy: 
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Seventh — No  provision  shall  be  attached  to  or  included  in  said  policy 
limiting  the  amount  to  be  paid  in  case  of  total  loss  on  buildings  to  less  than 
the  amount  of   insurance   on   the  same. 

This  stipulation,  is,  however,  governed  by  the  amendment  to 
Section  25  of  the  General  Insurance  Law  passed  in  1903  and  printed 
above. 

The  following  is  the  text  of  the  Missouri  law  of  1893,  as 
amended  by  the  act  of  1903: 

Section  797a  R.  S.  No  fire  insurance  policy  which  may  be  issued  after 
this  section  takes  effect  shall  contain  any  clause  or  provision  requiring  the 
assured  to  take  out  or  maintain  a  larger  amount  of  insurance  than  that  covered 
by  such  policy,  nor  in  any  way  ]>roviding  that  the  assured  shall  be  liable  as 
co-insurer  \vith  the  company  issuing  the  policy  for  any  part  of  the  loss  or 
damage  which  may  be  occasioned  by  fire  or  lightning  to  tnc  property  covered 
by  such  policy,  nor  making  provision  for  a  reduction  of  such  loss  or  damage, 
or  any  part  thereof,  by  reason  of  the  failure  of  the  assured  to  take  out  or 
maintain  other  insurance  upon  said  property,  unless  the  acceptance  by  the 
insured  of  said  clause  or  provision  is  endorsed  upon  the  policy  by  signing 
across  said  clause  or  provision  the  name  of  the  assured  to  whom  said  policy 
is  issued;  provided,  that  the  provisions  of  this  clause  shall  only  apply  to  cities 
in  this  State  containing  100,000  inhabitants  or  over.  And  all^  clauses  and 
provisions  in  fire  policies  issued  after  the  taking  effect  of  this  section  in 
contravention  of  this  section  shall  be  ab  initio  void  and  of  no  effect. 

The  New  Jersey  law  of  1900  is  as  follows : 

Section  i.  No  fire  insurance  company  doing  business  in  this  State  may 
issue  any  policy  or  contract  of  insurance  covering  property  in  this  State 
which  shall  contain  any  clause  or  provision  requiring  the  assured  to  take 
out  or  maintain  a  larger  amount  01  insurance  tlian  that  expressed  in  such 
policy,  nor  in  any  way  providing  that  the  assured  shall  be  liable  as  co-insurer 
with  the  company  issuing  the  policy  for  any  part  of  the  loss  or  damage  which 
may  be  caused  by  fire  or  lightning  to  the  property  described  in  such  policy, 
and  any  such  clause  or  provision  shall  be  null  and  void  and  of  no  effect; 
provided  that  it  ma^  be  optional  with  the  assured  to  accept  a  policy  or  contract 
of  insurance  containing  a  co-insurance  clause  or  provision  when  a  reduction 
in  the  rate  for  insurance  on  the  property  described  in  such  policy  is  the 
consideration  named  in  such  clause,  and  when  so  accepted  the  co-insurance 
clause  or  provision  shall  be  binding  on  the  insured. 

The  following  is  the  text  of  the  Tennessee  law  of  1893: 

Section  i.  That  insurance  companies  shall  pay  their  policy-holders  the 
full  amount  of  loss  sustained  upon  property  insured  by  them,  provided  said 
amount  of  loss  does  not  exceed  the  amount  of  insurance  expressed  in  the 
policy,  and  that  all  stipulations  in  such  policies  to  the  contrary  are  and  shall 
oe  null  and  void;  provided,  however,  that  insurance  policies  issued  upon 
cotton  in  bales  shall  not  be  subject  to  the  provisions  of  this  act. 


The  following  is  the  full  text  of  the  act  to  amend  the  anti-co- 
insurance act  of  1893  as  enacted  by  the  Tennessee  legislature  in 
1903.    It  amends  the  act  by  adding  to  the  first  section  the  following : 

Provided,  however.  That  a  three-quarter  value  limit  clause  may  be 
applied  to  a  policy  of  insurance  if  it  is  left  optional  with  the  insured  whether 
he  will  accept  said  clause  or  not,  and  said  option  is,  in  fact,  given  him,  and 
when  accepted  by  the  policy-holder  it  shall  be  a  valid  contract  between  the 
company  and  the  policy-holder;  provided,  however,  that  said  clause  shall  be 
absolutely  void  even  if  accepted  by  the  policy-holder,  except  under  the  following 
conditions,  to  wit: 
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I.  Said  three-fourths  clause  shall  be  printed  in  bold  type  across  the  face 
of  the  policy  or  on  a  separate  form  as  a  special  agreement,  this  separate  form 
to  be  also  printed  in  clear  type  of  reasonable  size,  and  it  shall  provide  therein 
in  event  of  loss,  if  it  appears  that  there  is  an  excess  in  the  face  of  the  policy 
over  and  above  75  per  cent,  of  the  cash  value  of  the  property  insured,  that 
the  company  shall  return  to  the  assured  all  premiums  that  hav?  been  paid  on 
such  excess,  and  it  shall  also  be  a  condition  precedent  to  the  validity  of  said 
three- fourths  value  limit  clau>c  that  the  insurance  company  has  given  to  the 
insured  accepting  such  a  clause  upon  any  policy,  not  less  than  25  per  cent, 
reduction  from  the  present  basis  rate  as  shown  by  the  rate  sheets  in  the  office  of 
the  insurance  commissioner,  and,  if  the  basis  rate  should  be  lowered,  then 
said  reduction  of  not  less  than  35  per  cent,  shall  be  given  from  such  lowered 
basis  rate,  but  if  in  any  case  the  basis  rate  be  raised  from  the  present  existing 
rate,  said  three-fourths  (^ause  even  if  applied  with  the  consent  of  the  assured, 
and  said  reduction  is  given,  it  shall  be  absolutely  null  and  void  as  to  said 
policy. 

Provided,  also,  a  coinsurance  clause  in  a  policy,  or  attached  in  the  form 
of  a  rider,  shall  be  valid  if  printed  in  clear  bold  type  either  across  the  face 
of  the  policy  or  on  s^id  rider,  and  accepted  by  the  insured  after  the  option 
to  accept  same  or  reject  same  has  been  given  him;  provided,  that,  if  said  co- 
insurance clause  is  accepted  by  the  policy-holder  it  shall  be  a  condition  prece- 
dent to  its  validity  that  the  assured  has  been  allowed  a  reduction  from  the 
present  basis  rate,  as  shown  by  rate  sheet  now  on  file  in  the  office  of  the 
insurance  commissioner  of  not  less  than  5  per  cent,  on  75  per  cent,  coinsur- 
ance clause,  not  less  than  10  per  cent,  on  an  80  per  cent,  coinsurance  clause, 
and  not  less  than  15  per  cent,  on  a  ^o  per  cent,  coinsurance  clause,  and  if 
the  present  basis  rate  is  lowered  the  insured  shall  receive  the  benefit  of  the 
same  reduction  upon  the  lowered  rate,  but  if  the  basis  rate  is  raised  in  any  case 
said  coinsurance  clause  shall  be  void  as  to  said  policy,  although  the  insured 
has  received  the  benefit  of  the  reduced  rate. 

Provided,  further.  That  said  coinsurance  clause  shall  apply  only  to  cities 
and  towns  in  this  state  having  a  population  of  more  than  15,000  by  the  census 
of    1900   or  any   subsequent   federal   census. 

The  following  is  Section  one  of  Chapter  343  of  the  act  of 
April  24,  1897,  of  the  Wisconsin  legislature.  It  is  a  substitute  for 
the  anti-co-insurance  law  of  1895,  which  absolutely  prohibited 
limiting  clauses.     [See  Cyclopedia  for  1896-97.] 

Section  i.  No  insurance  company  doing  business  in  this  State  shall  issue 
any  policy  of  insurance  containing  any  provision  limiting  the  amount  to  be 
paid  in  case-  of  loss  below  the  actual  cash  value  of  the  property,  if  within  the 
amount  of  the  insurance  for  which  premium  is  paid,  and  no  such  company 
shall  require  the  use  of  any  so-called  co-insurance  clauses  or  riders  to  be 
attached  or  made  a  part  of  any  policy  of  insurance  except  at  the  option  of  the 
insured,  and  every  such  company  shall  give  to  every  applicant  for  insurance 
the  rate  of  premium  demanded  with  and  without  such  clause  or  rider.  The 
commissioner  of  insurance,  upon  evidence  furnished  to  him  that  any  such 
insurance  company  has  failed  when  requested  to  furnish  any  applicant  foi 
insurance  such  separate  rates,  shall  forthwith  revoke  the  license  of  said 
company  and  all  its  agents.  If  any  company  which  violates  any  provision  of 
this  section  is  incorporated  under  the  laws  of  this  State  such  violation  shall 
be  cause  for  forfeiting  its  charter,  and  the  attorney-general  shall  institute  pro- 
ceedings to  have  such  forfeiture  declared. 

THE  CO-INSURANCE  CLAUSE  DEFINED. 

What  is  known  in  the  United  States  as  "co-insurance"  has 
been  common  to  marine  underwriting  under  the  name  of  "average" 
from  the  earliest  knowledge  we  have  of  insurance.  The  principle 
involved  is  that  of  a  common  peril   shared  by  all  interested.     If 
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any  portion  of  a  cargo  was  jettisoned  in  order  to  save  the  rest, 
or  if  the  whole  cargo  was  thrown  overboard  to  save  the  ship,  all 
whose  interests  were  imperiled  contributed  to  make  good  the  loss. 
In  fire  insurance  the  principal  is  applied  to  all  policies  issued  in 
Krancc,  Belgium,  Germany,  and  Russia.  It  is  used  in  floating 
policies  in  the  United  Kingdom,  and  in  English  policies  in  Egypt, 
India,  China,  and  Japan.  It  has  been  used  in  a  desultory  fashion 
in  the  United  States,  at  diflFerent  times,  but  it  is  only  within  a  few 
years  that  a  serious  attempt  has  been  made  to  apply  co-insuranct 
universally  to  fire  insurance  policies  in  this  country. 

The  principal  is  that  the  entire  property  at  risk  should  bear  the 
burden  of  the  loss  of  any  part  of  it.  That  can  only  be  done  when 
the  property  is  either  fully  insured  or  is  totally  destroyed.  The 
co-insurance  clause  is  only  operative  in  partial  losses,  which  are  a 
large  percentage  of  the  fire  losses.  In  these  cases  the  owner  con- 
tracts that  he  will  either  carry  insurance  to  the  limit  required,  or 
himself  become  a  co-insurer  for  the  deficiency.  Without  this  clause 
the  underwriter  cannot  intelligently  rate  any  risk.  Property  worth 
$10,000  and  insured  for  $10,000  is  a  very  diflFerent  risk  from  the 
same  property  insured  for  $1,000.  In  the  one  case  the  destruction 
of  one-tenth  of  the  property  means  a  10  per  cent,  loss,  and  in  tht 
other  case  it  means  a  total  loss.  The  two  risks  cannot  properly 
be  written  at  the  same  rate,  because  they  do  not  involve  the  same 
hazard.  The  effect  of  the  universal  application  of  the  principle 
would  be  that  tlie  amount  of  insurance  would  be  somewhat  in- 
creased,  the  premium  rate  would  be  reduced,  while  rates  would  be 
equalized  as  between  the  owners  who  have  heretofore  carried  par- 
tial insurance  and  those  who  have  carried  full  insurance.  For 
some  reason,  which  it  would  be  difficult  to  explain,  except  upon 
the  hypothesis  that  the  property-owner  does  not  know  the  exact 
value  of  his  property,  but  that  he  ought  to  be  able  to  gticss  within 
a  named  percentage  of  it,  the  clause  which  has  come  into  use  in 
the  United  States  is  known  as  the  "percentage  co-insurance  clause," 
and  in  the  standard   forms  of  policies  reads: 

If   at   the   time   of   fire   the    whole    amount    of   insurance   on   the    property 

covered  hy  this  policy  shall  be  less  than    per  cent,  of  the  actual 

cash  value  thereof,  this  company  shall  in   case  of  loss  or  damage  be  liable  for 
only  such  portion  of  such  loss  or  damage  as  the  amount  insured  by  this  policy 

shall  bear  to  the  said   : per  cent,  of  the  actual  cash  value  of  such 

property. 

The  French  clause  translated  reads: 

If  at  the  time  of  a  fire  the  value  of  the  objects  covered  by  the  policy  is 
found  to  exceed  the  total  of  the  insurance,  the  assured  is  considered  as  having 
remained  his  own  insurer  for  that  excess,  and  he  is  to  bear  in  that  character 
his   proportion   of  the   loss. 

The  German  clause  employed  is: 

Tf  in  case  of  a  fire  the  insured  object^;  should  exceed  the  sum  insured, 
and  they  should  be  partly  saved,  the  assured  will  be  considered  as  sclf-insurct 
for  the  excess,  and  is  to  bear  his  share  of  the  loss  pro  rata. 
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To  make  another  illustration  of  the  operation  of  the  co-insut- 
ance  clause  in  the  United  States  policy :  suppose  the  percentage 
inserted  in  the  clause  is  80,  if  the  whole  amount  of  insurance  a\ 
time  of  (ire  be  less  than  eighty  per  cent,  of  value  of  the  insure^ 
property,  the  owner  must  bear  his  share  of  any  loss  for  the  differ 
ence  between  the  total  amount  of  insurance  carried  and  eighty  per 
cent,  of  the  value  of  the  property  insured,  just  as  though  he  wcro 
an  insurance  company  and  had  issued  his  policy  for  this  amount 
Thus,  with  a  stock  of  goods  worth  $10,000  and  an  insurance  o* 
only  $5,000,  $8,000  would  "be  eighty  per  cent,  of  value,  which  would 
make  the  owner,  in  case  of  a  fire,  be  interested  to  the  extent  of 
$3,000,  just  as  though  he  were  an  insurance  company  and  had  issued 
a  policy  insuring  his  own  property  for  $3,000.  This  would  make 
the  necessary  $8,000  insurance,  or  eighty  per  cent,  of  value,  he 
having  become  a  co-insurer  with  the  regular  insurance  company, 
having  its  policy  on  the  risk  for  $5,000.  A  fire  doing  a  damage, 
say,  of  $4»boo,  would  be  paid  for  in  the  following  way : 

Regular  insurance  company  would  pay  five-eighths  of  $4,000,  or  $2,500 

Owner  would  pay  to  himself  (his  share),  .....  1.500 

Making  up  the  whole  loss,        ........  $4,000 

Suppose  now  that  his  regular  insurance  had  been  $8,000,  th** 
co-insurance  clause  would  cost  him  nothing,  as  the  regular  insur- 
ance company  would  pay  him  "as  the  amount  of  insurance  shall 
bear  eighty  per  cent,  of  value,"  which  means,  in  this  case,  the 
regular  company  wpufd  pay  him  eight-eighths  of  $4,000,  or  his 
full  loss. 

On  the  other  hand,  suppose  the  property  to  have  been  entirely 
destroyed,  or  a  total  loss,  he  would  get  the  full  amount  of  his 
regular  insurance,  because  five-eights  of  $10,000  would  amount  to 
more  than  the  face  of  the  policy. 

Again,  suppose  a  man  with  $10,000  value  is  insured  in  the  old 
way  for  but  $5,000,  at  a  rate  of  one  per  cent.,  making  his  yearly 
premium  $50,  and  a  fire  causes  loss  of  $5,000.  He  collects  this 
from  the  companies,  while  his  neighbor,  with  the  same  value, 
hazard,  and  rate,  gets  insured  for  $8,000,  at  a  cost  of  $80  per  an 
num.  and  he  has  a  damage  of  $5,000;  the  one  gets  the  same  as  the 
other  gets,  only  No.  i  has  paid  less  than  No.  2  paid  for  his  insur 
ance,  while  if  the  eighty  per  cent,  co-insurance  clause  were  a  part 
of  both  contracts,  No.  i  would  have  received  from  the  companies 
but  $3,125,  while  No.  2,  who  had  enough  to  satisfy  the  demands 
of  the  eighty  per  cent,  co-insurance  clause,  would  receive  his  full 
loss,  or  $5,000. 

Small  fires  being  by  far  the  more  common,  and,  it  may  be  added, 
by  far  the  more  expense  to  the  companies,  rates  can  be  made  with 
more  fairness  on  the  basis  of  co-insurance  than  without  it. 

The  use  of  the  co-insurance  or  average  clause  was  made  obliga- 
tory in  Great  Britain  on  floating  policies  in  1828  (see  Walford's 
Cyclopedia),  but  the  clause  adopted  was  a  long  one.  It  can  be 
found  on  pages  33-2-3,  Vol.  i. 
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COLE,  WILLIAM  Q.,  ex-insurance  commissioner  of  Missis- 
sippi, was  born  in  Holmes  county,  Mississippi,  June  28,  1856.  He 
received  his  education  in  the  common  schools,  and  has  been  suc- 
cessively printer,  bookkeeper,  superintendent's  clerk,  and  traveling 
auditor  of  a  railroad,  and  state  auditor.  He  v^ras  elected  to  the 
latter  office  in  1899,  taking  his  seat  in  January,  1900,  and  became 
insurance  commissioner,  in  addition,  under  the  new  law  creating 
a  state  insurance  department  in  1902.  He  was  elected  insurance 
commissioner  by  the  popular  vote  in  November,  1903,  for  the  term 
beginning  January,  1904,  and  expiring  January  20,  1908.  In  January, 
1908,  he  was  elected  president  of  the  Lamar  Life  Insurance  Company 
of  Jackson,  Miss. 

COLOGNE  REINSURANCE  COMPANY,  Cologne,  Ger- 
many.   E.  M.  Cragin,  New  York,  United  States  manager. 

COLONIAL  ASSURANCE  COMPANY  OF  THE  CITY 
OF  NEW  YORK,  New  York.  Organized  1896;  capital,  $200,900. 
Leo  H.  Wise,  president;  E.  E.  Hall,  secretary. 

COLONIAL  LIFE  INSURANCE  COMPANY  OF  AMERICA, 
Jersey  City,  N.  J.  Organized  in  1897  to  do  an  industrial  and 
ordinary  business;  capital,  $250,000.  Ernest  J.  Heppenheimer, 
president;   Dunbar  Johnston,  secretary. 

COLORADO  ASSOCIATION  OF  LIFE  UNDERWRITERS 
was  organized  at  a  meeting  held  in  Denver,-  April  7,  1906.  Officers 
were  elected  as- follows:  President,  J.  P.  Cullum,  Union  Central 
Life;  vice-president,  J.  S.  Edwards,  yEtna  Life;  second  vice-presi- 
dent, A.  H.  Stewart,  Union  Mutual;  secretary,  W.  Rolla  Wilson, 
Washington  Life;  treasurer,  W.  W.  Booth,  Provident  Savings.  The 
present  officers  elected  at  the  annual  meeting  in  February,  1910,  are : 
President,  J.  Stanley  Edwards,  Aetna;  vice-president,  Charles  E. 
Thompson,  New  England  Mutual;  second  vice-president,  J.  E.  Ken- 
nedy, Manhattan  Life;  secretary  and  treasurer,  J.  S.  Fabling,  Pacific 
Mutual ;  executive  committee :  John  McGregor,  Massachusetts 
Mutual,  chairman;  A.  E.  Livcrman,  Home  Life;  Ira  B.  Jackson, 
Pacific  Mutual;  Claude  E.  Griffey,  New  York  Life;  H.  A.  Hun- 
sccker,  Traveler^. 

COLORADO  ASSOCIATION  OF  LOCAL  FIRE  INSUR- 
ANCE AGENTS  was  organized  at  a  meeting  held  in  Denver  in 
December,  1907,  and  officers  were  elected  as  follows :  President, 
C.  W.  Gill,  Denver;  first  vice-president,  Charles  T.  Fertig,  Colorado 
Springs;  second  vice-president,  W.  T.  West.  Greeley;  third  vice- 
president,  John  Herbert.  Manzanola ;  secretary-treasurer,  James 
B,   Brown,  Jr. ;   Denver.     The  above  are  the  present  officers. 

COLORADO,  INSURANCE  SUPERVISION  IN.  1883-1910. 
The  state  insurance  department  of  Colorado  was  organized  in 
April,  1883,  the  state  auditor,  elected  for  two  years  by  the  people, 
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being  charged  under  the  statute  with  the  duties  of  supervision  as 
superintendent  of  insurance.     The  superintendents  have  been: 


John  C.  Abbott,   . 
Hiram  A.  Spruance* 
Darwin  P.  Kingslcy, 
Louis  B.   Schwanbeck, 
John  M.  Hendersoiip 
^.   M.  Goodykoontz, 


I 883- I 885 
1 885- 1 887 
1 887- 1 889 
1 889- 189 1 
1891-1893 
1893-1895 


Clifford  C.  Parks,  . 
John  W.  Lowell, 
George  W-  Temple,  . 
Charles  W.  Croutcr, 
John  A.  Holmbcrg,  . 
Alfred  E.  Bent,    . 


1 89s- 1 897 
1897-1899 
1899-I90I 
1901-1903 
1 903-1 905 
1905-1907 


The  legislature  of  1907  created  a  separate  insurance  depart- 
ment, providing  for  the  appointment  of  a  commissioner,  deputy 
commissioner,  and  actuary.  The  commissioner  under  the  act  is 
appointed  by  the  Governor  for  a  term  of  two  years  from  February 
I,  at  a  salary  of  $3,000.  The  deputy  commissioner  is  appointed  by 
the  commissioner  for  a  term  of  four  years.  E.  E.  Rittenhouse, 
who  had  been  deputy  in  the  state  auditor's  department  in  charge 
of  insurance,  was  appointed  the  first  commissioner,  and  his  term 
expired  January  31,  1909,  and  William  L.  Clayton  was  appointed 
to  succeed  him  as  commissioner.  A.  W.  Grant  is  deputy  commis- 
sioner. 

COLORADO  NATIONAL  LIFE  ASSURANCE  COMPANY, 
THE,  Denver,  Colo.  Organized  1905;  capital,  $100,000;  Admitted 
assets,  December  31,  1909,  $730,485.37;  net  surplus,  December  31, 
1909,  $131423.17.  Thos.  B.  Stearns,  president;  J.  D.  Hawkins, 
vice-president;  A.  M.  Gildersleeve,  general  manager  of  agencies; 
Fred  G.  Moffat,  treasurer;  H.  L.  Sears,  secretary. 

COLUMBIA  FIRE  INSURANCE  COMPANY,  THE,  Omaha, 
Neb.  Organized  1900;  capital,  $200,000.  D.  E.  Thompson,  presi- 
dent; C.  D.  Mullen,  secretary. 

COLUMBIA  INSURANCE  COMPANY,  Dayton,  Ohio.  Or- 
ganized 1881 ;  capital,  $150,000.  E.  M.  Thresher,  president;  O.  I. 
Gunckel,  secretary. 

COLUMBIA  INSURANCE  COMPANY,  Jersey  City,  N.  J. 
Organized  1901,  to  transact  marine  and  inland  insurance;  capital, 
$400,000.    Geo.  F.  Crane,  president;  C.  E.  Dean,  secretary. 

COLUMBIAN  NATIONAL  LIFE  INSURANCE  COM- 
PANY, THE,  of  Boston.  Organized  1902;  capital,  $1,000,000. 
Arthur  E.  Childs,  president;  William  H.  Brown,  secretary  and 
treasurer. 

COLUMBUS  MUTUAL  LIFE  INSURANCE  COMPANY, 
Columbus,  Ohio.  Organized  1908.  C.  W.  Brandon,  president;  G 
A.  Peters,  secretary. 

COMMERCE  INSURANCE  COMPANY,  Albany,  N.  Y. 
Chartered  1859;  capital,  $200,000.  E.  Darwin  Jenison,  president; 
A.  /  Hinman,  secretary. 
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136  Commonwealth  Fire  Insurance  Company. 

COMMERCIAL   LIFE   INSURANCE   COMPANY.    Indiana- 
polis,  Ind.     Organized   1906.     Albert   Heliker,   president;   Wm.   A 
Pickens,  secretary. 

COMMERCIAL  TRAVELERS'  EASTERN  ACCIDENT  AS- 
«    SOCIATION,    Boston,    Mass.     Organized    1894.     Raymond   Alley, 
president;  Ira  F.  Libby,  secretary. 

COMMERCIAL  TRAVELERS  MUTUAL  ACCIDENT  AS- 
SOCIATION OF  AMERICA,  THE,  Utica,  N.  Y.  Organized  1883. 
Henry  D.  Pixley,  president;  George  S.  Dana,  secretary. 

COMMERCIAL  UNION  ASSURANCE  COMPANY  was  or- 
ganized in  London  in  1861,  and  came  into .  the  United  States 
through  the  Golden  Gate,  establishing  an  agency  in  San  Francisco  in 
1870.  It  was  admitted  to  New  York,  and  began  a  general  busi- 
ness throughout  the  country,  in  1871,  under  the  management  of 
Alliger  Brothers.  At  the  close  of  1871  its  assets  in  the  United 
States  were  $346,037.  In  1887  Alfred  Pell  was  appointed  to  the 
United  States  management.  In  1878  Charles  Sewall  became  as- 
sociated with  him,  and  in  November,  1885,  Mr.  Sewall  became 
manager  in  name,  and  so  continued  until  his  death  in  December, 

1898.  He    was    succeeded    by    Alexander    H.    Wray    in    February. 

1899.  The  Commercial  Union  closed  the  year  1909  with  United 
States  assets  of  $7,310,375.24,  surplus  of  $2,652,892.04,  and  a  premium 
income  of  $4,398,612.28.  Charles  J.  Holman,  then  resident  secretary 
of  the  northwestern  department  at  Denver,  was  appointed  assistant 
manager  in  1899,  and  Wm.  M.  Ballard  was  appointed  branch 
secretary  in  January,  190T.  E.  T.  Niebling  is  the  manager  of  the 
Pacific  coast  branch. 

COMMERCIAL  UNION  FIRE  INSURANCE  COMPANY, 
New  York  city.  Organized  1890;  capital,  $200,000.  A.  H.  Wray, 
president;  C.  J.  Holman,  vice-president  and  secretary;  Wm.  M. 
Ballard,  assistant  secretary. 

COMMISSIONERS  AND  SUPERINTENDENTS  OF  IN- 
SURANCE, LIST  OF.  [See  Insurance  Department  and  also 
National   Insurance  Commissioners'   Convention.] 

COMMONWEALTH  CASUALTY  COMPANY,  Philadelphia, 
Pa.  Organized  1906;  capital  $100,000.  Henry  C.  Stewart,  president; 
E.  S.  Cook,  secretary. 

COMMONWEALTH    FIRE    INSURANCE    COMPANY    of 
Texas,    Dallas,    Texas.        Organized    1903;     capital,    $230,000.        I 
Jalonick,  prcsidcMit;  J.  B.  Adouc,  secretary. 

COMMONWEALTH  FIRE  INSURANCE  COMPANY, 
Ottumwa,  Iowa.  Organized  1905;  capital  $200,000.  The  company 
was  purchased  by  and  the  business  re-insured  in  the  Monongahela 
Insurance  Company  of  Pittsburgh  in  1909. 
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COMMONWEALTH  INSURANCE  COMPANY,  New  York 
city.  Organized  r88();  capita!,  $500,000;  assets,  January  i,  1910, 
$2,108,185.03.  E.  G.  Richards,  president;  J.  F.  Hastings  and  James 
F.  Joseph,  vice-presidents;  Charles  E.  Case,  secretary. 

V 

COMMONWEALTH  LIFE  INSURANCE  COMPANY,  Louis- 
ville, Ky.  Organized  1904;  capital,  $200,000.  J.  D.  Powers,  presi- 
dent;  Darwin  W.  Johnson,  secretary. 

COMPACTS  OF  FIRE  UNDERWRITERS,  STATE  LAWS 
AGAINST.      [See  Anti-Compact  Laws.] 


COMPANIES  ORGANIZED  OR  PROJECTED  IN  1909. 

Fire  .\nd  Marine  Insurance  Companies. 


Name. 

y\merican  Home  Fire,  Greenville,   S.  C 

American    Union    Fire,    Philadelphia    

Atlantic  National    Fire,    Macon,    Ga 

Atlas,    Ola,   Ark 

Baltimore-Maryland    Fire,    Baltimore    

IJurley    Tobacco    Fire,    Louisviljf ,    Ky 

Central   National   Fire.   Chicago,    111.    

Columbia,    Tacoma,     Wash 

Cotton     States     Fire     and     Marine,     Memphis, 

Tcnn 

George   Washington   Fire,   Philadelphia,   Pa.    . . 

International  Fire,  Fort  Worth,  Tex 

International    Fire,    New    York    

international    Fire,   Philadelphia.   Pa «. 

International   Fire,   St.   Louis,   Mo 

Maryland  Fire,  Easton,  Md 

Merchants  and  Manufacturers,  Atlanta,  Ga.   . . 

Minneapolis    Fire    Association     

Minnesota    Fire,    Chat6eld,    Minn 

Missouri  Valley  Fire,  Omaha,  Neb 

National,  Dallas,  Tex 

New  Amsterdam  Fire,  New  York,   (organizing) 

North   Empire   Fire,  Winnipeg.   Man 

Occidental   Fire,    Wawanesa,    Man 

Old   Kentucky   Fire.   Mt.    Sterling,    Ky 

Pacific  States   Fire,   Portland,   Ore 

People's   National,   Galveston,   Tvx 

Pioneer    Fire,    Tacoma,    Wash 

Protectfvc   Fire,  Syracuse,   N.   Y 

Prudential    Fire,    Manchester,    N.    IF 

Rio  Gran<le    Fire,   San   Antonio,  Tex 

Scranton    Fire.    Scranton,    Pa.  • 

Sioux    Fire,   Sioux   City,    la 

South  Carolina  Fire  &  Marine,  C<dnnibia.  S.C. 

Southwestern    Fire.    Memphis.    Tonn 

Standard    Fire,    Hartford.   Conn 

United    Fire.   Chicago.   Ill 

Western    and    Southern    Fire,    Shawnee,    Okla., 

Western    Fire,   Ogden,   Utah    

Wisconsin   Fire,   Wausau,   Wis 

York  Fire  and  Marine,  York,  Pa 


Cash 

Cash 

Proposed 

Capital. 

Surplus. 

Capital. 

$57,433 

$^8,7 1 7 

$300,000 
1 00,000 
300,000 

5^. ('40 

100,000 

2,000,000 

50,000 

irto.ooo 

250,000 

500,000 

500,000 
200,000 

164.544 

78,000 

■  ••••• 

200.000 

50,000 

IOO,UOO 

1,000,000 
100,000 

1,000,000 

1,000.000 

100,000 

41.770 

200,000 
100,000 
100.000 

50,000 

200,000 

100,000 

500.000 

101,623 

308,300 

100,000 

200.000 
250,000 
250.000 

50,000 

•  ••.•«• 

1,000,000 
200,000 

25,000 

500,000 

100.000 

200,000 

50,000 

1  50,000 

500,000 

500,000 

lOO.OOf^ 

200,000 
100.000 
500,000 

138 


Companies  Organized  or  ProJectkd  in  1909. 


Not  all  these  companies  had  organized  when  this  record  closed, 
and  in  addition  the  following  mutual  companies  were  organized  or 
projected  in  1909: 

Aroostook  Mutual  Fire,  Presque  Isle,  Me.  Assured's  National  Mutual 
Fire,  Decatur,  111.  Bear  River  Mutual  Fire,  Box  Elder,  Utah.  Blair  County 
Mutual  Fire,  Altoona.  Citizens'  Fire  Association,  Seattle,  Wash.  Derryfield 
Mutual   Fire,    Manchester,   N.    IT.        Dry   Goods   and   droccry    Dealers*    Mutual, 

? Jefferson,  Wis.  Jewelers'  Mutual  Fire,  Milwaukee.  Joliet  Mutual  Fire, 
olict,  111.  La  Moure  County  Farmers'  Mutual  Fire,  La  Moure,  N.  Dak. 
^ramie  County  Mutual  Fire,  Wheatland.  Wyo.  Loyal  Mutual  Fire,  Phila- 
delphia. Merchants'  and  Manufacturers'  Mutual  Fire,  Milwaukee,  Wis. 
National  Petroleum  Mutual  Fire.  Pittsburgh,  Pa.  Realty  Mutual  Fire,  Phila- 
delphia, Pa^       Dwelling  House  Mutual   Fire,   Dowagiac,   Mich.        Eureka  Manu- 

Cirand  Rapids  .Merchants'  Mutual  Fire,  Grand 

Mutual   Fire,   Reading.   Pa.       Industrial   Mutual 

NUttiial   Fire,    Philndelnhia,   Pa.      Retail   Lumber 

Mich.        Star  Mutual   rire.  Garrett,   Pa.        State 

Fire,  Huntington,  Pa.       Tri-Statc  Mutual  (train  Dealers' 

United  States  Mutual   Mail  and  Fire,   Bloonisburg,   Pa. 


facturing  Mutual,  Indiana,  Pa. 
Rapids.  Mich.       Hotel  Owners' 
Fire.    Reading,   Pa.        Integrity 
Dealers'   Mutual   Fire,   Detroit, 
Manufacturing  Mutual 
Fire,  Luverne,  Minn. 


West  Valley  Mutual  Fire,  Oliver,  Pa. 


Life  Insurance  Companies. 


Companies. 

."Cgis  Life,  Denver,  Col 

Alta  Friendly  Society,  Philadelphia,  Pa 

Amarillo  National   Life.  Amarillo,  Tex 

Amazon   Life,   Waco,  Tex.    

American  Bankers.  St.  Louis,  Mo 

American    Home   Life,    Fort   Worth,   Tex 

.*\merican    Life  and   Accident,    Portland,    Ore 

American' Life  Assurance,  Bay  City,  Mich 

American    Life,   Chicago    

Amicable    Life,    Waco.    Tex 

Anchor   Life.    Kansas  City,    Kan 

Atlas  Life,   St.   Louis,  Mo 

Bankers'  Old  Line  Life,  St.   Louis,   Mo 

Bankers'  Reserve  Life,  Little  Rock.  Ark 

Bank  Insurance  and  Indemnity,   Kansas  City,   Mo 

Bank  Savings  National   Life,   Topeka,   Kan 

Calumet   Life,    Providence,   R.    I 

Central    Life,    Crawfordsville,    Ind 

Central  States  Life,  St.   Louis,   Mo 

Charter  Oak  Life,   Madison,  Ind 

Chicago  Life.  Chicago,  111 

Citizens*   Life,   Reading,   Pa ^ 

Citizens'  National   Life,   Louisville,   Ky 

Colonial    Life,    Norfolk,    Va 

Fremont,  Neb Stipulated 

Life,   Chicago,   111 

Life,    Denver.    Col 

Life,    Omaha    

Consolidated    Life,    Chicago,    111 

Continental  Assurance,  .St.  Louis,  Mo 

Cosmopolitan    Industrial,    Philadeljihia,    Pa 

Empire    Life,    Beaumont.    Tex 

Empire  State  Life,  Seattle.  Wash 

Equitable   Life,   San    Antonio.   Tex 

First  National  Life  and  Accident,   Pierre,   S.   Dak 

Forest  Citv  Life,   Kockford.  Ill 

Fort   Pitt  '.Mutual   Life,   Pittsburgh,    Pa 

Georgia  Life,  Macon,  Ga 


Actual  or 

Proposed 

Capital. 

$250,000 

25,000 

200,000 

ioo,uoo 


Columbia  Life, 
Commonwealth 
Commonwealth 
( 'omm  on  wea  1 1  h 


135.000 
500.000 

100.000 
100,000 

■   ••••• 

500,000 


100.000 
200,000 

200,000 
100.000 
100.000 
300,000 

5,000,000 
5.000 

Premium 
100,000 
500,000 

1.000,000 
100,000 


25,000 
150.000 

500,000 
250,000 
100,000 
Mutual 
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Golden  State  Life,  Los  Angeles,  Cal 100,000 

German    American    Industrial,    Philadelphia    25,000 

Girard   Life,    Philadelphia,   Pa 300,000 

Grand  Rapids  Life,  Grand  Rapids,  Mich 300,000 

Great  Northern  Life,  Wausau,  Wis 200.000 

Great  Southern  Life,  Houston,  Tex 1 19.690 

Great  Southern,   Memphis,  Tenn 200,000 

Hamilton  Life,  South  Bend,  Ind 1 50.000 

Tdaho  State  Life,  Boise,  Idaho ,  250,000 

Indemnity   Life   and   Accident,    Minneapolis    100,000 

Independent  Mutual  Life,  Luraberton,  N.  C Mutual 

International  Life,  St.  Louis  (successor  to  Great  American  Life)   ....  620,350 

International  Life,  San  Antonio,  Tex 1,000,000 

Interstate  Life  and  Accident,  Chattanooga,  Tenn 100,000 

Kansas  Home  Mutual  Life   Mutual 

Lexington  Life.  Lebanon,  Ind 100,000 

Lincoln    Republic   Life,    Chester,    Pa 25,000 

Lone    Star    Life,    Dallas,    Tex 1,000,000 

Loyal  Protective,^  Boston,  Mass 100,000 

Mid-Continent  Life,   Muskogee,  Okla 1,000,000 

Midland   Life,   Kansas  City,   Mo 100,000 

Midland  Life,   St.  Paul,  Minn 

Mississippi  Valley  Life,  Little  Rock,  Ark 250,000 

National  Mutual  Life,  Goldsboro,  N.  C Mutual 

National  Reserve  Life,  St.  Louis   150,000 

New  Mexico  National  Life,  Roswell,  N.   M .  » . 

Occidental   Life.   Albu<juerque,   N.  M 100,000 

Ohio  National  Life,  Cincinnati   100,000 

Oklahoma  Central  Life,  Oklahoma  City,  Okla 500,000 

Oklahoma  Interstate   Life,  Oklahoma  City    

Oklahoma  National  Life,  Guthrie.  Okla.  , 500,000 

Old    Dominion    Life,    Norfolk,    Va 

Old   Line   Life,   Milwaukee,   Wis 1,000,000 

Old   Home   Life,    Tacksonvillc,    Fla 200,000 

Peninsular  Life,    hetroit,   Mich    

Preferred   Life,  Grand  Rapids,   Mich 100,000 

Prudential    Life,    San   Antonio,    Tex 200,000 

Rockford    Life,    Rockford,    HI 1 00,000 

San  Antonio  Life,  San  Antonio,  Tex 500,000 

Savings  Life,   Peoria,   111 100.000 

South   Bend  Life,   South  Bend,  Ind 100,000 

Southern   Mutual   Life  and  Accident,   Wilmington,   N.   C Mutual 

Southern    L^nion    Life,   Waco,   Tex 100,680 

Southland   Life,    Dallas,   Tex 131,540 

Standard   Life,   Camden,   N.    T 100,000 

Temperance   Life,    Atlanta,    Ga 200,000 

Ttxas   National   Life,   Austin,   Tex 500,000 

Texas   Security   Life,   Austin,   Tex 200,000 

Trans- Mississippi    Life.    Denver,    Col 300,000 

Two  Republics  Life,   El  Paso,  Tex 200,000 

L^nion   Life,   Chicago,   111. 100,000 

I'nion   National   Life.   Philadrlphia.   Pa 100,000 

ITnion    Pacific  Life.   Portland.    Ore 100,000 

l.'nited   States  Assurarce,    Pliila(lol|ihia,    Pa 25,000 

Hnited    States    Postal,    Denver,    Col 1,000,000 

Waco   Life,   Waco,   Tex 10,000.000 

Widows'  and  Orphans'   Fund,  Chicago,  III 100.000 

Wisconsin   Stale  Life,   Madison,   Wis 200,000 


Not  all  these  companies  had  organized  when  this  record  closed, 
and  the  follo.vving  assessment  associations  were  organized  or  pro- 
jected in  1909: 
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\niencan  Mutual  IJenefit  Society,  Baltimore,  \fcl.  Business  Men's  Acci 
dent  Association,  Kansas  City,  Mo.  Clay  Life  Association,  Kearney,  Mo 
Equity  Life,  Louisville.  Ky.  Maryland  Mutual  Aid  Society,  Salisbury,  Md 
Monumental  Life,  St.  Michaels,  Md.  Mutual  Benefit  Life,  Parkersburg,  W 
\'a.  Mutual  .Aid  Society,  Baltimore,  Md.  National  Business  Men's  Associa 
tion,  Omaha,  Neb.,  Assessment.  Philanthropic  Mutual  Life,  Philadelphia,  Pa 
Security  Mutual  Aid  Society,  Baltimore,  Md.  State  Mutual  Benefit  Society 
Baltimore,  Md.       St.  Louis  Industrial  Life  and  Sick  Benefit,  New  Orleans. 


Casualty  and  Surety  Companies. 

Actual  or 
Proposed 

Companies.  Capital. 

Appalachian,  Roanoke,  Va $250,000 

American   Liability,  Cincinnati,  Ohio   500.000 

.Automobile,    Indianapolis,    Ind i ,000.000 

Commercial    Casualty,    Newark.    N.    J 250.000 

Consolidated  Casualty,   Charleston,   W.    Va 145,000 

Dakota  Trust,   Fargo,   N.    Dak 100.000 

Dixie   Casualty   and    Surety,   Jackson,    Miss 100,000 

Empire  Casualty,   Parkersburg,   W.   Va 250  000 

Enterprise   Casualty,   Philadeli>hia,   Pa 100,000 

Equitable   Casualty,   Atlanta,   Cia 500,000 

Fidelity   Accident,    Saginaw,    Mich 100,000 

First  Mortgage  Title  and  Insurance,  Passaic,  N.  J 250.000 

First  National  Life  and  Accident.   Pierre,   S.   Dak.    ■ 250,000 

Great  Southern  Accidei't  and  Fidelity,  Atlanta,  (la.   500,000 

Guardian  Casualty  and  Guaranty,  Salt  Lake  City,  Utah   500.000 

Hudson  Horse,  New  York  City   Mutual 

Imperial    Accident,    Chicago    « 300,000 

Industrial,  Charleston,   W.    Va 100,000 

International    ("asualty,    Spokane,    W'ash 

Inter  State  Life  and  Accident,  Chattanooga,  Tenn 100,000 

Latin  American  Casualty  and  Life,   Breux   Bridge,  La 300,000 

Kansas   City   Casualty,    Kansas   City,    Mo 200,000 

Loyal   .Accident.   Chicago,    111 100,000 

.Mid-Continent  Casualty,   St.   Louis,   Mo 250.000 

Midland   Casualty.   Chicago,   III. 400,000 

Missouri  Fidelity  and  Casualty,  Springfield.   Mo 250,000 

Mortgage   Investment.   Newark,   N.  J 100,000 

Mutual    Indemnity,    Chicago « 100,000 

National  Casualty  and  Surely,   Louisville,   Ky 1,000,000 

National  Consolidated  Casualty,   Little   Rock,  Ark 250,000 

National  Health  and  Accident,   Easton,    Pa 25.000 

North  American  .Surety  and  Indemnity,  .Seattle,  Wash 250,000 

Northwestern  Trust,  Grand   Forks,   N.    Dak 100,000 

People's  Health  and  Accident,   Phila<lelphia,   Pa 25,000 

People's    Health   and   y\ccident.    Little   Rock,   Ark 250,000 

Prudential   Casualty,   Indianapolis,   Ind 500,000 

Queens  County   Mortgage,  Jamaica,  N.  Y 

Republic   Indemnity,    vV  ilmmgton,    Del 100.000 

Royal  Casualty  of  St.   Louis   100.000 

.Security   Casualty,    Detroit    Assessment 

Southwestern   Casualty,   Oklahoma  City,   Okia 

Southwestern    Surety.    Durant,    Okla 1,000,000 

St.    Louis    Bonding,    St.    Louis,    .Mo 2SO,ooo 

Union   Accident,    Muskogee,   Okla 25,000 

l^nion   National   Accident.    Philadelphia,    Pa 100.000 

Universal   Life,   Health  and   .Accident.   Pittsburgh,   Pa 25,000 

Westfrn  Accident,  Waco,  Tex 100,000 

Western    Casualty,   Denver,    Col 500,000 

Western   States  Casualty,   San   P'rancisco,   Cal 500,000 

West   Virginia  Accident,   Beckley,   W.    Va 12,300 
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CONCORDIA  FIRE  INSURANCE  <:OMPANY.  THE,  Mil- 
waukee, Wis.  Organized  1870;  capital,  $300,000.  Gustav  Wollaeger, 
Jr.,  president ;  Frank  Damkoehler,  secretary.  Statement  December  31, 
1909:  Cash  capital,  $300,000;  reinsurance  reserve,  $886,900.62;  re- 
serve for  all  other  liabilities,  $168,601.46;  net  surplus,  $191,318.75; 
total  assets,  $1,546,  820.83. 

CONGDON,  GILBERT,  secretary  and  agency  superintendent 
of  the  Empire  State  Surety  Company,  New  York,  was  born  in  Balti- 
more, Maryland,  September  4,  1872.  He  was  educated  in  the  public 
schools  of  Baltimore,  and  after  spending  some  years  in  the  wholesale 
rubber  business  in  Baltimore,  entered  the  insurance  business.  He 
was  connected  with  the  United  Slates  Fidelity  and  Guarantee  Com- 
pany for  rtve  years,  becoming  agency  superintendent ;  later  becoming 
connected  with  the  National  Surety  Company,  of  which  he  was 
assistant  secretary  and  agency  superintendent.  Later  he  entered  the 
service  of  the  Empire  State  Surety  Company  and  was  elected  to  his 
present  position  in  19 10. 

CONNECTICUT  FIRE  INSURANCE  COMPANY  of  Hart- 
ford, Conn.,  was  organized  and  began  business  in  1850.  Capital, 
$1,000,000.  J.  D.  Browne,  president;  W.  T.  Howe,  secretary; 
J.  A.  Cosmus,  assistant  secretary. 

CONNECTICUT  GENERAL  LIFE  INSURANCE  COM- 
PANY, Hartford,  Conn.  Organized  in  1865;  capital,  $300,000. 
R.  W.  Huntington,  Jr.,  president;   George  E.  Bulkley,  secretary. 

CONNECTICUT,  INSURANCE  SUPERVISION  IN,  1865- 
19^.  The  insurance  department  of  Connecticut  was  established  by 
law  July  19,  1865,  the  insurance  commissioner  being  appointed  by 
the  Governor  for  three  years.  In  1887  the  term  was  increased  to 
four  years.     The  commissioners  have  been  : 

Benjamin   Noyes,        ........  Aug.  22,  1865 

George  S.   Miller,       .          .                    .....  July  27,  1871 

John    W.    Stedman,    .                    ......  July  27,  1874 

John   W.   Brooks, July  27,  1880 

Ephraim  Williams,        .                  July  i,  1883 

O.  R.   Fyler,  appointetd  during  recess  of  Legislature,           .  July  i,  1886 

O.  R.   Fyler,  for  a  term  of  four  years,        ....  July  1,  1887 

O-  R.   Fyler,  to  fill  vacancy  during  recess  of  Legislature,   .  July  1,  1891 

John  S.  Seymour,       ........  March  3,  iSqj 

Hurton    Mansfield,        .                  .  ' April  11,  1893 

Frederick    S.    Betts, 

Edwin   S.   Scofield,     ........ 

Theron   Upson,  .....  ... 


April  II,  1093 

July  I,  1895 

July  1,  1899 

June  I,  190a 


Mr.  Scofield  resigned  in  March,  1902,  the  resignation  to  take 
effect  June  i,  1902,  one  year  before  the  expiration  of  the  term  for 
which  he  was  appointed.  Mr.  Theron  Upson  was  appointed  to 
fill  the  vacancy  for  the  unexpired  term,  and  reappointed  in  1903 
for  the  full  term,  beginning  July  i,  1903.  Theodore  H.  Macdonald 
was  appointed  commissioner  for  the  term  beginning  July  i,  1907. 
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CONNECTICUT  LIFE  UNDERWRITERS*  ASSOCIATION 
was  organized  October  27,  iSpo.  [For  a  full  account  of  the  first 
meeting  and  organization  of  the  association  see  the  Cyclopedia  for 
1890,  page  6s.]  The  present  officers  and  executive  committee,  elected 
at  the  annual  meeting  held  in  February,  1910,  are:  President,  Dwi^ht 
G.  Holbrook,  Mutual  Life;  vice-president,  Richard  M.  Xorthrop, 
Travelers;  second  vice-president,  Eli  D.  Weeks,  Phoenix  Mutual; 
secretary  and  treasurer,  Richard  O.  Dunkum ;  executive  committee : 
G.  W.  Staples,  L.  C.  Robens,  F.  L.  Jewett,  R.  O.  Dunkum  and 
C  Welles. 

CONNECTICUT  MUTUAL  LIFE  INSURANCE  COMPANY 
of  Hartford.  Organized  1846.  'John  M.  Taylor,  president;  Wil- 
liam H.  Deming,  secretary. 

CONNECTICUT  STATE  ASSOCIATION  OF  LOCAL  FIRE 
INSURANCE  AGENTS.  A  meeting  of  Connecticut  agents  was 
held  July  12,  1899,  in  West  Haven,  and  an  association  organized 
with  John  C.  North  of  New  Haven,  president,  and  J.  N.  Phelan, 
Bridgeport,  secretary.  At  the  annual  meeting  held  in  No- 
vember, 1909,  the  following  officers  and  executive  committee  were 
elected  :•  President,  C.  L.  McNeil,  Torrington ;  vice-presidents,  E.  S. 
Cowles,  Hartford;  P.  L.  Holzer,  Bridgeport;  R.  B.  Pearce,  Dan- 
bury;  secretary  and  treasurer,  E.  W.  Kneen,  Shelton;  executive 
committee:  W.  H.  Heald,  chairman,  Stafford  Springs;  J.  L.  Case, 
Norwich;  W.  H.  Squire,  Meridcn;  C.  T.  Cannon,  New  Haven;  L.  D. 
Rhinehardt,  Stamford;  T.  B.  Warren,  Bridgeport;  G.  S.  Hoyt,  Nor- 
walk;  C.  H.  Brigham,  Hartford;  W.  L.  Hatch,  New  Britain;  G.  E. 
Bovd.  Waterburv ;  C.  W.  Stevens,  Danbury ;  D.  S.  Moore,  Winstcd. 
'  CONSOLIDATED  FIRE  AND  MARINE  INSURANCE 
COMPANY,  Minneapolis,  Minn.  Organized  1897;  capital,  $20o5bo. 
F.  E.  Kenaston,  president;  C.  W.  Ran.som,  vice-president;  John  H. 
Griffin,  secretary. 

CONTINENTAL  CASUALTY  COMPANY,  Chicago,  111.  Or- 
ganized 1897;  capital,  $300,000.  H.  G,  B.  Alexander,  president; 
W   H    Betts   secretary. 

'  continental"  (FIRE)  INSURANCE  COMPANY,  New 
York.  Organized  January,  1853;  capital,  $2,000,000.  Henry  Evans, 
president;  George  E.  Kline,  vice-president;  J.  E.  Lopez,  second  vice- 
president  and  secretary;  C.  R.  Tuttle,  J.  A.  Swinnerton  and  Hugh 
Rankin,  secretaries. 

•  CONTINENTAL  LIFE  INSURANCE  AND  INVESTMENT 
COMPANY,  Salt  Lake  City,  Utah.  Organized  1904;  capital,  $375,- 
000.  Thomas  R.  Cutler,  president;  W.  H.  Cunningham,  general 
manager. 

COOPER  INSURANCE  COMPANY,  Dayton,  Ohio.  Organ- 
ized  1867;  capital,  $200,000.  David  B.  Corwin,  president;  Samuel 
T     La  Rose   secretarv. 

CORCORAN  FIRE  INSURANCE  COMPANY,  Washington, 
D.  C.  Organized  1873;  capital,  $100,000,  E.  D.  Edminster,  presi- 
dent; L.  R.  Peak,  secretary. 
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CORNISH,  JOHN  B..  ex-president  of  the  New  England  Insur- 
ance Exchange,  and  New  England  special  agent  of  the  Springfield 
Fire  and  Marine  Insurance  Company,  was  born  in  1846,  at  Barn- 
stable, Mass.,  where  his  boyhood  was  spent.  After  leaving  school 
he  traveled  through  New  England,  the  middle,  and  western  states 
for  publishing  houses  for  fifteen  years,  and  was  special  deputy 
collector  in  the  customs  district  of  Barnstable  for  four  years.  In 
1887  he  entered  the  fire  insurance  business,  being  appointed  assistant 
to  U.  C.  Crosby,  then  New  England  special  agent  of  the  Phenix 
Insurance  Company  of  New  York,  now  United  States  manager  of 
the  Royal  Exchange  Assurance.  This  was  a  fine  training  for 
Mr.  Cornish,  and  prepared  him  for  the  important  positions  he  has 
held  in  the  Exchange  as  president,  vice-president,  a  member  of 
the  executive  committee,  chairman  of  the  non-paying  hazards  com- 
mittee, and  a  number  of  standing  committees  of  the  Exchange. 

CORNWELL,  SILAS  H.,  secretary  of  the  Phcenix  Mutual  Life 
Insurance  Company  of  Hartford,  was  born  in  Canaan,  N.  Y.,  April 
23,  1852.  He  received  a  public  school  education  and  entered  the 
home  office  of  the  Phoenix  as  junior  clerk  in  1868.  He  was  pro- 
moted through  clerkships  to  cashier  and  chief  bookkeeper  in  1880, 
and  was  made  assistant  secretary  in  1903.  He  was  elected  to  his 
present  position  in  January,  1905. 

COSMUS,  JOHN  ALBERT,  assistant  secretary  of  the  Connecti- 
cut Fire  Insurance  Company,  is  of  Danish  descent  and  was  born  in 
Jersey  City,  N.  J.,  May  22,  1868.  He  was  educated  in  the  public 
and  high  schools  of  his  native  city,  and  in  New  York  University, 
but  left  college  before  graduation  to  engage  in  civil  engineering. 
He  began  his  insurance  work  with  the  Continental  Insurance  Com- 
pany of  New  York  in  1897  as  inspector,  and  was  appointed  special 
agent  for  that  company  in  New  York  state  in  1900.  In  1905  he  was 
appointed  special  agent  in  New  York  state  for  the  Connecticut  Fire 
Insurance  Company,  and  was  appointed  general  agent  at  the  home 
office  in  the  latter  part  of  the  same  year.  He  was  appointed  to  his 
present  position  in  January,  1907. 

COTTON  AND  WOOLEN  MANUFACTURERS  MUTUAL 
INSURANCE  COMPANY,  Boston,  Mass.  Organized  1875.  Wil- 
liam B.  Plunkett,  president;  Benjamin  Taft,  secretary  and  treasurer. 

COTTON  INSURANCE  ASSOCIATION  is  an  association  of 
companies,  members  of  the  Southeastern  Tariff  Association,  and 
was  organized  in  1905  for  the  purpose  of  handling  insurance  on 
cotton  in  the  southern  states.  The  operations  of  the  association 
are  imder  direction  of  a  general  advisory  committee,  and  there  arc- 
also  local  advisory  committees  in  New  York,  Atlanta,  and  other 
southern  cities.  The  general  advisory  committee  is  composed  of  the 
following:  Milton  Dargan,  chairman;  S.  Y.  Tupper.  Clarence  F" 
Low,  Thomas  Eggleston,  W.  E.  Chapin,  E.  H.  A.  Correa,  Henry  E. 
Rees,  A.  G.  McHwaine,  Jr.,  H.  W.  Eaton,  E.  S.  Wilson.  The  head- 
quarters of  the  association  are  in  Atlanta.    J.  C.  Shafer  is  manager. 


144  Craig,  James  M. 

COTTON  SEED  CRUSHERS  MUTUAL  ASSURANCE 
COMPANY.  Philadelphia,  Pa.  Organized  1905.  F.  A.  Downes. 
president;    H.  C.  Cornwall,  secretary. 

COUNTY  FIRE  INSURANCE  COMPANY  OF  PHILADEL 
PIIIA,  Philadelphia,  Pa.     Organized  1832;   capital,  $400,000.     C  R. 
Peck,  president;    E.  A.  Law,  secretary. 

COURTS,  INSURANCE  IN  THE.      [See  Legal  Decisions.] 

COWAN,  JAMES,  former  fire  manager  of  the  Caledonian  Insur- 
ance Company  of  Edinburgh  (home  office),  is  a  native  of  Glasgow, 
Scotland,  where  he  was  born  in  1841.  His  entire  business  life  has 
been  with  the  Caledonian,  to  the  Glasgow  branch  of  which  he  was 
apprenticed  when  fifteen  years  of  age.  In  1865  his  diligence  was 
rewarded  by  his  appointment  to  the  post  of  fire  surveyor  at  the 
Glasgow  office.  Eight  years  later,  in  1873,  he  was  called  to  the  head 
office  at  Edinburgh,  to  take  the  superintendence  of  the  company's 
fire  department ;  and  in  1900,  on  the  retirement  of  the  secretary,  Mr. 
Surenne,  he  was  appointed  second  officer  of  the  company,  with  the 
title  of  fire  manager,  and  retired  in  1909. 

COWLES,  EDMUND  B.,  of  Field  &  Cowles,  managers  of  the 
Royal  Insurance  Company  for  New  England,  was  born  at  New 
Haven,  Conn.,  in  May,  1046.  He  entered  the  office  of  the  Home 
Insurance  Company  in  1865  as  a  clerk,  and  was  subsequently  elected 
assistant  secretary.  In  1870  he  became  connected  with  one  of  the 
Philadelphia  companies  as  general  agent  for  New  England,  and  in 
1872  organized  the  Meriden  Fire  Insurance  Company  of  Meriden, 
Conn.,  and  remained  with  it  as  secretary  and  manager  until  1892, 
when  he  was  appdinted  assistant  manager  of  the  New  England  de- 
partment of  the  Royal  and  Pennsylvania  Fire  Insurance  Company, 
located  at  Boston.  In  1898  associated  with  Geo.  P.  Field  under 
the  name  of  Field  &  Cowles,  managers  of  the  New  England  depart- 
ment of  the  Royal  Insurance  Company  of  Liverpool,  located  at 
Boston. 

CRAIG,  E.  B.,  vice-president  and  general  manager  of  the  Volun- 
teer State  Life  Insurance  Company  of  Chattanooga,  Tenn.,  was  born 
in  Giles  county,  Tennessee,  of  Scotch  parentage,  August  i£,  1859. 
He  was  educated  in  the  preparatory  schools  and  began  his  business 
career  in  a  bank.  He  was  cashier  of  the  People's  National  Bank 
of  Pulaski,  Tenn.,  for  tw^elve  years,  and  was  for  eight  years  state 
treasurer  and  insurance  commissioner  of  Tennessee,  serving  in  that 
capacity  from  1893  to   1901. 

CRAIG,  JAMES  M.,  actuary  of  the  Metropolitan  Life  Insurance 
Company  of  New  York,  was  born  of  Scotch  parentage  at  Philadel- 
phia, April  5,  1848.  ITis  education  was  obtained  in  the  public 
schools  and  at  the  Cooper  Institute,  New  York.  He  entered  the 
life  insurance  business  as  a  clerk  in  the  office  of  the  National  Life 
Insurance  Company  in  New  York  in  1866.     He  immediately  began 
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the  study  of  the  mathematics  underlying  the  life  insurance  system, 
and  was  called  to  the  service  of  the  Metropolitan  Life  in  May,  1872. 
He  has  since  become  the  company's  actuary.  "^ 

CRAWFORD,  GEORGE  R..  president  of  the  Westchester  Fire 
Insurance  Company  of  New  York,  was  born  at  White  Plains,  West- 
chester county,  N.  Y.,  June  21,  1841.  When  sixteen  years  of  age 
he  entered  the  insurance  business  as  a  clerk  in  an  agency  firm. 
Three  years  later  he  became  a  partner  with  his  father  in  the  fire  in- 
surance business,  the  firm  name  being  Elisha  Crawford  &  Son.  In 
1865  he  was  elected  secretary  of  the  Westchester,  serving  in  that 
capacity  until  1879,  when  he  was  promoted  to  the  presidency  of  the 
company.  Mr.  Crawford  has  been  president  of  the  village  of  Mount 
Vernon,  N.  Y.,  and  organized  the  Mount  Vernon  fire  department, 
acting  as  its  chief  engineer. 

CREDIT  INSURANCE.  (The  guaranteeing  and  indemnifying 
merchants  and  others  engaged  in  business  and  giving  credits  from 
loss  thereby.)  In  1893  there  were  four  companies  in  the  United 
States  engaged  in  this  business;  namely,  the  American  of  New 
York,  Mercantile  of  New  York,  National  of  Minneapolis,  and 
United  States  of  Newark.  The  latter  was  the  oldest  of  these,  hav- 
ing been  organized  in  1889.  In  August,  1894,  it  was  found  by  the 
New  Jersey  insurance  commissioner  to  be  impaired,  and  was  closed 
up  and  a  receiver  was  appointed.  The  National  failed  in  1895,  and 
the  Mercantile  in  1897.  This  left  but  one  domestic  company,  the 
American  Credit  Indemnity  of  New  York,  in  the  field  at  the  be- 
ginning of  1898,  and  it  was  not  until  1902  that  another,  the  Philadel- 
phia Casualty,  entered  the  field  for  credit  business.  There  was  one 
foreign  company,  the  Ocean  Accident  and  Guarantee  Company  of 
London,  England,  which  deposited  $200,000  with  the  New  York  de- 
partment in  1895,  and  extended  its  business  into  a  number  of  states 
in  the  following  years.  The  credit  insurance  business  of  four  com- 
panies in  the  United  States  in  1909  was  as  follows : 


Companies. 

Premiums 
Written. 

Losses 
Paid. 

American  Credit  Inderanitv, 

London  Guarantee  &  Accident, 

Ocean  Accident  &  Guarantee, 

Philadelphia  Casualty,  ..... 

$993,168 

171.315 
506,632 

93.291 

$976,420 
80,025 

587,198 
155,962 

Total   i909»    • 
Total    1908,    . 
Total    1907,    • 
Total    1906,    . 
Total    1905,   . 
Total    1904,    . 
Total    1903.    . 
Total    1902,    . 
Total    1901,    . 
Total    1900.    . 

• 

$1,764,406.00 
2,209,636.00 
2,070,813.00 
1,798,627.00 
1,782,655.00 

1,982,944-43 
1,629,042.00 
1,192,550.00 
644,056.00 
1,933.419.93 

$1,799,605.00 

1,893,618.00 

710,938.00 

664,407.00 

863,686.00 

1.034, 307-91 
950,290.04 
746,014.00 
299,222.00 
107,756.00 

146  CRncHELL,  Robert  S. 

Tht  plan  of  credit  insurance  under  which  the  United  States 
Credit  System  Insurance  Company  of  Newark,  N.  J.,  the  pioneer 
company  wo<"ked  was  described  by  the  insurance  commissioner  of 
New  Jersey  in  his  annual  life  insurance  report  of  1895,  in  making 
a  statement  of  the  reasons  for  the  failure  of  the  company.  [See 
Cyclopedia  for  1904-5.] 

CREIGHTON,  EDWARD  B.  His  early  business  life  was 
spent  as  Local  Agent  at  Phillipsburg  and  Lewistown,  Pa.,  and  in 
1890  was  appointed  Special  Agent  of  the  Farmers'  Fire  Insurance 
Company,  York,  Pa.,  and  filled  similar  positions  with  Norwich 
Union  Fire  Insurance  Society  and  New  Hampshire  Fire  Insurance 
Company  until  April  i,  1905,  when  he  was  elected  secretary  of 
the  Underwriters*  Association  of  the  Middle  Department  of  which 
organization  he  was  president  in  1902.  He  resigned  secretary- 
ship in  February,  1909  to  become  a  member  of  the  firm  of  Henry 
W.  Brown  &  Company.  He  was  a  member  of  the  Advisory  Com- 
mittee on  adjustment  of  losses  of  the  Baltimore  conflagration,  has 
served  on  the  executive  and  other  important  committees  of  the 
Underwriters'  Association  of  the  Middle  Department,  The  National 
Fire  Protective  Association,  and  was  appointed  in  1908  a  member 
of  the  Board  of  Consulting  Engineers  of  the  National  Board  of 
Fire  Underwriters. 

CRESSON,  EZRA  TOWNSEND,  formerly  secretary  of  the 
Franklin  Fire  Insurance  Company  of  Philadelphia,  was  born  at  By- 
berry,  Philadelphia  county,  Pa.,  June  18,  1838.  Mr.  Cresson  has 
passed  the  larger  part  of  his  business  life  in  the  home  office  of  the 
Franklin,  advancing  successively  from  the  junior  to  the  senior  until 
in  October,  1878,  his  years  of  faithful  service  were  recognized  by 
his  appointment  to  the  secretaryship  of  the  company.  He  retired  as 
secretary  of  the  Franklin  Fire  in  1910. 

CRITCHELL,  ROBERT  S.,  fire  insurance  manager  at  Chicago, 
III.,  was  born  near  Glastonbury,  England,  in  1844.  He  came  to 
America  when  a  boy,  living  some  time  at  Rochester,  N.  Y.,  but 
while  yet  a  youth  he  entered  the  office  of  the  Home  of  New  York  at 
Cincinnati.  When  the  Home's  western  department  was  moved  to 
St.  Louis,  in  i860,  he  accompanied  it  there.  Two  years  later  he 
entered  the  service  of  the  ^^tna  of  Hartford  at  its  Cincinnati  office. 
During  the  civil  war  he  served  in  the  United  States  navy  as  a  junior 
officer,  and  at  its  close  accepted  the  position  of  special  agent  of  the 
Home  for  the  southwestern  states.  Then  he  transferred  his  services 
to  the  Phenix  of  Brooklyn,  which  in  1868  made  him  its  special 
western  agent  at  Chicago.  In  1874,  when  the  Phenix  opened  a 
western  department,  he  resigned  to  devote  himself  to  the  local 
agency  of  R.  S.  Critchell  &  Co.  in  Chicago,  which  he  had  estab- 
lished four  years  before,  and  which  was  one  of  the  largest  agen- 
cies in  the  west,  representing  as  sole  agents  a  large  number  of 
the  most  prominent  companies.  In  1901  this  agency  consolidated 
with  another  Chicago  agency,  the  style  of  the  consolidated  con- 
cern  being   Critchell,    Miller,   Whitney   &   Barbour.      In    1905   the 


Crosby,  Everett  U.  147 

Springfield  Fire  and  Marine  Insurance  Company  of  Mass.,  which 
Mr.  Critchell  had  represented  as  sole  agent  in  Chicago  for  29  years, 
passed  resohitions  of  esteem  and  thanks  to  Mr.  Critchell  for  having 
netted  that  company  .1  profit  of  over  $50(),o(jo  in  the  period,  and 
accompmied  the  resolutions  with  a  handsome  sum  in  gold  com. 
Me  was  .severely  injured  in  a  railroad  accident  at  Salisbury,  England, 
in  summer  of  1906,  but  recovered  from  his  injuries  to  such  an  extent 
that  he  was  able  to  devote  a  portion  of  his  time  to  his  business.  lie 
retired  from  the  firm  of  Critchell,  Miller,  Whitney  &  Barbour  in 
1908. 

CROCKER,  WALTON  L.,  secretary  of  the  John  Hancock  Mu- 
tual Life  Insurance  Company  of  Boston,  was  born  at  Plymouth, 
Nova  Scotia,  of  English  parentage,  February  8,  1868.  He  was 
educated  in  the  public  schools  at  Cambridge,  Mass.,  and  began  his 
business  experience  in  manufacturing  and  mercantile  pursuits,  and 
later  entered  the  railroad  business  with  the  Boston  &  Albany.  He 
was  elected  to  his  present  position  in  1903.  October  it,  1909.  he  was 
elected  a  director  of  the  company, 

CROCKETT,  LEWIS  W.,  secretary  of  the  New  Hampshire  Fire 
Insurance  Company,  was  born  at  Lawrence,  Mass.,  but  became  a 
resident  of  Manchester  at  an  early  age.  Upon  completing  his  edu- 
cation, he  entered  the  employ  of  the  Merchants'  National  Bank  of 
Manchester,  of  which  ex-governor  J.  A.  Weston  and  John  C.  French 
both  former  presidents  of  the  New  Hampshire,  were  officials.  After 
three  years  in  the  bank,  Mr.  Crockett  was  transferred  to  the  home 
uffice  of  the  New  Hampshire  and  worked  through  various  assign- 
ments until  1895,  when  he  was  made  cashier.  In  January,  1900,  he 
was  advanced  to  an  assistant  secretary,  and  in  August,  1905,  was 
elected  secretary. 

CROSBY,  EVERETT  U.,  of  the  firm  of  Henry  W.  Brown  & 
Co.,  435  Walnut  Street,  Philadelphia,  Pa.,  was  born  at  Worcester. 
Mass.,  in  1871,  and  began  the  insurance  business  in  the  department 
of   sprinklered   risks   maintained   by   the   Phenix,    National,   Queen, 
and  New  Hampshire  Insurance  Companies  at  Boston,  subsequently 
becoming  manager  of  this  department.     In  1894  the  department  was 
merged  into   the  present   Underwriters'   Bureau  of   New   England, 
Mr.  Crosby  being  made  secretary  and  manager,  which  position  he 
held  until  1900,  when  he  resigned  to  accept  the  position  of  general 
agent  with  the  North  British  and  Mercantile.     This  position  he  held 
for  seven  years  and  also  organized  the  Improved  Risk  Department 
for  that  company.      Leaving  the  North   British  and   Mercantile  in 
1906  his   present  connection  was   made.      He   was   one  of  the  or- 
ganizers of  the  National  Fire  Protection  Association,  holding  the  of- 
fice of  secretary  and  treasurer  for  seven  years,  and  later  that  of  chair- 
man of  the  executive  committee.     He  is  one  of  the  National  Board's 
committee  of  consulting  engineers,  and  an  ex-president  of  the  In- 
surance Society  of  New  York.      Also  author  of  The  Hand  Book  of 
Fire  Protection  for  Improved  Risks,  and  of  a  procedure  for  rating 
sprinklered  risks  known  as  the  "Restricted   Rating  Schedule,"  and 
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used  by  the  Eastern  and  Southern  rate  makers.  Is  manager  of 
the  Independence  Inspection  Bureau,  137  S.  5th  St..  Philadelphia, 
a  property  owners  fire  prevention  organization.  Was  appointed  by 
President  Roosevelt  a  member  of  the  United  States  Government 
National  Advisory   Board  on   Fuels  and   Structural   Materials. 

CROSBY,  UBERTO  C,  United  States  manager  Royal  Exchange 
Assurance  of  London,  England,  is  a  native  of  Matlapoisett,  Mass. 
FIc  entered  the  office  of  the  Bay  Stale  Fire  Insurance  Company 
at  Worcester  as  a  clerk  in  i8(')6.  lie  afterwards  became  secretary 
of  the  company  and  continued  with  it  until  the  Boston  tire  of 
1872,  when  it  discontinued  business  owing  to  the  heavy  losses  at 
that  time.  He  then  became  New  England  special  agent  for  the 
Commercial  Union  Assurance  Company  of  London.  He  resigned 
that  position  in  1883  and  became  special  agent  of  the  Phcnix  In- 
surance Company  of  New  York  for  New  England  and  the  Mari- 
time provinces.  In  September  1899,  he  accepted  the  position  of 
secretary  of  the  New  Hampshire  Inre  Insurance  Company,  and  at 
the  death  of  its  former  president  was  elected  to  that  position  in 
Januar)',  1900.  He  resigned  that  position  May  1,  1905,  to  accept 
the  position  of  United  States  manager  of  the  Royal  Exchange  As- 
surance, London,  England. 

CUNNINGHAM,  JOHN  L.,  president  of  the  Glens  Falls  In- 
surance Company,  New  York,  was  elected  to  that  office  January  20, 
1892,  succeeding  Russell  M.  Little,  deceased,  President  Cunning- 
ham was  born  at  Hudson,  N.  Y.,  April  5,  1840.  His  boyhood  was 
passQd  on  a  farm  in  Essex  county,  New  York,  but  when  about 
eighteen  years  old  he  entered  a  law  office,  and  afterward  pursued 
his  legal  studies  at  the  Union  University  Law  School  at  Albany, 
graduating  in  1861  with  the  degree  of  LL.B.  He  practiced  law  at 
Essex  until  he  enlisted  in  'the  Ii8th  New  York  Regiment  in  1862 
and  went  to  the  front.  He  saw  a  good  deal  of  active  service,  was 
for  some  time  provost  mar.shal  at  Portsmouth,  Va.,  and  came  out  of 
the  war  with  the  rank  of  major  and  brevet  lieutenant-colonel.  On 
returning  home  he  was  appointed  collector  of  internal  revenue  for 
the  Sixteenth  Congressional  District  of  New  Y'ork,  which  position 
he  resigned  to  join  the  field  force  of  the  Glens  Isills  as  a  special 
agent.  In  1872  Colonel  Cunningham  was  elected  secretary  of  the 
company,  and  became  virtually  its  manager.  On  the  death  of  Presi- 
dent Little  in  1892  he  succeeded  to  the  presidency. 

CURTIS,  ALBERT  HARMON,  general  agent  of  the  New 
England  Mutual  Life  Insurance  Company  at  Boston,  Mass.,  was 
born  at  Harrington,  Me.,  April  3,  i8(;6.  He  was  educated  in  the 
public  schools,  and  graduated  from  a  commercial  college.  After 
working  on  a  farm  until  he  was  eighteen  years  of  age,  he  entered 
the  employ  of  the  United  States  Life  as  cashier  in  1895  at  its  Boston 
office.  In  1896  he  was  appointed  associate  general  agent  of  the 
Union  Central  Life  Insurance  Company  at  Boston.  He  was  ap- 
pointed to  his  present  position  in  i<)oi.  He  was  elected  president 
of  the  Boston  Life  Underwriters'  Associaticm  in  1909. 
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DAMON,  ALONZO  WILLARD,  president  of  the  Springfield 
Fire  and  Marine  Insurance  Company,  was  born  at  South  Scituate, 
now  Norwell,  Mass.,  February  ii,  1847,  and  was  the  son  of  Davis 
Damon,  a  descendant  of  John  Damon,  one  of  the  early  settlers 
of  Plymouth,  Mass.  His  insurance  life  began  as  a  clerk  in  the 
office  of  the  Washington  Insurance  Company  of  Boston  in  1862.  Hr 
worked  his  way  up  to  the  secretaryship  of  that  company,  and  served 
it  in  that  capacity  from  1880  to  1887.  The  following  year  he  took 
the  New  England  special  agency  for  the  Franklin  Fire  of  Phila- 
delphia, but  in  1890  the  late  President  Dunham  of  the  Springfield 
Fire  and  Marine  sent  for  him,  and  offered  him  the  special  agency 
for  eastern  New  England,  which  he  accepted.  He  was  called  to  the 
home  office  as  assistant  secretary  in  the  winter  of  the  same  year, 
and  on  the  death  of  President  Wright  he  was,  in  April,  1895,  ad- 
vanced to  the  vacant  presidency.  ?Ie  is  now  president  of  the 
National  Board  of  Fire  Underwriters. 

DANA,  GORHAM,  manager  of  the  Underwriters'  Bureau  of 
New  England,  Boston,  Mass.,  was  born  in  Charlestown,  Mass., 
October,  1868.  He  was  educated  in  the  public  schools  and  the 
Institute  of  Technology,  Boston,  from  which  he  graduated  with 
the  class  of  1892,  and  after  graduation  engaged  in  civil  engineering. 
He  was  appointed  Jin  inspector  of  the  Underwriters  Bureau  of 
New  England  in  1894  and  was  appointed  to  his  present  position 
in  1904.  He  is  chairman  of  the  committee  on  gravity  tanks  and 
uniform  requirements  of  the  National"  Fire  Protection  Association, 
and  vice-president  of  the  Fire  Underwriters'  Uniformity  Association. 

DARGAN,  JAMES  THORN  WELL,  fire  underwriter,  is  a  native 
of  South  Carolina,  and  was  born  near  Winnsboro,  S.  C,  January  22, 
1846.  He  received  a  collegiate  education,  graduating  from  South 
Carolina  College  in  1868,  and  subsequently  studied  law,  but  did  not 
practice.  His  business  career  was  begun  in  fire  insurance,  and  for 
a  number  of  years  he  was  senior  member  of  the  firm  of  Dargan  & 
Trezevant,  managers  for  a  number  of  companies  for  the  South- 
west with  headquarters  at  Dallas,  Texas.  In  1894,  he  became 
resident  manager  of  the  Southern  Department  of  the  Imperial  Fire 
Insurance  Company  of  London  and  remained  with  this  com- 
pany until  its  retirement.  On  the  organization  of  the  Atlanta- 
Birmingham,  in  1893,  he  was  elected  president,  and  continued  in 
that  capacity  until  a  receiver  was  appointed  for  the  company  in  the 
latter  part  of  1906,  as  a  result  of  the  San  Francisco  conflagration, 
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and  was  engaged  with  ihc  receiver  in  closing  up  the  affairs  of  the 
company.  Mr.  Dargan  was  awarded  the  Alfred  G.  Baker  prizt 
tnedal  for  the  best  essay  on  "Evils  Affecting  Fire  Underwriting 
Interests  and  Their  Remedy"  by  the  Underwriters'  Association  of 
the  Northwest  at  its  meeting  hi  1880,  and  he  was  also  the  original 
author  of  the  "Iron  Safe  Clause,"'now  in  general  use. 

DARGAN,  MILTON,  manager  of  the  southern  department  of 
the  Royal  Insurance  Company  of  Liverpool,  is  a  native  of  South 
Carolina.  He  was  born  at  Sumter  in  that  state,  February  22,  1862, 
and  received  his  collegiate  education  at  Furman  University  at 
Greenville,  S.  C,  after  which  he  became  a  cadet  at  the  United  States 
Naval  Academy  at  Annapolis.  From  that  institution,  in  1883,  he 
went  immediately  into  the  fire  insurance  business  at  Dallas,  Tex., 
as  a  clerk  in  the  office  of  Dargan  &  Trezevant.  Subsequently  Mr. 
Dargan  saw  much  service  in  the  field.  He  traveled  as  special  agent 
for  Dargan  &  Trezevant,  and  was  afterward  secretary  of  the  Asso- 
ciation of  Fire  Underwriters  for  Texas,  with  headquarters  at  Hous- 
ton, from  July,  1887,  until  the  disbandment  of  the  organization,  on 
account  of  the  anti-trust  law,  in  1889;  then  served  the  Queen  of 
Liverpool  as  special  agent  and  adjuster  for  Texas,  Arkansas,  and 
adjacent  territory,  until  January,  1894,  when  he  assumed  the  man- 
agement of  the  southern  department  of  the  Lancashire.  On  July  16, 
1900,  Mr.  Dargan  was  appointed  manager  of  the  eastern  department 
of  the  Lancashire,  with  headquarters  in  New  York,  in  addition  to 
the  southern  department,  which  had  been  consolidated  with  the  New 
York  office.  He  continued  in  the  office  until  the  reinsurance  and  re- 
tirement of  the  company  in  1901,  and  in  1902  he  was  appointed  to  his 
present  position. 

DARLING,  THOMAS  HENRY,  secretary  of  the  Great  Eastern 
Casualty  Company,  Now  York,  was  born  in  Hrooklyn,  N.  Y.,  October 
17.  1875.  He  was  educated  in  the  public  schools  and  began  his  in- 
surance career  in  a  clerical  position  in  the  office  of  the  Great  Eastern 
Casualty  in  1893.  He  was  appointed  assistant  secretary  in  1900,  and 
elected  to  his  present  position  in  November,  1904. 

DAVIS,  WILLIAM  F.,  assistant  secretary  of  the  New  England 
Mutual  Life  Insurance  Company,  Boston,  was  born  at  Woburn, 
MasF.,  December  12.  18^9.  He  received  a  public  school  education 
and  began  his  business  career  as  a  leather  worker.  He  began  his 
life  insurance  work  as  a  clerk  in  the  office  of  the  New  England 
Mutual  Life,  and  was  for  a  number  of  years  cashier,  until  appointed 
to  his  present  position.  He  is  a  resident  of  Woburn,  Mass.,  and 
has  served  the  city  as  member  of  the  board  of  aldermen  several 
terms,  being  president  of  the  board  in  1893  and  1898.  and  in  1899 
was  elected  mayor  of  the  city  and  re-elected  in  1900  and  1901. 

DAWSON.  MILKS  MKNANDER.  consulting  actuary  and 
lawyer,  was  born  at  Viroqua,  Wis.,  May  13,  1863.  He  was  educated 
in  the  public  schools  and  at  Kentucky  (now  Transylvania)   Univer- 
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sity,  and  in  law  at  New  York  University.  After  leaving  col- 
lege he  was  engaged  in  the  fire  and  general  insurance  business 
until  1886,  and  subsequently  was  a  life  insurance  agent  until  1894, 
when  he  entered  the  actuarial  profession,  practicing  since  that  date 
as  a  consultant  in  New  York  city,  and  also  since  1907  as  an  insur- 
ance lawyer.  Mr.  Dawson  is  the  author  of  "The  Business  of  Life 
Insurance,"  ^'Elements  of  Life  Insurance,"  "Assessment  Life  Insur- 
ance," "Principles  of  Insurance  Legislation,"  "Practical  Lessons  in 
Actuarial  Science,"  "Things  Agents  Should  Know,"  "Various  De- 
rived Tables,"  "Comparative  Reserve  Tables,"  "Survivorship  An- 
nuity Tables,"  actuarial  tables  based  on  the  American  experience, 
and  other  tables  of  mortality.  He  was  the  actuary  of  the  New  York 
Legislative  Committee  and  the  Royal  Commission  of  Canada.  In 
1908  he  visited  Europe  as  the  actuary  of  the  Russell  Sage  Founda- 
tion to  study  workingraen's  insurance.  In  1909  he  was  appointed 
special  actuarial  adviser  of  the  Census  Bureau. 

DAY,  FREDERICK  WILLIAM,  assistant  manager,  at  New 
York,  of  the  Royal  Insurance  Company  of  Liverpool,  England,  was 
born  in  Hertfordshire,  England,  May  26,  1859.  He  received  an 
English  preparatory  college  education.  In  '1876  he  came  to  America 
with  his  parents  and  shortly  after  entered  the  service  of  the  Na- 
tional Fire  Insurance  Company  of  New  York  under  the  tutelage 
of  Mr.  Henry  H.  Hall.  In  1881  he  became  connected  with  the  Royal 
at  its  New  York  office  and  in  1888  he  was  appointed  its  special 
agent  for  western  New  York,  which  position  he  filled  for  six 
years.  In  1894  he  was  appointed  superintendent  of  agencies  in  the 
New  York  office  of  the  Royal,  which  post  he  held  until,  on  the  re- 
tirement of  Mr.  E.  F.  Beddall  frpm  the  managership  of  the  New 
York  department  of  that  company  and  the  accession  of  Mr.  C.  F. 
Shallcross  as  manager  in  1900,  he  was  promoted  to  the  position  of 
second  assistant  manager.  On  the  death  of  assistant  manager  Mr. 
George  M.  Coit,  in  1903,  Mr.  Day  was  further  promoted  to  his 
present  office  of  assistant  manager.  He  is  an  active  worker  in  the 
Young  Men's  Christian  Association  and  prominent  in  other  social, 
charitable,  and  religious  organizations  in  the  metropolis. 

DAYTON  ASSOCIATION  OF  LIFE  UNDERWRITERS  was 
organized  at  a  meeting  held  in  Dayton,  O.,  March  26,  1904,  and  the 
following  officers  were  elected:  President,  C.  H.  Cord,  Michigan 
Mutual;  first  vice-president,  John  H.  Kramer,  Mutual  Benefit;  sec- 
ond vice-president,  V.  J.  A.  Obcnauer,  New  York  Life;  secretary, 
William  O.  Cord,  Michigan  Mutual;  treasurer,  V.  P.  Van  Home, 
Mutual  Life.  The  present  officers  and  executive  committee,  elected 
at  the  annual  meeting  in  March,  1908,  are :  President,  F.  M.  Thomas ; 
first  vice-president,  D.  C.  Brower;  second  vice-president,  H.  C. 
Herchelrode;  secretary,  Job  Hill:  treasurer,  R.  M.  Miller;  executive 
committee,  F.  M.  Thomas,  Job  Hill,  R.  M.  Miller,  Hamilton  Kerr, 
I.  N.  Gaylord,  J.  P.  Morgan,  W.  S.  Nuttall  and  D.  C.  Brower.  The 
above  are  the  present  officers. 
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DEALY,  TIMOTHY  W.,  insurance  journalist,  was  born  at 
Groton,  Conn.,  February  i,  1866,  and  was  educated  in  the  public 
schools  of  Groton  and  New  London.  His  early  vocation  was  that  of 
hotel  clerk,  first  in  New  London  and  later  in  Chicago.  He  entered 
the  life  insurance  business  in  that  city,  becoming  agent  of  the  Metro- 
politan Life,  industrial  department,  in  1888.  A  year  later  he  entered 
insurance  journalism,  joining  the  force  of  the  Argus,  becoming  busi- 
ness manager  in  1895,  editor  in  1905  and  proprietor  on  January  i, 
1909. 

DEARDEN,  ROBERT  R.,  insurance  journalist,  was  born  at 
Lowell,  Mass.,  March  23,  1845.  He  received  his  education  in  public 
and  private  schools,  and  thereafter  was  engaged  for  a  few  years  in 
mercantile  pursuits,  culminating  in  the  publishing  business  at  Chi- 
cago in  1867.  The  following  year  he  became  identified  with  the 
Northwestern  Review  of  Chicago,  which  he  purchased  of  its 
founder,  the  late  W.  F.  Brewster,  in  1869,  and  in  1875  removed  to 
Philadelphia,  changing  its  name  to  The  United  States  Review.  He 
has  maintained  continuous  active  connection  with  that  paper  since 
1868.  Mr.  Dearden  entered  political  life  soon  after  taking  up  his 
residence  in  Philadelphia.  He  was  elected  to  the  Pennsylvania  leg- 
islature from  a  prominent  district  in  1882,  and  was  re-elected  in 
1884,  1886,  and  1888.  In  1906  he  was  again  elected  to  that  body, 
though  from  another  Philadelphia  district,  and  was  re-elected  in 
1908,  covering  six  terms  of  twelve  years  in  all.  He  was  chairman 
of  the  House  insurance  committee  in  1885,  and  of  the  committee 
on  Appropriations  in  1887  and  1889.  In  the  spring  of  1900  he  was 
unanimously  chosen  as  the  candidate  for  receiver  of  taxes  of 
Philadelphia  on  the  municipal  league  ticket,  but  declined  the  nomi- 
nation. 

DEARTH,  ELMER  H.,  of  Minnesota,  was  born  in  Sanger- 
ville.  Me.,  June  6,  1859.  He  received  a  high  school  and 
academic  education,  graduating  in  1878;  taught  school  two 
years,  and  then  entered  the  office  of  the  Bangor  Daily 
Whig  and  Courier,  where  he  mastered  the  newspaper  work.  He 
went  to  Minnesota  in  1883,  locating  first  in  St.  Paul.  In  1884  he  be- 
came manager  and  editor  of  the  Henderson  Independent,  and  con- 
tinued in  that  position  until  1886,  when  he  became  owner  and  editor 
of  the  Le  Sueur  News.  In  1889  he  was  appointed  by  Governor 
Merriam  of  Minnesota  deputy  insurance  commissioner  of  that 
state.  After  retaining  that  position  for  three  years  he  voluntarily 
resigned  to  take  a  position  with  the  Equitable  Life  of  New  York. 
In  January,  1897,  he  was  appointed  by  Governor  Clough  insurance 
commissioner  of  Minnesota,  holding  the  office  for  two  years,  or  until 
the  administration  passed  into  the  hands  of  the  opposite  party. 
At  the  time  of  his  retirement  he  was  president  of  the  National  As- 
sociation of  Insurance  Commissioners,  and  for  the  next  succeeding 
two  years  was  engaged  in  the  general  and  local  fire  insurance  busi- 
ness. In  January,  1901,  he  was  again  appointed  to  the  commission- 
ership  by  Governor  Van  Sant,  and  was  reappointed  in  January, 
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1903.  He  is  a  prominent  Elk,  Mason,  and  Knight  of  Pythias,  and 
has  for  years  been  an  active  member  of  the  leading  business  and 
social  clubs  of  St.  Paul.  He  retired  from  the  commissionership  in 
1905  and  engaged  in  the  general  agency  business  in  St.  Paul,  but  in 
1909  joined  the  Great  Northern  Life  Insurance  Company  of  Wausau, 
Wis.,  as  assistant  superintendent  of  agencies. 

DEATH  ROLL  of  1909.     The  following  is  a  list  of  persons 
connected  with  the  insurance  business  who  died  in  1909: 

Adkisson,  Frank,  .special  agent  of  the  New  York  Underwriters  in  eastern 
Illinois,  died  at  Clinton,  III.,  May   2. 

Allen,  Francis  N.,  chief  of  the  accounting  department  of  the  jljltna  Life  of 
Hartford,  died  on  Long  Island,  June  30,  aged  63  years. 

Allen,  Francis  O.,  for  man^  years  general  agent  at  Philadelphia  for  the  Queen 
Insurance  Company,  died  at  Gerraantown,  Pa.,  December  3,  aged  70  years. 

Anderson,  Horace,  senior  member  of  the  Portland,  Me.,  agency  firm  of  Ander- 
son, Adams  &  Co.,  died  December  15,  aged  60  years. 

Appelius,  Henry  -A.,  formerly  general  manager  of  the  mrtropolitan  department 
of  the  New  Ycrk  Life,  died  by  suicide  January   i  r,  aged  71   years. 

Apple,  Ben  J.,  of  the  Savann;^,  Ga.,  insurance  firm  of  Uarty  &  Apple,  died 
there  from  Bright's  disease,   March  22. 

Arrott,  William,  secretary  of  the  James  W.  Arrott  agency  of  Pittsburgh,  Pa., 
died  July  13. 

Bache,^  William  F.,  manager  at  Boston  for  the  Prudential  of  Newark,  died  by 
suicide  April  6,  aged  60  years. 

Bacon,  John  L.j  former  insurance  commissioner  of  Vermont,  died  at  White 
River  Junction,  Vt.,  April  27,  aged  47  years. 

Badger,  William  A.,  of  the  Minneapolis  insurance  firm  of  Howes  &  Badger, 
died  there  from  appendicitis,  November  21. 

Baker,  William  IC,,  former  secretary  of  the  City  Fire  of  New  York,  died  at 
Hartford,  Conn.,  from  heart  disease,  January  7. 

Barker,  Joseph  W.,  former  surveyor  of  the  Board  of  Fire  Underwriters  of  the 
Pacific,  died  at  Berkeley,  Cal.,  January  28,  aged  54  years. 

Barrett,  J.  Russell,  New  York  insurance  broker,  died  at  Flushing,  L.  I.,  from 
pneumonia,   February  2y^  aged  31   years. 

Batchelder,  A.  E,,  special  agent  in  New  York  State  of  the  New  Hampshire 
Fire,  died  at  Albany,  N.  Y.,  November  16. 

Batcman,  Lowry  J.,  special  agent  in  New  York  State  for  the  Scottish  Union 
and  National,  died  at  Syracuse,  N.  Y.,  August  26,  aged  ^2  years. 

Beattie.  William  A.,  insurance  broker  of  Boston,  Mass.,  died  at  Brookline, 
Mass.,  December  21. 

Beck  with,  William  H.,  New  York  city  agent,  died  at  Greenport,  L.  I.,  from 
acute  indigestion,  January   19.  aged  63  years. 

Bennct,  Francis,  formerly  local  secretary  at  New  York  of  the  Royal  of  Liver- 
pool, died  at  New  York  city,  February   17. 

Best.  James  G.  S.,  western  fiehl  man,  died  at  Cleveland,  Ohio,  from  diabetes. 
May  19,  aged  63  years. 

Blackman,  F.  H.,  local  agent  at  Detroit,  died  there  August  17,  aged  69  years. 

Bluhm,  Otto,  New  York  insurance  broker,  died  at  Nutley,  N.  J.,  from  tubercu- 
losis, April  6,  aged  49  years. 

Boardman,  George- C,  Pacinc  Coast  pjeneral  agent  of  theJKtna  of  Hartford, 
died  at  San  Francisco,  April  24,  aged  80  years.  Mr.  Boardman  was  born 
in  Hartford,  Conn,,  an«l  received  his  education  there.  He  was  special 
agent  for  the  Merchants'  Insurance  Company,  and  in  i860  visited  Cali- 
fornia in  the  interests  of  that  company.  In^  1861  he  became  J^ccretary  of 
the  San  Francisco  Insurance  Company,  and  in  1863  was  elected  president. 
In  1868  he  resigned  and  accepted  the  general  agency  of  the  yEtna.  Prac- 
tically, Mr.  Boardman's  career  as  a  fire  underwriter  on  the  Pacific  cor.st 
covered  the  whole  history  of  the  business  there.  He  proposed,  and  mainly 
promoted,  the  original  Board  of  Underwriters,  which  paved  the  way  for 
the   Pacific   Insurance  Union. 

Boothby,  William  A.,  special  agent  of  the  National  Fire  of  Hartford,  died  at 
Watervillc,  Me.,  December  15. 
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n reckon ritlRC,  I).  C,  Chicago,  III,,  life  underwriter,  died  in  Kentucky,  March  23. 

RriRham,  Ilerhert  \V.,  New  York  local  agent,  died  there  by  suicide,  August  30. 

Hrockie,  ^Villiam,  president  of  the  New  York  marine  insurance  firm  of  John- 
son &  Higcins,  died  suddenly  from  ai)i)cndicitis  in  New  York  city,  Novem- 
ber 4,  aged  44  years. 

Cromwell,  Percy  L.,,  agent  of  the  Springfield  Fire  and  Marine  at  San  Fran- 
cisco, died  by  suicide.  March  2. 

Rrown,  William  H.,  a  Philadelphia  insurance  broker,  died  there  from  heart 
disease,  April  25,  aged  67  years. 

Buckley,  Thomas,  founder  of  the  Chicago  Fire  Insurance  Patrol,  died  at 
Chicago,  September  10. 

Durnham,  Frank  G.,  Connecticut  general  agent  of  the  State  Mutual  Life  of 
Worcester,   with  headquarters  at   Hartford,   died  there  October   la. 

Burr,  Marshall  p.,  special  agent  for  the  German ia  in  Missouri,  died  at  Sedalia, 
Mo.,  following  an  operation,   September  7,  aged  35  years. 

Camp,  Charles  W.,  former  .secretary  of  the  Mutual  Reserve  Life  of  New  York, 
died  at  Richmond  Hill,  N.  Y.,  from  Bright's  disease,  July  11,  aged  64 
years. 

Canfield,  Ira  W.,  Ohio  state  agent  of  the  American  of  Newark,  died  at  Char- 
don,   Ohio,   November  8. 

Carpenter,  Kdwin  W.,  formerly  assistant  s^'cretary  of  the  Fireman's  Fund,  died 
at  Providence,  R.  I.,  by  suicitle,  November  2. 

Carroll,  H.  A.,  agent  of  the  New  York  Life  at  Placerville,  Cal.,  died  there 
September  20.  • 

Chamberlain,  W.  I.,  vice-preisdent  of  the  Capital  Fire  of  Des  Moines,  died 
]  December  12. 

Chapman,  Edward  F.,  manager  of  the  Michigan  Irspection  Bureau,  died  at 
Detroit  from  paralysis,  September   17. 

Claney,  John  IL,  president  of  the  Monongahela  of  Pittsburgh,  died  there  De- 
cember 4,  aged  8 J  years. 

Clark,  Milton,  fire  insurance  agent  at  Rochester.  N.  Y.,  died  there  from  abscess 
of  the  kidneys,  July  16,  aged  61  years. 

Clauss,  William   D.,   special  agent  attached  to  the   Philadelphia   office  of  Orrott 
Howley,  died  there  from  heart  failure.  August  21,  aged  38  years. 

Cobb,  Campbell  H.,  of  the  Indianapolis,  Ind.,  agency  of  C.  F.  Saylps  &  Co., 
died  there  by  suicide.   May   11. 

Cole,  William  M.,  former  president  of  the  Brooklyn  Life,  died  at  Seney  Hospi- 
tal, Brooklyn,  March  6.  aged  70  years. 

Corwin,  B.  Ryder,  general  agent  of  the  Metropolitan  Life  of  New  York,  died 
at  Brooklyn,  December  2$.  aged  76  years. 

Cummings,  Harvey  D.,  formerly  fire  insurance  agent  of  Chicago,  died  at 
Wheaton,  111.,  from  heart  disease,  June  23. 

Daggett,  Jesse  A.,  manager  of  the  western  department  of  the  Security  of  New 
Haven  at  Rockfonl,  111.,  died  there  November  2,  aged  38  years.  Mr. 
Daggett  was  born  in  .Macon,  111.,  and  was  appointed  manager  of  the  western 
department  of  the  Security  Insurance  Company  in  1907,  having  previously 
represented  the  company  as  special  agent  in  the  western  field. 

Davis,  A.  L.,  president  of  the  Imi)erial  Guarantee  and  Accident  of  Toronto, 
died  June  14- 

Dawson,  John,  local  fire  insurance  agent  at  Viroqua,  Wis.,  died  there  Novem- 
ber 11.  aged  77  years. 

Denny,  William  S.,  fire  insurance  adjuster,  died  at  Portland,  Me.,  December 
25,  aged  80  years. 

Dodson,  Rov,  general  agent  for  the  Fidelity  Fire  of  Kansas  City,  died  at  St. 
Louis  from  accident.  November  -15. 

Dudley,  Walter  W.,  secretary  f»f  the  covcrninp  committee  of  the  Western 
Union,  di«.<l  at  Kvanston,  111..  June  0.  ;iped  64  years.  Mr.  Dudley  was 
born  in  Guilford.  Conn.,  and  remove  tl  to  Wisconsin  at  an  early  age.  He 
i'egan  his  insurance  carerr  a<  a  local  aceut  at  LaCrnss  in  1867.  and  later 
l>ccame  a  special  agent  for  the  St.  Paul  Fire  and  Marine,  and  German- 
Americ.Tn.  Later  he  was  api>ointed  assistant  manager  of  the  western  de- 
partment of  the  North  British  and  Mercantile;  was  afterward  manager, 
and  in  iRqo  was  appointed  United  States  manager  of  the  Manchester. 
He  resigned  in  March,  1897,  and  accepted  the  position  of  secretary  of 
the  governing  committee  of  the  Western  Union.  He  was  elected  president 
of  the  National  Fire  Protection  Association  at  its  annual  meeting  in  1907. 
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Ounbam,  Henry  E.,  Boston,  Mass.,  local  agent,  died  there  by  suicide,  July  9. 

Durand,  W.  B.,  special  agent  of  the  Glens  Falls  at  Oberlin,  Ohio,  died  June  25. 

Durand,  William  F.,  fire  insurance  general  agent  at  Milwaukee,  Wis.,  died 
there  April  8,  aged  66  years. 

Durham,  Israel  W.,  former  insurance  commissioner  of  Pennsylvania,  died  in 
Atlantic  City  from  heart  disease,  June  28,  aged  53  years. 

Eagles,  Eugene,  local  underwriter  of  the  German  American  at  the  home  office 
in  New  York  city,  died  from  angina  pectoris,  December  4,  aged  63  years. 

Eaton,  John  R.,  Boston  agent  of  the  Scottish  Union  and  National,  died  there 
June  2,  aged  45  years. 

FMwards,  Wilkie,  president  of  the  Pacific  Slope  Security  and  Liability  Com- 
pany of  San  Francisco,  died  there  from  apiiendicitis,  September  9. 

Elder,  John  F.,  of  the  Boston,  Mass.,  agency  or  John  O.  Carpenter  &  Son,  died 
there  from  brain  disease,  July  20.  ' 

Emhardt,  William  H.,  president  of  the  Mutual  Fire  of  Gcrmantown,  Pa.,  died 
there  from  heart  disease,  April  i6. 

Eustis,  Truman  W.,  western  manager  for  the  Georgia  Home,  died  at  Evanston, 
111.,  from  cancer  of  the  bowels,  April  5,  aged  52  years.  Mr.  Eustis  was 
born  at  Port  Washington,  Wis.,  and  received  his  education  in  the  grammar 
and  common^  schools  of  Chicago,  and  entered  upon  his  insurance  career  at 
the  age  of  sixteen  in  the  Chicago  office  of  the  Phenix  Insurance  Company 
of  Brooklyn.  In  1897  he  was  appointed  manager  of  the  western  depart- 
ment of  the  Manchester  Assurance  Company,  and  on  the  taking  over  of  the 
Manchester  by  the  Atlas  was  appointed  joint  manager  of  the  latter,  but 
resigned  that  position  early  in  ^905.  He  was  appointed  manager  of  the 
western  department  of  the  Georgia  Tlome  Insurance  Company  in   1906. 

Ferguson,  T.  A.,  inspector  for  the  Chicago  Board  of  Underwriters,  died  De- 
cember 12. 

Filler,  Wilier  H.,  superintendent  of  the  Metropolitan  Life  at  Toledo,  Ohio, 
died  there  from  typhoid  fever.  December  27,   1908,  aged  36  years. 

Frankle,  Jones,  local  agent  at  Haverhill,  Mass.,  died  at  Cambridge,  Mass., 
April  15. 

Fuller,  Dr.  Sidney  L..  former  Chicago  life  insurance  manager,  died  there  June 
16,  aged  72  years. 

Fulton,  Edwin,  Kansas  City  local  agent,  died  there  by  suicide,  September  26. 

Furgason,  P'rancis  M.,  president  of  the  Furgason  &  Tabb  Underwriting  Com- 
pany of  Kansas  City,  died  May  20,  aged  76  years. 

Gage,  Thomas  H.,  vice-president  and  medical  director  of  the  State  Mutual  Life 
of  Worcester  Mass.,  died  there  September   17,  aged  83  years. 

Gan>»,  Samuel,  president  of  the  Samuel  Gans  Salvage  Company  of  Chicago,  died 
at  Carlsbad.  Austria,  from  diabetes,  July  29,  aged  67  years.  * 

Gansc,  T.  DeWitt,  director  of  agencies  for  the  Central  Life  of  Illinois,  died  at 
Ottawa,  III.,  January  22. 

Getzlaff,  Ilenrj'  W.,  special  agent  of  the  Security  bf  New  Haven,  with  head- 
quarters at  Milwaukee,  Wis.,  died  there  from  heart  disease,  September  10, 
aged  34  years. 

Gibbs,  Henry  M.,  special  agent  of  the  German  American  for  Delaware  and 
other  southern  states,  died  in  Baltimore  from  pneumonia,  February  14, 
a|;ed  38  years. 

Godwin,  Thomas,  manager  of  the  Pacific  Coast  department  of  the  Preferred 
Accident  cf  New  York,  died  at  San  Francisco,  December  13,  aged  67 
years. 

Gould,  Howard,  agent  of  the  New  York  Life  at  Portland,  Me.,  died  there  from 
heirt  disease,  Novemlwr  8. 

Graf,  Leopold,  manager  of  the  Europa  Reinsurance  of  Berlin,  died  from  pneu- 
monia, April   18. 

Griggs,  (ieorge  E.,  Cook  County  special  agent  of  the  Hartford  Fire,  died  at 
Chicago  from  the  grip.  May  2. 

Gwinner,  Frederick,  president  of  the  Humboldt  Fire  of  Pittsburgh,  died  there 
September  1,  aged  77  years. 

Hall,  William,  agency  secretary  of  the  Delaware  of  Philadelphia,  died  there 
September  25. 

TJawes,  Charles  P.,  special  agent  for  the  Liverpool  and  London  and  Globe  in 
New  York  State  and  Connecticut,  died  in  New  York  city  from  an  intestinal 
malady,  October  30,  aged  58  years.  Mr.  Ilawes  was  born  in  Tarrytown, 
N.   Y.,  and  entered  the  fire  insurance  business  at  an  early  age,  and  had 
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served  the  Liverpool  and  London  and  Glo!)c  for  over  twenty-five  years. 
He  was  elected  president  of  the  Underwriters  Association  of  the  Middle 
Depart:nent  in  1901,  and  in^  1904  he  was  appointed  special  agent  for  New 
Kn^land.  with  headquarters  in  Boston. 

Henry,   Paul   M.,  state  agent  for  California  of  the  North   British  and  Mercan- 
tile, died  at  Colfax,  Cal.,  from  tuberculosis,  October  3,  aged  30  years. 

Hillyer,   Edward,   agent   at   Waupun,    Wis.,    died   there    December    15,   aged   83 
years. 

Hobbins,  H.  B.,  local  agent  at  Madison,  Wis.,  died  there  May  11. 

Hunter,  Robert  J.  O.,  Chicago  general  agent,  died  there   from  a  throat  affec- 
tion. February  27,  aged  57  years. 

Ingersoll,  William  E.,  .second  vice-president  and  European  manager  for  the 
New  York  Life,  died  at  Paris,  August   12,  aged  6/ vears. 

Jell,  William  J.,  agent  for  the  Prudential  at  Westfield,  N.  J.,  killed  by  railroad 
accident  at  Brockton,  N.   Y.,  November  if>,  aged  38  years. 

Jones,  Edward  A.,  one  of  the  fou'^ders  of  the  Metropolitan  Life,  died  at  East 
Orange,  N.  J.,  from  Bright's  disease,  October  23,  aged  85  years. 

Jones,  Kurney,  local  agent  of  Monmouth,  111.,  killed  by  railroad  accident  at 
Burlinfiton,   111..   February  23,  aged  62  years. 

Judd,  Edward  B.,  Buffalo,  N.  Y..  agent,  died  at  Dunkirk,  N.  Y.,  from  acci- 
rJental  injuries,  July   5,  aged  47  years. 

Keeney,  Charles  R.,  pxirchasing  agent  of  the  Hartford  Life,  died  at  Hartford, 
Conn.,   from  accidental  injuries.   November   18,  aged  Oj  years. 

Kellogg,  Charles  W..  eastern  manager  for  the  Fireman's  Fund  of  San  Fran- 
cisco at  Boston,  died  suddenly  at  Brooklinc,  Mass.,  June  6,  aged  70  years. 
Mr.  Kellogg  was  a  native  of  Ohio,  and  in  the  outbreak  of  the  Civil  War 
enlisted  on  the  first  call  for  volunteers  ard  served  throughout  the  war. 
At  the  close  of  the  war  he  entered  the  fire  insurance  business  in  Pitts- 
burgh, and  continued  in  the  local  and  general  agercy  business  there  until 
1872,  when  he  removed  to  Philadelphia.  He  was  later  vice-president  and 
manager  of  the  Shoe  and  Leather  Insurance  Company  of  Boston,  and  in 
18S5  he  organized  and  was  appointed  manager  of  the  eastern  department 
of  the  Fireman's  Fund. 

Kennard,  Milton  J.,  local  agent  at  Omaha,  Neb.,  died  at  Chicago  from  heart 
disease,  July  23,  aged  60  years. 

Kinney,  S.  H.,  local  agent  at  Kansas  City,  died  September  6. 

Koenigsberger,  Gustave,  New  York  city  liability  underwriter,  died  there  from 
heart  disease.   October  25,   aged  64  years. 

Lane,  Adoniram  J.,  a  local  agent  at  Manchester,  N.  H..  died  there  January  13, 
aged  74  years. 

Laniiham,  Arthur  G.,  former  president  of  the  Provident  Savings  Life  of  New 
Vork,  died  near  Seymour,  Ind.,  from  accidental  injuries,  July  5,  aged  55 
vears.  Mr.  Langham  was  a  native  of  England  and  was  born  at  Leicester 
in  1855.  He  began  his  in.surance  career  in  the  office  of  Baibce  &  Castleman 
of  Louisville,  Ky.,  in  1875.  becoming  a  member  of  the  firm  in  1886.  He 
was  successively  \ ice-president  and  president  of  the  Star  Fire  Insurance 
Company  of  Louisville,  Ky.,  until  the  company  retired  from  business  in 
T908,  and  was  actively  identified  with  the  business  affairs  of  Louisville. 

Larson,  C.  J.,  -life  insurance  agent  at  Amoy,  China,  died  by  suicide,  January  5. 

La  Tourette,  Philip,  New  York  fire  insurance  broker,  died  at  Somerville,  N.  J., 
from  heart  disease,  November  21,  aged  53  years. 

Lee,  Fergus  Sidney,  second  vice-president  of  the  Sun  of  New  Orleans,  died  there 
from  typhoid  fever.  October  8.  Mr.  Lee  was  a  native  of  New  Orleans, 
where  he  was  born  January  14,  1861,  and  received  his  education  in  the  New 
Orleans  schools.  He  entered  the  fire  insurance  business  at  the  age  of  twenty 
as  a  clerk  in  the  office  of  the  Sun,  with  which  company  he  spent  his  whole 
business  career.  He  was  elccte<l  secretary  of  the  company  in  1804.  and 
vice-president  in  1908.  He  was  also  a  member  of  the  firm  of  Janvier  & 
Lee,  general  agents  for  a  number  of  comjianies,  and  was  active  in  other 
business  afl'airs  of  New  Orleans. 
I.ee.   James   W.,    local    agent    at   Cleveland,    Ohio,    died   there    from   automobile 

accident,  July  23. 
Lee,   J.   O.,  special  agent  of  the   New  Hanipshire   Fire   in   Minnesota  and   Wis- 
consin, died  at  Watertown,  Wi.s.,  April  23,  aged  59  years. 
Lehrenkrauss,  Julius,   local  agent  at  Brooklyn,   N.   Y.,   died  there   February    18, 
aged  64  years. 
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Link,  J.  K.,  vice- [.resident  of  the  Scottish  Fire  of  Charlotte,  N.  C,  died  Sep- 
tember 4. 

Lloyd.  Raymond,  an  insurance  agent  at  Seattle,  Wa.sh.,  died  there  by  suicide, 
December  ^7,  aged  35  years. 

Lockwood.  Benoni.  manager  of  the  New  York  metropolitan  department  of  the 
Insurapce  Company  jf  North  America,  died  Aj»ril  i-j.  Mr.  Lockwood  was 
born  in  Providence,  !<.  L,  January  31,  1834.  He  was  educated  in  private 
'•chools  of  Philadelphia  and  the  University  of  Penijs»ylvania,  from  which 
he  was  graduated  in  1852  with  the  degree  of  H.A.  Two  years  later  he 
received  from  his  alma  mater  the  degree  of  M.A.  For  some  years  after 
leaving  the  university  he  was  in  the  mercantile  business,  but  when  the 
Civil  War  broke  out  he  volunteered  in  the  Sixth  Pennsylvania  Cavalry 
and  served  until  March,  i8()4,  retiring  with  the  rank  of  major.  He  took 
up  his  residence  in  the  city  of  New  York,  January  i,  1866,  as  a  member 
01  the  insurance  agency  firm  of  Frame.  Hare  &  Lockwood.  In  1872,  they 
established  the  United  States  branch  oPice  of  the  London  As.«urance  Cor- 
poration at  New  York.  He  continued  as  manager  until  July,  1885,  when 
he  resigned  to  take  charge  of  ihe  metropolitan  department  of  the  Insur- 
ance Companv  of  North  America.  Mr.  Lockwooti  was  vice-president  of 
the  National  Hoard  of  Fire  Underwriters  from  1877  to  1879,  inclusive,  and 
was  active  in  the  affairs  of  other  underwriting  associations. 

Lord.  Fhomax  IL.  secretary  of  the  Boston  Insurance  Company,  died  there 
January  8  from  accidental   injuries,  aged  75  years. 

Malcolm,  A  J.,  local  agent  of  Tabottville,  N.  Y.,  died  there  March  12,  aged  84 
years. 

Martin,  Adrian  S.,  an  examiner  of  the  New  York  Insurance  Department,  died 
in  New  York  city,  i'ollowing  an  operation  for  an  abscess  on  the  brain, 
l)eceml>er  27. 

Martin,  Alexander,  vicc-oresident  of  the  Union  Fire  of  Buffalo,  died  there 
from  paralysis.   March  26,  aj{ed   T2  years. 

Mason,  Frederic  (i.,  assistant  superintendent  of  the  liability  department  of  the 
Fidelity  and  C'asualty,  died  at  New  York  city  from  appendicitis,  February 
23,  aged  48  years. 

Mason,  VValter  C'.,  former  superintendent  of  the  Prudential  at  Elmira,  N.  Y., 
died  at  St.   Pttersburgh,   Fla-,  January  8. 

Mass,  Ulysses  F.,  Kentucky  State  agent  for  the  National  Fire  of  Hartford, 
with  headquarters  at  Louisville,  died  there  November  8,  aged  70  years. 

Ma,sters,  Arthur  Wellesley,  United  States  manager  for  the  London  Guarantee 
and  Accident,  died  at  Oak  Park,  111.,  from  aneurism  of  the  heart.  August 
I,  aged  59  years.  Mr.  Masters  was  born  in  Amherst,  New  Brunswick, 
became  a  sailor,  and  for  twenty  years  was  engaged  in  merchant  marine 
service.  Retiring  from  seafaring  life  he  became  an  agent  for  the  Equitable 
Life,  and  in  189::  was  appointed  superintendent  of  agents  for  the  United 
States  department  of  the  London  Guarantee  and  Accident  at  Chicago.  Two 
years  later  he  was  appointed  L^nited  States  manager. 

Maybury,  William  IL,  ifianaging  director  of  the  Standard  Accident  of  Detroit, 
Mich.,  died  there  from   Bright's  disease.   May  6. 

McCandless,  William  (1.,  fire  insurance  agent  at  Pittsburgh,  Pa.,  died  theie 
January  17.  aged  71  years. 

McCullough,  Carroll  K..  president  of  the  Liberal  Life  of  Indiana,  died  at 
Anderson.  Ind.,  October  z^- 

McCune.  W.  J.,  general  agent  at  Council  Bluffs,  la.,  for  the  Reliance  Life  of 
Pittsburgh,  killed  by  railroad  accident,  April  6. 

Meyj-t,  William.  Milwaukee,  Wis.,  agent,  died  at  Beulah  Lake,  Wis.,  from  heart 
disea.se.   September  21,  aged  63  years. 

Mitchell,  Stanley  L.,  local  agent  at  Binghamton,  N.  Y.,  died  from  heart  disease, 
December  26,   1908. 

Monroe,  William  M.,  state  agent  for  the.  New  York  Underwriters'  Agency  for 
Ohio  and   Weft  Virginia,  died  at  Cincinnati   from   blood  poisoning,    May  4. 

Morris,  John  A.,  southern  district  inspector  at  .Atlanta,  Ga.,  for  the  Equitable 
Life,  died  suddenly  at  New  York  city,  July  29.  aged  60  years, 

Myrich,  A.  L.,  formerly  special  agent  for  the  Continental  in  eastern  Kentucky, 
died  at   Fulton,   Ky.,   from  consumption,   March    19. 

Newman,  John  W.,  of'^ihe  New  York  brokerage  firm  of  Newman  &  MacBain, 
died  at   Brooklyn,  September  q,  agecl  59  years. 

Nolte,  Herman  A.,  secretary  of  the  Milwaukee  Fire,  died  at  Wauwatosa,  Wis., 
from  heart   failure,  August   12,  aged   51   years. 
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North,  Edward  C,  fire  insurance  adjuster  at  Boston,  Mass..  died  there  Novem- 
ber 21. 

Northrup,  \yil1iam  R.,  fire  insurance  agent  at  Escanaba,  Mich.,  died  there  from 
paralysis,  January  4,  aged  86  y-ars. 

Palmer,  Henry  J..,  former  president  of  the  Northwestern  Mutual  Life  of 
Milwaukee,  ditil  thtrc  May  7,  aped  8t)  years.  Mr.  Palmer  was  horn  at 
Mount  Pleasant,  Wayne  county.  Pa..  <)clol)er  18,  1819,  and  was  educated 
in  the  public  bcliools,  studied  law  and  was  admitted  to  the  New  York  bar. 
In  i84g  he  removed  lo  Milwaukee,  where  he  practiced  law,  and  in  1858  he 
became  connected  with  life  insurance  through  his  election  as  a  trustee  of 
the  Northwestern  Mutual  Life.  He  was  elected  president  of  the  company 
in    1874,  and  retired   in    1908. 

Pattillo,  William  P.,  local  agent  at  Atlanta,  Ga.,  died  there  from  heart  failure. 
April   12,  aged  72  years. 

Plank.  P.  W.,  special  agent  for  the  Home  of  New  York,  died  at  Pasadena,  Cal., 
July  I,  aged  73  years. 

Pitcairn,  Robert,  resident  vice-president  at  Pittsburgh,  Pa.,  of  the  American 
Surety  of  New  York,  died  at  Pittsburgh,  July  25,  aged  73  years. 

Platr,  Charles,  president  of  the  Insurance  Company  of  North  America,  died  at 
Philadel])hia  from  general  debility,  January  23,  aged  70  years.  He  was  a 
native  of  Philadelphia,  and  after  graduating  from  the  University  of  Penn- 
sylvania engaged  in  business  with  his  father  in  the  China  trade,  and  spent 
some  years  in  Canton  in  connection  with  the  business.  In  1850  he  became 
a  partner  in  the  business,  and  ten  years  later  he  was  elected  secretary  of 
the  Insurance  Company  of  North  America.  In  i86q  he  was  vice-president, 
and  in  1878  electee!  president.  Mr.  Piatt  had  a  wide  knowledge  of  marine 
as  well  as  of  fire  insurance,  and  was  president  of  the  National  Board  of 
Marine  Underwriters,  and  also  of  the  Philadelphia  Board  of  Marine  Un- 
derwriters. He  was  active  in  scientific  and  charity  matters  in  Phila- 
delphia, being  president  for  the  Zoological  Society,  of  the  Harbor  Com- 
mission, and  ol  the  Children's  Hosnital. 

Pohlman,  George  W.,  president  of  the  National  Fire  of  Cincinnati,  died  there 
from  apoplexy,  February  17. 

Pope,  Cliff  G.,  formerly  special  agent  for  the  Greenwich  Fire  of  New  York, 
died  at  Jackson,  Mi.ss.,  July  5. 

Pratt,  Albert  Church,  oldest  agent  connected  with  the  New  York  office  of  the 
Travelers  of  Hartford,  died  at  New  York  city  from  general  debility,  July 
23,  aged  83  years. 

Pray,  Herbert  B.,  treasurer  of  the  Royal  ITnion  Mutual  Life  of  Des  Moines, 
la.,  died  at  Iowa  City  from  Bright's  disease.  February  28,  aged  52  years. 

Primrose.  W.  S.,  independent  adjuster  at  Raleigh,  N.  C,  died  there  from 
intestinal  disorder,  April   11. 

Randall,  J^ohn  F.,  assistant  general  agent  for  the  Fire  Association  of  Phila- 
del|>hia  in  St.  Louis,  died  there  suddenly,  April   17,  aged  70  years. 

Rancv,  R.  B.,  formerly  general  agent  of  the  Pcnn  Mutual  Life  for  North 
Carolina,  with  headquarters  at  Raleigh,  died  ther^  December  13,  aged  49 
years. 

Rchfisch.  Morris,  of  the  San  Francisco  general  agency  of  Morris  &  Rehfisch, 
died  at  Niagara  Falls  from  apoplexy,  June  25,  aged  62  years. 

Reid,  James  J.,  fire  insurance  adjuster  of  Buffalo,  N.  Y.,  died  there  September 
I  f . 

Reese,  E.  Shriver,  general  agent  at  Cleveland,  Ohio,  for  the  Fidelity  and 
Dcpo.sit  of  Baltimore,  died  at  Cleveland,  November  5. 

Reeves,  Horace  A.,  Philadelphia  insurance  broker,  died  from  general  debility, 
February  22,  aged  72  years. 

Rhodes,  Stephen  ll.,  president  of  the  John  Hancock  Mutual  Life,  died  at 
itrookline,  Ma.ss.,  from  heart  failure,  June  11,  aged  84  years.  Mr.  Rhodes 
was  born  in  Franklin,  Mass.,  November  7,  1835,  ana  received  a  public 
school  education,  and  began  his  business  life  in  manufacturing  and  mer- 
cantile business.  He  was  mayor  of  Taunton,  Mass.,  three  years,  a  mem- 
ber of  the  Massachusetts  senate  in  1870  and  1871,  and  the  following  year 
he  was  appointed  deputy  insurance  'commissioner  of  Massachusetts.  He 
succeeded  Mr.  Clark  as  insurance  commissioner  in  1874,  and  was  re- 
appointed in  1877.  Mr.  Rhoilcs  resigned  in  1879  to  accept  the  presidency 
of  the  John  Hancock  Mutual   Life. 

Roundtree,  Henry,  a  sfx-cial  agent  of  the  Royal  at  Omaha,  Neb.,  died  at  Fi'ir- 
fielu,  la.,  from  heart  disease,  November  11,  aged  63  years. 
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Roco,  Samuel  H.,  fire  insurance  general  agent,  first  insurance  commissioner  of 
Michigan,  died  at  Tensing,  Nfich.,  from  paralysis,  March  lo,  aged  69 
years. 

Russell,  (lurdon  W..  fifty-nine  years  the  medical  director  of  the  -Ttltna  Life  of 
Hartford,  «lied  there  Feliriiarv  3,  aged  94  years.  Mr.  Russell  wah  a  native 
of  Hartford,  ard  was  rdncuted  there,  graduating  from  Trinity  College  in 
1834,  and  from  the  Yak*  Medical  College  in  1837.  He  entered  the  services 
of  the  .ICtna   Life  in    18:50. 

Schlcsinper,  Arthur  M.,  insurance  acHustcr,  died  at  Albany.  N.  Y.,  April   13. 

Scott.  Charles  ().,  special  a.yt-nt  at  San  Francisco  for  the  Insurance  Company 
of  North  America,  died  there  May  S,  aged  49  years. 

Scwell,  Amos  F.,  special  agent  with  the  Harry  Mann  agency  of  San  Fran- 
ci.sco,  died  suddenly  on  a  railroad  train  near  Stockton,  Cal.,  December  14, 
aR^d  53  years. 

Sexton,  Charles  E.,  secretary  of  the  New  York  firm  of  Edward  E.  Hall  &  Co., 
died  by  suicide  at  \ew  York  city.  May  20,  aged  56  years. 

Sharp,  James  G.,  prcsidei't  of  the  Mutual  Insurance  Companies'  Association, 
died  at  I)es  Moires,   la.,  April  28.  aped  71  years, 

Sheldon,  Frederick  P.,  former  president  of  the  Phenix  of  Brooklyn,  died  at 
(ireenwich.  C«)nn.,  from  dropsy,  December  25,  aged  f*2  years.  Mr.  Sheldon, 
was  born  in  New  York  city,  graduated  from  Yale  in  the  class  of  18(17,  and 
studied  law  at  Columbia  University,  and  practiced  law  in  New  York  for 
some  years.  His  correction  with  fire  insurance  bej?an  as  counsel  for  the 
Phenix,  and  in  1888  he  was  elected  president  of  the  companv.  which  he 
reorganized.  He  was  presi<lent  of  the  National  Board  of  Fire  Under- 
writers, served  in  .several  of  its  important  committees,  and  was  active  in 
the  affairs  of  underwriting  organizations. 

Silsbce,  N,   Everett,  local  agent  at  Lynn,   Mass,,  died  there  suddenly,  April  25. 

Simpson.  Frank,  insurance  agent  at  Kansas  City,  Mo.,  died  at  Yonkers,  N.  Y., 
April  29. 

Simfwon.  Dr.  J.  \V.,  New  York  city  manager  for  the  Fidelity  Mutual  Life  of 
Philadelphia,  burned  to  death  at  a  fire  in  his  home  at  New  York.  March  12. 

Slaughter,  John  B.,  resident  manager  at  St.  Louis  for  the  Northern  of  Lon- 
don, died  at  St.   Louis,  November   i. 

Smith,  Charles  R.,  Scranton,  Pa.,  fire  insurance  agent,  died  there  from 
paralysis,  June  27,  aged  61   years. 

Smith,  William  S,,  actuary  of  the  John  Hancock  Mutual  Life,  difd  at  Boston 
from  paralysis,  September  3.  Mr.  Smith  was  born  in  Suflield.  Conn.. 
•September  30,  1837.  He  was  graduated  from  Williams  College  in  the  class 
of  i860.  He  was  connected  with  the  Kentucky  insurance  department  from 
1870  to  1876,  and  was  deputy  insurance  commissiorer  of  Massachusetts 
from  1877  to  1894,  a  position  he  resigned  in  the  latter  year  to  become 
actuary  of  the  Tohn  Hancock  Mutual  Life, 

Spencer,  Elihu  A.,  former  general  agent  of  the  Equitable  Life  at  Buffalo.  N,  Y., 
died  March  5,  aged  7$  years. 

Sperry,  H.  T.,  local  agent  at  Champaign,  111.,  died  at  Denver,  Col.,  from  pneu- 
monia,  October  t.|,  aged  72  years. 

Stevens.  David  E.,  president  of  the  Commonwealth  Casualty  of  Philadelphia, 
died  there  from  general  debility,  December   12,  aped  ^9  years. 

Stickney,  Charles  E.,  local  agent  of  Springfield,  Mass.,  died  there  from  pneu- 
monia, January   26,  aged  .s6  years. 

Stockell,  F.  O.,  general  agent  for  Tennessee  of  the  (Icroral  Accident  of  Perth, 
with  headquarters  at  Nashville,  died  by  suicide,  September  15,  aged  about 
21   years. 

Summerell,  William  J.,  agent  of  the  Prudential  at  Chicago,  III.,  died  August 
25,  aged  40  years. 

Swain,  Edward  A.,  a  manager  of  the  New  York  Underwriters'  Agency,  died  at 
New  York  city.  March  10,  aged  66  years. 

Tannehill,  Reece  C,  vice-president  of  the  Bt'n  Franklin  of  Philadelphia,  died 
at   Pittsburgh,   Pa.,   from  apoplexy,  August   20,   aped  60  years. 

Taylor,  John  H.,  former  secretary  of  the  Allecheny  Fire,  died  at  Bellevue,  Pa., 
from   pneumoT.ia,   February   13,  aged  50  years. 

Thomas,  David  E..  president  of  the  National  Casualty  of  Detroit,  died  at 
Jacksonville,   f'la.,   from   Bright's  di.nease.   .\pril    12. 

Thompson,  Joseph  W.,  New  York  insurai.ee  broker,  died  suddenly  at  Newark, 
N.  J.,  March  20. 
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Thompson,  Moses  S..  special  agent  for  the  Equitable  Life,  with  headquarters 
at  Cadiz,  Ky.,  died  there  from  intestinal  disorder,  January  i6,  aged  55 
years. 

Tyler.  Orsamus  R.,  former  insurance  commissioner  of  Connecticut,  died  No- 
vember 21,  aged  69  years. 

Van  Allen,  Garret  A.,  president  of  the  Commerce  of  Albany,  died  there  from 
acute  gout  and  ihcumatism,  January  28.  Mr.  Van  Allen  was  born  in 
Albany,  N.  V'.,  February  28,  1835,  and  after  completing  his  education 
obtained  in  the  public  schools  and  academies  of  his  native  city,  entered  the 
banking  business.  He  organized  the  Commerce  Insurance  Company  in 
1859  and  was  successively  its  secretary,  vice-president  and  president.  He 
was  an  active  member  of  the  National  Board  of  Fire  Unuerwriters,  and 
was  chairman  of  its  committee  on  incendiarism  and  arson. 

Van  Alsiyne,  Richard  H  ,  New  York  insurance  broker,  died  by  suicide  near 
Troy.   N.   y.,   luly  28. 

Vandyke,  John  11.,  former  president  of  the  Northwestern  Mutual  Life  of 
Milwaukee,  died  there  March  9,  aged  86  years. 

Vaughan,  Frank  C,  agent  at  Richmond,  Ind.,  died  by  suicide  at  Boston,  Mass., 
.March   11. 

Ward,  Aaron  C.,  medical  examiner  for  the  Prudential  of  Newark,  died  at 
Bad  Nauheim,  (lermany,  from  heart  disease,  July  20. 

Ward,  P.  W.,  former  Ohio  state  manager  of  the  Ocean  Accident,  died  at 
Cleveland.   Ohio,  June  9. 

Warner,  Edward  f  j.,  general  manager'  of  the  Florida  Home  of  Georgia,  died 
at  .Atlanta  from  heart  (^isease,  October  11.  He  was  a  native  of  Virginia 
and  was  born  at  Richmond,  February.  1,  1867.  He  received  a  private 
school  education,  and  entered  the  banking  business,  later  engaging  in  the 
lumber  and  building  trade,  from  which  he  graduated  into  fire  under- 
writing. He  was  special  agent  of  the  Hartford  Fire  for  a  number  of 
years  and  was  appointed  manager  of  the   Florida  Home  in    1900. 

Warren,  Thomas  A.,  business  manager  of  the  Insurance  World  of  Pittsburgh, 
died  there  by  suicide,  December  30,    1908,  aged  44  years. 

Washburn,  John  H..  former  president  of  the  Home  of  New  York,  died  there 
from  general  debility,  December  23,  aged  81  years.  Mr.  Wa.shburn  was 
born  at  Amherst,  MasH.,  in  1828,  and  after  graduating  from  Amherst 
College  he  studied  law  in  Rutland,  Vt.,  and  Granville,  N.  Y.  In  1850  he 
became  interested  in  the  insurance  business  in  the  office  of  the  Washing- 
ton County  Mutual  Fire  Insurance  Company  of  New  York.  Four  years 
later  he  became  secretary  of  the  Bridgeport  Fire  and  Marine  Insurance 
Company  of  Connecticut  and  remained  m  that  capacity  until  1857.  In 
1859  he  joined  the  Home,  was  elected  assistant  secretary  in  1865,  secre- 
tary in  1867,  vice-president  in  1884,  and  president  in  April,  1901.  He  re- 
signed the  prvsi(lency  of  the  Home  in  1904.  He  was  the  first  president  of 
the  PK*w  York  Fire  Insurance  Exchange,  and  was  president  of  the  National 
Board  of  Fire  Underwriters  in   1904  and   1905. 

Webb.,  S.  H.,  Louisville,  Ky.,  insurance  agent,  murdered  at  Fort  Worth,  Tex., 
August  28. 

Welch,  Orrin  T.,  former  insurance  superintendent  of  Kansas,  died  at  Brooklyi\, 
N.  Y.,  April  25,  aged  70  years. 

Welsh,  Luke  P.,  manager  at  Trenton,  N.  J.,  for  the  Colonial  Life  of  Jersey 
City,  died  from  tuberculosis,  March  9,  aged  35  years. 

Wessendorf,  Herman  W.,  former  sui)erintendent  of  the  St.  Louis  National 
Life,  died  from  pneumonia,   February   19. 

Wilkes,  Louis  D.,  manager  at  St.  Paul,  Minn.,  for  the  Equitable  Life,  died 
there  from  apoplexy,  M.iy  10,  aged  53  years. 

Williams,  E.  G..  agent  of  the  Fidelity  and  Casualty  at  Atlanta,  Ga.,  died  there 
from  a  shot  wound.   Tunc   29. 

Williams,  Fred  A.,  special  agent  for  the  South  Eastern  Underwriters*  Associa- 
tion, with  headquarters  at  Macon,  Ga.,  died  there  from  pneumonia,  March 
22. 

Whitaker,  Robert,  former  general  agent  of  the  Firemen's  of  Baltimore,  died 
from  pleuro  pneumonia,   February    i. 

Wood,  J.  (iarnct,  general  agent  at  Little  Rock,  Ark.,  for  the  Des  Moines  Life, 
died  at  Little   Rock  from  accident,  July  30. 

Woodman,  Stephen  F.,  Boston  manager  for  the  Travelers  of  Hartford  for 
forty-four  years,  died  at  Jamaica  Plain.  Mass.,  December  2.  Mr.  Wood- 
man  was  born  at  Southampton,  N.   IL,  December  6,    1844.     He  enlisted  in 
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the  Forty-eighth  Massachu^ctt*^  Regiment,  and  at  the  close  of  the  war 
entered  the  service  of  the  Travelers  Insurance  Company  at  its  Boston 
office,  and  remained  with  the  company  until  his  death.  lie  was  appointed 
joint  general  agent  in  1878  and  became  sole  general  agent  at  Boston  in 
1891.  He  was  president  of  the  Boston  Life  Underwriters'  Association  in 
1896,  and  was  chairman  of  the  executive  committee  of  the  National  Asso- 
ciation of  Lifv.'  Underwriters  from   1900  to   1903  an<l  again  in   i9o(). 

Woodruff,  Frank  L.,  Atlanta,  (la.,  manager  for  the  Michigan  Mutual  Life  and 
the  Great  Eastern  Casualty,  died  from  heart  disease,  February   17. 

Wyatt,  George  W.,  special  agent  of  the  Glens  Falls,  died  at  Syracuse,  N.  Y., 
June  13,  aged  60  years. 

Young,  Gideon,  local  agent  at  Coblesldll,  N.  Y.,  died  there  May  17,  aged  92 
years. 

Zartnian,  Lester  W.,  professor  of  political  economy  at  Yale  and  insurance 
writer,  died  at  Savoy  Center,  Mass.,  from  typhoid  fever,  October  19,  aged 
30  years. 

Zell,  George,  Williamstown,  N.  J.,  insurance  agent,  died  by  accidental  shoot- 
ing. May  20. 

DE  BOER.  JOSEPH  AREND.  president  of  the  Ntitional  Life 
Insurance  Company,  Montpelier,  Vt.,  was  born  in  Warffum, 
Province  of  Groningen,  Holland,  June  17,  1861.  He  was  brought  to 
this  country  at  the  age  of  seven,  was  educated  in  the  public  and  high 
schools  at  Albany,  N.  Y.,  and  at  Dartmouth  College,  from  which 
he  graduated  in  1884.  Mr.  De  Boer's  first  vocation  was  that  of 
teacher.  He  was  master  in  the  Holderness  School  for  Boys  at 
Plymouth,  N.  H.,  1884-5,  and  principal  of  the  Montpelier  Union 
and  Washington  county  grammar  schools  1885-9.  In  the  latter  year, 
on  August  I,  he  accepted  the  appointment  of  actuary  of  the  Na- 
tional Life,  and  was  elected  a  director  and  secretary  of  the  com- 
pany in  1897;  second  vice-president  in  1900;  first  vice-president  in 
1901,  and  president  in  1902.  He  was  secretary  of  the  Vermont 
Historical  Society,  1892-1908;  state  senator  from  Washington  county 
in  the  legislature  of  1900  and  representative  from  the  city  of 
Montpelier  in  the  legislature  of  1908.  He  is  one  of  the  charter 
members  of  the  Actuarial  Society  of  America;  a  trustee  of  the 
Permanent  School  Fund  of  Vermont  and  of  various  educational 
institutions.  Dartmouth  College  conferred  on  him  the  degrees  of 
A.B.,  in  1884,  A.M.,  in  1887,  and  Sc.D.,  in  1909. 

DeCAMP,  JAMES  M.,  general  agent  of  the  Liverpool  and 
London  and  Globe  Insurance  Company  for  its  central  department, 
with  headquarters  at  Cincinnati,  was  born  in  that  city  December  25. 
1845.  He  was  educated  in  its  public  schools  and  the  Ohio  Wes- 
leyan  University,  from  which  he  was  graduated  in  1867.  Ihe 
same  year  he  entered  the  Cincinnati  office  of  the  ^tna  and  in  1869 
went  to  Iowa  as  its  special  agent  for  three  years.  He  was  special 
agent  of  the  Amazon  of  Cincinnati  for  New  York  and  New  Eng- 
land from  1872  to  1877,  and  New  England  special  agent  of  the 
Liverpool  and  London  and  Globe  from  1877  to  1879.  He  was  then 
promoted  to  his  present  position.  He  was  president  of  the  Eire 
Underwriters*  Association  of  the  Northwest  in  1883.  Mr.  De  Camp 
was  elected  president  of  the  Western  Union  in  1900,  and  was  re- 
elected in  1901,  holding  office  until  the  following  year. 
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DECREMENT.  The  part  by  which  a  variable  quantity  is  con- 
ceived to  be  diminished.  In  the  mortaHty  tables  in  use  bv  life  in- 
surance companies  there  is  a  column  showing  the  number  dyin^ 
each  year  out  of  the  number  living  at  the  beginning  of  the  year. 
This  column  is  the  decrement.  Starting  with,  say  100,000  persons, 
living  at  the  age  at  which  the  table  b'^gins,  there  is  an  annual  de- 
crement until  the  last  one  dies  at  age  100. 

DEED  OF  SETTLEMENT.  In  England  all  insurance  com- 
panies formed  prior  to  1862  were  organized  under  a  deed  of  settle- 
ment which  set  forth  the  contemplated  objects  of  the  association 
These  deeds  arc  analogous  to  our  charters,  and  the  phrase  is  used 
in  our  laws  which  compel  filing  a  company's  charter  or  deed  of 
settlement. 

DELAWARE  ASSOCIATION  OF  LIFE  UNDERWRIT- 
ERS. In  April,  1901,  the  life  insurance  agents  of  the  state  of  Dela- 
ware organized  the  Delaware  Association  of  Life  Underwriters, 
and  elected  Frank  Woolcy  of  the  Travelers,  president,  and  Philip 
IJurnelt,  Jr.,  of  the  National  Life,  secretary.  The  association  is 
inactive. 

DELAWARE  INSUR.'\NCE  COMPANY,  THE,  Philadelphia, 
Pa.  Organized  1835;  capital  $400,000.  John  S.  Bioren,  president; 
J.  P.  Smith,  Jr.,  secretary. 

DELAWARE  INSURANCE  SUPERVISION  IN,  1879-1910. 
The  insurance  department  of  this  state  was  established  by  act  of 
the  legislation  March  24,  1879.  The  insurance  commissioner  is 
elected  by  the  people  and  commissioned  by  the  Governor  for  a  term 
of  four  years.     The  commissioners  have  been : 


Henry  C.   Douglas,  .  1884-1885 

Tohn  R.   McFee,   .  .  .  1879- 1884 

Nathan   Pratt,        .  .  .  1885-1889 

Isaac  N.   Fooks,    .  .  .  1889- 1893 

Charles   H.   MauU 
office  January  5,  1909. 


Peter  K.   Meredith,    .      .      1 893- 1897 
Edward   Fowler,    .  .      1897- 1901 

George  W.   Marshall,       .      1 901-1909 


is   the   present   commissioner   and   assumed 


DeLEON,  EDWIN  WARREN,  president  and  a  director  of 
the  Casualty  Company  of  America,  New  York,  is  a  native  of 
South  Carolina  and  was  born  in  Charleston,  August  6,  1868.  He 
received  a  private  school  and  college  education,  graduating  from 
Randolph-Macon  College,  Virginia  in  the  class  of  1886  with 
degree  of  A.B.  and  graduated  from  Columbia  College  Law  School 
New  York  in  1889  with  degree  of  LL.B.  He  was  admitted  to  the 
bar  in  that  year  and  practised  law  until  1892,  when  he  entered  the 
casualty  insurance  field,  being  appointed  assistant  manager  for 
New  York  State  in  the  liability  department  of  the  Travelers  In- 
surance Company.  A  year  later  he  became  manager  of  the  com- 
pany's liability  department  for  New  York  and  New  Jersey,  and 
continued  in  this  position   until    1898,   when  he  resigned  to  accept 
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the  nianagement  of  the  Maryland  Casualty  Company  for  the  states 
of  New  York,  New  Jersey  and  Connecticut.  In  1903  he  resigned 
this  position  to  assist  in  the  organization  of  the  Casualty  Company 
of  America,  the  formation  of  which  was  conceived  by  him,  and 
which  began  business  October  i,  1903.  He  was  first  vice-president 
and  general  manager  of  the  company  to  April,  1909,  when  he  was 
elected  president  of  the  company.  He  is  a  member  of  the  execu- 
tive committee  of  the  International  Association  of  Accident  Under- 
writers; chairman  of  the  editorial  Board  of  the  International  In- 
surance Encyclopedia;  author  of  the  Law  of  Liability,  1899;  editor 
of  the  Casualty  Insurance  Section  of  the  Insurance  Year  .Book; 
editor  of  the  Manual  of  Liability  Insurance;  author  of  Casualty 
Insurance,  in  the  Encyclopedia  Americana;  editor  of  Liability  In- 
surance, in  the  Cyclopedia  of  Law  and  Procedure,  member  of  Amer- 
ican Statistical  Association;  member  of  Civic  Federation  of  New 
York;  member  of  American  Association  for  Labor  Legislation,  and 
member  of  the  National  Child  Labor  Committee  regulating  the  em- 
ployment of  children  in  factories  and  mercantile  establishments. 

DEMING,  WILLIAM  HENRY,  secretary  of  the  Connecticut 
Mutual  Life  Insurance  Company  of  Hartford,  is  a  native  of  that 
city,  in  which  he  was  born  September  22,  1857.  He  has  been  in 
the  service  of  the  company  ever  since  he  left  the  Hartford  High 
School,  was  appointed  assistant  secretary  in  1897,  and  elected  sec- 
retary, March  23,  1906. 

DEPOSITS,  SPECIAL,  REQUIRED  BY  STATES.  The  fol- 
lowing is  a  statement  of  the  special  .deposits  required  by  certain 
states  from  insurance  companies  of  other  states  or  countries  doing 
business  therein: 

Arizona — Every  company  must  give  bond  of  $15,000,  but  may  make  deposit 
of  like  amount  in   territorial  bonds. 

Arkansas — ^All  fire,  life,  and  casualty  companies  must  give  bond  of 
$20,000;  guarantee  and  surety  companies  bond  oi  $50,000,  or  deposit  of  like 
amount  in  cash.   United  States,  or  Arkansas  Loughborough  bonds. 

Delaware — By  surety  and  guarantee  companies,   $10,000. 

Georgia — By  fire  companies,  $10,000;  Georgia  life,  $100,000;  assessment 
life,  $20,000;  surety  companies,  $25,000,  before  being  accepted  on  bonds  of 
municipal   officers. 

Idaho— By  fidelity  and  surety  companies,  $25,000. 

Louisiana — Guaranty,   fidelity,   surety,   and  bond   companies,   $50,000.  ^ 

Missouri — By  domestic  life  companies,  $100,000  in  notes  or  bonds;  indus- 
trfal  companies,  $10,000. 

New  Mexico — By  fire  insurance  companies,  $10,000,  in  United  States 
money,  or  in  territorial  or  county  bonds,  or  real  estate  in  the  territory  of  that 
value  must  be  owned. 

New  York — By  fire  and  marine  companies  of  other  countries,  $200,000; 
life  and  casualty  companies,  $200,000:  by  domestic  life  companies,  $100,000;  bv 
domestic  casualty  ana  guarantee  credit  companies  to  an  amount  not  less  than 
$100,000  nor  more  than  $250,000.  Domestic  fire  companies  and  all  insurance 
companies  of  other  states  are  not  required  to  make  deposits  except  in  the 
case  of  the*  latter  under  retaliatory  laws. 

North  Carolina — By  fire  insurance  having  a  capital  of  $500,000  or  less, 
$10,000:  capital  of  more  than  $500,000  and  not  over  $1,000,000,  $20,000; 
companies  vrith  a  capital  in  excess  of  $1,000,000,  $25,000  in  United  States 
bonds  or  bonds  of  North  Carolina  or  of  the  cities  of  the  state. 

Oklahoma — ^By  surety  companies,   $50,000. 
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South  Carolina — By  surety  companies  bonding  state  and  county  officers, 
$25,000. 

South  Dakota — Domestic  fire,  80  per  cent,  of  capital;  domestic  life,  $ioo,* 
000;  all  surety,  burglary,  and  liability  companies,  $20,000. 

Texas — Fidelity  cumi)atiies,  $30,000. 

Virginia — By  all  companies  (except  those  doing  a  marine  business  ex- 
clusively in  the  state)  5  per  cent,  of  their  capital  in  bonds  of  Virginia  or  the 
United  States,  or  the  cities  or  counties  of  Virginia,  such  deposits  to  be  not 
less  than  $10,000,  nor  more  than  $50,000,  and  no  single  bond  to  be  over 
$10,000. 

West  Virginia — By  foreign  and  other  state  surety  companies  20  per 
cent,  of  their  capital  stock  (capital  stock  must  be  $150,000,  same  as  for  domestic 
companies),  except  that  the  deposit  need  not  exceed  $75,000  in  any  one  case.' 

Wisconsin — By  casualty  and  surety  companies  $50,000  for  each  additional 
class  of  business,  if  the  company  desires  to  transact  more  than  one  of  the 
different  kinds  of  business  coming  under  the  head  of  guarantee,  casualty,  or 
surety  business.  Life  companies  organized  under  foreign  governments,  an 
amount  equal  to  the  net  value  of  all  policies  written  on  lives  of  residents  of 
the   .state. 

Surety  companies  are  required  by  several  slates,  particularly  Ala- 
bama, New  Jersey,  and  Utah,  and  some  cities  to  make  special 
deposits,  not  enumerated  above. 

Many  states  require  deposits  by  other  state  companies  if  they, 
have  not  made  deposits  in  their  home  states,  and  by  companies  of 
other  countries,  if  they  have  not  made  deposits  in  some  other  state 
of  the  United  States.  Most  of  the  states  make  the  provisions  of  the 
reciprocal  law  apply  to  deposits.  Some  states  require  domestic  life 
companies  to  deposit  an  amount  equal  to  the  legal  reserve  on  poli- 
cies. 

In  states  having  reciprocal  or  retaliatory  laws  the  fire  insur- 
ance companies  of  Georgia,  Oregon,  and  Virginia,  the  life  and  other 
insurance  companies  of  Virginia,  and  the  surety  companies  of  South 
Carolina,  if  any,  are  required  to  make  the  same  deposits  as  the  last- 
named  states  exact  of  like  companies  of  the  first-named  states. 

DE  ROODE,  HOLGER,  western  fire  underwriter,  is  descended 
from  a  noble  Dutch  family,  and  was  born  at  Rotterdam,  Holland, 
October  22,  1853.  He  came  to  this  country  at  an  early  age  and  re- 
ceived his  education  principally  at  St.  Francis  Xavier's  College  in 
Cincinnati,  Ohio.  Mr.  de  Roode  went  into  a  fire  insurance  office 
in  Cincinnati  when  less  than  sixteen  years  old,  and  has  been  con- 
tinuously in  the  fire  insurance  business  over  thirty  years,  and  in  the 
local  business  in  Chicago  over  twenty-five  years.  Meanwhile,  he  was 
general  manager  at  Chicago  for  the  Clinton  Fire  of  New  York,  the 
Southern  California  and  Providence-Washington  insurance  com- 
panies. He  was  the  pioneer  in  the  co-insurance  movement  and  chair- 
man of  the  first  committee  on  the  subject  of  the  Western  Union. 
Mr.  de  Roode  is  a  prominent  member  of  the  Chicago  Society  for 
Ethical  Culture  and  a  Trustee  of  the  Holland  Society  of  Giicago, 
and.  has  been  a  frequent  contributor  to  the  insurance  pre^  and  the 
proceedings  of  the  Fire  Underwriters'  Association  of  the  North- 
west and  the  National  Association  of  Local  Fire  Insurance  Agents. 
He  is  now  the  head  of  the  firm  of  H.  de  Roode  &  Company,  con- 
ducting  a   general    insurance   and   investment   agency    in    Chicago, 
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representing  principally  the  Hanover,  Firemen's  (Newark),  Hudson 
Underwriters,  L,umber  and  Adirondack  (New  York)  Fire  Insurance 
Companies,  and  being  general  agent  of  the  Hudson  Underwriters. 
In  1902  Mr.  de  Roode  published  and  copyrighted  a  pamphlet  en- 
titled "Some  Facts  for  Investors  in  Fire  Insurance  Shares,"  which 
has  been  accepted  as  an  authority  in  insurance  and  financial  circles. 

DES  MOINES  FIRE  INSURANCE  COMPANY,  Des  Moines, 
la.  Organized  1881;  paid-up  capital,  $ioo,cxx).  George  G.  Hunter, 
president;    C.  S.  Hunter,  secretary. 

DES  MOINES  LIFE  INSURANCE  COMPANY,  Des  Moines, 
la.  Organized  1885;  reincorporated  1900;  capital,  $100,000.  C.  E. 
Rawson,  president;  Wilmot  A.  Harbach,  secretary. 

DETROIT  CONFERENCE.  An  organization  of  accident  and 
sick  benefit  associations  was  organized  in  July,  1902,  with  D.  E. 
Thomas  of  the  National  Protective  Society  president,  and  V.  D. 
Cliff  of  the  United  States  Health  and  Accident  Insurance  Company 
secretary.  The  objects  of  the  conference  are  the  promotion  of 
friendly  feeling  and  welfare  of  the  business  through  association, 
and  any  company  transacting  accident  and  sickness  insurance  is 
eligible  to  membership,  although  provision  is  made  for  member- 
ship of  companies  transacting  only  an  accident  business.  Meetings 
are  held  in  February,  May,  August,  and  November,  when  different 
phases  of  the  business  are  discussed.  The  present  officers  elected 
at  the  annual  meeting  held  at  Niagara  Falls,  N.  Y.,  in  August,  1909, 
are:  President,  Louis  H.  Fibel,  Great  Eastern  Casualty;  vice-presi- 
dent, L.  O.  Chatfield,  Phoenix  Preferred;  second  vice-president, 
F.  L.  Miner,  Bankers  Accident;  secretary,  W.  H.  Howland, 
Fidelity  Accident  and  Protective  Society,  Saginaw,  Mich. ;  treasurer, 
D.  E.  Stevens,  "S^ommonwealth  Casualty;  executive  committee: 
J.  B.  Pitcher,  chairman:  H.  G.  B.  Alexander,  V.  D.  Cliff,  W.  H. 
Jones,  C.  H.  Boyer,  A.  E.  Forrest,  Reinhold  R.  Koch.  Papers  were 
read  as  follows-:  "The  History  of  Accident  and  Health  Insurance," 
by  J.  B.  Boyer,  General  Accident  Assurance  Corporation ;  "Blessings 
in  Disguise,"  by  Reinhold  R.  Koch,  American  Assurance  Company; 
"Industrial  Accident  Insurance  in  Its  Relation  to  the  State,"  by 
George  W.  Hatch,  editor  Insurance  Age;  "The  Banker  versus  the 
Barber  as  a  Collector,"  E.  C.  Budlong,  Bankers  Accident  Insurance 
Company. 

DETROIT  FIRE  AND  MARINE  INSURANCE  COMPANY 
of  Detroit,  Mich.  Organized  1866;  capital,  $500,000.  E.  H.  But- 
ler, president;    A.  H.  McDonell,.  secretary. 

DETROIT  FIRE  UNDERWRITERS'  CLUB.  This  Michigan 
organization  was  formed  in  1891  for  social  as  well  as  business  pur- 
poses. At  its  annual  meeting  in  January,  1910,  the  following  offi- 
cers were  elected:  President,  Joseph  Goodrich;  vice-president,  Leo 
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K.  Heniies;  secretary,  Alfred  Bunclark;  treasurer,  Harry  B.  Page; 
executive  committee:  H.  R.  Verner,  Fred  Guenther  and  W.  A. 
Eldridge. 

DETROIT  LIFE  UNDERWRITERS'  ASSOCIATION  was 
organized  in  1886  as  the  Michigan  Life  Underwriters*  Association, 
and  re-organized  as  above  in  1906.  The  following  are  the  officers 
elected  at  the  annual  meeting  in  February,  19 10:  President,  D.  A. 
Johnson,  Union  Central ;  vice-president,  Geo.  L.  Bahl,  Penn  Mutual ; 
second  vice-president,  Nathaniel  Reese,  Provident  Life  &  Trust; 
secretary  and  treasurer,  Thomas  P.  Diamond,  State  Mutual  Life  of 
Worcester;  executive  committee:  A.  S.  Boda,  A.  R.  Thompson, 
H.  Wibirt  Spence,  William  Van  Sickle  and  M.  W.  Marshall. 

DeWITT,  CARROLL  L.,  general  agent  at  Chicago  of  the 
Newark  Fire  Insurance  Company,  was  born  at  Findlay,  Ohio,  July  2, 
1863.  He  was  educated  at  Indianapolis  and  began  his  insurance 
career  there  in  1880.  ^fter  serving  for  ten  years  in  a  local  agency 
he  went  with  the  North  British  in  1890  and  was  appointed  special 
agent  of  the  Glens  Falls  in  1891.  He  served  that  company  until 
1904,  when  he  was  appointed  to  his  present  position  as  western 
general  agent  of  the  Newark  Fire  at  Chicago.  He  is  an  active 
member  of  several  underwriting  associations,  and  was  elected  presi- 
dent of  the  Fire  Underwriters'  Association  of  the  Northwest  at  the 
annual  meeting  in  1907. 

DICKSON,  ROBERT,  fire  underwriter,  was  born  in  Scotland  in 
1845  and  came  to  this  country  twenty-one  years  thereafter,  entering  the 
service  of  the  commercial  house  of  Cross  &  Company,  where  he  re- 
mained uniil  1877,  when  he  was  appointed,  in  association  with  the  late 
Sir  William  Lane  Booker,  manager  for  the  Imperial,  London, 
Northern,  and  Queen  Insurance  Companies,  to  which  was  added 
a  few  years  later  the  Connecticut  Fire  of  Hartford.  Sir  William 
retired  in  1882,  leaving  to  Mr.  Dickson  the  sole  management  of 
the  companies.  In  1891  he  was  made  United  States  manager  for 
the  Royal  Exchange  Assurance  Corporation,  and  in  1898  he  severed 
his  connection  with  his  other  companies  and  removed  to  New 
York.  After  six  years  representation  there,  he  resigned  the  man- 
agement of  the  Royal  Exchange  and  was  elected  president  of  the 
Armenia  Insurance  Company  of  Pittsburg,  followed  shortly  there- 
after by  his  election  as  president  of  the  Southern  Insurance  Com- 
pany of  New  Orleans.  In  1906,  on  the  consolidation  of  the  Armenia 
with  the  Conestoga  Insurance  Company,  under  the  name  of  the 
Guardian  Fire,  Mr.  Dickson  was  elected  president  of  the  consoli- 
dated company,  and  remained  as  such  until  the  retirement  'of  the 
company. 

DISTRICT  OF  COLUMBIA,  INSURANCE  SUPERVISION 
IN.  Supervision  of  insurance  in  the  District  of  Columbia  vested 
formerly  in  the  office  of  the  district  assessor,  but  in  1901  Congress 
amended  the  insurance  laws  of  the  district,  and  by  sub-chapter  5  of 
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the  District  Code  created  a  distinct  insurance  department.  Thomas 
E.  Drake,  formerly  deputy  superintendent  of  the  Ohio  department, 
was  appointed  commissioner  and  took  office  January  i,  1902.  '1  he 
department  is  under  the  direction  of  the  commissioners  of  the  dis- 
trict, who  are  authorized  to  appoint  a  superintendent  of  insurance. 

DIXIE  FIRE  INSURANCE  COMPANY,  Greensboro,  N.  C. 
Organized  1906;  capital  $500,000.  Ashley  Horn,  president;  II.  R. 
Bush,  vice-president;  F.  M.  Garner,  secretary. 

DOBBS,  CHARLES,  insurance  journalist,  was  born  in  Lexing- 
ton. Ky.,  January  i,  1871,  and  his  ancestors  were  among  the  early 
English  settlers  in  Virginia.  He  is  a  graduate  of  Bethel  College, 
Russellvillc,  Ky.,  class  of  1889,  since  when  he  has  been  engaged  in 
newspaper  work.  From  Jime  1893  to  1903  was  an  editorial  writer,  city 
editor,  and  dramatic  critic  on  Louisville  papers.  For  the  two  follow- 
ing years  he  was  connected  with  the  editorial  departments  of  the 
New  York  Times  and  World,  and  in  January,  1905,  accepted  his 
present  position  of  associate  editor  of  the  Insurance  Field,  and  is 
also  editor  of  the  Life  Insurance  Educator.  He  is  a  member  of  the 
Tavern  Club  and  secretary  of  the  Audubon  Country  Qub,  both  of 
Louisville,  and  is  also  Kentucky  member  of  the  national  committee 
of  the  Socialist  party. 

DOBBINS,  EDWARD  L.,  vice-president  of  the  Mutual  Benefit 
Life  Insurance  Company  of  Newark,  was  born  at  Mount  Holly, 
N.  J.,  July  29,  1838.  He  was  reared  on  a  farm,  but  received  his 
elementary  education  at  the  Pennington  Seminary  in  New  Jersey 
and  studied  law  at  the  Albany  (N.  Y.)  Law  School.  He  went 
to  the  war  in  1862  with  the  Army  of  the  Potomac,  and  on  his 
return  home  was  admitted  to  the  Newark  bar,  and  practiced  his 
profession  until  1871.  In  that' year  he  accepted  the  appointment  of 
assistant  secretary  of  the  Mutual  Benefit.  In  1880  he  was  appointed 
its  secretary,  and  in  1889  its  secretary  and  treasurer,  and  elected 
vice-president  in  1905.  He  is  a  member  of  its  board  of  directors. 
Mr.  Dobbins  was  for  a  number  of  years  president  of  the  Newark 
Board  o^  Education. 

DODD,  AMZI,  ex-president  of  the  Mutflal  Benefit  Life  Insur- 
ance Company,  was  born  at  Bloomfield,  N.  J.,  March  2,  1823.  He 
was  graduated  at  Princeton  College  in  1841,  and  admitted  to  the 
Newark  bar  in  1848.  He  practiced  law  with  Frederick  T.  Freling- 
huysen  and  alone  until  1871,  when  he  was  appointed  vice-chancellor 
of  New  Jersey.  He  resigned  that  office  in  1875,  was  reappointed 
in  1881,  and  at  the  close  of  the  year  again  resigned  to  become 
president  of  the  Mutual  Benefit.  .  In  1902,  after  a  service  of  twenty 
years,  Mr.  Dodd  retired  f ro  n  the  presidency,  but  continued  in  the 
directorate.  He  has  been  for  many  years  one  of  the  riparian  com- 
missioners of  New  Jersey,  has  been  in  the  state  legislature,  a  justice 
of  the  Court  of  Errors  and  Appeals,  etc.  He  brought  to  the  ser- 
vice of  the  Mutual  Benefit  a  special  knowledge  of  the  mathematics 
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of  the  business,  having  been  the  mathematician  of  the  company 
since  1863,  and  having  given  a  great  deal  of  study  to  life  insurance 
matters  both  here  and  in  England.  He  received  the  degree  of 
LL.D.  frpm  Princeton  College  in  1874. 

DOLPH,  JOHN,  ex-president  of  the  National  Association  of 
Life  Underwriters,  was  born  in  Ontario,  Canada,  August  13,  1859. 
I  lis  early  life  was  spent  on  a  farm,  and  he  received  a  public  and 
high  school  education,  and  subsequently  taught  school  for  a  number 
of  years.  He  was  superintendent  of  the  Clifton  district  for  the 
Metropolitan  Life  Insurance  Company  at  Cincinnati  until  1908 
when  he  was  appointed  superintendent  oi  the  Baltimore,  Md.,  district. 
He  was  elected  president  of  the  National  Association  of  Life  Under- 
writers at  its  Indianapolis  meeting  in  1904. 

DORNIN,  GEORGE  W.,  manager  for  the  Springfield  Fire 
and  Marine  Insurance  Company  for  the  Pacific  coast,  is  the  son 
of  the  late  George  D.  Dornin,  and  was  born  in  Grass  Valley,  Nevada 
county,  Cal.,  in  December,  1854.  After  a  term  in  the  University  of 
California  he  entered  the  mechanical  department  of  the  Central 
Pacific  Railroad.  Three  years  later  he  joined  the  office  force  of 
the  Fireman's  Fund,  the  elder  Dornin  then  being  its  secretary.  He 
accompanied  his  father  into  the  service  of  the  Lion  Fire  in  1881  as 
chief  clerk,  and  on  the  dissolution  of  the  alliance  between  the  Na- 
tional, Lion,  and  Imperial  he  was  appointed  assistant  meager  for 
the  National  Fire,  but  resigned  in  1906.  Was  appointed  manager  of 
the  Pacific  Department  of  the  Springfield  in  August,  1907,  to  fill 
the  vacancy  created  by  the  death  of  the  father  the  previous  month. 
He  was  elected  president  of  the  Fire  Underwriters*  Association  of 
the  Pacific  for  1901,  and  councilman-at-large  for  the  city  of  Oakland, 
Cal.,  for  1901-1902;  was  re-elected  to  the  latter  office  for  the  years 
1903- 1904,  serving  as  president  of  that  body  for  two  years. 

DORNIN,  JOHN  C,  assistant  manager  for  the  Pacific  depart 
mcnt  of  the  Springfield  Fire  and  Marine  Insurance  Company  of 
Springfield,  was  born  in  North  San  Juan,  Nevada  county,  CaJ.. 
July  10,  1865.  He  graduated  from  the  College  of  Mines,  Univer 
sily  of  California,  in  .1889,  and  spent  two  seasons  with  the  United 
States  Geodetic  Survey  on  the  coast  of  Alaska  (before  the  Klon- 
dyke  excitement),  subsequently  located  in  the  new  town  of  Everett. 
on  Pugct  Sound,  as  local  insurance  agent,  then  as  special  agent 
covering  Washington  and  Montana. 

DOWNING,  JEROME  F.,  manager  of  the  western  department 
of  llic  Insuraiice  Company  of  North  America,  and  of  the  Phila- 
delphia Underwriter'^,  with  headquarters  at  Erie,  Pa.,  was  born  at 
Enlield,  Mass..  March  24,  1827.  He  was  reared  on  a  farm,  and 
reaching  manhood  entered  journalism  in  his  native  state,  and  sub- 
sequently was  editor-in-chief  of  the  Troy  (N.  Y.)  Daily  Post 
Having  decided  to  abandon  journalism  for  the  law,  he  became  prin- 
cipal of  the  high  school  in  Carlisle,  Pa.,  studying  law  while  occupy- 
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ing  that  position,  and  was  admitted  to  the  bar  of  that  place  in  1855, 
-removing  the  same  year  to  Erie.  Here  he  acquired  a  lucrative 
practice  and  was  district  attorney  of  the  county.  In  1864  he  was 
offered  the  western  management  of  the  North  America,  which, 
being  disinclined  to  give  up  his  profession,  he  accepted  with 
hesitation,  and  with  the  stipulation  that  the  headquarters  of  the 
company  should  be  at  Erie.  The  management  of  the  Pennsylvania 
Fire  was  added  in  1872.  The  connection  of  these  two  companies 
in  the  west  under  the  direction  of  Mr.  Downing  continued  until 
January  i,  1895,  when  the  Pennsylvania  Fire  withdrew  and  estab- 
lished an  independent  western  department,  and  the  Philadelphia 
Underwriters,  composed  of  the  Insurance  Company  of  North 
America  and  the  Fire  Association  of  Philadelphia,  "the  strongest 
combine  of  the  kind  in  the  world,"  took  the  place  of  the  Pennsyl- 
vania Fire.  Mr.  Downing  is  classed  with  the  greater  of  the  western 
underwriters,  and  has  achieved  marked  success  in  his  field  of  effort. 
On  May  i,  1910,  the  office  of  the  Western  Department  of  the  Insur- 
ance Company  of  North  America  was  removed  to  Chicago,  Mr. 
Downing  retiring  as  manager,  after  an  unbroken  service  of  forty-six 
years,  but  he  continues  as  manager  of  the  western  department  of  the 
Philadelphia  Underwriters,  with  headquarters  at  Erie,  Pa. 

DOX,  CHARLES  EDWARD,  manager  of  the  western  depart- 
ment of  the  Orient  Insurance  Company,  and  of  the  London  and 
Lancashire  Fire  Insurance  Company  of  Liverpool,  England,  was 
born  of  German  parentage  at  Terre  Haute,  Ind.,  December  11, 
1861.  He  was  educated  in  the  common  schools  and  high  school 
of  that  city,  and,  after  having  engaged  in  the  wholesale  and  retail 
book  business,  he  began  his  insurance  career  with  the  Continental 
Insurance  Company  in  the  south ;  was  next  employed  by  the  Phenix 
of  Brooklyn,  and  later  was  special  agent  in  the  south  for  the  Nor- 
wich Union.  On  the  transfer  of  the  control  of  the  Orient  of  Hart- 
ford to  the  London  and  Lancashire  he  was  elected  secretary  of  the 
Orient,  and  soon  after  was  appointed  to  his  present  position. 

DRAKE,  THOMAS  E.,  superintendent  of  insurance  of  the 
District  of  Columbia,  was  born  near  Waldo,  O.,  July  22,  1852.  He 
received  his  education  in  the  public  schools,  a  private  school  for 
boys  at  Delaware,  O.,  and  the  Smithville  Institute.  For  a  time  he 
taught  school  and  was  a  clerk  in  the  office  of  the  LInion  Mutual 
Life  Insurance  Company  at  Cincinnati,  Ohio.  In  1877  he  became 
sole  manager  and  financial  agent  of  the  Charter  Oak  Life  Insurance 
Company  of  Hartford,  Conn.,  for  Ohio,  Iiu!ia4ia,  Kentucky,  and 
West  Virginia.  He  resigned  tliis  position  in  18183  to  become  presi- 
dent of  the  Martcll  Manufacturing  Company  of  Chicago,  III,  con- 
tinuing at  the  head  of  that  concern  for  ten  years,  when  he  re-entered 
the  life  insurance  business,  becoming  connected  with  the  agency 
department  of  the  Provident  Savings,  with  headquarters  at  Chicago. 
Later  he  became  associate  manager  for  the  i^tna  Life  for  Minne- 
sota, North  and  South  Dakota,  and  Iowa,  and  for  a  time  was  man- 
ager for  northern  Ohio   for  the  New  England  Mutual  Life.     He 
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was  superintendent  of  agencies  of  the  John  Hancock  Mutual  Life 
for  Ohio  and  West  Virginia,  and  for  several  years  was  general, 
field  agent  for  the  same  company,  with  headquarters  at  Bo'ston. 
He  resigned  the  latter  position  to  become  deputy  superintendent 
of  insurance  of  Ohio  in  June,  1900.  When  the  new  depart;nent 
of  insurance  in  the  District  of  Columbia  was  created  in  1901  the 
district  commissioners  sought  out  Mr.  Drake  and  appointed  him  to 
the  office. 

DREW,  ALFRED  ADAMS,  superintendent  of  agencies  of  the 
Mutual  Benefit  Life  Insurance  Company  of  Newark,  was  born  in 
St.  Louis,  Mo.,  September  10,  1866.  He  received  a  public  school 
education,  and  began  his  business  career  in  the  general  passenger 
office  of  the  Pennsylvania  Railroad  in  St.  Louis  at  the  age  of 
fifteen.  He  remained  in  railroad  service  for  ^urteen  years,  filling 
many  positions,  and  finally  resigning  as  chief  clerk  in  the  general 
passenger  department  of  the  Texas  and  Pacific  Railway  to  enter 
the  life  insurance  business;  engaging  in  field  work  for  the  Fidelity 
Mutual  Life  and  after  three  years  becoming  general  agent  of  the 
company  in  St.  Louis.  He  was  elected  assistant  secretary  of  the 
Life  Insurance  Clearing  Company,  but  resigned  the  position  and 
engaged  with  the  Mutual  Benefit  Life  as  a  solicitor  in  St.  Louis. 
Later  he  was  appointed  general  agent  of  the  Prudential  at  Dayton, 
O.,  from  whence  he  was  soon  after  transferred  by  the  company  to 
the  home  office  to  assume  the  duties  of  Assistant  Manager  of 
the  ordinary  department,  a  position  he  filled  for  three  years  and  a 
half.  On  January  i,  1903,  he  entered  the  service  of  the  Mutual 
Benefit  as  editor  of  The  Pelican,  the  company's  paper,  and  was 
appointed  to  his  present  position  in  1907. 

DREW,  CYRUS  K.,  insurance  journalist,  was  born  at  Evans- 
ville,  Ind.,  January  28,  1870.  He  entered  the  insurance  business 
in  his  father's  local  agency  at  the  age  of  14.  In  1886  he  was  ap- 
pointed clerk  in  the  office  of  the  New  Orleans  compact,  managed 
by  J.  B.  Bennett.  He  served  in  this  office  six  years,  afterwards 
taking  a  thorough  course  in  general  agency  work  and  in  life  insur- 
ance soliciting.  In  1897  Colonel  Young  E.  Allison  prevailed  on  Mr. 
Drew  to  enter  insurance  journalism,  and  for  the  succeeding  five 
years  he  served  as  managing  editor  of  the  Insurance  Herald  and  the 
Insurance  Field.  In  January,  1902,  Mr.  Drew  bought  an  interest 
in  the  Insurance  Report  of  Denver,  of  which  he  is  now  editor  and 
manager. 

DREWRY,  LtlCIUS  DEMARIUS,  was  born  at  Griffin,  Spald- 
ing county,  Ga.,  May  9,  1861.  His  father  was  a  Virginian,  and  on 
his  mother's  side  he  is  descended  from  General  Israel  Putnam  of 
the  Revolution.  He  was  educated  at  the  high  school  at  Griffin, 
and  at  the  age  of  seventeen  entered  the  fire  insurance  office  of  his 
uncle,  Israel  Putnam,  at  Atlanta.  He  was  solicitor  in  Georgia  four 
years  for  the  Northwestern  Mutual  Life,  leaving  that  company  Oc- 
tober I,   1887,  to  enter  the  service  of  the  Mutual  Benefit  Life.  In 
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March,  1896,  he  was  called  to  the  home  office  of  the  company  at 
Newark,  to  look  after  the  company's  agency  business,  at  the  same 
time  retaining  the  Tennessee,  Alabama,  and  Mississippi  general 
agency.  In  January,  1897,  he  was  appointed  superintendent  of 
agencies,  an  office  created  for  the  purpose  of  relieving  Vice-Presi- 
dent Pearson  of  a  part  of  the  duties  of  his  department.  For  several 
years  Mr.  Drewry  was  a  member  of  the  executive  committee  of  the 
National  Association  of  Life  Underwriters,  and  at  the  annual  meet- 
ing of  1895  was  elected  secretary  of  the  association,  holding  the 
position  until  the  next  year,  when  he  declined  a  re-election.  Pre- 
ferring agency  work,  he  resigned  the  superintendency  of  agencies 
on  September  i,  1897,  and  was  made  state  agent  for  Ohio,  with 
offices  in  Cincinnati,  this  in  addition  to  the  agency  for  Tennessee, 
Alabama,  and  Mississippi,  which  he  had  retained  while  at  the  home 
office  of  his  company. 

DRIGGS,  MARSHALL  S.,  president  of  the  Williamsburgh 
City  Fire  Insurance  Company  of  Brooklyn,  N.  Y.,  was  born  in  the 
city  of  New  York,  January  9,  1834.  He  was  educated  at  Redding 
Institute,  Connecticut,  and  entered  the  service  of  the  Williamsburgh 
City  as  policy  clerk  on  March  22,  1853.  He  resigned  the  assistant 
secretaryship  in  1857  to  begin  the  business  of  warcliouseman  on  his 
own  account.  He  was  elected  a  director  of  the  insurance  company 
in  1868  and  chairman  of  the  finance  committee  in  1883,  and  suc- 
ceeded his  father  on  his  death,  in  August,  1889,  as  president.  Mr. 
Driggs  was  vice-president  of  the  New  York  Board  of  Fire  Under- 
writers in  1900  and  1901,  and  was  elected  president  of  that  body  in 
1902  and  re-elected  in  1903,  He  is  a  member  of  the  Auto- 
mobile Club  of  America,  the  New  England  Society,  and 
the  Chamber  of  Commerce  of  New  York,  a  director  in  the  First 
National  Bank  of  Brooklyn,  N.  Y.,  a  director  of  the  National  Surety 
Company,  the  Williamsburgh  Trust  Company,  the  Empire  State 
Surety  Company,  of  New  York,  and  the  Casualty  Company  of 
America. 

DRYDEN,  FORREST  FAIRCHILD,  second  vice-president  and 
director  of  the  Prudential  Insurance  Company,  was  born  in  Ohio, 
December  26,  1864.  He  received  his  education  at  Phillips  Academy, 
Andover,  Mass.,  and  began  his  business  career  with  the  Prudential. 
He  was  elected  to  his  present  position  in  January,  1906  He  is  a 
director  of  the  South  Jersey  Gas,  Electric  and  Traction  Company, 
and  a  director  of  the  Fidelity  Trust  Company,  and  a  director  of 
the  Union  National  Bank. 

DRYDEN,  JOHN  F.,  president  of  the  Prudential  Insuranc" 
Company  of  America,  and  former  United  States  senator  from  the 
state  of  New  Jersey,  is  justly  entitled  to  rank  as  the  father  of  indus- 
trial insurance  in  America.  Born  near  Farmington,  Me.,  August 
7,  1839,  he  removed  with  his  parents  to  Massachusetts  when  he  was 
in  his  seventh  year.  With  the  intention  of  following  the  legal 
profession  he  entered  Yale  College,  but  before  fully  completing  his 
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course  his  health  broke  down  and  he  was  obliged  to  leave  the  uni- 
versity. He  was  later  restored  to  the  full  privileges  of  his  class, 
however,  and  is  entered  on  the  college  records  as  a  regularly 
graduated  student.  This  is  an  honor  which  is  rarely  bestowed  by 
Yale.  During  the  period  in  which  he  was  compelled  to  rest  he 
became  interested  in  the  subject  of  life  insurance,  and  read  with 
avidity  everything  he  could  find  relating  to  it.  From  the  field  of 
theory  he  entered  the  field  of  practice,  and  became  regfularly  engaged 
in  the  life  insurance  business.  About  the  year  1865  his  attention 
was  attracted  by  a  report  made  by  Elizur  Wright  to  the  Mas- 
sachusetts legislature  referring  to  industrijil  insurance  as  it  was  then 
operated  in  England.  Mr.  Wright  doubted  if  such  a  plan  could  be 
successfully  applied  and  operated  in  this  country.  Mr.  Dryden 
thought  the  matter  out  and  became  convinced  to  the  contrary.  He 
made  an  exhaustive  study  of  the  whole  subject,  "devoured,"  as  he 
said  himself,  every  scrap  of  Ifterature  that  he  could  obtain  relating 
to  it.  Next  he  prepared  a  table  of  rates  and  matured  a  plan  which 
he  believed  could  be  applied  and  successfully  operated  in  America. 
He  went  to  Newark,  N.  J.,  in  1873,  and  there,  with  the  assistanre  of 
citizens  of  that  place,  organized  a  friendly  society  modeled  on  the 
English  plan,  meanwhile  having  obtained  from  the  New  Jersey  leg- 
islature an  act  authorizing  the  formation  of  a  company  such  as  he 
had  in  view.  The  friendly  society  was  merely  experimental..  It 
did  no  business  to  speak  of,  but  it  served  to  thoroughly  convince 
Mr.  Dryden  and  his  friends  of  the  complete  feasibility  of  his  plan. 
On  October  13,  1875,  the  Prudential  was  organized.  Its  histor\' 
and  success  are  familiar  to  everyone.  Mr.  Dryden  is  one  of  the 
leading  financiers  of  the  country,  and  has  large  interests  in  many 
prominent  financial  institutions.  On  January  29,  1902,  the  legis- 
lature of  New  Jersey  conferred  upon  him  the  honor  of  represent- 
ing that  state  in  the  United  States  Senate  to  succeed  Senator  Wil- 
liam J.  Sewell,  deceased,  and  served  one  term. 

DUBUQUE  FIRE  AND  MARINE  INSURANCE  COM- 
PANY, Dubuque,  Ih.  Organized  1883;  capital,  $200,000.  John 
Ellwanger,  president ;  N.  J.  Schrup,  secretary. 

DUDLEY,  WALTER  W.,  fire  underwriter.     [See  Death  Roll] 

DUG  AN.  A.  G..  general  agent  of  the  western  depart- 
ment for  the  Hartford  Fire  Insurance  Company,  was  born  in  Louis- 
ville, March  14,  i86t.  He  received  a  public  school  education,  spend- 
ing liis  boyhood  days  on  a  farm,  and  at  the  ai?e  of  eighteen  entered 
the  fire  insurance  business  with  the  Queen  Insurance  Company  at 
Louisville.  Later  he  was  appointed  special  agent  in  Kentucky  and 
Tennessee  for  the  Springfield  Fire  and  Marine,  being  later  transT 
f erred  to  the  Pacific  coast,  and  managed  the  company's  Pacific 
coast  business  until  the  department  was  discontinued.  In  1895  he 
was  appointed  special  agent  for  Kentucky,  W<;st  Virginia,  and 
southern  Ohio  for  the  Hartford,  a  position  he  retained  until  ap- 
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pointed  assistant  western  general  agent.  He  was  appointed  to  his 
present  position  in  1910.  Mr.  Dugan  was  president  of  the  Kentucky 
and  Tennessee  Board  ^rn  1889. 

DUNHAM,  SYLVESTER  CLARK,  president  of  the  Travel- 
ers Insurance  Company,  was  born  in  1846  in  Mansfield,  Conn.  He 
was  brought  up  in  Ohio,  educated  in  the  public  schools  and  in 
Mount  Union  College.  He  returned  to  Connecticut  in  1865,  en- 
gaged two  years  in  teaching,  afterwards  studied  law  in  New 
Britain  with  the  Hon.  Charles  E.  Mitchell,  was  meantime  clerk 
of  the  police  court  and  editor  of  the  New  Britain  Record,  was 
admitted  to  the  Hartford  county  bar  in  1871,  a  year  later  entered 
the  law  office  of  Hon.  Henry  C.  Robinson  of  Hartford,  and  prac- 
ticed law  until  1883.  For  two  years  thereafter  he  gave  his  atten- 
tion to  special  practice,  being  engaged  much  of  the  time  in  mining 
litigation  in  Utah,  Arizona,  and  California,  for  eastern  clients 
having  interests  there.  In  1885,  at  the  request  of  the  late  Presi- 
dent Batterson,  he  devoted  himself  to  the  legal  affairs  of  The 
Travelers  Insurance  Company,  conducting  with  counsel  in  Colo- 
rado its  important  litigation  involving  title  to  about  70,000  acres 
of  land  and  four  important  irrigation  enterprises  in  that  state. 
Upon  the  settlement  of  the  Colorado  interests,  which  required 
all  his  attention  for  four  years,  he  continued  to  act  as  the  com- 
pany's general  counsel  at  its  home  office,  having  supervision  of 
its  legal  department,  including  investments,  and  became  intimately 
acquainted  with  the  company's  affairs  at  home  and  abroad.  He 
was  elected  a  director  of  The  Travelers  in  January,  1897;  vice- 
president  in  January,  1899,  and  president  by  unanimous  vote  of 
the  board  October  14,  1901.  Mr.  Dunham  has  held  several  im- 
portant positions  in  the  city  government  of  Hartford,  is  vice-presi- 
dent of  the  National  Exchange  Bank,  a  director  in  the  Connecticut 
Fire  Insurance  Company,  the  American  Hardware  Company,  The 
American  Surety  Company,  and  the  Metropolitan  Bank  of  New 
York,  and  a  number  of  other  corporations,  treasurer  of  the  Colorado 
Valley  Land  Company,  and  of  other  Colorado  corporations,  and 
a  member  of  several  societies  and  clubs,  including  the  Union 
League  Club  of  New  York,  the  New  England  Society  of  May- 
flower Descendants  and  the  Connecticut  Society  of  the  Sons  of 
the  American  Revolution.  He  is  also  president  of  the  Travelers 
Indemnity  Company. 

DUNLOP,  C.  D.,  vice-president  and  director  of  the  Providence- 
Washington  Insurance  Company,  Providence,  R.  I.,  was  born  in 
Missouri  and  entered  the  insurance  business  in  Denver,  Colorado,  in 
1882.  He  was  appointed  manager  of  the  mountain  department  of  the 
Providence- Washington  Insurance  Company  in  1891,  and  removed  to 
Chicago  as  manager  of  the  western  department  in  1895.  He  was 
elected  to  his  present  office  in  1904. 

DUTCHESS  FIRE  INSURANCE  COMPANY,  Poughkeepsie, 
N.  Y.,  Organized  1906;  capital,  $200,000.  L.  H.  Vail,  president; 
J.  J.  Graham,  secretary. 
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DUTTON,  WILLIAM  J.,  president  of  the  Fireman's  Fund 
Insurance  Company  of  San  Francisco,  was  born  at  Bangor,  Me.,  Jan- 
uary 23,  1847.  His  father  was  one  of  the  pioneers  in  California, 
an  incorporator  of  the  Fireman's  Fund,  and  served  for  some  years 
as  its  vice-president.  Mr.  I>utton  entered  the  service  of  the  Fire- 
man's Fund  in  1867,  when  it  established  its  marine  department,  as 
marine  clerk.  In  1869  he  was  appointed  marine  secretary  of  the  com- 
pany, in  1873  assistant  secretary,  and  in  1880,  secretary.  In  1890  he 
was  clect«d  vice-president  and  manager,  and,  upon  the  retirement 
of  D.  J.  Staples  in  January,  1900,  he  was  elected  president  of  the 
company.  He  has  been  active  in  the  councils  of  the 
Board  of  Fire  Underwriters  of  the  Pacific,  was  chairman  of  its 
executive  committee  for  the  four  years  following  its  organization  in 
1883,  and  was  one  year  its  president  and  nine  years  vice-president 
during  the  first  ten  years  of  its  existence.  He  is  also  an  expert  in 
marine  underwriting,  and  was  president  of  the  San  Francisco 
Board  of  Marine  Underwriters  for  21  years,  from  1888  to  1909. 
when  he  declined  re-election. 

DUVAL,  W.  S.,  was  born  at  Middletown,  Conn.,  in  1847,  and 
was  educated  in  the  School  of  Mines  of  Columbia  College,  New 
York.  He  went  to  California  in  1868,  and  was  engaged  in  practical 
mining  many  years.  In  1885  he  became  an  employe  of  the  Pacific 
Insurance  Union,  serving  as  surveyor  in  different  places  within  its 
jurisdiction.  In  1890  he  was  appointed  general  manager.  This 
position  he  resigned  in  August,  1893,  to  accept  the  Pacific  coast 
managership  of  the  Continental.  On  the  removal  of  the  Conti- 
nental Pacific  coast  branch  office  to  Chicago  in  1895,  ^^  organized 
the  Alameda  County  Board  of  Fire  Underwriters,  taking  its  man- 
agement, entering  the  service  of  the  Board  of  Fire  Underwriters  of 
the  Pacific  as  surveyor  upon  its  assuming  jurisdiction  over  the  en- 
tire coast.  In  1897  he  was  elected  manager  (now  district  secretary) 
of  District  B.  of  the  Board  of  Fire  Underwriters  of  the  Pacific, 
comprising  middle,  northern  California,  Nevada,  and  Alaska. 

DYER,  W.  H.,  general  agent  of  the  Berkshire  Life 
Insurance  Company  at  Boston,  began  his  insurance  ex; 
perience  in  September,  1867,  as  agent  of  the  Washington 
Life  Insurance  Company  at  Cincinnati,  O.  He  afterward  became 
general  traveling  agent  of  the  Union  Central  Life  Insurance  Com- 
pany and  also  superintendent  of  agents  of  the  Union  Mutual  Life 
Insurance  Company  of  Maine.  He  became  connected  with  the  Berk- 
shire in  1877  as  superintendent  of  agencies,  which  position  he  held 
till  May  i,  1904,  when  he  assumed  in  partnership  the  general  agency 
of  the  Berkshire  at  Boston,  Mass.,  under  the  firm  name  of  Dyer  &• 
Foss.    This  partnership  was  dissolved  January  i,  1909. 
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EASTERN  FIRE  INSURANCE  COMPANY  of  Atlantic  City, 
N.  J.  Organized  1902:  capital,  $207,066.66.  A.  H.  Phillips,  president; 
J.   Haines  Lippincott,  secretary. 

EASTERN  UNION     [See  Fire  Underwriters'  Union.] 

EATON,  flENRY  W.,  manager  in  New  York  of  the 
Liverpool  and  London  and  Globe  Insurance  Company,  is  a  native 
of  London,  England,  and  entered  the  service  of  that  company  in 
r866.  He  represented  it  at  Bristol,  England,  in  1876  as  resident 
secretary  of  the  west  of  England  branch,  and  came  to  New  York 
in  1878  as  assistant  manager  of  the  New  York  branch  under  Mr. 
Pulsford.  Upon  the  retirement  of  that  gentleman,  in  1887,  he 
became  resident  manager.  Mr.  Eaton  is  an  associate  member  of 
the  Institute  of  Actuaries  of  England.  In  1897  he  was  elected  presi- 
dent of  the  National  Board  of  Fire  Underwriters  of  the  United 
States. 

EDDY,  HENRY  CLAY,  resident  secretary  of  the  western  de- 
partment of  the  Commercial  Union  of  London  and  Palatine  of 
London,  is  a  native  of  Providence,  R.  L,  where  he  was  born  May  9, 
1848.  He  received  his  higher  education  at  the  Highland  Military 
Academy  at  Worcester,  Mass.  When  sixteen  years  old  he  entered 
the  office  of  a  local  insurance  agency  at  Providence,  from  which  in 
1867  he  transferred  his  services  to  the  Home  Insurance  Company  of 
New  York  as  a  clerk.  Following  this,  in  1871,  Mr.  Eddy  became 
special  agent  for  the  German-American  and  Phenix  of  New  York, 
and  in  1883  he  accepted  the  post  at  Chicago  which  he  now  occupies. 
Mr.  Eddy  was  president  of  the  Fire  Underwriters*  Association  of 
the  northwest  in  1890-91. 

EDMONDS,  J.  FRANK,  resident  secretary  of  the  northwestern 
department  of  the  Commercial  Union  Assurance  Company  and 
Palatine  Insurance  Company,  at  Denver,  Col,,  was  born  at  Wood- 
stock, Ontario,  Canada,  June  ir,  1855.  He  was  educated  in  the 
hiifh  school  in  Rochelle,  111.,  and  began  his  business  career  in  mer- 
cantile pursuits  at  Deadwood,  South  Dakota.  He  entered  the  fire 
in^urance  business  as  local  agent  in  1889,  at  Deadwood,  South 
Dakota  and  was  appointed  special  agent  of  the  Commercial  Union 
Assurance  Company  in  1892.  He  was  appointed  to  his  present  posi- 
tion in  March,  1899.     ' 

EDWARDS,  GEORGE  B.,  vice-president  of  the  Germania 
Fire  Insurance  Company  of  New  York,  was  born  in  the  United 
States  and  educated  partly  in  Germany  and  England.     After  eight 
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years'  business  education  in  a  New  York,  China,  and  South  American 
importing  house,  Mr.  Edwards  entered,  in  1874,  the  employ  of  the 
Germania  Fire  Insurance  Company  as  a  clerk,  and  gradually  ad- 
vanced to  the  position  of  special  agent  in  the  eastern  field.  After 
seventeen  years*  experience  in  the  field  he  was  promoted,  in  April, 
1892,  to  the  second  vice-presidency,  and  in  1897,  to  the  vice-presi- 
dency of  the  company. 

EDWARDS,  LEMUEL  BLUFORD,  Pacific  coast  manager,  i«i 
a  native  of  Indiana,  where  he  was  born  December  17,   1843.     Hf 
served  as  a  private  soldier  three  years  in  the  civil  war,  and  at  th' 
early  age  of  23  years  was  sheriff  of  Boone  county,  Ind.,  his  terr 
covering  two  years.     Afterwards  he  went  into  the  insurance  busi 
ness,  and  was  a  local  fire  insurance  agent  eight  years,  and  a  genera 
agent  of  a  life  insurance  company  four  years.     For  thirteen  yearj 
he  was  on  the  road  as  a  special  agent,  general  agent,  and  superin- 
tendent  of   agencies   of   fire   insurance   companies.      He    was    foui 
years  Pacific  coast  manager  of  the  American  of  Newark,  Caledo- 
nian of  Edinburgh,  and  the  Manchester  Fire.    He  is  now  associated 
with   Charles   Christensen   and    Benjamin   Goodwin   in   the   Pacific 
coast  management  of  the  American  Central  of  St.  Louis,  St.  Paul 
Fire  and  Marine  of  St.  Paul,  and  Mercantile  Fire  and  Marine  of 
Boston.     Mr.  Edwards  was  a  member  of  the  California  legislature 
in  1881-82. 

EGLESTON,  THOMAS,  general  agent  of  the  Hartford  Fire 
Insurance  Company  at  Atlanta,  was  born  at  Charleston,  S.  C, 
January  14,  1856,  educated  at  private  schools  at  that  city,  and  re- 
moved to  Atlanta,  Ga.,  in  1872,  entering  the  fire  insurance  agency 
office  of  James  H.  Low  &  Co.  In  1875-76  he  w*is  superintendent 
of  agencies  for  this  firm.  He  was  appointed  local  agent  at  Atlanta 
for  the  Hartford  Fire  in  1877,  special  agent  and  adjuster  in  1883. 
and  general  agent  for  Virginia,  North  Carolina,  South  Carolina, 
Georgia,  Florida,  Alabama,  Mississippi,  and  Louisiana  in  1885.  Mr. 
l'2glcston  is  also  senior  member  of  the  firm  of  Egleston  &  Prescott. 
Atlanta,  Ga.,  managers  of  the  Hartford  Fire  Insurance  Com- 
pany, and  the  Citizens  Insurance  Company  of  St.  Louis  for  the 
southern  states.  F'rom  1884  to  1894  he  was  a  member  of  the  execu 
live  committee  of  the  South  Eastern  Tariff  Association.  In  the 
latter  year  he  was  elected  president  of  the  association,  and  declined 
a  re-election  in  1896.  Mr.  Egleston  was  elected  a  member  of  the 
Georgia  legislature  in  1901  and  appointed  a  member  of  the  depot 
commission  for  the  state  of  Georgia.  Since  1905,  Mr.  Egleston  has 
been  the  resident  chairman  of  the  Sprinklered  Risk  Committee  of 
the  South  Eastern  Tariff  Association,  and  in  1906  he  was  elected 
chairman  of  the  Cotton  Insurance  Association. 

ELDRIDGE,  GEORGE  DYRE,  insurance  journalist  and  ton- 
suiting  actuary,  was  born  at  Mattapoisett,  Mass.,  August  22,  1848, 
from  a  New  England  colonial  ancestry.  He  had  a  common  school 
and  partial  college  education,  and  went  into  insurance  journalism 
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in  Cincinnati  in  1869  as  editor  of  the  Insurance  Chronicle,  which  con- 
nection he  continued  until  he  joined  the  Index  in  1873,  and  removed 
with  it  to  Boston,  where  its  name  was  changed  to  the  Standard. 
Mr.  Eldridge  established  in  Boston  in  1883  the  Guardian,  a  monthly 
journal,  later  known  as  iWttcs  and  Cummcuts  and  devoted  to  the 
interests  of  life  insurance.  In  1886  he  reinDved  to  Washington  to 
take  charge  of  the  National  Life- Maturity  Insurance  Company,  as 
secretary  and  general  manager.  In  May,  1894,  he  resigned  these 
positions  (retaining,  however,  his  place  on  the  b^ard  of  directors), 
and  connected  himself  with  the  Mutual  Reserve  F*und  Life  Asso- 
ciation, afterwards  reorgjanized  as  the  Mutual  Reserve  Life  Insur- 
ance Company,  of  which  he  was  vice-president  and  actuary,  and 
is  now  engaged  as  an  independent  consulting  actuary.  While  a  resi- 
dent of  Massachusetts,  Mr.  Eldridge  was  a  member  of  the  Newton 
city  council  and  of  the  state  legislature.  He  is  the  author  of  the 
novel  "I  Will  Repay,"  published  in  1902;  "The  Millbank  Cas^j,"  pub- 
lished in  1905,  and  **In  the  Potter's  Mouse,"  published  in  1908. 

ELECTRICITY  AND  FIRE  INSUR.\NCE.  [See  Under- 
writers* National  Electric  Association.] 

ELLISON,  EUGENE  L.,  president  of  the  Insurance  Com- 
pany of  North  America,  and  president  of  the  Alliance  Insur- 
ance Company  of  Philadelphia,  was  born  in  the  state  of  Delaware 
and  was  educated  in  the  public  schools  and  academy  at 
Newark,  Del.  Previous  to  his  connection  with  his  present  company 
he  was  clerk  in  mercantile  and  banking  houses,  general  agent  of  the 
Enterprise  Insurance  Company  of  Philadelphia,  and  assistant  man- 
ager of  the  Philadelphia  clearing  house. 

EMPIRE  CASUALTY  COMPANY,  Parkersburg,  W.  Va.  Or- 
ganized 1905;  capital  $250,000.  The  company  was  placed  in  a  re- 
ceiver's hands  in  1910. 

EMPIRE  CITY  FIRE  INSURANCE  COMPANY,  New  York 
city.  Organized  1850;  capital,  $200,000.  D.  J.  Burtis,  president; 
Ernest  L.  Allen,  secretary. 

EMPIRE  STATE  SURETY  COMPANY  of  New  York,  N.  Y., 
Organized  1901 ;  capital,  $500,000.  Wm.  M.  Tomlins,  Jr.,  presi- 
dent; Geo.  L.  Smith,  secretary. 

EMPLOYERS'  LIABILITY  ASSURANCE  CORPORATION, 
LTD.,  of  London,  England.  Incorporated  October,  1880,  with  an 
authorized  capital  of  $5,000,000,  now  fully  subscribed;  paid  up, 
$500,000,  which  in  1892  was  increased  to  $750,000  and  in  1906  to 
$1,000,000.  Its  present  total  available  resources  amount  to  over 
$10,000,000.  Its  charter  covers  the  transaction  of  all  classes  of 
casualty  insurance.  The  corporation  was  organized  immediately 
following  the  enactment  of  the  famous  employers'  liability  act  in 
England  in  1880,  and  it  is  acknowledged  to  be  the  pioneer  in  lia- 
bility insurance  in  the  world.      The  officers  of  the  company  are: 
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Lord  Claud  Hamilton,  chairman ;  S.  Stanley  Brown,  gen- 
eral manager;  W.  E.  Gray,  secretary.  General  office  of 
the  company,  Hamilton  House,  Victoria  Embankment,  Lon 
don,  E.  C.  Branch  agencies  are  maintained  in  Holland, 
Sweden,  the  South  African  Republic,  New  South  Wales,  South 
Australia,  Canada,  and  in  the  United  States,  where  business  was 
commenced  in  July,  1886,  and  at  the  present  time  it  has  a  thoroughly 
established  system  of  agencies  in  nearly  every  state  in  the  Union 
The  United  States  branch  officials  are:  Frank  G.  Webster,  John 
Lowell,  and  William  D.  Mandell,  trustees;  Wm.  Allen  Butler,  Jr., 
Gen.  Francis  V.  Gfeene,  Wm.  D.  Baldwin,  advisory  board;  Henry 
M.  Rogers,  John  B.  Thomas,  Charles  Francis  Adams,  2d,  and 
Chas.  F.  Edgar,  executive  committee;  Samuel  Appleton,  manager 
United  States  branch,  Employers'  Liability  Building,  ^s  Broad 
Street,  Boston,  Mass.  A  deposit  of  over  $4,400,000  is  at  present 
maintained  in  various  state  insurance  departments  and  in  the  hands 
of  the  United  States  trustees  for  the  bcnetit  and  protection  of  its 
policy-holders.  The  annual  premium  income  of  the  United  States 
branch  aggregates  $3,500,000.  The  prudent  management  of  the 
corporation  has  established  for  it  an  enviable  reputation  as  being 
financially  provident  and  conservative,  and  yet  liberal,  in  all  its 
dealings  With  the  public. 

EMPLOYERS'  LIABILITY  INSURANCE.  This  class  of  in- 
surance, which  originated  in  Great  Britain,  was  first  written  in  the 
United  States  in  1866  as  a  regular  business  by  the  Employers' 
Liability  Assurance  Corporation  of  London.  About  1889  both 
American  and  foreign  companies  authorized  to  do  a  casualty  busi- 
ness, or  organized  for  the  purpose,  began  to  compete  for  this  kind 
of  insurance.  In  its  primary  form  it  is  the  insurance  of  employers 
against  liability  for  injuries  happening  to  their  employees  when 
Actually  engaged  in  their  services;  but  the  business  has  been  ex- 
tended to  cover  liability  to  persons  other  than  employees  (techni- 
cally public  liability)  and  various  forms  embracing  both  features 
have  been  devised;  as,  for  example.  General  Liability  insurance, 
Elevator  insurance,  and  Teams  insurance.  Collective  insurance, 
giving  direct  indemnity  to  employees  for  accidents,  whether  due  to 
negligence  of  employees  or  otherwise,  is  also  issued  as  one  of  the 
liability  lines.  The  largest  risks  written  are  manufactunng  con- 
cerns and  contractors.  Employers'  Liability  has  largely  grown  in 
volume  since  1889.  At  the  close  of  1902  the  premium  income  had 
grown  to  $11,521,250. 

In  March,  1896,  the  most  conservative  hability  managers,  being 
impressed  with  the  fact  that  liability  insurance  is  perhaps  the  most 
difficult  of  all  forms  of  casualty  underwriting,  and  the  most  decep- 
tive and  misleading  in  the  results  of  its  earlier  years,  and  realizing 
also  that  the  individual  experience  of  the  several  companies  was 
too  brief  and  too  narrow  to  serve  as  a  safe  guide  in  the  making  of 
rates,  met  in  conference  and  agreed  to  combine  their  loss  experience 
with  a  view  to  the  determination  of  right  rates  and  proper  methods. 
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This  was  the  beginning  of  what  is  now  known  as  the  Liability  Con- 
ference. The  conference,  as  now  existing,  is  of  a  purely  educational 
and  advisory  character.  From  time  to  time  the  associated  com- 
panies report  their  loss  statistics  to  the  conference  actuary,  who 
combines  and  collates  the  experience  and  reports  the  indicated 
necessary  rates  to  the  conference,  who  then,  as  they  may  elect, 
adopt  them  individually  as  recommended,  or  with  such  modifica- 
tions as  the  exigencies  of  the  business  may  seem  to  demand.  On 
this  basis  the  conference  corrected  and  harmonized  the  rates  in 
1896,  and  again  in  1897,  1898,  and  1901,  and  in  various  classes  sev- 
eral times  since.  Several  companies  withdrew  from  the  conference 
in  1904,  and  the  conference  is  now  maintained  by  a  few  companies, 
which  consider  the  work  of  the  bureau  too  valuable  to  lose  entirely. 
The  following  is  a  statement  of  employers'  liability  business  trans- 
acted in  1909: 


Companies, 
.^tna,  ... 
American  Casualty, 
American  Fidelity, 
Casualty  Company  of  America, 
Empire  State  Surety, 
Employers'  Indemnity, 
Employers*  Liability, 
Fidelity  and  Casualty, 
Frankfort  Marine  and  Accident, 
General  Accident, 
Home  Accident, 
London  Guarantee  and  Accident, 
Maryland  Casualty, 
New  Amsterdam  Casualty, 
Ocean  Accident  and  Guarantee, 
Pacific  Coas-t  Casualty, 
Pennsylvania  Casualty, 
Peoples  Surety, 
Philadelphia  Casualty, 
Standard, 
Travelers, 
Travelers  Ind., 
United    States    Casualty, 


Totals, 


Premiums 
Written 

$3,197,842 

42.27s 

396,123 

953,004 

223,645 
336,592 

2,887,394 
1,987,009 

838,770 
940,304 
267,628 

1,718,754 
1,930,884 

348.701 

1.491.320 

263,860 

274,614 

142,599 

468,397 

926,023 

4,605,274 

259 

745.039 


Losses 
Paid 
$1,881,477 
7.369 
116,186 

555,314 
84,198 

128,517 

1,263,317 

1,090,337 

546,614 

318,765 

138,947 

922,972 

918,087 

200,960 

787,361 

80,813 

120,332 

50,017 

i57.io6 

482,50; 

2,886,946 


326,650 


$24,986,210  $13,064,326 


ENDOWMENT  INSURANCE.  Endowment  insurance  is  al- 
most unknown  in  the  United  States,  except  as  coupled  with  life 
msurance,  policies  being  made  payable  at  a  certain  time,  or  at  death, 
if  that  occurs  before  the  expiration  of  the  endowment  period.  In 
the  business  of  companies  reporting  to  the  New  York  department, 
about  one- fourth  of  the  amount  insured  is  combined  life  and  endow- 
ment, and  three-fourths  is  classed  as  "whole-life."  In  England 
pure  endowments  have  been  writcen  to  a  considerable  extent,  and 
for  a  long  time,  mainly  as  provision  for  children. 

ENGINEERS,  FIRE,  INTERNATIONAL  ASSOCIATION 
OF.      [See  International  Association  of  Fire  Engineers.] 

ENGLISH-AMERICAN  UNDERWRITERS,  policy  issued  by 
the  London  and  Lancashire  Fire  Insurance  Company. 
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ENGLISH,  JOEL  L.,  vice-president  of  the  i^tna  Life  Insurance 
Company,  is  a  native  of  Woodstock,  Vt.  In  1867  he  entered  the 
Hartford  office  of  the  i^^lna  Life  as  clerk,  and  his  entire  business 
life  has  been  passed  there.  He  was  appointed  secretary  in  Febru- 
ary, 1872,  and  vice-president  in  February,  1905. 

ENTERPRISE  MUTUAL  FIRE  INSURANCE  COMPANY, 
Providence,  R.  I.  Organized  1874.  John  R.  P^eeraan,  president; 
Theodore  P.  Bogert,  secretary. 

EQUITABLE  ACCIDENT  COMPANY,  Boston,  Mass.  Or- 
ganized 1892;  capital,  $100,000.  Albert  C.  Smith,  president;  David 
T.  Montague,  secretary;  Wm.  H.  Jones,  general  manager. 

EQUITABLE  FIRE  AND  MARINE  INSURANCE  COM- 
PANY, Providence,  R.  I.  Organized  1859;  capital,  $400,000.  F. 
W.  Arnold,  president;    Samuel  G.  Howe,  secretary. 

EQUITABLE  FIRE  INSURANCE  COMPANY,  Charleston. 
S.  C.  Organized  1895:  capital,  $168,500.  David  Huguenin,  presi- 
dent;   William  G.  Mazyck,  secretary  and  treasurer. 

EQUITABLE  LIFE  ASSURANCE  SOCIETY,  THE,  OF 
THE  UNITED  STATES,  New  York.  Organized  1859.  Paul 
Morton,  president;  William  Alexander,  secretary. 

EQUITABLE  LIFE  INSURANCE  COMPANY  OF  IOWA, 
Des  Moines,  la.  Organized  1867;  capital,  $300,000.  Cyrus  Kirk, 
president;   J.  C.  Cummins,  secretary. 

EQUITABLE  LIFE  INSURANCE  COMPANY  OF  THE 
DISTRICT  OF  COLUMBIA,  Washington,  D.  C.  Organized  1885; 
capital,  $100,000.  J.  S.  Swormstedt,  president;  Allen  C.  Clark, 
secretary. 

ERIE  ASSOCIATION  OF  LIFE  UNDERWRITERS  of  Erie, 
Pa.,  was  organized  in  June,  1903,  and  the  following  officers  elected: 
President,  John  F.  Brown,  Penn  Mutual;  first  vice-president,  James 
M.  Dickey,  Mutual  Life;  second  vice-president,  C.  D.  W.  Brown. 
Northwestern  Mutual;  secretary  and  treasurer,  George  L.  Daven- 
port, Security  Trust  and  Life.  At  the  annual  meeting  held  in  Feb- 
ruary, 1910,  officers  were  elected  as  follows :  President,  James  M. 
Dickey,  Mutual  Life;  vice-president,  J.  R.  O'Keefe,  Metropolitan; 
secretary,  L.  B.  Hindman,  Equitable;  treasurer,  C.  F.  Austin,  Mutual 
Life. 

ESTEE,  JAMES  B.,  second  vice-president  of  the  National  Life 
Insurance  Company  of  Vermont,  was  born  in  Wisconsin  in  1856,  and 
was  educated  in  the  common  schools  of  Illinois  and  the  State  Normal 
University  at  Bloomington  in  that  state.  He  studied  law  in  Mil- 
waukee in  1883.  He  removed  to  South  Dakota,  where,  during  his 
residence  of  several  years,  he  was  president  of  the  Citizens  Bank 
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of  Woonsocket,  U.  S.  commissioner  for  the  Second  Judicial  Dis- 
trict, and  a  member  of  the  state  Republican  Central  Committee 
He  entered  the  service  of  the  Equitable  Life  in  1882,  and  was 
superintendent  of  agents  of  the  Iowa  Life  from  1888  to  1891.  In 
the  latter  year  he  was  appointed  general  manager  for  the  National 
Life  of  Vermont  for  Wisconsin.  He  became  the  company's  super- 
intendent of  agents  in  1898,  and  was  elected  second  vice-president 
April  8,  1902.  As  second  vice-president  he  has  chjirge  of  the  agency 
force  of  the  company.    He  is  a  speaker  of  force  and  fluency. 

EUREKA  FIRE  AND  MARINE  INSURANCE  COMPANY, 
Cincinnati,  Ohio.  Organized  1864;  capital,  $100,000.  F.  A.  Rothier, 
president;   Adam  Benus,  secretary. 

EUSTIS,  TRUMAN  W.     [See  death  roll.] 

EVANS,  HENRY,  president  of  the  Continental  Insurance  Com- 
pany of  New  York,  was  born  at  Houston,  Tex.,  April  14,  i860. 
Some  thne  after  the  close  of  the  war  he  went  to  New  York,  where 
he  was  educated,  finally  leaving  Columbia  College  School  of  Mines 
to  enter  the  service  of  the  Continental  in  March,  1878,  as  a  junior 
clerk.  For  several  years  he  worked  at  most  of  the  desks  in  the 
office  connected  with  the  agency  department.  He  succeeded  the 
late  Mr.  Townsend  as  secretary  of  the  agency  department  May  10, 
t888;  Was  elected  second  vice-president,  retaining  the  agency  de- 
partment secretaryship  in  1889,  and  vice-president  January  14,  1892, 
and  president  January  15,  1903,  after  a  service  of  nearly  twenty-five 
years.  Since  Mr.  Evans  has  been  an  officer  of  the  Continental 
Insurance  Company  he  has  done  a  great  deal  of  field  work  for  it 
all  over  the  United  States.  In  March  1904,  he  assumed  the  chair- 
manship of  the  committee  of  twenty  on  congested  districts  of  cities 
of  the  National  Board  of  Fire  Underwriters.  In  June,  1906,  he 
formed  the  Fidelity  Fire  Insurance  Company  of  which  he  is  presi- 
dent and  a  director.  In  December,  1909.  he  was  requested  by  the 
directors  to  take  control  of  the  Phenix  Insurance  Company  of 
Brooklyn,  which  company  was  in  trouble  because  of  irregularities 
in  its  administration,  and  succeeded  in  saving  the  Phenix's  agency 
plant.  On  March  i,  1910,  the  company  was  merged  with  the  Fidelity 
Fire  Insurance  Company,  under  the  title  of  the  Fidelity-Phenix  Fire 
Insurance  Company,  and  Mr.  Evans  was  elected  president  of  the 
merged  company. 

EXCESS  POLICY.  A  class  of  policies  written  to  cover  prop- 
erty in  excess  of  other  insurance.  They  do  not  apply  until  specific 
insurance  is  exhausted.  Usually  it  is  stipulated  that  a  certain 
amount  of  specific  insurance  shall  be  carried,  the  rates  for  excess 
insurance  being  lower  than  the  specific  rate. 

EXPECTATION  OF  LIFE.  As  employed  in  connection  with 
insurance,  it  is  the  mean  number  of  future  years  which  individuals 
at  any  specified  age  may  be  expected  to  live. 
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FACKLER,  DAVID  PARKS,  actuary,  was  born  in  Virginia 
April  4,  1841,  and  is  a  great-grandson  of  a  Revolutionary  officer  of 
that  surname.  He  completed  his  collegiate  career  in  1859,  taking 
the  gold  medal  for  mathematics,  and  entered  the  office  of  the 
Mutual  Life,  where  he  remained  until  1865,  when  he  resigned,  to 
become  consulting  actuary  for  a  number  of  companies.  He  sug- 
gested the  principle  on  which  the  contribution  dividend  plan  was  ^ 
based,  and  aided  Mr.  Sheppard  Homans  in  its  application.  He 
was  one  of  the  organizers  of  the  Actuarial  Society  of  America  and 
its  president  from  1891  to  1893.  Mr.  Fackler  has  written  much  on 
insurance  subjects,  and  is  a  frequent  contributor  to  the  periodical 
press.  He  has  done  business  solely  as  an  independent  actuary 
with  separate  office  and  clerks  since  1865,  and  on  several  critical 
occasions  has  been  asked  to  give  opinions  for  publication.  Many 
actuaries  of  companies  have  graduated  from  his  office.  He  has 
had  several  oflfers  of  positions  in  the  oldest  companies,  but  has 
preferred  to  remain  independent.  In  1898  he  succeeded  Mr.  Ho- 
mans as  corresponding  member  of  the  Institute  of  Actuaries  of 
London. 

FACTORS  AND  TRADERS  INSURANCE  COMPANY, 
Mobile,  Ala.  Organized  1870;  capital,  $150,000.  Ferdinand  For- 
cheimer,  president;  Joseph  F.  Bullock,  secretary. 

FACTORS  FIRE  INSURANCE  COMPANY,  Memphis,  Tenn. 
Organized  1882;  capital,  $100,000.  N.  Fontaine,  president;  J.  E. 
Beasley,  secretary. 

FACTORY  INSURANCE  ASSOCIATION.  This  organiza- 
tion  in  the  eastern,  middle,  and  southeastern  states  is  composed  of 
the  following  companies :  ^tna  of  Hartford,  Atlas  of  London,  Com- 
mercial Union  of  London,  Fire  Association  of  Philadelphia,  Firemen's 
Fund  of  San  Francisco,  German-American  of  New  York,  Hanover 
Fire,  Hartford  Fire,  Home  of  New  York,  Liverpool  and  London  and 
Globe,  London  and  Lancashire,  National  Fire  of  Hartford,  Niagara  of 
New  York,  North  British  and  Mercantile,  Northern  Assurance, 
Norwich  Union,  Phoenix  of  London.  Phoenix  of  Hartford,  Provi- 
dence-Washington, Royal,  Scottish  ITnion  and  National,  Sun  of 
England,  and  Western  of  Toronto.  Henry  W.  Eaton  of  the  Liver- 
pool and  London  and  Globe,  is  president;  E.  H.  A.  Correa  of  the 
Home,  vice-president;  T.  C.  Temple  of  the  Phoenix  of  Hartford  is 
treasurer,  and  J.  H.  Brewster  of  the  Scottish  Union  and  National, 
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secretary.  The  manager  is  H.  L.  Phillips.  The  headquarters  of  the 
association  are  in  Hartford  The  executive  committee  is:  H.  A. 
Smith,  chairman,  vice-president,  National  Fire;  R.  M.  Bissell,  vice- 
president,  Hartford  Fire;  C  G.  Smith,  secretary,  German-American; 
G.  W.  Babb,  manager,  Northern  Assurance;  H.  E.  Rees,  secretary, 
/FAriB,  Fire;  A.  G.  Mcllwaine,  Jr.,  manager,  London  and  Lancashire, 
and  the  officers  ex-officio. 

FACTORY  INSURANCE  ASSOCIATION,  WESTERN. 
[See  Western  Factory  Insurance  Association.] 

FAILURES  OF  FIRE  INSURANCE  COMPANIES  IN  1909. 
[See  Reinsured  and  Failed  Fire  Insurance  Companies.] 

FALL  RIVER  MANUFACTURERS'  MUTUAL  INSUR- 
ANCE COMPANY.  Fall  River,  Mass.  Organized  1870.  Qiarles 
S.  Waring,  president;  Thomas  E.  Brayton,  vice-president;  James 
W.  Brighani,  secretary. 

FARMERS  AND  MERCHANTS  INSURANCE  COMPANY, 
Lincoln,  Neb.  Organized  1885;  capital,  $200,000.  George  W.  Mont- 
gomery, president ;  S.  A.  Barclay,  secretary. 

FARMERS  FIRE  INSURANCE  COMPANY,  York,  Pa.  Or- 
ganized 1853.  Mutual  doing  business  on  the  stock  plan.  William 
H.  Miller,  president ;  K.  K.  McConkey,  secretary. 

FARMERS  INSURANCE  COMPANY,  Cedar  Rapids,  la.  Or- 
ganized i860;  capital,  $200,000.  J.  H.  Smith,  president;  Ed.  H. 
Smith,  secretary. 

FARfJUM,  HENRY  W.,  assistant  secretary  of  the  Insurance 
Company  of  North  America,  is  a  native  of  Philadelphia,  and  was 
born  of  American  parentage  September  29,  1868.  He  has  been 
connected  with  the  Insurance  Company  of  North  America  some- 
time, and  was  elected  to  his  present  position  in  1908. 

FAXON,  WALTER  COLLVER,  vice-president  of  the  ^.tna 
Life  Insurance  Company's  accident  and  liability  department,  was 
born  at  Hartford,  Conn.,  July  18,  1856.  He  was  educated  in  the 
district  and  public  high  schools  of  Hartford,  and  graduated  from 
the  latter  in  1874.  In  that  year  he  began  his  insurance  career  in  the 
office  of  the  Travelers  Insurance  Company,  where  he  remained  until 
1891,  when  he  accepted  a  position  with  the  vEtna  Life.  He  was 
elected  assistant  secretary  in  1895,  secretary  in  1902,  and  to  his 
present  position  in  1905.  In  1908  he  was  elected  vice-president 
and  a  director  of  the  vEtna  'Accident  and  Liability  Company.  He 
is  a  member  of  the  S<^cicly  of  M'iiyflowcr  Descendants  in  the  state 
of  Connecticut,  a  member  of  the  Board  of  Managers  of  the  Sons  of 
the  Revolution  in  the  state  of  Connecticut;  also  a  member  of  the 
Order  of  the  Descendants  of  Colonial  Governors  and  of  the  Order 
of  the  Founders  and  Patriots  of  America. 

FAYMONVILLE,  BERNARD,  vice-president  of  the  Fire- 
man's Fund  Insurance  Company  of  San  Francisco,  was  born  in  a 
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suburb  of  Chicago,  111.,  and  passed  his  early  years  on  an  Illinois 
farm.  He  went  into  a  real  e.state  and  insurance  office  in  Chicago 
in  1874,  and  in  1877  migrated  to  California,  settling  at  Fresno, 
where  he  secured  the  local  agency  of  forty-three  insurance  com- 
panies. He  was  appointed  a  special  agent  by  the  Fireman's  Fund 
in  1881,  assistant  secretary  in  1887,  secretary  in  1890,  second  vice- 
president  in  1893,  and  first  vice-president  in  1900.  Mr.  Faymon- 
ville  is  also  vice-president  of  the  Board  of  Fire  Underwriters  of  the 
Pacific,  president  of  the  Fire  Underwriters'  Inspection  Bureau, 
pl-csidcnt  of  the  San  Francisco  Fire  Patrol,  and  has  served  as 
president  of  the  Board  of  Fire  Commissioners  for  San  Francisco. 

FEDERAL  INSURANCE  COMPANY,  Jersey  City,  N.  J.  Or- 
ganized 190 1 ;  capital,  $1,000,000.  Percy  Chubb,  president;  Max 
Grundncr,  secretary. 

FEDERAL  LIFE  INSURANCE  COMPANY,  Chicago,  111. 
Organized  1900;  capital,  $150,000.  Lsaac  M.  Hamilton,  president; 
T.  VV.  Appleby,  secretary;  W.  E.  Brimstin,  assistant  secretary  and 
actua  ry. 

FEDERAL  UNION  INSURANCE  COMPANY,  Chicago,  111. 
Organized  1907;  capital,  $100,000.  V.  F.  Mashek,  president;  F.  H. 
Osborn,  secretary. 

FEDERAL  UNION  SURETY  COMPANY,  Indianapolis,  Ind. 
Organized  1901 ;  capital,  $300,000.  W.  T.  Durbin,  president ;  Chas. 
E.  Sphick,  secretary. 

FERRIS,  HENRY  J.,  assistant  secretary  of  the  Home  Insur- 
ance Company  of  New  York,  was  born  in  Stamford.  Conn.,  of 
American  parentage,  August  18,  1844.  He  was  educated  in  a  private 
school  in  Stamford,  and  after  spending  thjee  years  in  a  dry  goods 
jobbing  house  in  New  York  entered  the  service  of  the  Home  in 
/\pril,  1863. 

FIfU'-L,  LOUIS  H.,  president  Great  Eastern  Casualty  Com- 
pany. Xew  York,  was  born  in  New  York  city,  of  English  parentage, 
April  17,  1862.  He  was  educated  in  the  public  schools  and  the  Col- 
lege of  the  City  of  New  York,  and  began  his  business  career  in 
mercantile  pursuits.  He  is  president  of  the  Detroit  Conference, 
acting  chairman  of  the  executive  committee  of  the  International 
Association  of  Accident  Underwriters,  and  a  member  of  import«int 
committees  of  other  underwriting  a<?s<icialions. 

FIDELITY  AND  CASUALTY  COMPANY  OF  NEW  YORK. 
THE.  Organized  1876:  capital,  $r,ooo,ooo.  George  F.  Seward, 
president;  Robert  J.  Hillas,  vice-president,  secretary,  and  treasurer 

FIDELITY  AND  DEPOSIT  COMPANY  OF  MARYLAND, 
Baltimore,  Md.  Organized  1890;  capital,  $2,000,000.  Edwin  War- 
field,  president;  H.  Nicodemus,  secretary. 
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FIDELITY  FIRE  INSURANCE  COMPANY,  Des  Moines,  la. 
Organized  1893;  capital,  $100,000.  M.  Carr,  president;  A-  A.  Clark 
secretary. 

FIDELITY  FIRE  INSURANCE  COMPANY,  of  New  York. 
This  company  was  consolidated  with  the  Phcnix  Fire  Insurance 
Company  in  1910  (sec  Fidelity- Phenix  Fire  Insurance  Company). 

FIDELITY  MUTUAL  LIFE  -INSURANCE  COMPANY, 
THE,  Philadelphia,  Pa.  Incorporated  under  laws  of  Pennsylvania, 
1878.  Chartered  to  do  a  mutual  life  business.  Founded  by  L.  G. 
Fouse,  president,  and  W.  S.  Campbell,  secretary  and  solicitor  since 
company's  organization.  Insurance  in  force,  $124,666,815;  losses 
and  claims  paid,  $20,616,350.30;  assets,  $19,502,070.14;  liabilities,  $18,- 
501,886.67.      Every  approved  claim  was  paid  by  January  i,  1910. 

FIDELITY-PHENIX  FIRE  INSURANCE  COMPANY  of 
New^  York,  (A  consolidation  of  the  Fidelitv  Fire  Insurance  Com- 
pany of  New  York  and  Phenix  Insurance  Company  of  Brooklyn.) 
Capital,  $2,500,000.  Henry  Evans,  president ;  George  E.  Kline,  Henry 
E.  Hess,  vice-presidents;  J.  E.  Lopez,  second  vice-president  and 
secretary;  James  A.  Swinnerton,  Charles  R.  Tuttle  and  Hugh  Ran- 
kin, secretaries. 

FIELD  CLUB  OF  CALIFORNIA  was  organized  in  January, 
IQOQ,  and  its  membership  is  composed  of  special  agents  and  ad- 
justers in  California  and  Nevada.  Its  objects  are  social  and  to 
promote  the  interests  of  and  good  practices  in  fire  underwriting. 
Officers  were  elected  as  follows:  President.  Amos  Sewcll;  vice- 
president,  F.  P.  Wilson ;  secretary,  Geo.  C.  Codding,  San  Francisco. 
The  present  officers,  elected  in  January,  1910,  are :  President,  F.  P. 
Wilson;  vice-president,  Guy  Francis;  secretary  and  treasurer, 
George  C.  Codding;  executive  committee.  F.  P.  Wilson,  Guy  Francis, 
W.  O.  Morgan,  G.  W.  Dearborn,  A.  C.  Thornton,  R.  H.  Roundtree 
and  George  C.  Codding. 

FIELD,  GEORGE  PRENTICE,  of  Field  &  CDwles,  Boston 
managers  Royal  Insurance  Company  for  New  England,  was  born  in 
Searsmont,  Maine,  October  17,  1844.  His  family  very  shortly  after 
moved  to  Belfast,  Maine,  where  Mr.  Field  was  educated  in  the 
public  schools  of  that  city,  and  after  his  graduation  from  the  high 
school  he  entered  his  father's  insurance  agency  as  a  clerk,  where 
he  remained  .until  the  inauguration  of  the  draft  system  in  the 
northern  states  during  the  Civil  War.  Upon  the  first  establishment 
of  the  provost  marshal's  department  in  the  Fifth  District  of  Maine, 
he  was  appointed  second  permanent  clerk,  later  chief  clerk,  and 
shortly  after  deputy  provost  marshal,  which  position  he  held  until 
the  offices  were  abolished,  after  the  close  of  the  war  and  the  sur- 
render at  Richmond.  He  was  then  for  a  time  deputy  collector  of 
customs  in  the  Belfast  custom  house,  which  position  he  resigned 
in  1866  and  became  assistant  secretary  of  the  National  Insurance 
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Company  of  Bangor,  Maine.  The  next  year  he  became  connected 
with  the  First  National  Fire  Insurance  Company  of  Worcester, 
Mass.,  first  as  general  agent,  and  later  as  secretary,  and  was  with 
that  company  during  the  Boston  fire  of  1872;  the  First  National 
being  the  only  Worcester  stock  company  that  survived  that  disaster. 
In  July,  1873,  he  was  appointed  special  agent  of  the  Royal  Insur- 
ance Company,  with  headquarters  in  Boston,  the  managers  at  that 
time  being  Foster  &  Scull.  In  that  office  he  became  successively 
general  agent,  superintendent  of  agencies,  and  finally  a  member  of 
the  firm  in  1866.  Mr.  Field  was  president  of  the  New  England  In- 
surance Exchange  in  1885,  chairman  of  the  Bureau  of  United  In- 
spection from  1888  to  1893,  and  president  of  the  Boston  Protective 
Department  during  the  same  years.  He  was  president  of  the  In- 
surance Library  Association  of  Boston  from  1900  to  1906.  Tie  was 
again  elected  a  director  of  the  Boston  Protective  Department  in 
1900,  retiring  in  1906,  and  in  1905  was  elected  president  of  the  Bos- 
ton Board  of  Fire  Underwriters,  which  position  he  held  for  three 
years.  He  is  Chairman  of  the  executive  committee  of  the  Under 
writers'  Bureau  of  New  England,  and  resident  vice-president  of  the 
^.merican  Surety  Company  of  New  York. 

FIRE  ASSOCIATION  OF  PHILADELPHIA.  Chartered  in 
1817  and  in  1871  organized  as  a  stock  company;  capital,  $750,000. 
E.  C.  Irvin,  president;  M.  G.  Garrigues,  secretary. 

FIRE  ENGINEERS,  NATIONAL  ASSOCIATION  OF.  [Sec 
National  Association  of  Fire  Engineers.] 

FIRE  INSURANCE  CLUB  OF  CHICAGO.  The  membership 
of  the  club  includes  many  of  the  employees  of  the  general  and  local 
fire  insurance  agencies  of  the  city,  and  was  organized  on  February 
6,  1901.  As  stated  in  its  constitution,  the  club's  object  is  "to  assist 
its  members  in  becoming  thoroughly  conversant  with  the  technique 
of  fire  insurance  in  all  its  departments,  and  to  further  the  social  in- 
tercourse of  its  members."  All  male  fire  insurance  employees  over 
eighteen  are  eligible  for  membership.  The  present  officers  arc : 
President,  Tl^mas  Cooper;  vice-president,  Edward  A.  Bremner; 
treasurer,  William  P.  Regan;  secretary,  Newton  L.  Sample; 
librarian,  Ed  Surcntin;  directors,  A.  S.  Jacobs,  E.  S.  Thompson, 
E.  W.  Case,  E.  W.  JewclL 

FIRE  INSURANCE  COMPANIES  FAILED  IN  1909.  [See 
Rehisured  and  Failed  Companies.] 

FIRE  INSURANCE  IN  THE  COURTS.  [See  Legal  Deci- 
sions  Affecting  Insurance] 

FIRE  INSURANCE  POLICY.  [See  Policy,  Standard  Fire: 
also  other  policy  forms.] 

FIRE  INSURANCE  RESULTS  hi  1909.  [See  Results  of  Fire 
Underwriting  in  1909.] 
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FIRE  INSURANCE  SALVAGE  CORPS  OF  BROOKLYN, 
N.  Y.  This  organization  was  authorized  by  act  of  the  legislature 
of  New  York  of  1895,  to  be  maintained  by  a  tax  upon  the  premiums 
of  fire  insurance  companies  doing  business  in  Brooklyn.  The  first 
meeting  of  the  companies  comprising. the  corporation  was  held  June 
28,  1895,' and  the  following  officers  were  elected:  George  M.  Coit, 
president;  Hugo  Schumann,  vice-president;  William  T.  Lane,  treas- 
urer; Britton  C.  Thorn,  secretary.  Britton  C.  Thorn  was  ap- 
pointed superintendent,  and  the  corps  went  into  service  December 
16,  1895.  There  are  three  stations.  The  portion  of  Brooklyn  pro- 
tected by  the  three  stations  is  bounded  as  follows :  Beginning  at 
Newtown  Creek  and  East  River  and  extending  along  the  shore  front 
of  Newtown  Creek  to  the  old  city  line  of  Brooklyn  (prior  to  con- 
solidation), thence  southeasterly  along  city  line  to  the  Cemetery  of 
the  Evergreens,  and  along  the  westerly  side  of  the  cemetery  grounds 
to  Bushwick  Avenue,  thence  southerly  along  Bushwick  Avenue  to 
and  along  Pennsylvania  Avenue  to  New  Lots  Road,  thence  westerly 
along  New  Lots  Road  and  Clarkson  Street  to  Nostrand  Avenue. 
thence  southerly  along  Nostrand  Avenue  to  Newkirk  Avenue,  thence 
westerly  along  Newkirk  Avenue  to  Ocean  Avenue,  thence  northerly 
along  Ocean  Avenue  to  and  along  Flatbush  Avenue  to  Pros- 
pect Park  West,  thence  southerly  along  Prospect  Park  West  to  gth 
Street,  thence  westerly  along  9th  Street  to  Gowanus  Canal,  follow- 
ing the  westerly  bank  of  Gowanus  Canal  to  New  York  Bay,  and 
thence  following  the  shore  line  to  Newtown  Creek  and  East  River, 
the  place  of  beginning,  covering  both  sides  of  said  streets,  avenues, 
and  places  above  named.  The  present  officers  and  directors  are: 
President,  E.  E.  Pearce;  vice-president.  J.  G.  Hilliard;  treasurer, 
T.  A.  Ralston;  secretary,  John  H.  Kelly;  directors,  Marshall  S. 
Driggs,  George  B.  Edwards,  Charles  A.  Hull,  M.  J.  Ennis,  John  M.. 
Whiton,  Howard  Hampton,  A.  H.  Wray,  E.  G.  Snow,  Charles  H. 
Post,  F.  O.  Affeld  and  the  officers. 

FIRE  INSURANCE  SOCIETY  OF  PHILADELPHIA.  The 
society  was  organized  to  aid  members  in  studying  questions  arising 
in  connection  with  insurance,  and  fire  protection  and  prevention. 
The  officers  elected  at  the  annual  meeting  in  January,  tqio  arc : 
President,  Edgar  A.  Law:  vice-presidents,  Miles  C.  Young,  Albert 
C.  Rommel:  secretary,  Fred  W.  Neiibcr:  treasurer,  Charles  R. 
Jones;  executive  committee:  Thomas  T.  Nelson,  Richard  Cross, 
Joseph  Doyle,  Edward  Maneiivre. 

FIREMAN'S  FUND  INSURANCE  COMPANY  of  San  Fran- 
cisco. Organized  May,  1863.  Its  present  officers  are :  W.  J.  Dutton, 
president;  Bernard  Fay monvi lie,  vice-president;  J.  B.  Levison,  second 
vice-president  and  marine  secretary;  Louis  Weinmann,  secretary; 
Herbert  P.  Blanchard,  assistant  secretary;  Thos.  M.  Gardiner, 
treasurer.  Its  capital  was  originally  $200,000,  increased  in  1865  to 
$500,000.  In  the  Chicago  and  Boston  fires  the  company  paid  about 
three-quarters  of  a  million  dollars,  at  which  time  its  capital  was  tem- 
porarily reduced  to  $300,000,  but  increased  in  1880  to  $750,000,  aiH* 
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again  increased  in  1886  to  $i,ocx).ooo.  On  January  10,  1907,  the 
paid  up  capital  was  increased  to  $1,600,000  and  in  January,  1909 
reduced  to  $1,500,000.  Its  assets  January  i,  1910,  were  $7,431,401.75, 
with  a  reinsurance  reserve  of  $3,180,066.25,  and  a  net  surplus  of 
$2,014,856.91. 

FIRE  MARSHAL  LAWS.  Laws  establishing  the  office  of 
state  fire  marshal  were  adopted  in  Massachusetts  and  Maryland  in 
1894,  in  Ohio  in  1900,  and  in  Connecticut  and  Washington  in  1901, 
and  the  Massachusetts  law  was  amended  in  1902  so  as  to  transfer 
its  administration  to  the  department  of  district  police.  Bills  to 
enact  laws  requiring  the  official  investigation  of  fires  were  intro- 
duced in  the  legislature  of  Vermont  in  1894,  and  in  those  of 
Michigan  and  Pennsylvania  in  1895.  The  Vermont  and  Michigan 
bills  failed,  and  that  in  Pennsylvania  became  a  law.  A  bill  in 
the  California  legislature  of  1895,  empowering  the  insurance  com- 
missioner to  investigate  the  causes  of  fires,  was  not  passed,  but 
a  bill  in  the  Maine  legislature  of  1895,  imposing  this  duty  on 
municipal  officers,  became  a  law.  An  effort  in  1901  to  repeal  the 
law  tailed.  There  was  an  effort  made  in  the  Maryland  legislature 
of  189O  to  repeal  the  fire  marshal  law  and  impose  the  duty  of  in- 
vestigating fires  upon  the  insurance  department,  but  it  did  not  suc- 
ceed. The  attempt  again  failed  in  1900  and  in  1902.  The  effort  to 
establish  a  state  fire  marshal  in  Vermont  was  again  made  in  1896 
in  the  legislature  of  that  state,  and  was  again  unsuccessful.  Ala- 
bama in  1897  provided  for  the  investigation  of  fires.  Bills  on  this 
subject  were  before  the  legislatures  of  Iowa,  Kansas,  Michigan,  and 
Minnesota  in  1897,  of  Michigan,  Missouri,  and  Tennessee  in  1899, 
of  Rhode  Island  in  1900,  of  Illinois,  Indiana,  Kansas,  Michigan, 
Minnesota,  Missouri,  and  Texas  in  1901,  of  South  Carolina  in  1902, 
and  Louisiana,  Indiana,  Michigan,  South  Carolina,  and  Kansas  in 
1903;  but  were  not  passed.  North  Carolina  passed  an  incendiary 
fire  investigation  law  in  1899,  which  was  amended  in  1901  and  1903, 
and  the  Ohio  law  was  amended  in  1902.  South  Carolina,  Louisiana, 
and  Mississippi  in  1904  provided  for  the  investigation  of  the  causes 
of  fires.  Minnesota  enacted  the  fire  marshal  law  in  1905,  and  bills  in 
the  North  Dakota,  Kansas,  Missouri,  Wisconsin,  and  Tennessee 
legislatures  failed  of  passage.  Kentucky  enacted  a  fire  marshal  law 
in  1906.  Tennessee,  South  Dakota,  and  Wisconsin  enacted  fire 
marshal  laws  in  1907,  and  bills  before  the  legislatures  of  Florida 
and  Georgia  failed  of  passage.  Bills  were  before  the  legislatures 
of  Rhode  Island  and  Oklahoma  in  1908,  but  failed  of  passage. 
Bills  were  before  the  legislatures  of  Kansas,  Oregon,  Illinois,  Con- 
necticut, West  Virginia,  Iowa,  Indiana,  Minnesota  and  Tennessee 
in  1909,  cither  to  crcnie  the  office  or  amcMid  existing  laws. 
Nebraska  and  West  Virginia  were  the  only  states  in  which  laws 
were  enacted  in    1909. 

The  Massachusetts  law  of  1894  authorized  the  governor,  with 
the  consent  of  the  council,  to  appoint  a  state  fire  marshal  for  a 
term  of  five  years,  at  an  annual  salary  of  $5i000,  and,  upon   the 
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recommendation  of  the  fire  marshal,  a  deputy  marshal  also.  The 
fire  marshal  in  Boston  and  the  board  of  fire  engineers  in  every 
other  city  and  town  was  required  to  investigate  "the  cause,  origin, 
and  circumstance  of  every  fire  occurring"  therein  and  shall  make 
"special  investigation  as  to  whether  such  fire  was  the  result  of  care- 
lessness or  design."  Provision  was  made  for  the  reports  of  these 
investigations  to  the  state  fire  marshal  and  for  the  keeping  of  an 
official  record  thereof,  and  the  marshal  and  his  deputy  were  in- 
vest ea  with  all  the  judicial  powers  necessary  to  examine  into  the 
charges  of  arson  against  individuals,  and  to  turn  them  over,  if  pre- 
sumably guilty,  to  the  proper  district  attorney  for  prosecution.  The 
salaries  and  expenses  of  the  bureau  were  to  be  paid  out  of  the 
moneys  n.xeivcd  for  taxes  from  the  fire  insurance  companies  doing 
business  in  the  state.  The  following  provision,  authorizing  the  fire 
marshal  or  his  representatives  to  enter  any  building  containing  com- 
bustible or  inflammable  material,  and,  if,  in  his  judgment,  it  wa« 
dangerous  to  the  safety  of  the  premises,  cause  it  to  be  removed  al 
the  expense  of  the  owner,  was  one  of  the  most  important  of  the 
law: 

Section  5.  The  fire  marshal,  the  fire  commissioners  of  the  city  of^  Boston, 
the  board  of  engineers  in  all  towns  and  cities  where  such  board  is  cstab> 
lished,  and  the  mayor  and  aldermen  in  cities  and  the  selectmen  in  towns  where 
no  board  of  fire  engineers  exists,  shall  have  the  right  at  all  reasonable  hours, 
for  the  purpose  of  examination,  to  enter  in  and  upon  all  buildings  and 
premises  within  their  jurisdiction.  Whenever  any  of  these  officers  shall  find 
in  any  building  or  upon  any  premises  combustible  material  or  infiammablc 
conditions  dangerous  to  the  safety  of  such  buildings  or  premises,  they  shall 
order  the  same  to  be  removed  or  remedied,  and  such  order  shall  be  forth- 
with complied  with  by  the  owner  or  occupant  of  said  building  or  premises; 
provided,  however,  that  if  the  said  owner  or  occupant  shall  deem  himself  ag- 
grieved, the  mayor  and  aldermen  or  selectmen,  as  aforesaid  shall  make  an  im- 
mediate investigation  as  to  the  presence  of  combustible  material  or  the  existcrcc 
of  inflammable  conditions  in  any  building  or  upon  any  premises  under  their 
jurisdiction  upon  complaint  of  any  person  having  an  interest  in  said  buildings 
premises  or  property  adjacent  thereto.  Any  owner  or  occupant  of  buildings 
or  premises  tailing  to  comply  with  the  orders  of  the  authorities  heretofore  in- 
dicated shall  be  punished  by  a  fine  of  not  less  than  $10  nor  more  than  $50  for 
each   day's  neglecL 

In  1902  an  act  [Chapter  142,  Approved  March  4th ]  was  passed 
abolishing  the  office  of  state  fire  marshal  and  all  offices  thereunder, 
and  creating  a  new  department  of  the  district  police,  with  the  powers 
and  duties  heretofore  conferred  upon  the  state  fire  marshal  and  his 
assistants.  The  department  was  to  be  known  as  the  fire  mar.shal's 
department  of  the  district  police,  to  be  under  the  control  of  a  deputy 
chief  of  the  district  police,  to  be  appointed  by  the  governor  for  a 
term  of  three  years  at  an  annual  salary  of  $2400.  He  was  to  have  a 
chief  aid  at  $i,5CX)  a  year  and  six  additional  aids  at  $1,000  a  year 
each.  The  deputy  chief  shall  submit  the  annual  report  of  his  official 
action  to  the  chief  of  the  district  police,  who  shall  transmit  the  same 
to  the  insurance  commissioner. 

Under  the  Maryland  law  the  state  fire  marshal  is  appointed  by 
the  governor  and  confirmed  by  the  State  Senate,  holds  office  for 
two  years  at  an  annual  .salary  of  $2,500,  and  may  appoint  a  chief 
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clerk  at  not  exceeding  $1,500  per  annum.  He  is  directed  to  make  per- 
sonal investigation  into  the  origin  of  all  fires  occurring  in  the  state,  has 
judicial  powers,  can  cause  the  arrest  and  examination  of  any  sup- 
posed incendiary,  and  present  the  evidence  to  the  prosecuting  at- 
torney, and  must  make  an  annual  report  to  the  governor.  The 
Maryland  law  also  has  this  feature : 

It  shall  be  the  duty  of  each  fire  insurance  company  or  association  doing 
business  in  this  State,  within  ten  days  after  the  adjustment  of  any  loss  sus- 
tained by  it,  to  report  to  the  fire  marshal,  upon  blanks  by  him  furnished,  such 
information  regarding  the  amount  of  insurance,  the  value  of  the  property  in- 
sured, and  the  amount  of  claim  as  adjusted,  as  in  the  judgment  of  said  fire 
marshal  it  is  necessary  for  him  to  know. 

The  Maine  law  to  provide  for  the  investigation  of  the  causes  of 
fires,  and  the  publication  of  statistics  relating  to  the  same,  requires 
that  all  fires  shall  be  investigated  by  the  municipal  officers  of  cities 
and  towns,  and  the  result  of  the  investigation  reported  to  the  city 
or  town  clerk,  who  shall  keep  a  record  thereof  and  within  fifteen 
days  from  the  first  day  of  July  and  January  of  each  year  transmit 
to  the  insurance  commissioner  a  copy  of  his  record.  The  insur- 
ance commissioner  is  required  to  furnish  the  necessary  books  and 
blanks  to  carry  out  the  provisions  of  the  act,  and  to  classify,  tabu- 
late, and  publish  in  his  annual  report  the  statistics  thus  obtained. 

The  Pennsylvania  law  of  1895  provided  for  "the  creation  of  the 
oflSce  of  fire  marshal  in  cities  of  the  third  class."  The  councils  of 
such  cities  may  create  the  office  of  fire  marshal,  to  be  appointed  by 
the  mayor  with  the  approval  of  the  select  council  biennially.  The 
fire  marshal  is  authorized  to  enter  any  premises  where  a  fire  has 
occurred  and  make  an  investigation,  and  the  mayor  can  subpoena 
witnesses  to  attend  and  give  evidence  thereat. 

The  Ohio  law  of  1900  as  amended  in  1902  authorizes  the  gover- 
nor to  appoint  a  state  fire  marshal  whose  term  shall  be  two  years, 
and  he  is  empowered  to  appoint  an  assistant  fire  marshal  and  two 
deputies.  The  following  sections  of  the  original  act  define  the 
scope  of  the  law : 

Sec.  2.  The  state  fire  marshal  and  the  chief  of  the  fire  department  of  every 
city  or  village  in  which  a  fire  department  is  established,  and  the  mayor  of 
every  incorporated  village  or  town  in  which  no  fire  department  exists,  and 
the  township  clerk  of  every  organized  township  within  the  limits  of  any  or- 
ganized village  or  city,  shall  investigate  the  cause,  origin,  and  circumstance 
oiF  every  fire  occurring  in  such  city,  village,  town,  or  township  by  which  prop- 
erty has  been  destroyed  or  damaged,  and  shall  especially  make  investigation  as 
lo  whether  such  fire  was  the  result  of  carelessness  or  design.  Such  investigation 
shall  be  begun  within  two'  days,  not  including  the  Lord's  Day,  of  the  occur- 
rence of  such  fire,  and  the  fire  marshal  shall  have  the  right  to  stipervise  and 
direct  such  investigation  whenever  he  deems  it  expedient  or  necessary.  The 
officer  making  such  investigation  of  fires  occurring  in  cities,  villages,  towns,  or 
townships  shall  forthwith  notify  said  fire  marshal,  and  shall  within  one  week 
of  the  occurrence  of  the  fire,  furnish  to  the  said  fire  marshal  a  written  statement 
of  all  the  facts  relating  to  the  cause  and  origin  of  the  fire,  and  such  other  in- 
formation as  may  be  called  for  by  the  blanks  provided  by  the  said  fire  marshal. 
Tin*  State  fire  marshal  shall  keep  in  his  office  a  record  of  all  fires  occurring  in 
thr  State,  together  with  all  facts,  statistics,  and  circumstances,  including  the 
origin  of  the  fires,  which  may  be  determined  by  the  investigations  provided  in 
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this  act;  such  record  shall  at  all  times  be  open  to  the  public  inspection,  and 
such  portions  of  it  as  the  insurance  commissioner  may  deem  necessary  shall 
be  transcribed  and  forwarded  to  him  within  fifteen  days  from  the  first  day  of 
January. 

Sec,  3.  The  said  State  fire  marshal  shall,  when  in  his  opinion  further  in- 
vestigation is  necessary,  take  or  cause  to  be  taken  the  testimony  on  oath  of  all 
persons  supposed  to  be  cognizant  of  any  facts  or  to  have  means  of  knowledge 
in  relation  to  the  matter  as  to  which  an  examination  is  herein  required  to  be 
made,  and  shall  cause  the  same  to  be  reduced  to  writing;  and  if  he  shall  be 
of  the  opinion  that  there  is  evidence  sufficient  to  charge  any  person  with  the 
crime  ot  arson,  he  shall  cause  such  person  to  be  arrested  and  charged  with 
such  offense,  and  shall  furnish  to  the  proper  prosecuting  attorney  all  such  evi- 
dence, together  with  the  names  of  witnesses  and  all  the  information  obtained  by 
him,  including  a  copy  of  all  pertinent  and  material  testimony  taken  in  the  case; 
and  shall  report  .to  the  insurance  commissioner,  as  often  as  such  commissioner 
shall  require,  his  proceedings  and  the  progress  made  in  all  prosecutions  for 
arson,  and  the  results  of  all  cases  which  are  finally  disposed  of. 

The  remaining  sections  of  the  law  provide  for  the  investigation 
of  the  causes  of  fires,  giving  the  fire  marshal  and  his  deputies  the 
power  of  trial  justices  to  summon  witnesses  and  administer  oaths. 
They  shall  have  the  authority  to  enter  upon  and  examine  any 
building  where  a  fire  has  occurred,  and  to  order  the  removal  of 
combustible  material  where  found. 

For  maintaining  the  cost  of  the  department,  every  fire  insur- 
ance compan>  doing  business  in  Ohio  shall  pay  to  the  superin- 
tendent in  the  month  of  November  annually,  in  addition  to  thf 
taxes  already  required  by  law,  one-half  of  one  per  cent,  on  the 
gross  premium  receipts  of  such  companies  oa-all  business  done  in 
Ohio  tne  year  next  preceding. 

The  Connecticut  law  of  1901  provided  for  the  appointment  of 
a  state  fire  marshal  by  the  governor,  with  the  advice  of  the  Senate, 
for  four  years  at  an  annual  salary  of  $2,500,  and  said  state  fire 
marshal  shall  appoint  a  deputy  for  four  years  with  an  annual  salary 
of  $1,500.  The  duties  of  the  state  fire  marshal  were  prescribed  by 
Section  6  of  the  act,  which  is  as  follows : 

Section  6.  It  shall  be  the  duty  of  said  state  fire  marshal  thoroughly  to 
examine  or  cause  examination  to  be  made  into  the  cause,  circumstances,  and 
origin  of  all  fires  occurring  within  the  state  to  which  his  attention  has  been 
called  in  accordance  with  the  provisions  of  Section  7  of  this  act,  by  which 
property  is  accidentally  or  unlawfully  burned,  destroyed,  or  damaged,  and 
especially  to  examine  and  decide  whether  the  fire  was  the  result  of  careless 
ness  or  the  act  of  an  incendiary.  He  shall,  when  in  his  judgment  such  pro- 
ceedings are  necessary,  take  or  cause  to  be  taken  the  testimony,  under  oath, 
of  all  persons  supposed  to  be  cognizant  of  any  facts  or  to  have  means  of 
knowledge  in  relation  to  the  matters  as  to  which  an  examination  is  herein 
required  to  be  made,  and  shall  cause  the  same  to  be  reduced  to  writing,  and 
filed  in  his  office;  and  if  he  shall  be  of  opinion  that  there  is  sufficient  evidence 
to  warrant  that  any  person  be  charged  with  the  crime  of  arson,  he  shall 
forthwith  submit  said  evidence,  together  with  the  names  of  the  witnesses, 
and  all  other  information  obtained  by  him,  to  the  proper  prosecuting  officer, 
to  the  end  that  such  person  may  be  properly  prosecuted.  He  shall  have,  in 
the  examination  herein  providea  for,  all  of^  the  powers  of  a  justice  of  the 
peace  for  the  purposes  of  submitting  and  compelling  the  attendance  of  wit- 
nesses before  him  to  testify  in  relation  to  any  matter  which,  by  the  provisions 
of  this  act,  may  be  a  subject  of  inquiry  and  investigation.  lie  may  administer 
oaths  or  affirmations  to  persons  api*oaring  as  witm-sscs  hoforr  himjr  and  false 
•wearing  in  any  matter  or  procerdiiij?  aforesaid  shall  be  dfeined  perjury,  and 
shall  be  punishable  as  such.      He  shall  have  authority,  at  ail  times  of  the  day 


TQ^  Fire  Marshal  T-aws. 

or  night,  in  the  performance  of  his  duiicp,  to  enter  into  and  upon  premises 
or  buildings  where  any  fire  has  occurred,  and  other  premises  or  buildings 
adjacent  thereto;  and  whenever  it  shall  come  to  his  knowledge  that  there 
exists  in  any  building  or  upon  any  premises  comlmstible  material  or  inflam- 
mable conditions  dangerous  to  the  safety  of  said  building  or  premises,  he 
shall  order  the  same  to  be  removed  or  remedied,  and  such  order  shall  be 
forthwith  complied  with  by  the  owner  or  occuf>ant  of  said  buildings  or  preni 
ises,  and  on  laMlure  to  comply  with  said  order,  such  owner  or  occupant  shall 
be  punished  by  a  fine  of  not  less  than  ten  dollars  nor  more  than  fifty  dollars, 
and  in  addition  thereto  shall  sutTer  a  penalty  of  ten  dollars  a  day  for  each  dav 
of  neglect,  to  be  recovered  in  a  proper  action  in  the  name  of  the  state. 

Section  7  of  the  act  provides  for  the  investigation  of  fires  bj 
local  fire  marshals,  and  is  as  follows: 

Section  7.  The  city  fire  marshal  of  every  city  having  such  an  officer,  the 
chief  of  the  fire  department  of  every  city,  borough,  or  fire  district  having  a 
fire  department  and  not  having  a  local  fire  marshal,  and  the  warden  of  every 
borough  and  the  first  selectman  of  everv  town  having  no  local  fire  marshal 
or  chief  of  a  fire  department,  shall  be  known  as  local  fire  marshals,  and  it 
shall  be  their  duty,  within  two  days,^  not  including  Sunday,  of  the  occurrence 
of  any  fire  within  their  respective  jurisdictions  by  which  property  has  been 
destroyed  or  damaged,  to  investigate  the  cause,  origin,  antl  circumstances  of 
such  fire,  and  especially  to  investigate  whether  such  fire  was  the  result  of 
carelessness  or  design,  and  for  the  purpose  of  such  investigation  may  enter 
into  and  upon  the  premises  where  the  fire  occurred  and  the  premises  adjacent 
thereto,  and  duly  examine  the  same;  and  the  state  fire  marshal  shall  have  the 
right  to  supervise  and  direct  such  investigation  whenever  _  he  deems  it  ex- 
pedient or  necessary.  The  local  fire  marshal  making  such  investigation  shall 
forthwith  notify  said  state  fire  marshal  and  shall,  within  ten  days  of  the 
occurrence  of  the  fire,  furnish  to  said  state  fire  marshal  a  written  statement, 
subscribed  by  him,  of  all  the  facts  relating  to  the  cause  and  origin  of  said  fire 
and  the  kind,  value,  and  ownership  of  the  property  destroyed  or  damaged, 
and  such  other  or  further  information  as  may  De  called  for  by  the  blanks 
furnished  by  said  state  fire  marshal.  Whenever  said  local  fire  marshal  shall 
be  informed  or  believe  that  there  exists  in  any  building  or  upon  any  premises 
within  his  jurisdiction  combustible  materials  or  inflammable  conditions  dan- 
frerous  to  the  safety  of  said  buildings  or  premises,  he  shall  forthwith  notifv 
the  state  fire  marshal  of  all  the  facts  of  the  case  of  which  he  has  the  knowl- 
edge or  belief. 

In  1903  the  legislature  passed  an  act  transferring  the  duties  of 
the  office  to  the  department  of  state  police;  the  act  taking  effect 
July  I,  1905.  The  office  of  fire  marshal  was  abolished,  but  all  powers 
and  duties  conferred  on  the  fire  marshal  by  the  original  act  are  con- 
ferred on  the  superintendent  of  the  state  police,  to  whom  the  city  or 
town  authorities  mentioned  in  Section  7  as  above  are  required  to 
report. 

The  fire  marshal  law  of  the  state  of  Washington,  enacted  in 
1901,  is  similar  in  its  provisions  to  that  of  the  other  states,  but  the 
support  of  the  service  is  paid  out  of  the  state  treasury  and  not  by 
the  insurance  companies.  The  deputy  insurance  commissioner  is 
made  state  fire  marshal  ex  officxo.  Section  2  of  the  act  reads  as 
follows : 

Section  2.  The  chief  of  the  fire  department  of  every  city  having  a  paid  or 
organized  volunteer  fire  department,  the  city  marshal  or  chief  of  police  of 
every  incorporated  town  or  city  having  no  paid  or  organized  volunteer  fire 
department,  and  the  justices  of  the  peace  outside  of  incorporated  towns  01 
cities  shall  be  ex  officxo  deputy  state  fire  marshals  within  their  respective  juris- 
dictions. They  shall  investigate  the  cause,  origin,  and  circumstances  of  every 
fire  occurring  within  their  respective  jurisdictions  by  which  property  has  been 
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destroyed  or  damaged,  and  especially  make  investigation  as  to  whether  such 
fire  was  the  result  of  carelessness  or  design.  Such  investigation  shall  be  be- 
gun within  two  days,  not  including  Sundfay,  of  the  occurrence  of  such  fire, 
and  the  fire  marshal  shall  have  the  right  to  supervise  and  direct  such  investi- 
gation whenever  he  deems  it  expedient  or  necessary.  The  officer  making  such 
investigation  of  fires  shall  forthwith  notify  said  fire  marshal,  and  shall  within 
one  week  of  the  occurrence  of  the  fire  furnish  to  the  said  fire  marshal  a  written 
statement  of  all  the  facts  relating  to  the  cause  and  origin  of  the  fire,  the  value 
of  the  property  destroyed,  and  the  amount  of  insurance,  if  any,  carried 
thereon,  and  such  other  information  as  may  be  called  for  by  the  blanks  pro- 
vided by  the  said  fire  marshal.  The  state  fire  marshal  shall  keep  in  his  office 
a  record  of  all  fires  occurring  in  the  state,  together  with  all  facts,  statistics, 
and  circumstances,  including  the  origin  of  the  fires,  which  may  be  determined 
by  the  investigation  provided  by  this  act.  Such  record  shall  at  all  times  be 
of>en  to  the  public  inspection. 

Power  as  trial  justices  is  given  the  state  fire  marshal  and  deputy 
fire  marshals,  and  they  are  authorized  to  enter  upon  and  examine 
premises  in  pursuance  of  their  duties,  and  owners  or  occupants 
thereof  are  subject  to  fines  for  neglecting  to  comply  with  their 
orders  for  the  removal  of  combustible  material  and  remedying 
dangerous  conditions.  Deputy  fire  marshals  receive  $2.50  per  diem 
for  time  actually  spent  in  making  investigations. 

The  new  insurance  law  of  Mississippi,  enacted  in  1902  (Sections 
91  and  95  inclusive),  does  not  create  a  state  fire  marshal,  but 
directs  the  insurance  commissioner  to  act  in  a  similar  capacity.  He 
.shall,  with  the  chiefs  of  fire  departments,  or  marshals  in  cities, 
towns,  and  villages  under  his  direction,  make  investigation  as  to 
the  causes  of  all  fires.  He  shall  keep  a  record  of  his  investigations, 
and  is  empowered  to  try  all  charges  of  arson,  and  to  enter  dangerous 
buildings,  and  take  proper  proceedings  to  insure  their  safety  from 
fire.  The  act  was  amended  in  1904,  and  is  almost  the  same  in  its 
terms  as  the  Louisiana  law,  although  it  still  directs  the  insurano«» 
commifsioner  to  act  as  fire  marshal.  A  tax  of  one-fifth  of  one  per 
cent,  on  gross  premiums  of  fire  insurance  companies  doing  business 
in  the  state  is  levied  to  defray  any  expenses  incurred  by  the  insur- 
ance commissioner  in  the  discharge  of  the  duties  imposed  by  the  act. 

Rhode  Island  has  .a  law  authorizing  the  appointment  of  a  fire 
marshal  by  any  city  or  town  and  providing  for  the  investigation  of 
fires  by  special  jury. 

New  Hampshire  has  a  law,  Chapter  115  Public  Statutes,  making 
it  the  duty  of  the  "board  of  fircwards  or  engineers  of  towns  having 
such  officers,  and  of  selectmen  of  other  towns,  to  make  investigation 
of  the  cause,  circumstances,  and  origin  thereof  and  especially  to  ex- 
amine whether  it  was  the  result  of  carelessness  or  design."  The 
act  gives  the  town  oflTcers  the  powers  of  justices  of  the  peace  to 
compel  the  attendance  of  witnesses,  and  requires  them  to  report  to 
the  town  clerk,  who  shall  make  a  transcript  of  such  record  and  re- 
port to  the  insurance  commissioner. 

Alabama  in  1897  enacted  a  law  for  the  investigation  of  fires. 
The  law  is  Section  2608,  Chapter  63,  and  directs  that  the  sheriflF  of 
each  county  shall,  when  required  by  the  insurance  commissioner, 
appoint  a  competent  jury  of  not  to  exceed  three  persons,  residents 
pi  the  county  where  the  fire  occurs,  to  investigate  the  cause,  origin, 
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and  circumstances  of  every  fire  occurring  or  threatened  in  such 
county,  in  which  insured  property  has  been  destroyed  or  damaged 
by  fire.  The  sheriflF  is  given  the  powers  of  a  justice  of  the  peace  for 
the  purposes  of  summoning  witnesses.  Members  of  fire  and  police 
departments  oi  incorporated  cities,  towns,  or  villages  are  required 
to  render  every  assistance,  and  the  chiefs  of  the  departments  are  also 
authorized  to  enter  premises  for  the  purpose  of  examination,  and 
they  may  cause  the  removal  of  all  combustible  conditions  and  in- 
flammable material  dangerous  to  the  safety  of  such  buildings. 

North  Carolina  passed  a  law  in  1899,  which  was  amended  in  1901 
and  1903,  entitled  "An  Act  to  Provide  for  the  Investigation  of  In- 
cendiary Fires."  It  authorizes  the  insurance  commissioner  and  chiefs 
of  fire  departments,  or  chiefs  of  police  where  there  are  no  fire  de- 
partments, or  sheriffs  of  counties,  as  the  case  may  be,  to  "investigate 
the  cause,  origin,  and  circumstances  of  any  fire  occurring  in  such 
cities,  or  towns,  or  counties  in  which  property  has  been  destroyed  or 
damaged,  and  shall  especially  make  investigation  whether  such  fire 
was  the  result  of  carelessness  or  design."  The  investigation  must 
be  made  within  three  days  after  the  occurrence  of  the  fire,  and  the 
officer  making  it  shall  furnish  a  written  statement  of  the  facts  to 
the  insurance  commissioner  within  a  week.  If  the  evidence  is  suffi- 
cient, in  the  opinion  of  the  insurance  commissioner,  to  charge  any 
person  with  the  crime  of  arson,  he  shall  cause  such  person  to  be 
arrested  and  furnish  the  solicitor  of  the  district  with  the  necessary 
testimony  for  his  prosecution.  The  act  confers  on  the  insurance 
commissioner  the  powers  of  a  magistrate  for  the  purpose  of  calling 
witnesses,  and  authority  is  given  him  or  his  deputy  to  enter  upon 
and  examine  buildings  for  the  purposes  of  investigation.  He  or  the 
other  officials  above  named  shall  have  the  authority  to  order  any 
combustible  or  inflammable  material  dangerous  to  safety  found  on 
any  premises  within  their  jurisdiction  to  be  removed.  The  owner  of 
the  premises  may  appeal  to  the  insurance  commissioner  and  have 
his  complaint  investigated.  The  expenses  of  carrying  out  this  act 
shall  be  defrayed  by  the  tax  of  one-fifth  of  i  per  cent,  on  the  gross 
premium  receipts  of  fire  insurance  companies  doing  business  in  the 
state.  *  The  insurance  commissioner  shall  make  annual  reports  of  his 
official  action  under  this  act. 

In  1904  the  South  Carolina  legislature  passed  an  act,  which  is 
nearly  a  copy  of  that  of  North  Carolina;  the  principal  differences 
being  that  the  tax  levied  on  fire  insurance  companies  is  one-tenth 
instead  of  one-fifth  of  one  per  cent,  on  gross  premiums,  as  in  North 
Carolina,  and  the  comptroller-general  is  made  the  official  to  super- 
vise and  report  upon  the  investigations  into  the  cause  of  fires  in  the 
state. 

Louisiana  passed  a  law  in  1904  creating  the  office  of  a  state  fire 
marshal.  The  marshal  is  appointed  by  the  governor,  at  a  salary  of 
$3,000  a  year,  and  his  term  of  office  expires  at  the  same  time  as  the 
term  of  the  governor  appointing  him.  Section  2  of  the  act  authorizes 
the  chief  of  the  fire  department  or  marshal  or  sheriffs  in  cities,  towns, 
and  villages  to  investigate,  under  the  direction  of  the  fire  in^rsha.l[ 
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the  cause,  origin,  and  circumstances  of  every  fire  occurring  in  such 
cities  and  towns  in  which  property  has  been  destroyed  or  damaged, 
and  specially  make  investigation  whether  such  fire  was  the  result  of 
carelessness  or  design.  The  investigation  shall  be  begun  within 
three  days  of  the  occurrence  of  the  fire,  and  the  fire  marshal  shall 
direct  and  supervise  the  investigation  whenever  he  deems  it  expedient 
or  necessary,  and  the  officer  making  investigation  of  fires  shall  forth- 
with notify  the  fire  marshal,  and  within  one  week  shall  furnish  to 
the  fire  marshal -a  written  statement  of  all  facts  relating  to  the  cause 
and  origin  of  the  fire,  the  kind,  value,  and  ownership  of  the  property 
destroyed  or  damaged.  The  fire  marshal  shall  keep  a  record  of  all 
fires  occurring  in  the  state,  together  with  all  facts,  statistics,  and 
circumstances,  including  the  origin  of  the  fires  which  may  be  deter- 
mined by  the  investigations.     Section  3  of  the  act  reads  as  follows : 

Be  it  further  enacted,  etc.,  that  it  shall  be  the  duty  of  the  fire  marshal  to 
examine  or  cause  examinations  to  be  made  in  accordance  with  the  provisions 
of  Section  2  of  this  Act,  into  the  cause,  circumstances,  and  origin  of  all  fires 
occurring  within  the  State  to  which  his  attention  has  been  called  by  which 
property  is  accidentally  or  unlawfully  burned,  destroyed,  or  damaged,  when- 
ever in  his  judgment  the  evidence  is  sufficient  and  to  specially  examine  and 
decide  whether  the  fire  was  the  result  of  carelessness  or  the  act  of  an  incendiary. 
The  fire  marshal  shall,  when  he  deems  it  necessary,  take,  or  cause  to  be  taken 
the  testimony  on  oath  of  all  persons  supposed  to  be  cognizant  of  any  fact,  or  to 
have  means  of  knowledge  in  relation  to  the  matters  as  to  which  an  examination 
is  herein  required  to  be  made,  and^  shall  cause  the  same  to  be  reduced  to  writ- 
ing; and  if  he  shall  be  of  the  opinion  that  there  is  evidence  sufficient  to  charge 
any  person  with  the  crime  of  arson  or  incendiarism,  he  shall  cause  such  person 
to  be  arrested  and  charged  with  such  .offense  and  shall  furnish  to  the  district 
attorney  of  the  district  all  such  evidence,  together  with  the  names  of  witnesses 
and  all  the  information  obtained  by  him,  including  a  copy  of  all  pertinent  and 
material  testimony  taken  in  the  case. 

The  act  further  provides  that  the  fire  marshal,  or  his  authorized 
representative  shall  have  the  power  of  a  committing  magistrate  for 
the  purpose  of  summoning  witnesses,  administering  oaths,  and  other- 
wise pursuing  such  investigations.  The  marshal  or  his  authorized 
representatives  may  make  affidavit  before  a  justice  of  the  peace  in 
the  district  where  the  fire  occurs,  that  he  believes,  or  has  reason  to 
believe,  that  a  search  of  certain  premises  will  show  the  origin  of  the 
fire  to  have  been  incendiary,  and  upon  such  affidavit,  the  justice  of 
the  peace  shall  issue  a  warrant  to  search  such  premises.  Section  5 
of  the  act  provides  that  whenever  the  fire  marshal  or  his  authorized 
representative  shall  find  in  any  building  or  upon  any  premises,  com- 
bustible or  inflammable  material,  or  conditions  dangerous  to  the 
safety  of  such  building  or  to  neighboring  buildings  or  premises,  he 
may  take  proper  proceedings  to  have  same  removecl  or  remedied,  and 
he  shall  keep  a  record  of  the  facts.  Section  6  makes  any  city,  town, 
or  village  officer  mentioned  in  the  act  wlio  neglects  or  refuses  to 
comply  with  any  provisions  of  the  act  guilty  of  a  misdemeanor,  and 
punishable  by  a  fine  of  not  less  than  $25  nor  more  than  $200.  The 
expenses  of  the  office  are  defrayed  by  a  tax  of  one-fifth  of  one  per 
cent,  on  the  gross  annual  premium  receipts  in  the  state.  The  fire 
marshal  is  required  to  submit  to  the  governor  not  later  than  April 
I,  a  full  and  complete  report  of  his  official  actions. 
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The  legislature  of  Minnesota  in  1905  enacted  a  fire  marshal  law. 
The  act  is  Chapter  331,  and  is  entitled,  "An  Act  to  Prevent  Unjust 
Discrimination  in  the  Fixing  of  Fire  Insurance  Premiums,  to  Pro- 
vide for  the  Appointment  of  a  Fire  Marshal  and  Defining  his  Duties, 
etc."  The  marshal  is  appointed  by  the  governor  and  his  salary  is 
$2,500  per  annum.  The  following  sections  define  the  scope  of  the 
law  and  the  powers  of  the  marshal : 

Section  4.  Investigation  of  Fires — Upon  the  request  of  the  mayor  of  any 
oily  or  village,  or  of  the  chief  of  a  fire  department  thereof,  or  of  tne  clerk  of 
any  town,  or  of  any  fire  insurance  company  or  its  general  agent,  the  State  Fire 
Marbhal  shall  forthwith  investigate  the  origin,  cause,  and  circumstances  of  any 
fire  occurring  within  the  State,  whereby  property  has  been  destroyed  or  dam- 
aged, and  shall  ascertain  if  possible  whetncr  the  same  was  the  result  of  care- 
lessness or  design. 

Section  5.  The  chief  of  every  organized  fire  department  shall  immediately 
report  to  said  fire  marshal,  upon  blanks  furnished  by  him  for  that  purpose, 
the  facts  concerning  the  origin,  cause,  and  circumstances  of  any  fire  occurring 
within  the  district  to  which  the  duties  of  aiich  chief  relate.  And  said  fire 
marshal-  shall  keep  in  his  office  a  record,  open  to  public  inspection,  of  all 
fires  so  reported  and  of  all  obtainable  facts  and  statistics  pertinent  thereto, 
and  such  records  and  data  concerning  premiums  collected  by  fire  insurance 
companies  as  the  commissioner  of  insurance  may  require. 

Section  6.  Buildings  May  Be  Entered,  Rates  Investigated,  etc. — Said  fire 
marshal  shall  have  power  to  administer  oaths,  take  testimony,  compel  the  at- 
tendance of  witnesses  and  the  production  of  documents,  and  to  enter,  at  any 
time,  any  buildings  or  premises  where  a  fire  is  in  progress,  or  any  place  con« 
tiguous  thereto,  tor  the  purpose  of  investigating  the  origin  and  character  ot 
such  file.  He  shall  upon  request  of  the  commissioner  of  insurance  investigate 
any  complaint  of  discrimination  in  premiums  made  against  any  fire  insurance 
company,  officer,  or  general  agent.  And  he  may  enter  and  examine  any  build- 
ing for  the  purpose  of  ascertaining  the*  fire  risks  to  which  it  is  exj^sed,  and 
may  require  the  owner  or  occupant  to  remove  combustible  material  improperly 
placed  therein,  and  to  remedy  any  unnecessary  exposure  to  fire  risks  found 
therein.  If  any  such  owner  or  occupant  shall  neglect  for  the  space  of  ten  days 
to  comply  with  any  lawful  direction  of  the  fire  marshal,  he  shall  be  guilty  of 
a  misdemeanor. 

Section  5  of  the  Minnesota  law  requires  the  chief  of  every  or- 
ganized fire  department  to  report  the  facts  concerning  the  origin, 
cause,  and  circumstances  of  any  fire  occurring  within  the  district  to 
which  the  duties  of  such  chief  relate,  and  requires  the  marshal  to 
keep  a  record  of  all  fires  reported,  and  all  obtainable  facts  and  statis- 
tics relating  thereto.  The  marshal  is  also  directed  to  prosecute 
when  he  is  satisfied  that  there  is  sufficient  evidence  to  charge  any 
person  with  the  crime  of  arson.  The  act  imposes  upon  all  com- 
panies, except  town  mutuals,  a  tax  equal  to  one-fourth  of  one  per 
cent,  upon  the  net  premiums  collected  on  property  in  the  state,  to 
defray  the  expenses  of  the  department.  The  Minnesota  act  also 
contains  this  feature,  which  is  Section  8  of  the  act : 

Investigation  by  Another  -Kxpcnsos,  How  Paid— If,  for  any  reason,  the 
marshal  is  unable  to  make  a  particular  investij'ation  in  person,  he  may  desig- 
nate some  suitable  person  to  .net  thereon  in  his  place;  but  the  compensation  of 
such  substitute  shall  be  paid  by  the  marshal.  The  necessary  expenses  of  all 
investigations  shall  be  paid  as  follows:     If  it  be  made 

1.  At  the  request  of  a  mayor,  town  clerk,  or  chief  of  fire  department,  by 
the   city,   village,   or  town   in   which   the   fire   occurred; 

i.     At  the  request  of  an  insurance  company,  by  such  company; 

3.     Without   request,   by   the    State. 
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The  marshal  shall  report  monthly  to  the  insurance  commissioner  a  detailed 
account  of  all  charges  and  collections  made  by  him  for  expenses  incurred  under 
this  act,  with  the  names  of  the  persons  paying  the  several  items  of  such  charges. 
And  a  summary  of  such  charges  and  collections  shall  be  given  in  the  annual 
report  of  the  commissioner. 

Kentucky  in  I9(/)  niactod  a  law  for  the  investigation  of  fires. 
The  act  provides  for  the  appointment  of  a  deputy  commissioner  of 
insurance,  to  be  designated  fire  marshal  of  tlie  state  of  Kentucky, 
and  Sections  i  and  4  of  the  act  define  the  scope  of  the  act  and  powers 
of  the  marshal,  and  are  as  follows : 

Section  i.  The  insurance  commissioner  and  the  chief  of  the  fire  depart- 
ment, or  chief  of  police  (where  no  chief  of  fire  department),  in  cities  and 
towns,  and  the  sheriff  of  counties  where  such  fire  occurs  outside  of  an  incor- 
porated city  or  town,  are  hereby  authorized  to  investigate  the  cause,  orijzin, 
ind  circumstances  of  every  fire  occurring  in  such  cities  or  towns  or  counties 
in  which  property  has  been  destroyed  or  damaged,  and  shall  especially  make 
investigation  ^  whether  such  fire  was  the  result  of  carelessness  or  design.  A 
preliminary  investigation  shall  be  made  by  the  chief  of  fire  department  or 
chief  of  police  (where  no  chief  of  fire  department),  in  incorporated  cities  and 
towns,  and  by  the  sheriff  of  the  county  where  such  fire  occurs  outside  of  an 
incorporated  city  or  town,  and  shall  be  begun  within  three  days,  not  including 
the  Lord's  Day,  of  the  occurrence  of  such  fire,  and  the  insurance  commisiftioner 
shall  have  the  right  to  supervise  and  direct  such  investigation  whenever  he 
deems  it  expedient  or  necessary.  The  officer  making  such  investigation  of 
fires  yhall  forthwith  notify  said  insurance  commissioner,  ard  shall  within 
thirty  days  of  the  occurrence  of  the  fire  furnish  to  the  said  insurance  com- 
missioner a  written  statement  of  all  the  facts  relating  to  the  cause  and  origin 
of  the  fi.re,  the  kind,  value,  and  ownership  of  the  property  destroyed,  and 
such  other  information  as  may  be  called  for  by  the  blanks  provided  by  th<; 
insurance  commissioner.  The  insurance  commissioner  shall  keep  in  his  office 
a  record  of  all  fires  occurring  in  the  state,  together  with  all  facts,  statistics, 
and  circumstances,  including  the  origin  of  the  fires,  which  may  be  determined 
by  the  investigations  provided  for  by  this  act;  such  record  shall  at  all  times 
be  open  to  public  inspection. 

Section  4.  The  insurance  commissioner,  or  the  chief  of  the  fire  depart- 
ment, or  chief  of  police  where  no  chief  of  fire  department,  or  local  inspectoi 
of  buildings  in  cities  and  towns  where  such  officer  is  elected  or  appointed. 
>hall  have  the  right  at  all  reasonable  hours,  for  the  purpose  of  examination. 
to  enter  into  and  upon  all  buildings  and  premises  withm  their  jurisdiction. 
It  shall  be  the  duty  of  the  insurance,  commissioner  to  require  in  all  incor- 
porated cities  and  towns  of  the  state,  and  the  said  officers  shall  make  in  their 
respective  cities  and  towns  annual  inspections  of  the  buildings  in  said  cities 
and  towns  and  quarterly  inspection  of  all  premises  within  the  fire  limiis  and 
report  in  detail  the  results  of  their  inspection  to  the  insurance  commissioner 
upon  blanks  furnished  by  him.  Whenever  any  of  said  officers  shall  find  in 
any  building  or  upon  any  premises  combustible  material  or  inflammable  con- 
ditions dangerous  to  the  safety  of  such  buildings  or  premises  they  shall  ordei 
the  same  to  be   removed  or  remedied,  and  such  order  shall  be   forthwith  com- 

glied  with  by  the  owner  or  occupant  of  said  building  or  premises;  Provided, 
owever,  That  if  the  said  owner  or  occupant  shall  deem  nimself  aggrieved  by 
such  order  he  may,  within  twenty- four  hours,  appeal  to  the  insurance  com- 
missioner, and  the  cause  of  complaint  shall  be  «at  once  investigated  by  the 
direction  of  the  latter,  and  unless  by  his  authority  the  order  of  the  officer 
above  named  is  revoked,  such  order  shall  remain  in  force  and  be  forthwith 
complied  with  by  said  owrer  or  occupart.  The  insurance  commissioner,  fire 
chief,  or  fire  committee  as  aforesaid  shall  make  an  immediate  investigation 
as  to  the  presence  of  combustible  material  or  the  existence  of  inflammable 
conditions  in  any  building  or  upon  any  premises  under  their  jurisdiction  upon 
complaint   of  any   person    having  an    interest   in    said   building   or   premises   or 

Eroperty  adjacent  thereto.  The  insurance  commissioner  may,  in  person  or 
y  deputy,  visit  any  city  or  incorporated  town  and  make  such  inspections 
alone  or  in  company  with  the  local  officer.  The  local  inspector  shall  be  paid, 
by  the  city   or  town,  a  reasonable   salary,   or   proper   fees  to  be   fixed  by   the 
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governing  board  of  said  city  or  town.  Any  owner  or  occupant  of  buildings 
or  premises  failing  to  comply  with  the  orders  of  the  authorities  above  speci- 
fied shall  be  guilty  of  a  misdemeanor  \and  punished  by  a  fine  of  not  less  than 
ten  dollars  nor  more  than  fifty  dollars  for  each  day's  neglect. 

Section  2  of  the  act  requires  the  commissioner  lo  examine  or 
cause  examination  to  be  made  into  the  cause,  circumstances,  and 
oHgin  of  all  fires  occurring  in  the  state  to  which  his  attention  has 
been  called,  in  accordance  with  the  provisions  of  Section  i,  and  es- 
pecially to  examine  and  decide  whether  the  fire  was  the  result  oi 
carelessness  or  the  act  of  an  incendiary,  and  if  he  be  satisfied  that 
the  evidence  is  sufficient  to  charge  any  person  with  the  crime  of 
arson  or  willful  burning  he  shall  cause  such  person  to  be  arrested. 
Section  3  confers  all  the  powers  of  a  trial  justice  on  the  commis- 
sioner, or  his  deputy,  in  all  matters  which  by  the  terms  of  the  act 
are  subjects  of  inquiry  and  investigation.  Any  officer  referred  to 
in  the  act  who  neglects  or  refuses  to  comply  with  the  provisions 
of  the  act  is  subject  to  a  fine  of  not  less  than  twenty-five  dollars. 

The  act  imposes  a  tax  of  one-third  of  one  per  cent,  on  the  gross 
premium  receipts  of  all  companies  doing  business  in  the  state.     Th<» 
salaiV  of  the  marshal,  who  is  appointed  by  the  insurance  commis 
sioner,  is  $3,600  per  year. 

The  legislature  of  Virginia  in  1906  enacted  a  law  creat'hig  a 
bureau  of  insurance,  and  providing,  among  other  duties  of  the  com 
missioner,  for  the  investigation  of  fires  in  the  state.  Section  17  of 
the  act  provides  that  the  commissioner  shall  keep  a  record  of  aU 
fires  occurring  in  the  state,  together  with  all  facts,  statistics,  and  cir- 
cumstances, including  origin  of  fires,  which  may  be  determined  by 
the  investigations  provided  for  in  the  act,  and  Sections  18  and  19  pro- 
vide : 

Section  18.  It  shall  be  the  duty  of  the  chief  or  other  head  officer  of  the 
fire  department  of  each  city  or  town,  within  five  days  after  the  occurrence  of 
any  fire  within  their  jurisdiction,  and  of  the  sheriff  of  each  county  within 
five  days  after  it  shall  come  to  his  knowledge  that  a  fire  has  occurred  within 
his  county,  in  which  property  has  been  destroyed  or  damaged,  to  make  report 
thereof,  in  writing,  to  the  commissioner  of  insurance,  stating  therein  the 
location  and  character  of  the  property  destroyed  or  damaged;  the  date  of 
the  fire;  the  name  of  the  reputed  owner  of  the  property,  and  such  other  infor- 
mation as  the  officer  furnishing  said  report  shall  deem  pertinent.     .     .     . 

Section   19.     The  commissioner  of  insurance  shall  examine,  or  cause  exam- 
ination  to   be   made,    into   the    origin    and   circumstances    of   all    fires   occurring 
in    this    State,    which    may   be   brought   to    his    attention    by    official    report,    or 
otherwise,   and  for  that  purpose  shall   have  authority   to  call   for  and  demand 
of  the   chief,   or  other   head   officer   of  the   fire   department,   and   the   chief,    or 
other    head    officer    of   the    police    department,    of    any    city    or    town,    and    the 
sheriff,    coroner,    or    anjr    constable _  of    any    county,    for    any    information     or 
assistance    he    may    require    in    making    or    furthering    such    examination:     pro- 
vided,   that    when    such    examination    is    made    on    the    application    of   any    f\re 
insurance   company,    the   necessary   expenses   attending   the   same   shall   be    paid 
by  such  company. 

The  act  confers  on  the  commissioner,  or  such  person  as  he  may 
appoint,  authority  to  enter  any  premises  where  a  fire  has  occurred 
or  adjoining  premises  for  the  purpose  of  investigation,  with  po>ver 
to  require  the  removal  of  conditions  dangerous  to  property,  and  also 
gives  the  commissioner  the  powers  of  a  trial  justice  to. summon  and 
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compel  the  attendance  of  witnesses  in  any  matter  which  is  by  the 
terms  of  the  act  a  subject  of  inquiry  or  investigation.  The  expenses 
of  the  "bureau  of  insurance"  are  provided  for  by  an  assessment  of 
one-tenth  of  one  per  cent,  on  gross  premiums  of  all  companies,  ex- 
cept fraternal  societies,  collected  in  the  state.  The  act  took  effect 
July  I,  1906. 

South  Dakota  passed  an  act  in  1907  which  is  in  scope  and  the 
powers  conferred  practically  a  copy  of  the  Kentucky  law  (which  see 
ante),  except  that  it  is  required  that  the  investigation  shall  be  begun 
within  five  days  of  the  occurrence  of  the  fire,  and  the  right  of  appeal 
from  the  order  of  the  commissioner,  granted  in  Section  4  of  the 
Kentucky  law,  is  not  granted  in  the  South  Dakota  act,  which  pro- 
vides that  the  officer  shall  institute  proceedings  in  abatement  accord-, 
ing  to  law  for  the  abatement  of  a  nuisance.  The  other  sections  of 
the  law  are  practically  identical  with  the  Kentucky  law,  except  as  to 
penalty  for  violation  and  the  tax  for  maintaining  the  department 
Any  officer  failing  to  comply  with  the  duties  of  the  South  Dakota 
law  is  subject  to  a  fine  of  not  less  than  ten  dollars  nor  more  than  onf 
hundred  dollars,  and  any  witness  who  refuses  or  fails  to  ^omply  with 
any  lawful  order  of  the  commissioner  under  the  act  may  be  sum- 
marily punished  as  for  contempt  by  the  commissioner  by  a  fine  not 
exceeding  $100,  or  be  committed  to  the  county  jail  until  such  time  as 
such  witness  may  be  willing  to  comply  with  any  order  of  the  com- 
missioner or  his  deputy  made  under  the  act, 

A  tax  of  one-half  of  one  per  cent,  on  the  gross  premium  receipts 
on  South  Dakota  business  is  imposed  on  companies  to  defray  the  ex- 
penses of  enforcing  the  provisions  of  the  law. 

Tennessee  enacted  a  law  in  1907  (Chapter  460)  and  Section  i  of 
the  act  reads  as  follows: 

That  the  insurance  commissioner  and  the  sheriff  are  hereby  authorized  to 
investigate  the  cause,  origin,  and  circumstances  of  every  fire  occurring  in 
the  state,  by  which  property  has  been  destroyed  or  damaged,  and  shall  specially 
make  investigation  as  to  whether  such  fire  was  the  result  of  carelessness  or 
design. 

Whenever  such  fire  occurs  it  shall  be  the  duty  of  the  sheriff  to  notify  the 
insurance  commissioner  as  early^  as  practicable  thereafter  of  the  occurrence  of 
such  fire.  It  shall  be  a  sufficient  compliance  with  this  requirement  to  send 
said  notice  as  aforesaid  by  registered  mail,  addressed  to  the  Insurance  Com- 
missioner at  Nashville. 

A  preliminary  investigation  of  all  fires  shall  be  made  by  the  sheriff,  and 
shall  be  begun  within  three  days,  not  including  Sunday,  of  the  occurrence  of 
such  fire,  if  he  is  informed  of  the  occurrence  of  such  fire  within  three  days 
thereafter,  and,  if  not,  then  as  soon  as  practicable  after  he  has  such  informa- 
tion; and  the  insurance  commissioner  shall  have  the  right  to  supervise  and 
direct  such  investigation  whenever  he  deems  it  necessary  or  expedient.  The 
officer  making  such  investigation  of  fires  shall  within  one  week  of  the  oc- 
currence of  the  fire  (if  the  preliminary  investigation  can  be  concluded  in  that 
time,  if  not,  then  as  soon  thereafter  as  such  investigation  is  concluded)  furnish 
to  the  said  insurance  commissioner  a  written  statement  of  all  the  facts  re- 
lating to  the  cause  and  origin  of  the  fire,^  the  kind,  value  and  ownership  of 
the  property  destroyed,  and  such  other  information  as  may  ^  be  called  for 
by  the  blanks  provided  by  the  insurance  commissioner.  The  insurance  com- 
misstoiter  shall  keep  in  his  office  a  record  of  all  fires  occurring  in  the  state, 
together  with  all  facts,  statistics  and  circumstances,  including  the  origin  of 
the  fires,  which  may  be  developed  by  the  investigation  provided  for  by  this 
acL 
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Section  2  makes  it  the  duty  of  the  commissioner  to  examine  or 
cause  examination  to  be  made,  into  the  cause,  circumstances,  and 
origin  of  all  fires,  and  especially  as  to  whether  said  fire  was  the  re- 
sult of  carelessness  or  the  act  of  an  incendiary,  and  if  satisfied  that 
the  evidence  is  sufficient  to  charge  any  person  with  arson  or  other 
willful  burning,  shall  cause  such  person  to  be  prosecuted.  The  act 
confers  upon  the  commissioner  all  powers  of  a  trial  justice  (Sec- 
tion 3),  and  the  right  and  authority  (Section  4)  at  all  times  in  per- 
formance of  duties  conferred  by  the  act,  to  enter  upon  and  examine 
any  premises  where  a  fire  has  occurred  and  other  building  or 
premises  adjoining.  Any  officer  referred  to  in  the  act  who  neglects 
or  refuses  to  comply  therewith  on  conviction  is  punishable  by  a 
fine  of  not  less  than  $50  nor  more  than  $250.  A  tax  of  one-fifth  of 
one  per  cent,  on  the  gross  premiums  collected  in  the  state  is  imposed 
to  defray  the  cost  of  the  enforcement  of  the  act. 

Wisconsin  passed  a  law  in  1907.  The  act  empowers  the  gover- 
nor to  appoint  a  marshal,  whose  term  is  six  years,  and  the  mar- 
shal is  empowered  to  appoint  one  chief  assistant  marshal  and  two 
deputy  fire  marshals.  The  first  deputy  must  be  an  attorney  at  law. 
The  salary  of  the  marshal  is  three  thousand  dollars  a  year,  and  is 
required  to  give  all  his  time  to  the  duties  of  the  office.  Section 
I946i  refers  to  the  investigation  of  fires  and  reads  as  follows : 

Section  1946!.  i.  The  state  fire  marshal  and  the  chief  of  the  fire 
department  of  every  city  or  village  in  which  a  fire  department  is  established, 
and  the  mayor  of  every  incorporated  city,  ^  and  the  president  of  the  village 
board  of  every  incorporated  town  or  village  in  which  no  fire  department  exists, 
and  the  town  clerk  of  every  ^  organized  township  without  the  limits  of  any 
organized  city  or  village  shall  investigate  or  cause  to  be  investigated  the  cause, 
origin  and  circumstances  of  every  fire  occurring  in  such  city,  village,  town  or 
township  by  which  property  has  been  destroyed  or  damaged  when  the  damage 
exeecds  twenty-five  dollars,  except  that  all  fires  of  unknown  origin  shall  be 
reported,  and  shall  especially  make  investigation  as  to  whether  such  fire  was 
the  result  of  carelessness,  accident  or  design. 

The  act  requires  that  the  investigation  shall  be  begun  within 
two  days  of  the  occurrence  of  a  fire;  requires  the  officers  making 
the  investigation  to  report  all  facts  regarding  fires  to  the  marshal 
within  one  week  of  the  occurrence  of  a  fire,  and  the  marshal,  when 
of  the  opinion  that  further  investigation  is  necessary,  is  empowered 
(Section  1946J)  to  take  testimony  on  oath  of  all  persons  supposed 
to  have  any  knowledge  in  relation  to  the  subject  matter  of  the  in- 
vestigation. The  marshal,  his  assistant  and  deputies  are  given  power 
to  summon  and  compel  the  attendance  of  witnesses  and  to  admin- 
ister oaths,  and  a  penalty  is  provided  for  any  one  who  refuses  to 
be  sworn  or  to  testify,  or  who  disobeys  any  lawful  order  of  the 
marshal  or  his  deputies  in  connection  with  any  investigation. 

Section  1946I  gives  the  marshal  and  his  deputies  the  right  at  all 
reasonable  hours  to  enter  into  and  upon  all  buildings  and  premises 
for  the  purpose  of  examination,  and  sub-division  2  provides  as 
follows :  I 
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2.  Whenever  any  of  said  officers  shall  find  any  building  or  other  structure, 
which  for  want  of  repair,  or  by  reason  of  age  or  dilapidated  condition,  or  for 
any  other  cause  is  especially  liable  to  fire,  and  which  is  so  situated  as  to  en- 
danger other  builditigb  and  property,  and  whenever  an^  such  officers  shall 
find  in  an^  building,  or  up'>n  any  premises,  any  combustible  or  explosive  ma- 
terial, or  inflammable  C(jn«iitions,  dangerous  to  the  safety  of  said  buildings  or 
premises,  ihey  shall  have  j»ower  to  make  reasonable  orders  for  thc_  repair  or 
removal  of  the  same,  and  such  order  shall  be  forthwith  complied  with  by  the 
owner  or  occupant  of  said  premises  or  building. 

A  penalty  is  provided  for  failure  to  obey  any  order  is  above, 
and  any  officer  referred  to  in  section  I946i  (above)  neglecting  to 
comply  with  any  of  the  requirements  of  the  act  is  subject  to  a 
fine  of  not  less  than  $25  nor  more  than  $200.  For  the  maintenance 
of  the  office  a  tax  is  imposed  of  one-fourth  of  one  per  cent,  on  the 
gross  premiums  collected  in  the  state  by  fire  insurance  companies, 
payable  in  February,  and  the  tax  so  collected  is  maintained  as  a 
separate  fund  for  the  maintenance  of  the  department,  but  if  a  sur- 
plus accumulates  in  the  fund  sufficient  to  maintain  the  department 
for  a  year  the  marshal  may.  in  his  discretion,  omit  the  special  tax. 
The  marshal  is  required  to  file  an  annual  report. 

The  legislature  of  Nebraska  in  1909  passed  a  law  providing  for 
the  investigation  of  fires  and  creating  a  hrc  commission.  The  law 
gives  the  commission  general  charge  of  the  inspection  of  buildings 
and  premises  and  the  investigation  of  all  fires  occurring  in  the  st.-ite 
by  which  property  has  been  destroyed  or  damaged,  and  designates 
the  governor  as  fire  commissioner,  who  shall  appoint  two  deputies ; 
one  to  be  known  as  the  chief  deputy  fire  commissioner,  who  shall 
give  all  his  time  to  th«  duties  of  the  office.  The  commissioner  may 
also  appoint  in.spectors  who  shall  have  all  the  powers  of  other 
deputies.  Sections  2  and  3  of  the  act,  defining  the  powers  of  the 
commission,  are  the  same  as  the  sections  of  the  Ohio  law,  (which 
see).  The  commission  is  given  power  to  sinnmon  and  comix'l  the 
attendance  of  witnesses,  to  administer  oaths  and  punish  as  for  con- 
tempt any  one  refusing  to  obey  the  orders  of  the  commission  or  to 
testify  when  summoned.  The  Nebraska  law  also  contains  the  fol- 
lowing section : 

Section  5.  Any  building,  or  other  "^tnictutf,  which  for  want  of  propt?r 
repair,  or  by  reason  of  age  and  dilapidated  coii'lition.  or  for  any  cause,  is 
especially  liable  to  fire,  and  which  is  so  situated  as  to  ondarfier  other  buildings 
or  nroperty;  and  any  combustible  or  explosive  matt'rial,  or  inflammable  con- 
ditions placed,  kept,  or  existing  in  or  upon  any  buiMipp  or  premises  which  is 
dangerous  to  the  safety  of  said  building  or  premise*!,  and  the  same  is  so 
situated  as  to  endanger  other  buildings  or  property,  is  hereby  deemed  and 
declarecl  to  be  a  nuisance;  and  any  owrer  or  occiijiart  of  such  building  or 
premises  who  shall  cause,  continue  or  maiiitniii  any  such  nuisances  shall  lie 
fuilty  of  a  misdemeanor  and,  on  conviction  thereof,  shall  be  fined  in  any  sum 
not  exceeding  the  sum  of  $500.00  and  the  court  shall  order  said  nuisance  to 
be  abated. 

The  state  fire  commissioner  and  hi'i  subordinates,  upon  complaint  of  any 
person  having  an  interest  in  any  buihlitig  or  projx'rty  adjacent,  and  without 
any  complaint,  shall  have  the  right  at  all  reaM>nable  hours  for  the  purpose  of 
examination  'to  enter  into  and  upon  all  buildin>r*<  and  prcnii'Nes  within  their 
jurisdiction.  Whenever  anv  of  sai«l  officers  sjiall  find  any  luiilding,  or  other 
structure  or  any  material  placed,  kept  or  maintained  in  or  upon  any  buildings 
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or  premises,  constitutes  a  nuisance  within  the  meaning  of  this  section,  he  shall 
order  said  nuisance  to  be  abated,  and  such  order  shall  be  forthwith  complied 
with  by  the  owner  or  occupant  of  said  building  or  premises. 

The  owner  or  occupant  may  appeal  to  the  courts  from  the  order 
of  the  coniniisijion.  The  salary  of  the  tirst  deputy  commissioner  is 
made  $2,000,  and  of  each  deputy  $1,500,  and  for  the  maintenance  of 
the  department  a  tax  of  one-fourth  of  one  per  cent  on  the  gross 
premium  receipts  in  the  state  after  deducting  cancellations  and  re- 
insurances is  imposed,  and  the  commissioner  is  required  to  make 
an  annual  report  of  his  ofTicial  action. 

1  he  legislature  also  passed  an  act  creating  the  office  of  Fire 
Warden  in  each  city  of  the  metropolitan  class,  whose  duties  are  to 
examine  and  make  an  inspection  of  all  buildings  within  the  corporate 
limits  of  the  city,  and  he  shall  also  inspect  rtre-cscapes,  basements 
and  cellars  of  buildings  in  business  districts,  and  all  places  and 
buildings  where  explosives  are  stored  or  kept  for  sale.  He  shall 
make  such  order  with  respect  to  the  improvement  of  any  such  build- 
ing or  property  as  may  be  necessary  to  protect  from  fire,  and  shall 
also  make  such  orders  as  he  may  deem  necessary  to  make  such  build- 
ings or  property  accessible  to  firemen  in  case  of  fire.  The  intent  of 
the  act  is  stated  to  be  an  additional  protection  against  fire,  and  any 
person,  owner,  agent  or  occupant  of  such  building  who  shall  refuse 
to  comply  with  the  order  of  the  Fire  Warden  is  g^uilty  of  a  misde- 
meanor, and  on  conviction  subject  to  a  fine  not  to  exceed  $50  and 
imprisonment  for  not  to  exceed  thirty  days. 

The  West  Virginia  legislature  passed  a  fire  marshal  law  in  1909, 
and  under  the  terms  of  the  law  the  insurance  commissioner  is  di- 
rected to  appoint  the  marshal  for  a  term  of  four  years,  and  also  a 
deputy  marshal.  The  law  in  powers  conferred  is  practically  the  same 
as  the  sections  of  the  Ohio  law  (which  see),  except  that  the  mar- 
shal is  required  to  begin  the  investigation  within  five  days,  instead  of 
two  as  in  the  Ohio  law.  The  law  also  contains  the  provisions  of  the 
\cbraska  law  printed  above  (which  see),  as  regards  inspections  and- 
removal  of  dangerous  conditions,  except  that  the  penalty  for  failure 
to  comply  with  the  marshal's  orders  is  made  a  fine  of  "not  less  than 
ten  nor  more  than  fifty  dollars  for  each  day's  neglect"  in  the  West 
Virginia  law.  In  respect  to  other  powers,  such  as  administering 
oaths  and  compelling  testimony,  the  law  is  practically  the  same  as 
the  Nebraska  law.  For  the  maintenance  of  the  department  a  tax 
of  one- fourth  of  one  per  cent  on  the  gross  premiums  collected  in 
the  state  by  fire  insurance  companies  is  imposed,  but  it  is  further 
provided  that  whenever  there  is  a  surplus  accumulated  sufficient  to 
maintain  the  department  for  one  year  the  special  tax  may  be  omitted 
in  the  discretion  of  the  marshal. 

FIRE  MARSHAL'S  ASSOCIATION  OF  THE  UNITED 
STATES  was  organized  in  1906  with  D.  S.  Creamer,  state  fire 
marshal  of  Ohio,  president,  and  Edward  Peterson,  fire  marshal  of 
Minnesota,  secretary  and  treasurer.     The  membership  consists  of  the 
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fire  marshal,  fire  commissioner  or  other  state  officers  charged  with 
the  duty  of  investigating  fires  of  the  different  states,  and  the  objects 
of  the  .association  are  the  exchange  of  experiences  and  statistics, 
and  the  promotion  of  efficiency  of  office.  The  annual  meeting  in 
TQio  was  held  in  Milwaukee,  Wis.,  May  24  and  25,  and  officers  were 
elected  as  follows:  President,  C.  J.  Doyle,  Illinois;  vice-president, 
John  W.  Zuber,  Ohio;  secretary  and  treasurer,  C.  A.  Allison,  West 
Virginia;  executive  committee:  T.  M.  Purtcll,  Wisconsin;  F.  W. 
Neikirk,  Kentucky;  A.  Linback,  Manitoba,  and  the  officers. 

FIREMEN'S  INSURANCE  COMPANY,  Newark,  N.  J.  Or- 
ganized 1855;  capital,  $1,000,000.  Daniel  H.  Dunham,  president; 
A.  H.  Hassinger,  secretary. 

FIREMEN'S  INSURANCE  COMPANY,  Washington,  D.  C. 
Organized  1837;  capital,  $200,000.  E.  G.  Davis,  president;  Wm. 
M.   Hoffman,  secretary. 

FIRE  PATROL,  PROTECTIVE  DEPARTMENTS,  AND 
SALVAGE  CORPS.  The  fire  patrols  of  the  United  States  are  a 
monument  to  the  enlightened  self-interest  of  the  fire  underwriters. 
They  have  made  them  what  they  are,  and  in  nearly  all  cases  they 
support  them.  The  interest  that  they  have  in  the  preservation  of 
property  is  certainly  a  great  incentive  toward  efficiency,  and  it  is 
probable  that,  no  matter  whether  city  governments  undertake  the 
control  and  maintenance  of  the  salvage  corps  or  not,  insurance 
companies  are  likely  to  augment  any  action  of  cities  toward  the 
preservation  of  property  from  fire  loss  to  the  fullest  extent.  New 
York  city  was  the  pioneer  in  these  organizations.  In  1839  a  num- 
ber of  fire  underwriters  of  New  York  established  a  society  that  was 
known  as  the  "Fire  Police."  Although  it  had  no  charter  the  society 
was  recognized  by  the  city  authorities  as  a  useful  institution,  having 
for  its  function  the  protection  of  property,  and  in  cases  of  fire  its 
members  were  given  certain  police  powers.  The  efficiency  of  the 
municipal  police,  however,  soon  rendered  this  part  of  their  activity 
less  important  than  the  protection  of  property  against  damage  by 
the  elements,  and  they  then  gradually  became  known  as  the  "Insur- 
ance Patrol."  The  act  of  May  9,  1867,  incorporating  the  New  York 
Board  6f  Fire  Underwriters,  gave  that  organization  the  power  to 
establish  the  present  efficient  fire  patrol  of  the  city  of  New  York. 

These  organizations  exist  in  the  cities  of  Albany,  N.  Y. ;  Balti- 
more, Boston,  Brooklyn,  Cincinnati,  Chicago,  Cleveland,  Dayton, 
Ohio;  Denver,  Duluth,  Grand  Rapids,  Kansas  City,  Janesville,  Wis.; 
Louisville,  Lowell,  Memphis,  Milwaukee,  Minneapolis,  Mobile, 
Newark,  N.  J.;  New  Orleans,  New  York,  Omaha,  Philadelphia, 
Providence,  Rochester,  San  Francisco,  St.  Louis,  St.  Paul,  and 
Worcester.  They  are  established  by  law,  and,  as  a  rule,  are  main- 
tained and  controlled  by  the  local  organization  of  fire  underwriters. 
[See  Boston  Protective  Department,  New  York  Fire  Patrol,  and 
Fire  Insurance  Salvage  Corps  of  Brooklyn.] 
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FIRFIS  IN  1909,  PRINCIPAL.  During  1909  there  were  no 
very  large  fires,  only  one  tire  in  which  the  loss  reached  a  million 
dollars  being  reported.  The  one  million  dollar  fire  occurred  at 
Jersey  City,  N.  J.,  March  19,  and  destroyed  railroad  property.  There 
were  thirty  fires  which  cau.scd  a  loss  each  of  $400,000  or  over.  These 
were  at  Bellinghani,  VVa.^h.,  January  4,  shingle  mill,  loss  $400,000; 
New  York  city,  January  7,  wholesale  groceries,  etc.,  loss  $500,000.; 
New  York  city,  January  7,  show  goods,  etc.,  loss  $550,000;  Chicago, 
111.,  January  17,  wool  and  fur  warehouse,  loss  $450,000;  Boston, 
Mass.,  January  17,  garage,  etc.,  loss  $750,000;  North  Chelmsford. 
Mass.,  January  19,  worsted  mills,  loss  $400,000;  Toledo,  Ohio, 
January  20,  business  buildings,  loss  $500,000;  Galveston,  Texas, 
January  23,  wharfs  and  sheds,  loss  $400,000;  St.  Paul,  Minn.,  Janu- 
ary 29,  business  buildings,  loss  $500,000;  Fort  Worth,  Texas,  April  3, 
conflagration,  loss  $800,000;  Rochester,  N  Y.,  April  13,  conflagra- 
tion, loss  $500,000;  Philadelphia,  Pa.,  April  24,  carpet  mill,  etc.,  loss 
$400,000;  Peabody,  Mass.,  April  28,  leather  plant,  loss  $400,000; 
Chicago,  111.,  April  29,  grain  elevator,  loss  $850,000;  Akron^  Ohio, 
May  18,  business  block,  loss  $500,000;  Fresno,  Cal.,  May  26,  fruit 
canning  plant,  loss  $400,000;  New  York  city,  July  3,  business  build- 
ing, loss  $500,000;  Tonopah,  Nev.,  July  29,  railroad  shops,  loss  $450,- 
000;  Duluth,  Minn.,  July  10,  lumber,  etc.,  loss  $450,000;  Monticello, 
N.  Y.,  August  II,  thirty-six  buildings,  loss  $800,000;  Decatur,  111., 
August  22,  business  buildings,  loss  $800,000;  Ludington,  Mich., 
August  25,  lumber  plant,  loss  $850,000;  Pittsburgh,  Pa.,  September  i, 
express  and  storage,  loss  $400,000;  Poplar  Bluffs,  September  5, 
hotel  and  stores,  loss  $400,000;  Narragansett  Pier,  R.  I.,  October  11, 
dwelling,  loss  $500,000;  Stockton,  Cal.,  October  22,  winery,  loss 
$400,000;  Baltimore,  Md.,  December  2,  business  buildings,  loss  $500,- 
000;  Kalamazoo,  Mich,  December  9,  hotel  and  stores,  loss  $700,000; 
Racine,  Wis.,  December  12,  manufacturing  plant,  loss  $650,000; 
Crystal  River,  Florida,  December  24,  pencil  factory,  loss  $500,000. 
There  were  fifty-seven  fires  which  caused  a  loss  each  of  from  %22^.- 
000  to  $400,000.  The  aggregate  loss  for  the  year  as  recorded  by  the 
Standard,  Boston,  was  $171,647,000,  as  compared  with  $190,778,000 
in  1908;  $180,393,000  in  1907;  $450,751,000  in  1906;  $149,801,000  in 
1905;  $190,510,500  in  1904;  $135,126,000  in  1903;  $136,656,400  in  1902; 
$152,750,010  in  190T ;  $130,028,489  in  1900. 

FIRE  UNDERWRITERS'  ASSOCIATION  OF  THE 
NORTHWEST.  This  association  had  its  birth  in  the  city  of  Day- 
ton, Ohio,  February  22,  187 1,  and  was  organized  as  "The  Association 
of  State,  General,  and  Adjusting  Fire  Insurance  Agents  of  the  North- 
west." [For  further  information  regarding  the  organization,  names 
of  the  organizers,  and  the  early  meetings,  see  Cyclopedia  for  1900- 

f90i] 

The  following  is  a  list  of  the  officers  of  the  association  since  its 
organization  in  1871 : 
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Tcrm8 
Ending 


1871 
1873 
1873 
1874 
1875 
1876 

1877 
1878 

1879 

1880 

1881 

1 88a 

1883 

1884 

1885 

1886 

1887 

1888 

1889 

1890 

1 891 

1892 

1893 

1894 

189s 

1896 

1897 

1898 

1899 
1900 
1901 
1902 
1903 
1904 

1905 
1906 
1907 
1908 
1909 


Presidents. 


J.  S.  Reed. 
A.  C.  Blodgett. 
Robert  J.  Smith. 
Robert  T.  Smith. 
CharlesW.  Marshall. 
J.  O.  Wilson. 
Charles  E.  Bliven. 
I.  S.  Blackwelder. 
George  W.  Adams. 
Azel   W.    Spalding. 
Jasper  M.  Dresser. 
William  B.  Cornell. 
James  M.  DeCamp. 
Cyrus  K.   Drew. 
J.  L.  Whitlock. 
William  F.  Fox. 
Abram  Williams. 
Isaac  W.   Holman. 
John  Howlejr. 
Edwin  A.   Siroonds. 
Henry  C.   Eddy. 
Howard  P.  Gray. 
Eugene  Harbeck. 
H.  Clay  Stuart. 
W.  J.  Littlejohn. 
Geo.  M.  Love  joy. 
George  H.  Moore. 
J.  H.  Lenehan. 
Frank  H.   Whitney. 
Otto  E.  Greely. 
P.  D.*  McGregor. 
H.  N.  Wood. 
John    Marshall,  Jr. 
H.  H.  Freidly. 
T.  S.  Gallagher. 
Robert  S.  Odell. 
Wm.  L.  King. 
Carroll  L.   Dc  Witt. 
H.  N.  Kelsey. 


Vice-Presidents. 


Secretaries. 


^ 


^ 


R.  L.  Douglass. 
CharlesW.  Marshall. 
S.  Lumbard. 
S.  Lumbard. 
J.  q.  Wilson. 
Berjamin  Vcrnor. 
P  P.  Heywood. 
asper  M.    Dresser, 
iiliam  B.  Cornell. 
A.  J.   Waters. 
Edward  F.  Rice. 
J.   N.   Ncuberger. 

C.  W.  Potter. 
T.  J.  Zollers. 
T.  11.  Smith. 
A.  H.  Hobbs. 
W.  R.   Freeman. 

C.  Myers. 

.  T.  Clark. 
Eugene  V.  Munn. 
Byron  G.   Stark. 
W.  P.  Harford. 
Ernest  L.  Allen. 
George   M.  Love  joy. 
H-  C.  Alverson. 
Henry  T.  Lamey. 
S.  E.  Gate, 
ohn   E.   Davies. 

.  R.  Town  ley. 
Cyrus  Woodbury. 
George  W.  Hayes. 
Fred  W.  Williams. 
H.  R.  Louden. 
F.  W.  Bowers. 
S.  D.  Andrus. 

D.  W.  Andrews. 
C.  G.   Meeker. 

W.  O.  Chamberlain. 
Ncal  C.   Rowland. 


^' 


Charles  E. 
Charles  E. 
Charles  E. 
Charles  E. 
Charles  E. 
Charles  E. 


Bliven. 
Bliven. 
Bliven. 
Bliven. 
Bliven. 
Bliven. 


George  W.  Hayes. 
George  W.  Hayes. 
George  W.  Hayes. 
George  W.  Hayes. 
George  W.  Hayes. 
George  W.  Hayes. 
George  W.  Hayes, 
C.  Griffiths. 
C.  Griffiths. 
C.  Griffiths. 
C.  Griffiths. 
C.  Griffiths. 
C.  Griffiths. 
C.  Griffiths. 
Eugene  V.  Munn. 
Eugene  V.  Munn. 
Eugene  V.  Munn. 
Eugene  V.  Munn. 
Eugene  V.  Munn. 
Eugene  V.  Munn. 
Eugene  V.  Munn. 
D.  S.  Wagner. 
D.  S.  Wagner. 
D.  S.  Wagner. 
D.  S.  Wagner. 
D.  S.  Wagner. 
D.  S.  Wagner. 
D.   S.  Wagner. 
Nelson  E.  Briggs. 
Nelson  E.  Briggs. 
Nelson  E.  Briggs. 
Nelson  E.  Briggs. 
Nelson  E.  Briggs. 


The  fortieth  annual  meeting  of  the  association  was  held  in 
Chicago,  October  7  and  8,  1909.  Secretary  Briggs  reported  a  mem- 
bership of  816,  which  was  increased  to  930  by  the  election  of  new 
members  during  the  meeting,  and  Treasurer  Townley  reported  a 
balance  in  the  treasury  of  $6,195.97.  President  Kelsey  presided;  and 
in  his  address  referred  briefly  to  conditions  existing  in  the  early 
days  before  there  was  much  legislation  affecting  insurance  compa- 
nies, and  noted  that  present-day  legislation  and  supervision  had 
largely  eliminated  many  of  the  conditions  which  were  the  subject 
of  complaint  in  those  days.  Legislation  and  supervision  had  not 
entirely  eliminated  from  the  business  the  irresponsible  companies, 
nor  protected  the  tax-paying  companies  against  the  competition  of 
unlicensed  companies,  inter-insurers,  Lloyds  and  the  like  which 
deprive  them  of  business  and  the  states  of  taxes,  as  well  as  hurt  the 
business  in  other  respects.  He  hoped  that  the  state  commissioners 
would  give  more  consideration  to  this  and  advocated  full  protection 
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for  the  American  Agency  sVvStem.  The  prcsicicnt  gave  statistics  re- 
viewing the  companies'  business  for  the  years  1870  to  1908,  and  noted 
an  underwriting  loss  of  .114  per  cent  for  the  period,  and  while  he 
said  the  figures  for  some  companies  showed  there  was  such  a  thing 
as  underwriting,  and  the  successful  showing  was  not  due  to  luck, 
yet  the  results  as  a  whole,  showing  an  underwriting  loss  and  a  large 
increase  of  surplus,  was  accounted  for  largely  by  the  careful  in- 
vestment of  company  funds.  The  president  referred  briefly  to  harm- 
ful laws,  criticizing  especially  valued  policy  laws,  and  referring  to 
fire  prevention  and  improved  construction  and  noting  the  progress 
that  is  being  made  along  those  lines  expressed  the  hope  that  cities 
in  planning  for  the  "city  beautiful"  would  also  give  equal  considera- 
tion to  the  permanency  of  the  buildings.  President  Kelsey  closed 
his  address  with  a  reference  to  the  members  who  had  died  during 
the  year,  and  suggested  the  appointment  of  a  committee  to  prepare 
a  history  of  fire  underwriting  in  the  United  States. 

The  annual  address  was  delivered  by  Charles  E.  Sheldon,  of 
Rockford,  111.,  vice-president  and  western  manager  of  the  American 
Insurance  Compjiny  of  Newark,  and  his  subject  was  "Fire  Insurance 
— Our  Profession."  Mr.  Sheldon's  address  covered  a  wide  range 
of  topics,  and  was  in  part  reminiscent  of  his  early  experiences  in 
the  business,  and  a  review  of  present  conditions  and  tendencies  in 
fire  underwriting.  **Someone,"  he  said,  "has  termed  fire  insurance  *the 
handmaid  of  commerce,'  and  truly  it  has  materially  aided  in  the 
development  of  trade,  the  maintenance  of  commercial  credit,  of 
which  it  is  the  basis,  and  has  minimized  in  many  thousands  of  in- 
dividual cases  the  disasters  of  fire  and  accident.  Its  beneficence  has 
time  and  again  rebuilt  stricken  cities,  blessing  whole  communities, 
and  without  the  safeguards  of  its  protection  capital  would  be 
paralyzed  and  commerce  restricted."  "Such."  he  added,  "is  our  pro- 
fession," and  he  pointed  out  the  duty  the  officer,  manager  and  field 
man  owes  to  the  stockholder,  the  assured  and  the  agent,  and  in 
conclusion  said:  "May  we  be  true  to  the  trust  reposed  in  us,  and 
give  to  it  the  best  of  our  time,  and  thought,  and  strength.  Does  not 
a  contemplation  of  our  profession,  of  its  lofty  place,  awaken  within 
us  a  desire  for  better  ideals;  the  wish  to  put  away  that  which  is 
common  and  low  in  business  methods,  and  to  strive  for  the  mastery 
on  the  lines  of  honest  endeavor  and  high  purpose?  For  success  in 
which,  because  honorable,  there  shall  be  no  bitterness." 

Other  papers  read  at  the  meeting  were :  "Interest  of  Insurance 
Companies  in  the  Safe  Transportation  of  Dangerous  Articles,"  by 
Col.  B.  W.  Dtmn,  U.  S.  A. ;  "State  Supervision  and  How  Proper 
Relations  and  Understanding  Between  the  Public  and  the  Compa- 
nies May  be  Maintained,"  by  T.  J.  McConib,  insurance  commissioner 
of  Oklahoma;  "Fire  Insurance  as  a  Factor  in  Credit,"  by  Powell 
Evans;  "The  Passing  of  the  Frame  Terminal  Elevator."  by  A.  C. 
Olds,  Chicago;  "Waste  and  Conservation  of  Structural  Mineral  Re- 
sources," by  Herbert  M.  Wilson,  Washington,  D.  C,  chief  engineer 
of  the  United  States  Geological  Survey;  and  "Remarks  From  a 
Local  Agent,"  by  Fred  Guenther,  president  of  the  National  Associa- 
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tion  of  Local  Fire  Insurance  Agents.  Commissioner  McComb  in  his 
address  said  it  was  the  duty  of  the  insurance  commissioner  to  see 
that  proper  relations  and  understanding  between  the  public  and  the 
companies  are  maintained,  and  he  added  insurance  is  a  business  of 
such  public  import  and  importance  that  companies  may  be  termed 
quasi-public  corporations  and  hence  require  supervision.  In  con- 
clusion he  urged  underwriters  to  familiarize  themselves  with  the 
statutes,  comply  with  them,  advise  the  commissioners  that  they 
propose  to  do  so,  declare  against  wild-cat  and  unauthorized  con- 
cerns, offer  a  hearty  co-operation  in  the  enforcement  of  the  law 
against  law-breakers,  take  hold  and  solve  tl»e  question  of  rate- 
making  instead  of  waiting  for  a  solution  that  might  be  forced  upon 
the  business  by  law,  and  to  deal  frankly  at  all  times  with  the  state 
officials. 

Officers  were  elected  as  follows:  President,  Claude  G.  Deatrick, 
Ohio  state  agent  of  the  Home  Insurance  Company ;  vice-president, 
George  E.  Redfield,  Chicago,  general  agent  of  the  Farmers'  Fire 
Insurance  Company;  secretary,  Nelson  E.  Briggs,  Illinois  state 
agent  of  the  North  British  and  Mercantile;  treasurer,  George  H. 
Batchelder,  Chicago.  The  directors  elected  were:  H.  N.  Kelsey, 
Sun  Insurance  office,  Chicago;  H.  W.  Clayton,  Germania  Fire,  Troy, 
O. ;  H.  F.  Espencheid,^National  Fire,  Chicago;  W.  J.  Haggerty,  Fire 
Association,  Minneapolis;  George  G.  Williams.  Liverpool  and  Lon- 
don and  Globe,  Milwaukee;  Howard  Hudler,  Girard,  Chicago;  P.  J. 
Heffernan,  Scottish  Union  and  National,  St.  Louis;  E.  W.  Jewell, 
Atlas,  Chicago;  George  W.  Stuck,  American  of  Newark,  Peoria. 

FIRE  UNDERWRITERS'  ASSOCIATION  OF  THE 
NORTHWEST,  LIBRARY  OF  THE,  For  many  years  after  the 
formation  of  the  association  in  187 1  books  and  pamphlets  given  to 
it  by  members  and  friends  accumulated,  but,  no  money  being  ap- 
propriated for  their  caretaking,  they  were  stored  wherever  it  might 
be  convenient  and  were  practically  inaccessible  to  members.  In 
time  the  annually  published  proceedings  of  the  association  meet- 
ings, volumes  of  insurance  periodicals,  and  gifts  of  their  insurance 
libraries  by  deceased  members  were  added.  Three  or  four  years 
prior  to  1893  these  treasures  were  deposited  in  the  basement  of  the 
Woman's  Temple  in  Chicago,  under  the  custodianship  of  Mr.  R.  M. 
Buckman. 

In  the  autumn  of  1893  Mr.  R.  M.  Buckman,  representing  the  as- 
sociation made  efforts  to  secure  an  appropriation  and  the  estab- 
lishment of  a  permanent  library  room,  and  at  the  annual  meeting 
of  the  association  that  year  a  committee  composed  of  Messrs. 
George  W.  Hayes,  H.  C.  Eddy,  and  George  W.  Adams,  together 
with  the  president  and  secretary,  was  appointed  with  authority  to 
act  in  the  matter.  It  resulted  in  the  renting,  for  a  term  of  years. 
of  Room  225  in  the  Home  Insurance  Building  in  Chicago,  which 
was  appropriately  fitted  up  with  library  furniture,  and  the  books 
and  other  literary  belongings  of  the  association  were  placed  therein. 
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The   library   is   now   open   during   business   hours    daily,    and    has 
proved  a  very  valuable  adjunct  to  the  usefulness  of  the  association. 

FIRE  UNDERWRITERS'  ASSOCIATION  OF  THE  PA- 
CIFIC, composed  of  general  and  special  agents,  managers,  assistant 
managers,  and  independent  adjusters  of  fire  insurance  companies 
doing  business  on  the  Pacific  coast  and  having  its  headquarters  at 
San  Francisco,  was  organized  in  1875.  [For  an  account  of  the 
formation  of  this  association  see  the  Cyclopedia  of  Insurance,  1893- 

94] 

The  thirty-fourth  annual  meeting  of  the.  association  was  held  in 
San  Francisco,  January  n,  1910.  President  Gilliland  presided,  and 
in  his  address  referred  to  the  work  of  the  association,  and  the  value 
of  the  library,  and  the  importance  of  insurance  clubs  and  institutes, 
and  he  said  the  necessity  for  an  extensive  campaign  of  education 
indicated  that  there  had  been  sins  of  omission  and  commission  on 
the  part  of  insurance  companies.  Many  of  the  troubles  incident  to 
the  business  were  not  wholly  peculiar  to  insurance  alone,  as  other 
businesses  had  their  troubles,  and  in  the  complex  affairs  of  modem 
civilizerl  society  the  prime  desideratum  was  contulcnce.  By  publicity 
enlightenment  on  all  phases  of  the  business,  its  rights  and  its 
wrongs,  could  be  given,  but  confidence  could  be  gained  only  by  acts. 
In  the  development  of  schedule  rating  he  looked  for  a  steady  dccronse 
of  antagonism  and  troubles,  and  he  urged  insurance  men  to  take  an 
active  part  in  directing  affairs  of  govemmcnt.  Other  papers  were 
read  as  follows :  "Apportionment  and  Contributions  Under  Non- 
concurrent  Policies,"  William  Sexton ;  "Insurance  Brokers'  Asso- 
ciation," D.  A.  Spencer;  "Collections,"  H.  P.  Blanchard;  "The 
Education  of  the  Local  Agent,"  R.  J.  Hyland;  "Buildings  of  Re- 
inforced Concrete."  Charles  Derleth,  Jr.;  "Underwriters'  Labora- 
tories," George  N.  Robertson ;  *'Rent,  Lease-hold,  Use  and  Occu- 
pancy and  Profit  Insurance,"  C.  C.  Kinney;  "State  Regulation  of 
Insurance  Rates,"  E.  A.  Stern;  "History  of  the  California  Standard 
Form  of  Fire  Insurance  Policy."  T.  C.  Coogan;  and  "Adjusting 
Fire  Losses  as  a  Business."  Henry  Hall. 

Officers  and  executive  committee  were  elected  as  follows: 
President,  Frank  C.  Staniford,  Norwich  Union;  vice-president,  T.  J. 
A.  Tiedemann;  secretary  and  treasurer,  Calvert  Meade;  assistant 
secretary  and  librarian,  J.  P.  Moore;  executive  committee,  F.  C 
Staniford,  Adam  Gilliland,  A.  W.  Thornton,  Louis  Weinmann  and 
Rolla  V.  Watt. 

FIRE  UNDERWRITERS'  ASSOCIATIONS,  GENERAL. 
SECTIONAL  AND  STATE.  The  following  is  a  list  of  the  vari- 
ous general  organizations  of  fire  underwriter.s.  The  list  does  not 
include  local  associations  or  boards. 

SUPERVISING  AND   RATING  ORGANIZATIONS. 

New  England  Insurance  Exchange  (covering  the  New  England  States,  ex- 
cept New  Hampshire). 
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FJrc  Underwriters'  Union,  known  as  the  Eastern  Union  (covering  all  terri- 
tory east  of  the  Mississippi  River,  except  the  states  under  the  juri^liction  of 
the  Western   Union,  and  Texas  and  Arkansas. 

Underwriters'  Association  of  the  Middle  Department  (covering  New  Jersey 
in  part,  Pennsylvania,  I>laware,  Maryland,  and  the  District  of  Columbia). 

South-Eastern  Underwriters 'Association  (covering  Vir|{inia,  Nortfa^Carolina, 
South  Carolina,  Florida*  Georgia,  and  Alabama — Mississippi,,  and  Louisiana  being 
anti-compact  states). 

The  Union  (covering  Indiana,  Illinois,  Wisconsin,  Minnesota,  North 
Dakota,  Oklahoma.  Indian  Territory,  Nebraska,  Kentucky,  and  Tennessee, 
and  jointly  in  Colorado,  Wyoming,  and  New  Mexico,  with  companies  doing 
business  therein,  which  are  managed  from  the  Pacific  coast). 

Board  of  Fire  Underwriters  of  the  Pacific  (covering  (^aHfornia,  Washing- 
ton, Oregon,  Arizona,  Alaska,  Idaho,  Nevada,  Montana,  and  Utah). 

Underwriters'  National  Electrical  Association. 

National   Fire   Protection   Association. 

New  Hampshire   Board  of  Underwriters. 

New  England  Bureau  of  United  Inspection. 

Underwriters'  Bureau  of  New  England. 

Massachusetts   Mutual   Fire  Insurance  Union. 

Factory   Insurance  Association. 

Middle  States  Inspection  Bureau. 

Underwriters'  Bureau  of  Middle  and  Southern  States. 

Underwriters*  Association  of  the  State  ojf  New  York. 

Underwriters'  Bureau  of  Fire  Protection  Engineering  (headquarters 
Chicago) . 

Ohio   Inspection  Bureau. 

Iowa   Inspection   Bureau. 

Kansas  Fire  Insurance   Inspection  Bureau. 

Michigan   Inspection    Bureau. 

Nebraska  Ins(>ection  Bureau. 

Texas  Inspection   Bureau. 

Insurance  Survey   Bureau   (headcjuarters,  Chicago,   111.).  « 

Suburban  Underwriters'  Association  of  Boston. 

Indiana  Association  of  Fire  Underwriters  (Union  companies). 

Indiana  League  of  Fire  Underwriters   (non- Union  companies). 

Illinois  State  Board  of  Fire  Underwriters. 

Illinois  Field  Club   (non-Union  companies). 

Illinois  Association  of  Mutual  Fire  Insurance  Companies. 

Iowa  Mutual  Insurance  Association. 

Iowa  State  Association  of  Fire  Underwriters. 

Minnesota  and    Dakota   Fire   Underwriters. 

Kentucky  Association  of  Fire   Underwriters. 

Rocky  Mountain   Fire  Underwriters'  Association. 

Western    Factory   Insurance    Association. 

Western   Railway   Fire   Underwriters  of  Chicago. 

Association  of  Fire  Underwriters  of  Oklahoma  and  Indian  Territories. 

In  consequence  of  the  existence  of  anti-compact  laws  in  Missouri,  Ar- 
kansas, Texas,  Ohio,  Michigan,  Kansas,  South  Dakota,  and  Wisconsin,  the 
State  association  formerly  active  in  those  States  are  dead  or  dormant.  In 
New  Hampshire  the  pronibition  of  a  compact  does  not  apply  to  local  com- 
panies and  accordingly  a^  New  Hampshire  Board  of  Underwriters,  repre- 
senting local  companies,  is  in  force  and  makes  rates,  and  these  are  gen- 
erally observed  by  the  non-State  companies  through  the  New  England  Insur- 
ance  Exchange. 

State  inspection  bureaus  exist  in  Michigan,  Ohio,  Iowa,  Nebraska,  Louis- 
iana, Missouri,,  which  make  iiis|)cctions  of  risks  and  to  which  application  can 
be  made  by  individual  companies  for  advisory  rates. 

The  large  Eastern  cities,  such  as  Bo«iton,  New  York.  Philadelphia,  Balti- 
more, etc,  arc  "excepted"  from  the  jurisdiction  of  the  general  or  State 
associations  and  arc  governed  by  thrir  own  local  associations. 

The  National  Board  of  Fire  Underwriters,  formerly  a  rating  organization, 
covering  the  entire  Union,  makes  direct  rates  no  longer,  but  acts  in  an 
advisonr  capacity  thereto,  offers  rewards  for  the  detection  of  incendiaries 
and  maintains  an  inspector  of  fire  departments  and  waterworks,  whose  recom- 
mendations  are   usually  adopted  by   the   companies  composing   the   board.       It 
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keeps  a  statistical  record  of  fire  insurance,  watches  the  course  of  insurance 
legislation,  and  generally  acts  as  a  moral  force  for  the  well-being  of  fire  under- 
writing. 

AUXILIARY   AND   SOCIAL  ORGANIZATIONS. 

Fire  *lTnderw rite rs'   Association   of   the   Northwest. 

Fire    Underwrit«rs'   Association   of   the   Pacific. 

National  Association  of  Local  Fire  Insurance  Agents.  (Auxiliary  associa- 
tions have  been  organized  in  forty  states  and  territories  and  four  district 
associations  have  been   organized  in  the  state  of  New  York.] 

National  Association  of  Co-operative  Insurance  Companies.  [Mutual  fire 
insurance  companies.] 

New  York  State  Association  of  Supervising  and  Adjusting  Agents. 

Insurance  Society  of  New  York  (New  York  city). 

Insurance  Library  Association  of  Boston. 

Wisconsin    Fieldmen's   Club. 

Fire  Insurance  Society  of  Philadelphia. 

New  Jersey  Association   of   Fire   Underwriters. 

Fire  Underwriters'   Field  Club  of  Ohio. 

Wa.«hington  Insurance  Association  (general  agents  engaged  in  business 
in   the   State   of  Washington). 

Nebraska  Field  Club. 

Ohio   Fire   Prevention   Association. 

Texas   Fire   Prevention   Association. 

Kansas   Fire  Prevention  Association. 

Aiissouri  Fire  Prevention  Association. 

Michigan   Fire   Prevention    Association. 

Indiana   Fire   Prevention  Association. 

Illinois  Fire  Prevention  Association. 

Iowa   Fire  Prevention  Association. 

Connecticut  Fire  Prevention  Association. 

Association  of  Minnesota,  Dakota,  and  Wisconsin  Fieldmen  (Min-Dako- 
WisJ. 

^Special  Agents'  Association  of  the  Northwest. 

Ancient   and   Honorable  Order   of  the   Blue   Goose. 

FTRE  UNDERWRITERS'  FIELD  CLUB  OF  OHIO.  (Sec 
Ohio  Field  Club). 

FIRE  UNDERWRITERS'  INSPECTION  BUREAU  OF  SAN 
FRANCISCO.  This  association  was  organized  in  November,  1885, 
with  the  election  of  the  following  officers  and  directors:  Charles  A. 
Laton,  president;  Robert  Dickson,  vice-president;  Wm.  J.  Landers, 
secretary  and  treasurer;  William  Macdonald,  Rudolph  Herold,  Jr., 
George  Easton,  E.  E.  Potter,  and  the  officers,  directors.  The  present 
officers,  are :  President.  Bernard  Faymonvillc ;  vice-president,  C. 
Mason  Kinnc;  secretary  and  treasurer,  Clinton  Folger.  F.  H. 
Porter  is  the  chief  inspector  of  the  bureau. 

FIRE  UNDERWRITERS,  NATIONAL  BOARD  OF.  [See. 
National  Board.] 

FIRE  UNDERWRITERS'  UNIFORMITY  ASSOCIATION 
was  organized  in  1906  as  the  National  Association  for  Llniform  In- 
spection Reports,  and  adopted  the  present  name  at  the  annual 
meeting  in  1907.  The  purposes  of  the  association  are  to  assist  com- 
panies in  securing  uniform  inspection  reports.  The  first  officers 
elected  were :  President,  Wm.  A.  Stoney,  New  York ;  vice-presi- 
dent, H.  C.  Henley,  St.  Louis;  secretary  and  treasurer,  R.  Walter 
Hilliard,  Boston.     The  present  officers,  elected  at  the  annual  meet- 
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ing  in  New  York  in  May,  1910,  are :  President,  Gorham  Dana,  Bos- 
ton; vice-president,  C.  II.  Patten,  Cleveland:  secretary  and  treas- 
urer, G.  H.  Spooner,  Boston,  Mass.;  executive  committee:  W.  D. 
Matthews,  Chicago,  chairman;  V.  B,  Sellers,  Columbus.  Ohio;  Wm. 
A.  Stoney,  New  York;  M.  D.  Pierce,  E.  A.  Northey,  Boston;  A.  P. 
Stradling,  Philadelphia.  The  oflfice  of  the  secretary  is  at  71  Kilby 
Street,  Boston. 

FIRE  UNDERWRITERS'  UNION  (known  also  as  the  East- 
ern  Union)  was  organized  in  the  city  of  New  York  in  November, 
1893,  by  agency  fire  insurance  companies,  to  exercise  jurisdiction 
over  the  states  east  of  the  Mississippi  River  (excepting  those  within 
jurisdiction  of  the  Western  Union),  on  lines  similar  to  those  of 
the  Western  Union.  Only  executive  officers  or  managers  (in 
charge  of  not  less  than  one  state)  are  members  of  the  organiza- 
tion, and  there,  are  several  district  advisory  committees.  The  head- 
quarters of  the  Fire  Underwriters'  Union  are  at  the  rooms  of  the 
National  Board  of  Fire  Underwriters  in  the  city  of  New  York  (the 
Mutual  Life  Building,  32  Nass«iu  Street).  The  transactions  of  the 
organization  are  confidential. 

The  states  covered  by  the  Fire  Underwriters'  Union  are  Maine, 
New  Hampshire,  Vermont,  Massachu.setts,  Rhode  Island,  Connecti- 
cut, New  York,  New  Jersey,  Pennsylvania,  Delaware,  Maryland, 
Virginia,  North  Carolina,  South  Carolina,  Georgia,  Florida,  Ala- 
bama, Mississippi,  Louisiana,  Arkansas,  and  Texas,  with  the  District 
of  Columbia. 

FIRST  RUSSIAN  INSURANCE  COMPANY,  St.  Peters- 
burg, Russia.     Paul  E.  Rasor,  United  States  manager,  New  York. 

FISHER,  WALTER  I.,  formerly  secretary  and  rater  of  the  Min- 
nesota and  Dakota  Fire  Underwriters,  and  special  agent  for  the  Amer- 
ican Fire  Insurance  Company  of  Philadelphia,  was  born  at  Menasha, 
Wis.,  July  28,  1862.  He  was  educated  in  the  public  schools  and  col- 
lege, and  for  a  time  followed  the  vocation  of  farming.  He  then 
became  a  local  fire  insurance  agent  afterward  special  agent,  and 
still  later  w-as  appointed  to  his  present  position.  He  resigned  the 
position  of  secretary  May  i,  1908,  after  14  years  service  and  im- 
mediately assumed  personal  charge  of  inspection  and  rating  work 
in  Minnesota  and  North  and  South  Dakota,  and  on  July  i,  1908, 
the  Bureau  district  embracing  the  cities  St.  Paul,  Minneapolis, 
Duluth  and  Winona  came  under  his  personal  charge. 

• 

FISKE,  HALEY,  vice-president  of  the  Metropolitan  Life  In- 
surance Company  of  New  York,  was  born  at  New  Brunswick,  N.  J., 
March  t8,  1852.  He  was  prepared  at  that  place  for  Rutgers  Col- 
lege, which  he  entered  in  1867,  and  from  which  he  was  graduated  in 
1871,  at  the  age  of  nineteen  years.  His  first  vocation  after  grad- 
uation w^as  journalism,  which  he  abandoned  for  the  law.  He 
studied  in  the  office  of  Arnoux,  Ritch  &  Woodford,  with  whom  he 
subsequently  became  a  partner.  He  practiced  his  profession,  ap- 
pearing in  many  important  cases,  until  his  election  in  1891  to  the 
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vice-presidency  of  the  Metropolitan  Life,  of  which  he  had  for  some 
time  been  counsel.  Mr.  Fiske  has  devoted  himself  assiduously  to 
the  interests  of  this  great  and  beneficial  institution  since  he  became 
its  second  officer.    He  is  a  member  of  the  Bar  Association. 

FLITCRAFT,  ALLEN  J.,  life  insurance  author  and  publisher, 
was  born  at  Woodstown,  N.  J.,  May  14,  1854,  of  Quaker  parentage. 
He  was  educated  at  Bacon  Academy,  the  Friends*  School  at  Woods- 
town,  and  began  teaching  school  when  seventeen  years  of  age.  He 
continued  in  this  vocation  until  1878,  when  he  became  agent  for  the 
Provident  Life  and  Trust  Company  at  the  home  office  at  Philadel- 
phia. In  1882  he  established  the  Chicago  branch  of  the  company  as 
Illinois  general  agent.  He  has  published  a  number  of  works  on 
insurance,  one  of  which,  the  "Life  Insurance  Manual,"  is  issued 
annually.  He  also  issues  the  Life  Insurance  Courant,  a  regular 
monthly  publication. 

FLORIDA  ASSOCIATION  OF  LOCAL  FIRE  INSURAN'CE 
AGENTS  was  organized  at  a  meeting  held  in  Tampa  in  November, 
1905.  Officers  were  elected  as  follows:  President,  Walker  Ander- 
sen, Pensacola;  secretary  and  treasurer,  Marion  Prince,  Tampa. 
The  present  officers  elected  at  the  annual  meeting  in  April,  1910, 
are:  President,  Knowles  Hyer,  Pensacola;  vice-president,  D.  W. 
Davis;  second  vice-president,  J.  H.  Norton;  third  vice-president, 
S.  Y.  Way;  secretary  and  treasurer,  Walker  Anderson,  Pensacola; 
executive  conmiittee:  J.  A.  Norton,  W.  G.  Brown,  G.  P.  Morris, 
Charles  Murray,  Jr.,  L.  S.  Brown,  W.  W.  Nelson,  S.  Y.  Way,  W.  O. 
Stanley  and  W.  C.  Battey. 

FLORIDA  HOME  INSURANCE  COMPANY,  Marianna, 
Florida.  Organized  1906;  capital,  $120,000.  J.  H.  Carter,  president; 
H.  P.  Mulkey,  secretary. 

FLORIDA.  INSURANCE  SUPERVISION  IN,  1873-1910. 
The  laws  of  Florida  designate  the  state  treasurer,  comptroller,  and 
attorney-general,  who  are  elected  by  the  people  for  four  years,  as 
the  board  of  insurance  commissioners.  No  extra  compensation  is 
allowed,  except  a  fee  of  $5  to  the  state  treasurer  for  the  license  is- 
sued to  each  insurance  company  authorized  to  transact  business 
in  the  state. 

The  state  treasurers  since  the  passage  of  the  law  have  been : 

C.   H.    Foster,  .  .  1873-1877  Eduardo  J.  .Triay,  .  1891-1893 

W.    Gwynn,    .  .  .  1877-1881  Clarence  B.   Collins,  .  1893-1897 

H.  A.  I..  Engle,  .  .  1881-1 88s  Tames   B.    Whitfield,  .  1897-1903 

E.  S.   Crill,    .  .  i88«;-i889  William   V.    Knott,  .  1903- 

F.  1.    Pons,    .  .  .  1889-1891 

Mr.  Whitfield  was  rc-clcctcd  for  a  further  term,  beginning  Avith 
1901,  but  resigned  in  February,  1903,  and  was  succeeded  by  William 
V.   Knott,  who  is  tlie  present  state  treasurer. 

FLORIDA  LIFE  INSURANCE  COMPANY,  Jacksonville, 
Florida.     Organized  igoC;  capital,  $200,000.     M.  D.  Johnson,  presi- 
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dent;    W.    P.    Douglass,    secretary.     Assets,   $262,170.61;    liabilities, 
$247,832.92.  ^ 

FOLGER,  HERBERT,  assistant  general  agent  of  the  German- 
American,  and  Phcenix  of  Hartford  for  tlie  Pacific  coast  at  San 
Francisco,  is  the  son  of  Nantucket  parents,  but  was  born  at  San 
Francisco,  Cal.,  December  5,  1858.  He  was  educated  in  that  city, 
and  in  1875  entered  a  large  shipping  house  there.  He  continued  in 
mercantile  pursuits,  principally  in  connection  with  the  New  Zea- 
land trade,  until  July,  1888,  when  he  was  appointed  manager  of  the 
New  Zealand  Insurance  Company  for  the  Pacific  northwest,  with 
headquarters  at  Portland.  In  November,  1896,  Mr.  Folger  resigned 
his  position  of  manager  to  become  assistant  manager  of  the  Aachen 
and  Munich  Fire  in  San  Francisco,  and  in  May,  1898,  was  appointed 
manager  of  the  Phcenix  upon  the  resignation  of  Mr.  Arthur  E. 
Magill.  He  was  appointed  manager  for  the  New  Hampshire  Fire 
in  March,  1900.  In  1901  he  was  appointed  assistant  general  agent 
for  the  German- American,  German  Alliance,  Phoenix  of  Hartford, 
and  New  Hampshire  Fire  when  the  department  offices  of  these 
companies  were  consolidated  under  the  management  of  George  H. 
Tyson.  Mr.  Folger  has  taken  a  very  active  part  in  the  affairs  of 
the  Fire  Underwriters*  Association  of  the  Pacific,  and  has  been 
chairman  of  the  classification,  library,  and  executive  committees, 
and,  at  the  annual  meeting  of  the  association  in  February,  1896,  was 
elected  its  president. 

FQLK,  REAU  E.,  state  treasurer  and  ex  officio  insurance  com- 
missioner of  Tennessee,  was  born  at  Brownsville,  Tenn.,  September 
21,  1865.  He  was  educated  at  Wake  Forest  College,  North  Caro- 
lina, and  his  first  business  venture  was  in  the  field  of  journalism. 
For  eight  years  previous  to  his  election  to  his  present  position  he 
'was  clerk  of  the  house  of  representatives  of  Tennessee.  He  was 
elected  state  treasurer  in  1901,  was  again  elected  in  1903,  in  1905 
1907  and  1909. 

FOREIGN  BUSINESS  OF  AMERICAN  LIFE  INSURANCE 
COMPANIES.  The  following  is  a  statement  of  business  tranji- 
acted  in  foreign  countries  in  1909  by  life  insurance  companies  of 
the  United  States  reported  to  the  Cyclopedia  of  Insurance: 


Premiums 
Received. 

Claims 
Paid. 

Policies  in  Force, 
1909. 

Increase  in    1909. 

Companies. 

No. 

Amount. 

No. 

Amount. 

Equitable,    . . . 
Germania,    •  • . 

Mutual,    

New  York.   .. 

% 

2,687,101 

8,955.371 
21,736.543 

$ 

1,639,884 
4,939.33^» 
7,353,935 

.  35,7*<^»7 
105.033 
206.345 

% 

57.972.94^'' 
•234.265,498 

492.455,347 

1 

525 
•2,782 

I. .16  5 

$   

1.856,308 

•8.384,278 

5,074.550 

Totals,   .. 

$33,379,015 

$13,833,155 

$347,145 

$784.^'93.79i 

•  Decrease. 
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FOREIGN  FIRE  INSURANCE  COMPANIES— RECEIPTS 
FROM  AND  REMin  AXCKS  TO  HOME  OFFICES  IN  1909. 
[See  Receipts  from  and  Remittances  to  Home  Offices  of  Foreign 
Fire  Insurance  Companies.] 

FOREST  CITY  INSURANCE  COMPANY,  Rockford,  III. 
Organized  1874;  capital,  $200,000.  W.  F.  Barnes,  president;  A.  H. 
Sherratt,  secretary  and  manager. 

FORREST,  ALFRED  EDGAR,  vice-president  and  secretary  of 
the  North  American  Accident  Insurance  Company,  Chicago,  was 
born  in  Northumberland  county,  Canada,  April  22,  1863,  of  Scotch 
and  English  parentage.  He  received  a  common  and  high  school 
education.  His  boyhood  days  were  spent  on  a  farm,  and  at  the 
age  of  twenty  he  entered  the  insurance  business.  He  is  the  author  of 
the  present  Casualty  Law  of  Illinois,  passed  in  1899,  organized  the 
North  American  Accident  Insurance  Company  of  Chicago,  and  is 
also  a  member  of  the  executive  committees  of  the  International  As- 
sociation of  Accident  Underwriters  and  of  the  Detroit  Conference. 

FOSTER,  ALFRED  DWIGHT,  president  of  the  New  England 
Mutual  Life  Insurance  Company,  was  born  at  Worcester,  Mass., 
April  2^^  1852,  was  graduated  from  Harvard  University  in  1873, 
and  from  the  law  sdiool  of  the  Boston  University  in  1875.  He 
practiced  law  at  Boston  and  acted  as  counsel  for  the  New  England 
Mutual  Life  until  January,  1893,  when  he  was  elected  vice-president. 
He  was  elected  president  in  190)8. 

FOUSE,  L.  G.,  president  of  the  Fidelity  Mutual  Life  Insurance 
Company  of  Philadelphia,  was  born  in  Blair  county,  Pennsylvania, 
October  21,  1850.  In  1870  he  entered  the  life  insurance  business  in 
the  capacity  of  solicitor.  He  organized  the  Fidelity  Mutual  Life  in 
1878,  and  is  now  and  has  always  been  its  president.  Mr.  Fouse  is 
the  author  of  numerous  publications  on  life  insurance,  and  has 
-served  in  a  number  of  companies  as  consulting  actuary.  He  was  the 
first  in  this  country  to  formulate  a  plan  adapted  to  the  conditions 
as  they  exist  in  the  United  States,  based  on  the  actual  experience  of 
British  offices,  for  insuring  under-average  or  impaired  lives,  and  was 
the  first  to  compile  tables  from  the  records  of  the  War  Department 
of  the  United  States  Government  of  the  army  officers'  mortality  ex- 
perience (1828  to  1893),  including  and  excluding  war  hazards.  He 
is  a  member  of  a  number  of  scientific  organizations,  through  which  he 
has  contributed  articles  of  special  interest  with  reference  to  tlie 
economic  and  ethical  features  of  life  insurance.  Mr.  Fouse  is  aLso  a 
member  of  the  executive  committee  of  the  Association  of  Life  In- 
surance Presidents.      [See  Cyclopedia  for  1898-9  and  1899-1900.] 

FOWLER.  EDGAR  C,  superintendent  of  agencies  of  the  State 
Mutual  Life  Insurance  C(>nii)'iny,  Worcester,  M:iss.,  began  his  busi-. 
ness  career  in  life  insurance,  and  after  receiving  a  public  school  edu- 
cation accepted  a  position  in  the  office  of  the  Hartford  Life  Insur- 
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ance  Company  in  1889.  He  was  born  in  Hartford,  Conn.,  April  16, 
1873.  The  field  offering  larger  opportunity  to  him  than  office  work 
he  became  a  solicitor  in  1895,  and  in  1899  he  entered  the  service  of 
the  Connecticut  General  Life  insurance  Company  as  home  office 
special  agent.  Four  years  later  the  company  appointed  him  general 
agent  for  Western  New  York  with  headquarters  at  Buffalo.  He 
has  been  an  officer  of  the  Buffalo  Association  of  Life.  Underwriters 
and  active  in  its  affairs,  and  was  also  a  member  of" the  committee 
representing  the  Life  Underwriters'  Associations  of  New  York  state 
before  the  Armstrong  investigating  committee.  Me  was  elected  to 
his  present  position  in  November,  1908. 

FOWLER,  JOHN  A.,  insurance  journalist,  is  a  native  of  the 
city  of  Baltimore,  Md.,  and  began  his  career  in  insurance  journalism 
^n  his  youth,  in  1856,  as  associate  editor  of  TucketVs  Monthly  Insur- 
ance Journal,  the  first  regular  insurance  periodical  published  in  the 
United  States,  its  place  of  issue  being  Philadelphia,  which  has  been 
the  home  of  Mr.  Fowler  since  that  time.  He  founded  the  American 
Exchange  and  Review  in  1862  as  a  journal  of  finance,  insurance, 
manufactures,  etc.,  but  in  the  course  of  a  few  years  limited 
its  scope  to  insurance  economics,  of  which  it  has  been  for  a  quarter 
of  a  century  a  leading  exponent.  Associated  with  him  during  the 
greater  part  of  that  time  was  the  late  J.  H.  C.  Whiting  as  pub- 
lisher. Mr.  Fowler  is  the  author  of  several  valuable  works  on  in- 
surance, among  which  may  be  mentioned  the  "Pennsylvania  Insur- 
ance Handbook,"  published  in  i860,  and  the  "Pennsylvania  Insur- 
ance Digest,"  published  in  1868.  But  his  magnum  opus  is  his 
"History  of  Insurance  in  Philadelphia  for  Two  Centuries,"  pub- 
lished in  1888,  which  is  substantially  a  history  of  insurance  in  the 
United  States,  a  work  of  great  research  and  erudition.  Mr.  Fowler 
retired  from  active  journalism  January  i,  1909. 

FRANKEL,  LEE  K,,  assistant  secretary  of  the  Metropolitan 
Life  Insurance  Company  and  manager  of  its  industrial  department, 
was  born  in  Philadelphia,  Pa.,  August  13,  1867.  He  was  educated 
in  the  public  schools  and  Rugby  Academy,  and  the  University  of 
Pennsylvania,  from  which  he  graduated  in  1887,  and  engaged  in  the 
practice  of  chemistry.  He  was  appointed  manager  of  the  industrial 
department  of  Metropolitan  Life  in  1909.  and  elected  assistant  secre- 
tary in  March,  1910.  He  is  a  member  of  the  board  of  estimates  and 
the'  commission  on  teachers*  salaries,  New  York  city;  manager  of 
the  United  Hebrew  charities,  and  was  appointed  by  the  Russell  Sage 
Foimdation  to  study  workingmen's  insurance  in  Europe. 

FRANKFORT  MARINE,  ACCIDENT,  AND  PLATE  GLASS 
INSURANCE  COMPANY  of  Frankfort-on-the-Main,  Germany. 
C.  H.  Franklin,  United  States  manager.  New  York. 

FRANKLAND,  FREDERICK  W.,  F.  I.  A.,  the  associate  ac- 
tuary of  the  New  York  Life  Insurance  Company,  was  born  April  18, 
1854,  at  Manchester,  England,  and  is  the  son  of  the  late  Sir  Edward 
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Frankland,  K.  C.  B.,  of  the  British  Government  School  of  Mines 
and  of  the  Royal  Institution  of  Great  Britain  and  Ireland.  Mr. 
Frankland  was  educated  at  University  College,  London,  and  was 
private  assistant  in  his  father's  chemical  laboratory  in  the  science 
and  art  department  at  South  Kensington.  He  entered  the  New 
Zealand  civil  service  as  a  cadet  in  1876,  was  actuary  of  the  New  Zea- 
land Friendly.  Societies'  Registry  office,  1878  to  1890;  actuary  of  the 
New  Zealand  tjovernment  Insurance  Department,  1884;  government 
actuary  and  statist,  1886;  government  insurance  commissioner  of 
New  Zealand,  1889;  assistant  actuary  of  the  Atlas  Assurance  Com- 
pany of  London,  1890;  New  Zealand  Government  delegate  to  the 
International  Congress  of  Hygiene  and  Demography  at  London,  1891 
Was  appointed  associate  actuary  of  the  New  York  Life  in  1893. 
Having  inherited  a  substantial  fortune  from  his  father,  he  resigned 
his  appointment  in  1902  and  returned  to  live  in  New  Zealand,  where 
he  is  engaged  in  studying  the  new  labor  laws  and  labor  condition.s 
of  that  colony,  and  also  on  original  researches  in  connection  with 
the  philosophical  foundations  of  mathematics.  Mr.  Frankland  is  a 
member  of  the  Institute  of  Actuaries  and  the  Actuarial  Society  of 
America,  and  a  fellow  of  the  Royal  Statistical  Society  of  London. 

FRANKLIN  FIRE  INSURANCE  COMPANY  of  Philadelphia. 
Chartered  1829;  capital,  $500,000.  Alfred  E.  Duncan,  president; 
Edgar  P.  Luce,  secretary. 

FRANKLIN  FIRE  INSURANCE  COMPANY,  Washington, 
D.  C.  Organized  1818;  capital,  $200,000.  John  A.  Kelly,  presi- 
dent; W.  P.  Young,  secretary. 

FRANKLIN  INSURANCE  COMPANY,  Wheeling,  W.  Va. 
Organized,  1862;  reorganized  1883;  capital,  $200,000.  J.  N.  Vance, 
president;  Alfred  Paull,  secretary. 

FRANKLIN  LIFE  INSURANCE  COMPANY,  Springfield,  111. 
Organized  1884.    Edgar  S.  Scott,  president;  Henry  Abels,  secretary. 

FRATERNAL  BENEFICIARY  ORDERS.  [For  a  description 
of  their  general  plans  and  purposes  see  Cyclopedia  of  Insurance 
for  i897-9i8.]  These  organizations  are  in  theory  formed  and  carried 
on  for  the  sole  benefit  of  their  members  and  their  beneficiaries,  and 
not  for  profit.  They  have  a  lodge  system,  with  ritualistic  work 
and  representative  form  of  government.  They  make  provision  for 
payment  of  benefits  in  case  of  death  by  assessments  or  dues  col- 
lected from  their  members.  Some  also  provide  for  the  payment  of 
benefits  in  case  of  sickness,  or  temporary  physical  disability  as  a 
result  either  of  disease,  accident,  or  old  age. 

The  principle  of  co-operation  is  the  corner-stone  of  these  or- 
ganizations. In  its  simplest  expression  it  involved  the  collection 
on  the  death  of  a  member  of  a  uniform  sum  from  each  of  the  sur- 
vivors, and  the  payment  of  the  total  thus  gathered  to  the  beneficiary 
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of  the  deceased.  The  labor  of  making  the  collection  was  given  as 
a  fraternal  act  by  a  brother  chosen  for  the  office.  The  election  of 
a  new  member  to  fill  the  place  of  the  deceased  was  supposed  to  be 
sufficient  to  secure  a  imiform  benefit,  and  perpetuate  the  life  of  the 
order.  The  principle  found  expression  in  the  guilds  or  confraterni- 
ties of  Europe  as  early  as  the  eleventh  century.  But  this  primi- 
tive form,  though  holding  the  basic  principle  of  all  fraternalism, 
was  long  since  outgrown.  The  principle,  however,  is  of  abiding 
value  to  mankind.  It  found  congenial  soil  in  the  Masonic  organi- 
zations and  in  the  order  of  Odd  Fellows  before  it  was  developed 
into  the  fraternal  beneficiary  orders  of  the  present  day. 

The  first  man  who  recognized  the  possibilities  of  its  broader 
application,  and  embodied  it  in  a  fraternal  order,  was  John  Jordan 
Upchurch,  who  founded  upon  it  in  1868  the  Ancient  Order  of 
United  Workmen.  It  was  he  who  adapted  the  lodge  system  and 
ritualistic  work  to  co-operative  relief  on  a  large  scale.  Since  he 
blazed  the  way  many  orders  have  appeared,  differing  somewhat  in 
the  amount  of  benefit  and  rate  of  assessment  and  in  the  method 
of  collecting  and  disbursing  the  funds,  but  retaining  the  lodge  sys- 
tem and  social  or  fraternal  features. 

During  the  decade  from  1880  to  1890  the  multiplication  of  these 
orders  in  the  United  States  was  most  prolific.  The  eleventh  census 
reported  that  on  December  31,  1889,  there  were  in  the  United  States 
298  orders  with  40,342  subordinate  branches  or  lodges. 

The  number  of  these  orders  afterwards  decreased.  Of  the  sur- 
vivors nearly  all  of  the  oldest  and  most  vigorous  now  belong  to  the 
National  Fraternal  Congress,  which  numbered  at  the  annual  meet- 
ing at  Buffalo,  N.  Y.,  in  August,  1909,  fifty-five  separate  orders, 
with  a  total  membership  at  the  close  of  1908  of  3,29)5,590.  These 
orders  during  the  year  1908  paid  benefits  of  $48,521,623.84.  They 
had  at  the  close  of  that  year  $4,121,017,495  in  force.  The  member- 
ship in  the  Associated  Fraternities  of  America,  representing  the 
younger  orders,  at  the  close. of  1908,  had  a  total  membership  of 
1,343,247.  These  orders  during  i9oi8  paid  benefits  of  $15,045,022.75, 
and  had  $1,518,482,414  in  force. 

Nearly  all  the  orders  organized  prior  to  1895,  on  the  old  assess- 
ment lines,  having  found  that  with  growing  mortality  their  original 
rates  were  inadequate,  have  made  radical  changes  in  their  methods. 
No  uniform  plan  prevails  with  all,  but  the  general  principal  adopted 
is  the  collection  of  greater  rates,  the  advance  being  made  each  suc- 
cessive year  according  to  age,  or  at  longer  stated  periods.  The  post 
mortem  mode  of  collecting  premiums  has  also  been  abandoned 
by  many,  and  payments  at  the  beginning  of  the  policy  year  substi- 
tuted. The  National  Fraternal  Congress  in  1899  adopted  the  form 
of  a  legislative  act,  the  purpose  of  which  was  to  enforce  rates  and 
rules  that  will  enable  the  orders  to  meet  their  engagements  with 
members  at  maturity.  This  act  has  been  introduced  in  a  number  of 
state  legislatures,  and  has  been  adopted  in  several.  During  1904, 
1905,  1906  and  1907,  a  number  of  the  orders  revised'' their  rates,  or 
took  steps  to  that  end,  but  the  question  of  a  table  of  mortality  on 
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which  to  base  adequate  rates  is  still  a  question  of  debate  among  the 
orders,  and  the  question  of  proper  legislative  measures  to  regulate 
fraternals  has  been  a  matter  of  discussion  between  representatives 
of  the  orders  and  a  committee  of  the  insurance  commissioners'  con- 
vention at  various  times. 

FRATERNAL  BENEFICIARY  ORDERS,  STATES  RE- 
QUIRING STATEMENTS  FROM.  The  fraternal  orders  are  re- 
quired to  return  annual  statements  in  the  following  states: 

Arkansas,  Colorado,  Connecticut,  Delaware,  District  of  Columbia,  Georgia, 
Idaho,  Illinois,  Indiana,  Iowa,  Kansas,  Maine,  Maryland,  Massachusetts, 
Michigan,  Minnesota,  Mississippi,  Missouri,  Nebraska,  New  Hampshire, 
New  Jersey,  New  York,  North  Carolina,  North  Dakota,  Ohio.  Oklahoma,^  Penn- 
sylvania, South  Carolina^  South  Dakota,  Tennessee,  Texas,  Vermont,  Virginia, 
Washington,  Wisconsin,  Wyoming,  Louisiana,  West  Virginia,  Utah. 

In  the  following  states  fraternal  orders  are  exempted  from  ren- 
dering statements  to  the  authorities: 

California,  Florida,  Kentucky,  Oregon,  Rhode  Island. 

FRATERNAL  BENEFICIARY  SOCIETIES  AND  ORDERS. 
The  following  are  the  principal  organizations  of  this  class  and 
the  latest  reported  number  of  their  members  in  the  United  States 
and  Canada: 


Odd   Fellows,        .... 

Free   Masons,       .... 

Mtxlern   Woodmen  of  America,     . 

Kni(7hts  of  Pythias, 

Ancient  Order  of  United  Workman, 

Kni>5fats  of  the   Maccabees, 

Improved  Order  of  Red  Men, 

Royal   Arcanum,  . 

Foresters  of  America, 

Independent  Order  of   Foresters, 

Woodmen  of  the  World, 

Benevolent  and  Protective  Order  of  Elk 

Ancient  Order  of  Hibernians, 

Ladies  of  the  Maccabees, 

Junior  Order  of  United  American   Mechanics, 

Knights  of  the  Modern   Maccabees, 

Knights   of   Columbus,  .  .       _ 

Ladies   Catholic   Benevolent   Association, 

Knights  and  Ladies  of  Honor, 

Knights  of  the   Golden   Eagle, 

Tribe  of  Ben   Hur, 

National    Union, 

Order  of    Eagles, 

Court   of   Honor, 

Catholic  Mutual  Benevolent  Association, 

Improved  Order  of   Ileptasophs, 

Protected    Home    Circle, 

Knii'hts   of    Honor, 

United  Order  of  American  Mechanics, 

Brith    Abraham    Order, 

Ancient  Order  of  Foresters,^ 

Brotherhood   of  American    Yeoman, 

Order   of  Gleaners. 

Sons    of    Temperance, 

New   England  Order  of  Protection, 


$1,441,403 
i,309,^>97- 
1,952.673 
703,804 
210,000 
283,998 
475.450 
241,812 
231,996 
239,7x6 

,  439.285 
304,899 
250,000 
152,909 
201,897 

107.737 

227.723 

III  ,099 

91,000 

86,668 

107,903 

62.442 

312,847 

64,224 

60,267 

76,287 

66,940 

41,116 

31,850 

61,389 

41,1 16 

104,175 
60,686 

34.879 
57.137 
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Independent  Order  of  B'nai  B'rith,                                                           .  35ii64 

Knights   of    Malta,        .........  30,000 

Independent  Older  of  Kechabites,         ......  491,000 

Eastern   Star,   Order  of         .......          .  402,379 

Smaller  organizations,            ........  414,058 

Total,  ..........     $11,720,215 

FREEHOLDERS  INSURANCE  COMPANY,  Topeka,  Kan- 
sas. Organized  1904;  capital,  $200,000.  Thomas  Page,  president; 
G.  A.  Bailey,  secretary. 

FRELINGHUYSEN,  FREDERICK,  president  of  the  Mutual 
Benefit  Life  Insurance  Company,  is  a  native  of  Newark,  N.  J., 
where  he  was  born  in  1849,  *i"d  is  the  son  of  Frederick  T.  Freling- 
huysen,  secretary  of  state  of  the  United  States  in  President  Arthur's 
cabinet.  He  was  graduated  from  Rutgers  College,  N.  J.,  in  1868, 
and  practiced  law  in  Newark  until  elected  president  of  the  Howard 
Saving  Institution  of  Newark  in  1887,  and  >  has  been  prominently 
connected  with  large  financial  affairs  in  New  Jersey.  Mr.  Freling- 
hiiysen  became  a  director  of  the  Mutual  Benefit  Life  in  1890,  and 
was  elected  president  on  the  resignation  of  Amzi  Dodd  in  1902. 

FRICKE,  WILLIAM  A.,  M.D.,  ex-commissioner  of  insurance 
of  Wisconsin,  was  born  in  the  city  of  New  York,  May  15,  1857.  He 
had  a  college  education  and  is  a  graduate  in  medicine,  and  has  also 
practiced  law,  and  is  a  Fellow  of  the  American  Institute  of 
Actuaries.  Dr.  Fricke  was  the  candidate  for  commissioner  of 
insurance  on  the  Republican  state  ticket  in  1894,  was  elected  to  suc- 
ceed Commissioner  Root  in  January,  1895,  and  was  re-elected  in 
180').  He  was  the  first  commissioner  to  adopt  the  Gain  and  Loss 
Exhibit  in  1895  and  published  such  Exhibit,  for  that  year  and  for 
each  year  while  in  office,  in  the  Wisconsin  Reports  of  all  Companies 
transacting  business  in  that  state.  He  was  appointed  by  the  legisla- 
ture of  Wisconsin,  in  1895,  chairman  of  the  commission  to  revise  the 
insurance  laws  of  the  state.  In  this  revision  appeared  the  first  de- 
mand for  an  annual  apportionment  and  accounting  of 
deferred  dividend  accumulations.  In  October,  1898,  a 
few  months  before  the  conclusion  of  his  term  of 
office  of  insurance  commissioner,  he  resigned  to  accept  the  New 
York  metropolitan  general  agency  of  the  Union  Central  Life  In- 
surance Company  of  Cincinnati.  As  a  result  of  the  National  Con- 
vention of  Insurance  Commissioners  held  in  Milwaukee  in  Septem- 
ber, 1898,  which  was  arranged  by,  and  of  which  he  was  vice-presi- 
dent. Dr.  Fricke  early  in  1899  issued  "Insurance:  a  Text-book," 
being  a  compilation  of  the  essays  delivered  at  the  convention.  He 
has  also  written  and  delivered  many  addresses  on  correct  methods 
in  life  insurance  and  supervision;  some  of  which  favorable  mention 
has  been  made  are:  "The  Limitations  of  Assessment  Life  Insurance," 
"There  is  but  One  System  of  Life  Insurance,"  "The  Discretionary 
Powers  of  an  Insurance  Commissioner,"  and  "Success  in  the  Life 
Insurance     Field."       In     1902     he     wrote     an     extensive     treatise 
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on  **'l  he  Law  of  Distribution  of  Surplus  of  Life  Insurance 
Companies,"  which  was  widely  discussed.  At  the  National  Conven- 
tion of  Insurance  Commissioners  in  1899  the  commissioners  elected 
him  an  honorary  member.  He, was  president  of  the  Wisconsin  So- 
ciety of  New  York,  1902- 1903.  He  resigned  the  New  York  general 
agency  of  the  Union  Central  Life  in  1905,  and  was  engaged  as  coun- 
sel before  the  Wisconsin  Legislative  Insurance  Committee  in  19D6 
and  1907,  and  in  1909  was  elected  vice-president  and  general  manager 
of  the  Great  Northern  Life  Insurance  Company  of  Wausau,  Wis- 
or»n  «in. 
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GAGE,  WILLIAM  T.,  general  agent  for  Michigan  of  the  North- 
western Mutual  Life  Insurance  Company,  was  born  in  the  state  of 
New  York  March  i6,  1844.  He  is  a  graduate  of  Dartmouth  College, 
and  while  still  an  undergraduate  served  in  the  army,  returning  after 
the  term  of  his  enlistment  expired  and  completing  his  course.  After 
graduation  he  followed  teaching  as  his  profession  until  1883.  Ht- 
was  successively  president  of  the  Highland  University,  professor  in 
the  State  University  of  Kansas,  and  principal  of  the  Hartford  Female 
Seminaf'y.  He  entered  the  life  insurance  business  as  general  agent 
of  the  TEina,  Life  for  Michigan,  and  this  position  he  held  until  1889, 
when  he  resigned  to  accept  the  general  agency  for  the  Northwestern 
Mutual  in  the  state  of  Michigan.  He  was  president  of  the  Michi- 
gan Life  Insurance  Agents  Association  in  1890-91. 

GALACAR,  CHARLES  E.,  vice-president  of  tlie  Springfield 
Fire  and  Marine  Insurance  Company,  is  a  native  of  Boston,  Mass., 
where  he  was  born  September  17,  1845.-  He  was  educated  at  the 
grammar  and  high  schools  of  Boston,  and  his  first  business  connec- 
tion was  with  a  Boston  and  New  York  East  India  importing  house. 
He  entered  the  fire  insurance  business  as  special  agent  of  the  Na- 
tional Fire  of  New  York,  and  traveled  for  the  company  in  the 
eastern  and  middle  states.  On.  June  i,  188 1,  he  became  special 
agent  of  the  Phoenix  of  Hartford  for  eastern  New  England,  with 
headquarters  at  Boston.  On  March  10,  1888,  Mr.  Galacar  was  made 
assistant  secretary  of  the  company  and  removed  to  Hartford.  He 
was  elected  second  vice-president  February  2,  1891,  and  continued 
with  the  Phoenix  in  that  capacity  until  he  retired  from  its  service 
October  i,  1896,  to  take  the  vice-presidency  of  the  Springfield  Fire 
and  Marine. 

GALLAGHER,  THOMAS  E.,  general  agent  of  the  western 
department  of  the  i^tna  Insurance  Company,  Chicago,  was  born  at 
Dansville,  N,  Y.,  July  31,  184&  He  was  educated  in  the  common 
schools,  and  began  his  business  career  in  mercantile  pursuits.  He 
was  a  local  agent  at  Elmira,  N.  Y.,  in  the  early  eighties,  and  in 
r886  became  special  agent  for  New  York  state  for  the  Washington 
Fire  and  Marine  Insurance  Company.  Two  years  later  he  was  ap- 
pointed special  .igcnt  for  the  Continental  in  New  York  state  and 
subsequently  general  agent.  In  1894  he  was  appointed  special  agent 
for  the  ittna  Insurance  Company  in  New  York  state,  and  in  1897 
he  became  associated  with  N.  £.  Keeler  as  general  agent  for  the 
western  department  of  the  i^tna,  with  headquarters  at  Cincinnati, 
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Ohio.  He  was  elected  president  of  the  Fire  Underwriters  Associa- 
tion of  the  Northwest  at  the  meeting  in  1904,  and  was  president  of 
the  Underwriters'  Association  of  New  York  state  in  1891-92,  and 
vice-president  of  the  Western  Union  in  1906-07.  January  i,  i9oi8, 
he  succeeded  Keeler  &  Gallagher  as  general  agent,  western  branch, 
/Etna  Insurance  Company,  which  was  on  June  i,  1908,  removed  to 
Chicago. 

GAMMONS,  CHARLES  W.,  life  underwriter,  was  born  at  Co- 
hasset,  Mass.,  in  1865.  He  was  educated  in  the  public  schools  and 
is'a  graduate  of  the  English  High  School,  Boston.  In  1883  he  en- 
tered the  service  of  James  T.  Phelps,  general  agent  for  Boston  of 
the  National  Life  of  Montpelier,  as  a  clerk.  He  was  admitted  on 
October  I,  1897,  to  partnership  with  Mr.  Phelps  and  J.  Howard  Ed- 
wards, under  the  firm  name  of  James  T.  Phelps  &  Co.,  state  agents 
of  the  National  Life.  He  has  been  a  member  of  the  executive  com- 
mittee of  the  Boston  Life  Underwriters*  Association  for  several 
years,  was  vice-president  in  1899,  and  president  in  1900,  and  is 
vice-president  of  the  Cohasset  Savings  Bank,  a  director  of  the 
United  States  Trust  Company  of  Boston,  and  a  director  of  the 
National  Life  Insurance  Company  of  Montpelier,  Vt. 

GANSE,  FRANKLIN  W.,  Agency  vice-president  of  The 
Cohtnibian  National  Life  Insurance  Comp«iny  of  Boston,  is  a 
native  of  New  York  city,  where  he  was  born  May  31,  1859. 
He  was  educated  in  the  New  York  public  schools,  St.  Louis  high 
school,  and  St.  Louis  law  school,  and  engaged  in  the  practice  of  law 
in  Chicago.  He  was  Chicago  manager  and  supervisor  of  the  cen- 
tral department  of  the  Columbian  National  Life  when  appointed  to 
his  present  position  in  1905. 

GARDNER.  WILLIAM  I,  vice-president  and  general 
manager,  Commercial  Casualty  company  of  Newark,  N.  J.,  is 
a  native  of  Wisconsin,  where  he  was  born,  of  America»i 
parentage.  August  14,  i8(ig.  He  was  educated  in  the  pub- 
lic and  high  schools,  and  studied  law.  He  began  his  insurance 
career  with  the  Fidelity  and  Casualty  Company  in  Chicago  in  1898, 
and  three  years  later  was  appointed  resident  manager  at  Chicago  for 
the  New  Amsterdam  Casualty  Company.  In  1904  he  received  the 
appointment  of  manager  of  the  western  department  of  the*  i^tna 
Life  with  headquarters  at  San  Francisco,  and  retained  that  position 
until  IQ06.  when  he  was  appointed  resident  secretary  of  the  accident 
and  liahih'ty  department  of  the  A'Ann  Life  in  New  York  city,  and 
rcsij^ncd  January   i.   TO  10.  to  accept  his  present  position. 

GASTON,  GEORGE  H.,  second  vice-president  of  the  Metro- 
politan Life  Insurance  Company  of  New  York,  was  born  at  Newark. 
N.  J.,  April  II,  1858.  After  a  public  school  education  he  entered, 
at  the  age  of  sixteen,  the  service  of  the  Prudential  of  Newark,  where 
he  learned  the  industrial  system  of  life  insurance.  He  became  iden- 
tified with  the  Metropolitan  Life  as  office  clerk  in   1879,  was  pro- 
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moted  to  head  clerk,  was  elected  secretary  in  January,  189 1,  was 
elected  a  director  at  the  annual  meeting  of  the  stockholders,  April 
12,  1892,  and  at  the  next  regular  meeting  of  the  board  of  directors 
on  April  26,  1892,  was  elected  second  vice-president.  He  was  then 
thirty-four  years  old.  Holding  the  offices  of  secretary  and  second 
vice-president  until  May  17,  1894,  he  then  resigned  the  secretaryship, 
and  has  since  continued  as  second  vice-president. 

GAY,  EDWARD  S.,  southern  manager  for  the  Insurance  Com- 
pany of  North  America,  the  Philadelphia  Underwriters,  and  Al- 
liance Insurance  Company,  with  headquarters  at  Atlanta,  was  born 
in  1846,  and  while  a  mere  boy,  the  war  breaking  out,  entered  the 
Confederate  service.  He  came  out  of  the  war  with  a  captain's  com- 
mission, being  then  only  eighteen  years  of  age.  He  turned  his  at- 
tention to  insurance,  and,  in  1869,  went  to  Dallas,  Texas,  where  he 
did  a  successful  business  as  a  local  agent  and  adjuster.  In  1872  he 
was  appointed  Texas  state  agent  for  the  Insurance  Company  of 
North  America.  Remaining  there  until  1875,  he  was  called  by  the 
company  to  Atlanta  to  take  charge  of  its  business  in  the  south  as 
general  manager.  In  -1897  he  was  appointed  southern  manager  of 
the  Philadelphia  Underwriters,  and  in  1905  southern  manager  for 
the  Alliance  Insurance  Company  of  Philadelphia.  Captain  Gay  was 
one  of  the  originators  of  the  Sout)i  Eastern  Tariff  Association,  of 
which  organization  he  was  elected  president  in  1898,  and  re-elected 
in  1899.  He  is  an  orator  of  unusual  gifts,  and  has  taken  an  active 
part  in  the  discussion  of  insurance  matters  in  the  south. 

GELDERT,  HOWARD,  managing  editor  of  the  Insurance 
Herald  of  Atlanta,  Ga.,  is  a  native  of  Windsor,  Nova  Scotia,  and 
is  of  English  descent.  He  was  born  on  December  9,  1866,  and  re- 
ceived his  education  in  the  public  schools  of  his  home  town.  In 
April,  1886,  Ke  came  to  the  United  States  and  for  nearly  fifteen 
years  was  engaged  <in  manufacturing  and  mercantile  lines  in  Boston, 
Mass.  He  entered  insurance  journalism  in  January,  1901,  becoming 
associated  with  his  brother,  Louis  N.  Geldert,  on  the  Insurance 
Herald,  and  on  the  removal  of  the  Herald  to  Atlanta,  in  November 
of  the  same  year,  w^as  made  business  manager.  Upon  the  retire- 
ment of  Louis  N.  Geldert  from  active  management  of  the  Herald, 
in  January,  1907,  Howard  Geldert  was  placed  in  direct  charge  of 
the  Atlanta  office. 

GENERAL  ACCIDENT,  FIRE  AND  LIFE  ASSURANCE 
CORPORATION,  LIMITED,  of  Perth,  Scotland.  Organized  in 
1 891 ;  entered  the  United  States  in  1899.  Franklin  J.  Moore,  United 
States  manager;  C.  H.  Boyer,  industrial  department  manager; 
Walter  E.  Hoag,  liability  department  manager. 

GENERAL  ADJUSTMENT  BUREAU  was  organized  at  a 
meeting  of  company  officers  held  in  New  York  in  November,  1905. 
It  is  an  incorporated  body,  and  its  purposes  are  to  adjust  losses  and 
to   have  general   charge  over  adjustment  of   losses   in   the   larger 
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eastern  cities.  Frank  Lock,  manager  of  the  Atlas,  was  elected  presi- 
dent, and  C.  D.  Dun  lop,  vice-president  of  the  Providence-Washing- 
ton, vice-president.  An  executive  committee  was  also  elected  as 
follows:  E.  H.  A.  Correa,  Home,  chairman;  Henry  Evans,  Conti- 
nental; Edward  Milligan,  Phoenix;  Henry  W.  Eaton,  Liverpool 
and  London  and  Globe,  and  C.  F.  Shallcross,  Royal.  W.  J.  Greer 
is  manager  of  the  bureau,  with  headquarters  in  New  York.  At  the 
nniuial  meeting  in  1910,  E.  H.  A.  Correa,  of  the  Home,  was  elected 
president,  and  C.  D.  Dunlop  of  the  Providence-Washington  was 
re-elected  vice-president :  N.  R.  Bassett  is  secretary.  The  board  of 
directors  elected  was  as  follows:  A.  H.  Wray.  C.  D.  Dunlop,  Edward. 
Milligan,  Henry  Evans,  E.  H.  A.  Correa,  G.  B.  Edwards,  Henry  W. 
Eaton.  E.  C.  Irvin  and  Cecil  F.  Shallcross. 

GENERAL  INSURANCE  COMPANY,  THE  (marine),  of 
Dresden,  Saxony.    Jacob  Bertschmann,  attorney,  New  York. 

GENERAL  MANAGERS'  ASSOCIATION  OF  THE  PHCE- 
NIX  MUTUAL  LIFE  INSURANCE  COMPANY  was  organized 
in  May,  1904,  and  Jules  Girardin  was  elected  president,  James  S. 
Norris,  vice-president,  and  Will  A.  Waite, -^Detroit,  secretary.  At 
the  annual  meeting  held  in  Chicago  in  June,  1909,  officers  were 
elected  as  follows:  President,  H.  H.  Kohn,  Albany,  N.  Y. ;  vice- 
president  George  L.  McDonald,  Louisville;  secretary-treasurer.  Will 
A,  Waite,  Detroit.  The  association  had  not  held  a  meeting  in  1910 
and  the  above  officers  hold  over. 

GEORGIA  ASSOCIATION  OF  LIFE  INSURERS  was  or- 
ganized by  life  insurance  agents  at  Atlanta,  October  12,  1892. 
Thomas  Peters  was  the  first  president,  and  Clarence  Angier  the 
first  secretary.  The  present  officers  and  executive  committee,  who 
were  elected  at  the  annual  meeting  in  March,  1910,  are:  Presi- 
dent. J.  M.  Skinner,  Prudential ;  vice-president,  Alfred  C.  Newell, 
Columbian  National;  secretary  and  treasurer. <  George  M.  Hope, 
National  Life  of  Vermont;  executive  committee:  W.  E.  Hawkins, 
R.  F.  Shcddcn,  R.  L.   fMircman,  Oscar  Palmour  and  H.  M.  Willet. 

GEORGIA  LOCAL  UNDERWRITERS'  ASSOCIATION  was 
organized  in  March,  1898,  with  F.  W.  Cole,  president,  and  W.  P. 
Calloway,  secretary.  At  the  annual  meeting,  hold  in  Augusta, 
in  M:iy,  1910,  the  following  officers  were  elected :  President,  Morris 
Harris,  Macon;  vice-president,  W.  M.  Fulcher;  second  vice-presi- 
dent, D.  I.  MacTntyre;  secretary-treasurer.  F.  B.  West.  Macon; 
executive  committee:  W.  L.  Wilson,  A.  I).  Tobin.  F.  G.  Lumpkin, 
E.  J.  Blackshear.  W.  V.  Bell.  Mr.  Ticknor,  C  C  llatclier. 

GEORGIA  HOME  INSURANCE  COMPANY.  THE.  Colum- 
bus, Ga.  Orj^anizod  \i<^():  capital,  $300,000.  Rhodes  Browne, 
president;  William  C.  Coart,  secretary. 

GEORGIA,  IXSURAN'CE  SUPERVISION  IX.  1869-1910. 
The  act  creating  an  insurance  department  in  Georgia  was  approved 
March    19,    1869,   the   comptroller-general   behig   charged   with    the 
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duties  of  supervision  as  insurance  commissioner  ex  officio.  The  offi- 
cials, who  are  elected  by  the  people  for  a  term  of  four  years,  have 
been:  Madison  Bell,  1869-1873;  W.  L.  Goldsmith,  1873;  William 
A.  Wright,  appointed  September  20,  1873,  to  fill  vacancy,  and  elected 
for  full  term  October,  1880,  and  re-elected  for  each  term  since. 

GERMAN  ALLIANCE  INSURANCE  COMPANY  of  New 
York  was  organized  in  May,  1896.  The  officers  are:  William  N. 
Kremer,  president;  Charles  G.  Smith,  secretary;  Charles  H.  Coffin 
and  Edwin  M.  Cragin,  assistant  secretaries.  W.  IT.  Sage  is  the 
manager  of  the  western  department  at  Chicago,  J.  C.  Ingram  as- 
sistant manager,  W.  L.  Lerch  second  assistant  manager."  George 
H.  Tyson  is  general  agent  of  the  Pacific  department  at  San  Fran- 
cisco, Herbert  Folger  assistant  general  agent.  The  company  does 
agency  business  thoroughout  the  United  States.  Capital  $400,000, 
and  net  surplus,  December  31,  1909,  $630,830.  The  directors  are: 
Charles  F.  Ackermann,  John  Claflin,  Ralph  L.  Cutler,  Ix)uis  F. 
Dommerich,  Otto  L.  Dommerich,  Eustis  L.  Hopkins,  William  N. 
Kremer,  Woodbury  Langdon,  Lowell  Lincbln,  George  W.  Perkins, 
Henry  C.  Ward,  Louis  Windmiiller. 

GERMAN-AMERICAN  FIRE  INSURANCE  COMPANY, 
Washington,  D.  C.  Organized  1873;  capital,  $100,000.  Herman 
Gasch,  president;  H.  H.  Bergmann,  secretary.  * 

GERMAN-AMERICAN  FIRE  INSURANCE  COMPANY, 
Baltimore,  Md.  Organized  1880;  capital,  $200,000.  M.  Meyerdirck, 
president;  T.  H.  Manson,  secretary. 

GERMAN  AMERICAN  INSURANCE  COMPANY  of  New 
York  was  organized  March  7,  1872.  Capital  stock,  $1,500,000;  net 
surplus  December  31.  1909,  $6,440,211.  Under  the  New  York  law 
providing  for  a  special  reserve  fund  and  guarantee  surplus  fund  the 
company  has  $750,000  deposited  with  the  insurance  department.  The 
officers  are:  William  N.  Kremer,  president;  Louis  F.  Dommerich, 
vice-president;  Charles  G.  Smith,  secretary.  Charles  11.  Coffin  and 
Edwin  M.  Cragin,  assistant  secretaries.  The  western  department  of- 
fice is  at  Chicago,  W.  H.  Sage  manager,  J.  C.  Ingram  assistant  man- 
ager, and  W.  L.  Lerch  second  assistant  manager.  The  Pacific  coast 
office  is  at  San  Francisco,  George  H.  Tyson  general  agent,  Herbert 
Folger,  assistant  general  agent.  The  directors  are  Charles  F  Acker- 
mann, Joseph  H.  Choate,  John  Claflin,  Ralph  L.  Cutter,  Louis  F. 
Dommerich,  William  N.  Kremer,  Woodbury  Langdon,  Lowell  Lin- 
coln. George  W.  Perkins,  Julius  A.  Stursberg,  Henry  C.  Ward, 
I^iiis   W^indmiillcr,  William   Wood. 

GERMAN-AMERICAN  INSURANCE  COMPANY,  Pittsburg, 
Pa.  Organized  1873;  capital,  $200,000.  J.  H.  Aufdcrlicidc,  presi- 
dent ;  W.  J.  Patterson,  secretary  and  treasurer. 

GERMAN  COMMERCIAL  ACCIDENT  COMPANY,  Phila- 
delphia,  Pa.      Organized  1908;    paid-in  capital,  $100,000.      Author- 
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ized.  $300,000.     Albert  W.  T^idner,  president;   Horace  B.  Meininger, 
secretary  and  general   manager. 

GERMAN  FIRE  INSURANCE  COMPANY,  Baltimore,  Md. 
Organized  1865;  capital,  $500,000.  C.  H.  Koppelman,  president; 
John   P.  Lauber,  vice-president  and  secretary. 

GERMAN  FIRE  INSURANCE  COMPANY,  Indianapolis, 
Ind.  Organized  1854  as  German  Mutual;  reorganized  1896;  capital, 
$100,000.     Theodore  Stein,  president;  Lorenz  Schmidt,  secretary. 

GERMAN  FIRE  INSURANCE  COMPANY.  Peoria,  111.  Or- 
ganized'1876;  capital,  $200,000.  B.  Cremer,  president;  C.  Cremer, 
secretary. 

GERMAN  FIRE  INSURANCE  COMPANY,  Pittsburg,  Pa. 
Organized  1862;  capital,  $300,000.  A.  E.  Succop,  president;  A.  H. 
Eckert,  secretary  and  treasurer. 

GERMAN  FIRE  INSURANCE  COMPANY,  Wheeling,  W. 
Va.  Organized  1867;  capital,  $200,000.  W.  F.  Stifel,  president; 
F.   Rirster,  secretary. 

GERMANIA  FIRE  INSURANCE  COMPANY,  New  York. 
Organized  1859;  capital,  $1,000,000.  Hugo  Schumann,  president; 
Gustav  Kehr,  secretary. 

GERMANIA  LIFE  INSURANCE  COMPANY,  THE,  New 
York.  Organized  i860;  capital,  $200,000.  Cornelius  Doremus,  presi- 
dent; Carl  Ileye,  secretary. 

GERMAN  INSURANCE  COMPANY,  Louisville,  Ky.  Or- 
ganized 1854;  capital,  $200,00.  W.  H.  Edinger,  president;  Henry 
C.  Walbeck,  secretary. 

GERMAN  MUTUAL  FIRE  INSURANCE  COMPANY,  Gov- 
ington,  Ky.  Organized  1874.  Charles  Mahlmann,  president;  W. 
F.   Schild,   secretary. 

GERMAN  MUTUAL  INSURANCE  COMPANY,  Cincinnati, 
Ohio.  Organized  1858.  Leonard  Schreiber,  president;  H.  A.  Rat- 
ternian,  secretary. 

GERMAN  Ml^TUAL  LIFE  INSURANCE  COMPANY,  St. 
Louis,  Mo.  Organized  1857.  N.  Guerdan,  president;  Wm.  C. 
riiri,  vicc-prfsidcnt :  Edwin  J.  Mover,  soorctary.  .Assets.  $696,- 
03J.31:     liabilities.   $55.S.904f^> ".     siirpins.   $110,038.22. 

GERMAN  SECURITY  INSURANCE  COMPANY,  Louisville, 
Ky.  Organized  1867;  capital,  $100,000.  J.  S.  Barret,  president; 
Ben  Friese,  secretary. 
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GIDDINGS,  THERON  F.,  general  superintendent  of  agencies 
of  the  Michigan  Mutual  Life  Insurance  Company,  was  born  at 
Kalamazoo,  Mich.,  December  25,  1843.  He  was  educated  at  Kala- 
mazoo College;  was  a  hardware  merchant  for  twenty  years,  clerk 
of  the  Circuit  Court  of  Kalamazoo  county  for  twelve  years,  and 
receiver  of  the  National  City  Bank  of  Marshall,  Mich.,  in  1891. 
From  1893  to  1897  he  was  commissioner  of  insurance  of  Michigan. 
Since  the  latter  year  Mr.  Giddings  has  been  a  member  of  the  execu- 
tive staff  of  the  Michigan  Mutual  Life. 

GIFFIN,  JOHN  HENRY,  second  vice-president  of  the  Manhat- 
tan Life  Insurance  Company,  was  born  in  the  city  of  New  York,  July 
2,  1848.  He  was  educated  in  the  public  schools  of  that  city  and  was 
one  year  in  the  College  of  the  City  of  New  York.  After  leaving 
college  he  was  with  the  Niagara  Fire  Insurance  Company  for  a 
short  time,  then  with  C.  C.  Warren  &  Co.,  wholesale  boot  and  shoe 
dealers,  and  later  was  connected  with  S.  H.  Benoist  &  Co.,  a  bank- 
ing and  brokerage  firm  in  Wall  Street.  He  joined  the  forces  of  the 
Manhattan  Life  in  1866,  and  in  1890  was  appointed  assistant  secre- 
tary, and  in  1900  secretary  of  the  company.  He  was  appointed  sec- 
ond vice-president  in  1905.  He  is  one  of  the  trustees  of  Enoch 
Morgan's  Sons  Co.,  New  York  city. 

GILBERT,  CHARLES  E.,  secretary  of  the  JEtna.  Life  Insurance 
Company,  is  a  hative  of  Wallingford,  Conn.  He  entered  the  office 
of  the  ^tna  Life  in  August,  1868,  and  has  served  as  bookkeeper, 
cashier,  assistant  secretary,  and  secretary,  having  been  elected  to  the 
last  named  office  in  February,  1905. 

GIRARD  FIRE  AND  MARINE  INSURANCE  COMPANY, 
Philadelphia,  Pa.  Organized  1853;  capital,  $500,000.  Henry  M. 
Gratz,  president;    Edward  J.  Thomason,  secretar>'. 

GIRARD  LIFE  INSURANCE  COMPANY,  Philadelphia,  Pa. 
Organized  igo7;  capital  full  paid,  $419,040.  Nathan  T.  Folwell, 
president;  Albert  Short,  secretary. 

GLADWIN,  ELLIS  W.,  vice-president  and  secretary  of  the 
Home  Life  Insurance  Company  of  New  York,  was  born  in  1858  at 
Middletown,  Conn.,  and  was  educated  at  the  Polytechnic  Institute, 
Brooklyn,  and  in  Europe.  He  was  engaged  in  the  banking  and 
brokerage  business  in  Wall  Street  from  1879  to  1892,  being  a  mem- 
ber of  the  firm  of  Gladwin  &  Co.,  members  of  the  New  York  Stock 
Exchange.  He  was  appointed  secretary  of  the  Home  Life  in  1892, 
and  vice-president  and  secretary  in  1905. 

GLENS  FALLS  INSURANCE  COMPANY,  Glens  Falls,  N.  Y. 
Organized  1849;  capital,  $200,000.  J.  L.  Cunningham,  president; 
R  A.  Little,  vice-president;  E.  W.  West,  secretary. 

GLIDDEN,  H.  H.,  manager  of  the  Chicago  Board  of  Under- 
writers, has  been  in  the  insurance  business  since   1875,  when  he 
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became  a  local  agent  at  Springfield,  111.  In  1882  he  went  into  the 
service  of  the  North  British  and  Mercantile  Insurance  Company 
as  a  special  agent,  and  subsequently  became  successively  assistant 
superintendent  of  the  western  department  and  resident  secretary  at 
Chicago.  In  August,  1894,  he  was  elected  manager  of  the  Chicago 
Underwriters'  Association,  being  re-elected  annually,  and  was  elected 
manager  of  the  Chicago  Board  of  Underwriters  when  the  association 
disbanded  in  January,  1906. 

GLOBE  AND  RUTGERS  FIRE  INSURANCE  COMPANY 
of  New  York.  Organized  1899;  capital,  $400,000.  E.  C.  Jameson, 
president;  Lyman  Candee,  vice-president;  W.  H.  Paulison,  and  J.  T. 
Gordon,  secretaries. 

GODDARD,  CHRISTOPHER  M.,  secretary  and  electrician  of 
the  New  England  Insurance  Exchange,  was  born  at  Claremont, 
N.  H.,  April  16,  1856,  and  was  educated  at  the  public  schools  of  that 
place  and  the  Episcopal  Academy  of  Cheshire,  Conn.  He  was  grad- 
uated from  the  Chandler  Scientific  School  of  Dartmouth  College, 
second  in  his  class,  in  1877.  For  three  years  he  was  instructor  of 
the  higher  mathematics  and  natural  science  at  the  Episcopal 
Academy,  of  which  he  had  been  a  student,  and  four  years  he  was 
a  clerk  in  the  banking  house  of  Hatch  &  Foote  in  New  York  cit^' 
In  the  year  1890  he  accepted  the  position  of  electrical  inspector 
for  the  New  England  Insurance  Exchange.  The  following  year  he 
was  appointed  secretary  of  the  organization,  with  the  general  super- 
vision of  its  electrical  department.  Mr.  Goddard  was  the  originator 
of  the  movement  which  resulted  in  the  organization  of  the  Under- 
writers' National  Electric  Association,  and  is  its  secretary.  He  is 
also  a  member  of  the  consulting  engineers  of  the  National  Board  of 
Fire  Underwriters  and  president  of  the  National  Fire  Protection 
Association,  a  member  of  the  executive  committee  of  the  National 
Conference  on  Standard  Electrical  Rules,  and  a  member  of  the 
American  Institute  of  Electrical  Engineers  and  of  the  American 
Electrochemical  Society,  also  a  director  of  the  Underwriters  Labora- 
tories Corporation  of  Chicago. 

GOING,  JAMES  W.,  vice-president  and  manager  of  the 
Shawnee  Fire  Insurance  Company  of  Topeka,  Kansas,  was  born 
in  Rolla,  Missouri,  October  19,  1862.  He  was  educated  in  the 
public  schools  of  Salina,  Kansas,  and  in  the  Kansas  State  University, 
and  after  leaving  college  entered  the  fire  insurance  business  as 
local  agent.  fie  organized  the  Shawnee  Fire  insurance  com- 
pany in  1882,  and  is  vice-president  and  manager  of  the  company. 
He  is  also  president  of  the  Kansas  State  Fair  Association. 

GOODING,  JOHN  M.,  was  born  in  Pownal,  Me.,  September  18, 
1857.  When  eight  years  of  age  he  removed  to  Yarmouth,  Me.,  with 
his  parents,  w^here  he  received  his  education,  and  where  he  was  for 
many  years  engaged  in  the  retail  grocery  business.  In  1888  he 
moved  to  Portland,  where  he  became  general  agent  of  the  North- 
western Mutual  Life  Insurance  Company.    He  r^main<;d  with  this 
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company  ten  years,  and  in  1898  accepted  the  management  for  the 
state  of  Maine  of  the  Union  Central  Life  of  Cincinnati.  In  May, 
1900,  he  accepted  an  appointment  with  the  Mutual  Life  insurance 
company  of  New   York  as   Special  Agent   for   Maine. 

GOODWIN,  WARREN  F.,  of  Hall  &  Henshaw,  was  born  at  Bos- 
ton, Mass.,  in  1857.  He  graduated  form  the  Brooklyn  Polytechnic  Insti- 
tute in  1873,  and  at  once  engaged  in  the  fire  insurance  business,  entering 
the  New  York  office  of  the  London  Assurance,  then  managed  by 
Frame,  Hare  &  Lockwood.  He  remained  there  till  October,  1882, 
when  Henry  H.  Hall,  United  States  manager  of  the  Northern  of 
London,  offered  him  a  position  in  the  agency  department,  which  he 
accepted.  January  i,  1887,  he  was  appointed  manager  of  the  central 
department,  with  headquarters  at  Cincinnati.  His  territory  in- 
cluded the  states  of  Ohio,  Indiana,  West  Virginia,  Kentucky,  Ten- 
nessee, and  Arkansas.  This  position  he  retained  until  July  i,  i893f 
when  the  central  and  northwestern  departments  were  consolidated 
into  the  western  department,  with  headquarters  at  Chicago.  Mr. 
Goodwin  and  W.  D.  Crooke  were  appointed  associate  managers.  In 
March,  1854,  the  Union  of  London  established  a  western  depart- 
ment at  Chicago,  to  be  managed  by  Mr.  Goodwin  in  association  with 
Hall  &  Henshaw,  the  United  States  managers  at  New  York.  In 
1 901  the  western  department  was  consolidated  with  the  general  office 
at  New  York,  and  Mr.  Goodwin  removed  to  that  city.  He  is  a 
member  of  the  firm  of  Hall  &  Henshaw. 

GRANITE  STATE  FIRE  INSURANCE  COMPANY,  Ports- 
mouth, N.  H.  Organized  1885;  capital,  $200,000.  Calvin  Page, 
president;  Alfred  F.  Howard,  secretary. 

GRANT,  LEROY,  state  auditor  of  Wyoming,  having  super- 
vision of  insurance,  was  born  at  Columbia,  Herkimer  county,  N.  Y., 
September  7,  1847.  He  is  a  graduate  of  Whitesboro  College  of  the 
class  of  1867.  He  was  a  merchant  for  many  years,  and  removing 
to  Wyoming  continued  the  business  there.  Among  the  public 
offices  held  by  Mr.  Grant  were  those  of  receiver  of  public  moneys, 
member  of  the  Wyoming  legislature  five  terms,  and  mayor  of  the 
city  of  Laramie  one  term.  He  was  elected  state  auditor  in  1898 
for  the  term  beginning  in  1899,  and  was  re-elected  for  the  term  be- 
ginning in   1903. 

GRAY,  EDWARD,  secretary  of  the  Prudential  Insurance  Com- 
pany was  born  in  England  February  16,  1861,  and  received  a  private 
school  education.  He  entered  the  service  of  the  Prudential  in  April, 
1883,  and  served  the  company  in  various  capacities  in  office  and  field. 
He  was  elected  to  his  present  position  in  January,  1903. 

GRAY,  HENRY  WEEDON,  vice-president  and  secretary  of 
the  Orient,  and  agency  secretary  of  the  London  and  Lancashire  Fire 
Insurance  Company,  Hartford,  Conn.,  was  born  in  Louisville,  Ky., 
of  American  parentage,  May  25,  1864,    He  was  educated  in  private 
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schools  and  at  Burlington  College,  and  began  his  business  life  in 
fire  insurance.  He  was  elected'  secretary  of  the  Orient  Insurance 
Company  in  1907,  and  made  its  vice-president  as  well  in  1909. 

GREAT  EASTERN  CASUALTY  COMPANY,  New  York. 
Organized  1892;  capital,  $250,000.  Louis  H.  Fibcl,  president; 
Thomas   H.   Darling,    secretary. 

GREAT  WESTERN  ACCIDENT  ASSOCIATION  of  Des 
Moines,  la.  Organized  1901.  H.  B.  Hawley,  president  and  general 
manager;  R.  D.  Emery,  secretary. 

GREELY,  OTTO  ETHAN,  fire  underwriter,  was  bom  in  Ban- 
gor, Me.,  May  24,  1853.  He  was  educated  in  the  Minneapolis  public 
schools  and  the  State  University,  and  read  law  with  Judge  Atwater 
of  Minneapolis  from  1870  to  1873,  then  went  into  the  local  agency 
of  Gale  &  Co.,  and  was  admitted  as  a  partner  in  1877.  He  became 
special  agent  of  the  Phenix  of  Brooklyn  in  1878,  and  in  1884  sold 
his  interest  in  this  agency  to  become  adjuster  for  the  same  com- 
pany. He  was  president  of  the  Minnesota  and  Dakota  Fire  Under- 
writers in  1898  and  1899,  and  president  of  the  Fire  Underwriters' 
Association  of  the  Northwest  in  1900.  He  was  elected  secretary 
and  manager  of  the  Calumet  Insurance  Company,  Chicago,  on 
January  i,  1909. 

GREENE,  JACOB  HUMPHREY,  second  secretary  of  the 
Connecticut  Mutual  Life  Insurance  Company,  was  born  in  Pitts- 
field,  Mass.,  June  10,  1868.  He  was  educated  in  the  Hartford  public 
schools,  St.  Paul's  School,  Concord,  N.  H.,  and  Trinity  College, 
which  he  left  after  two  years  in  1889.  He  has  been  in  the  employ 
successively  of  the  Michigan  Central  Railroad,  Hartford  Courant, 
and  in  the  real  estate  business.  He  is  an  ex-member  of  the  Hartford 
Common  Council. 

GRIFFITHS,  JOSEPH  CHARLES,  fire  underwriter,  was  born 
at  Gloucester,  England,  his  father  being  of  Welsh  and  his  mother  of 
Anglo-French  descent.  He  came  to  this  country  at  a  very  early 
age,  and  received  his  education  in  the  common  schools  and  com- 
mercial colleges.  Although  too  young  at  the  outbreak  of  the  Civil 
War  to  take  an  active  part  in  the  fighting,  he  still  saw  service  as 
paymaster's  clerk  in  the  Mississippi  River  squadron  under  Commo- 
dore Porter.  His  entrance  into  the  insurance  business  was  as  a 
cashier  and  bookkeeper  for  the  Republic  Fire  Insurance  Company 
of  Chicago  in  1868,  and  after  the  great  fire  he  accepted  a  similar 
position  in  the  office  of  Arthur  C.  Ducat.  In  June,  1880,  Mr. 
Griffiths  was  appointed  Wisconsin  state  agent  of  the  Home  and 
filled  that  position  until  December  31,  1890.  In  January,  1891 
he  assumed  the  Milwaukee  resident  secretaryship  of  the  North 
British  and  Mercantile,  and  on  July  i,  1894,  he  was  appointed  asso- 
ciate manager  of  the  western  department,  which  had  been  established 
at  Chicago.  He  was  general  agent  of  the  Milwaukee  Mechanics 
from    iS^fe  to    1902,  when   he   resigned,   and  became   Cook  county 
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Illinois,  manager  for  the  London  Assurance  Corporation.  Mr.  Grif- 
fiths was  secretary  and  treasurer  of  the  Fire  Underwriters'  Associa- 
tion of  the  northwest  seven  years,  1884  to  1890,  inclusive. 

GUARANTEE  COMPANY  OF  NORTH  AMERICA,  THE, 
Montreal.  Edward  Rawlings,  president;  Richard  B.  Scott,  secre- 
tary. 

GUILE,  JOHN  J.,  resident  man'hger  for  the  United  States  of 
the  Sun  Insurance  Office  of  London,  was  born  in  Liverpool,  Eng- 
land, May,  5,  1854,  residing  in  that  city  until  his  removal  to  London 
in  1882.  January,  1872,  he  became  a  clerk  in  the  office  of  the  Royal 
Insurance  Company,  where  he  remained  until  1882,  and  then  trans- 
ferred his  services  to  the  Sun.  In  May,  1885,  Mr.  Guile  was  ap- 
pointed secretary  of  the  United  States  branch  of  the  Sun ;  in  May, 
1886,  he  was  made  assistant  manager,  and  in  December  of  the  same 
year  manager,  which  position  he  has  since  occupied. 

GUNN,  JOHN  W.,  deputy  assistant  manager  of  the  Liverpool 
&  London  &  Globe  Insurance  Company  for  the  Pacific  coast,  was 
born  in  Canada,  June  17,  1864.  He  became  a  resident  of 
the  United  States  in  the  year  1888,  and  a  citizen  thereof  as  early 
as  the  laws  permitted.  In  early  life  he  learned  the  printer's  trade, 
nnd  in  due  time  was  graduated  into  reporting  and  editorial  work, 
which  he  followed  almost  constantly  until  he  became  interested  in 
fire  insurance  as  a  local  agent  at  Snohomish,  Wash.,  in  the  year 
1891.  his  first  companies  being  the  Hartford  and  the  Liverpool  & 
London  &  Globe.  In  October,  1897,  he  was  appointed  special  agent 
for  the  latter  Company,  and  on  the  first  of  September,  1906, 
received  his  present  appointment.  He  is  a  past  president  of 
the  Special  Agent's  Association  of  the'  Pacific  Northwest,  and  of 
the  Fire  Underwriters'  Association  of  the  Pacific. 
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HAAS,  GEORGE  ERNST,  manager  of  the  western  department 
of  the  Atlas  Assurance  Company,  Chicago,  is  of  German  descent, 
and  was  born  at  Shell)yville,  Indiana,  October  lo,  1874.  He  received 
a  public  school  education,  and  entered  the  (ire  insurance  business 
starting  with  a  local  agency  in  Indianapolis.  Later  he  accepted 
a  position  in  the  western  department  offices  of  the  Atlas,  and  was 
appointed  tcrhis  present  position  in  1908. 

HADLEY,  GEORGE  R,  agent  of  the  Mutual  Benefit  Life  In- 
surance Company,,  was  born  in  the  city  of  New  York,  October  20, 
1850,  of  mixed  English,  Irish,  and  French  ancestry.  He  received 
his  education  in  private  schools  and  Gonzaga  College,  Washington, 
D.  C,  was  a  drummer  boy  of  a  New  York  regiment  during  the 
last  part  of  the  Civil  War,  and  a  hotel  clerk  and  manager  during  the 
earlier  years  of  his  business  hfe.  His  connection  with  life  insurance 
.began  in  1880  in  the  Prudential  Insurance  Company  of  Newark, 
in  which  he  remained  as  inspector,  superintendent,  and  supervisor 
until  1886,  when  he  entered  the  service  of  the  Brooklyn  Life  as 
agency  superintendent.  In  1894  he  was  elected  secretary  and  made 
a  member  of  the  board  of  directors.  In  December,  1898,  he  was 
selected  by  the  Mutual  Benefit  Life  Insurance  Company  to  take 
care  of  its  great  interests  in  New  York  state,  succeeding  W.  W. 
Byington,  state  agent,  deceased.  Mr.  Hadlcy  has  been  prominent 
in  all  life  insurance  association  affairs.  He  had  been  treasurer  and 
president  of  the  New  York  Association,  secretary,  executive  com- 
mittee chairman,  and  president  of  the  New  Jersey  Society,  and  was 
secretary  of  the  National  Association  until  appointed  secretary  of 
the  Brooklyn  Life  in  1895,  which  compelled  him  to  decline  re-election 
In  July,  1906,  he  retired  from  active  managerial  work  to  devote 
considerable  of  his  time  to  travel  and  leisure  after  twenty-five 
years  successful  life  insurance  work.  He  however  continues  in 
the  service  of  the  Mutual  Benefit  as  a  large  personal  writer. 

HAILSTORM  INSURANCE.  The  business  of  insuring  grow- 
ing crops  against  damage  by  hail  is  done  by  small  mutual  and  town- 
ship companies  in  some  of  the  western  states,  in  conjunction  with 
fire  and  tornado  insurance,  or  independently.  As  this  class  of  com- 
panies, as  a  rule,  do  not  report  their  business  to  state  insurance 
departments,  or  if  they  do  are  not  required  to  distinguish  separately 
the  different  kinds  of  business  transacted,  there  are  no  statistics  as 
yet  of  hailstorm  insurance  in  the  United  States. 
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HALL,  ARCHIBALD  G.,  insurance  journalist,  was  born  in  the 
city  of  New  York,  December  6,  1862,  and  obtained  his  education  in 
the  public  schools  and  the  College  of  the  "City  of  New  York.  Leav- 
ing college  he  went  into  the  service  of  the  American  News  Com- 
pany, and  afterward  to  that  of  the  American  Agriculturist.  His 
relations  with  the  insurance  business  began  in  the  office  of  the 
Mutual  Fire  Insurance  Company  of  New  York,  and  he  was  a  fire 
insurance  broker  and  licensed  agent  three  years.  Mr.  Hall  founded 
in  New  York  The  Surveyor,  and  began  its  issue  September  17,  1892. 
He  associated  with  him  in  1893  Mr.  Harvey  E.  Roberts,  who  retired 
from  the  firm  on  December  3,  1902,  to  enter  the  life  insurance 
business  and  The  Suneyor  is  now  again  conducted  by  Mr.  Hall,  as 
editor  and  publisher.  In  1907  he  was  elected  President  of  the  In- 
surance Herald  Company,  which  corporation  publishes  the  Insur- 
ancc  Herald  of  Atlanta.  He  is  a  member  of  the  Insurance  Society  of 
New  York,  Underwriters  Club,  New  York  Press  Chib,  Once-a- 
Year  Chib,  and  the  Atlantic  Highlands  Casino. 

HALL,  ORVILLE  H.,  manager  Southeastern  Underwriter,  was 
born  September  18,  1868,  in  West  Bolton,  Vermont,  and  at  the  age 
of  ten  he  began  making  his  own  way  by  working  as  a  farm  hand 
during  the  summer  and  attending  the  public  schools  and  the  Essex 
Classical  Institute  during  the  winter,  and  later  became  a  clerk  in  a 
general  merchandise  store,  assisting  with  the  post-office  and  in  the 
town  clerk's  office.  In  1888  he  removed  to  Dahlonega,  Ga.,  and 
entered  the  business  department  of  the  North  Georgia  Agricultural 
College,  from  which  he  later  graduated,  and  after  several  years' 
expewence  in  wholesale  and  jobbing  house  in  Atlanta  he  engaged 
in  the  mercantile,  lumber,  and  gold-mining  business  as  secretary  and 
treasurer  of  the  Frank  W.  Hall  Merchandise  Company  at  Dahl- 
onega, Ga.  During  this  time  he  became  part  owner  and  associate 
editor  of  the  Dahlonega  Nugget.  In  1898  he  returned  to  AHanta 
and  purchased  a  part  interest  in  the  Southeastern  Undenvriter,  later 
acquiring  full  interest,  to  which  he  has  since  given  his  entire  time 
and   attention. 

HAMBURG-BREMEN  FIRE  INSURANCE  COMPANY, 
THE,  Hamburg.  Germany.  Organized  in  1854.  entered  the  United 
States  in  1858,  F.  O.  Affeld,  manager  United  States  branch,  Ne\v 
York ;  Charles  E.  Mitchell,  secretary. 

HAMILTON  FIRE  INSURANCE  COMPANY,  New  York. 
Organized  1852:  capital,  paid-up,  $200,004.  Joseph  S.  Stout,  presi- 
dent:   Arthur  Leussen,  Jr.,  secretary. 

HAMILTON,  ISAAC  MILLER,  president  of  the  Federal  Life 
Insurance  Company  of  Chicapo.  111.,  was  born  in  Ash  Grove,  Iroquois 
county,  ni.,  September  6,  1864,  and  was  educated  in  the  public 
schools  and  under  private  tutors.  He  betfan  his  business  life  in 
general  mcrchtindizing  and  live  stock  business,  and  later  entered 
the  banking  business.  He  is  president  of  Young's  &  Hamilton's 
Bank,  and   was  elected   a   member   of  tho   Illinois    Senate   in    1896. 
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He  has  been  president  of  the  Illinois  League  of  Republican  Clubs, 
and  also  president  of  the^  National  League  of  Republican  Clubs. 
He  is  president  of  the  American  Life  Convention  being  elected  at 
the  annual  meeting  in  1909. 

HAMMER,  CHARLES  D.,  former  Boston  manager  for  the 
Provident  Life  and  Trust  of  Philadelphia,  was  born  at  Baltimore, 
Md.,  in  1844.  In  1862,  when  eighteen  years  of  age,  he  enlisted  in  the 
124th  Regiment  of  Ohio  Volunteers,  and  went  into  the  Civil  War, 
and  continued  until  its  close,  emerging  with  the  rank  of  captain.  He 
became  interested  in  life  insurance  in  1875,  entering  the  service  of 
his  present  company,  and  in  the  course  of  time  representing  it  at 
Chicago  and  Philadelphia,  and  finally  at  Boston.  He  was  elected 
president  of  the  Boston  Life  Underwriters*  Association  in  1897. 
Captain  Hammer  is  a  member  of  the  Loyal  Legion  and  several 
Boston  Clubs.    Retired  July  i,  1906. 

HAMMOND,  WILLIAM  B.,  special  agent  of  the  American 
Central  of  St.  Louis  in  the  middle  department,  was  born  at  Phila- 
delphia in  1857.  He  received  his  early  education  at  the  Moravian 
School,  Bethlehem,  Pa.,  and  St.  Paul's  School,  Concord,  N,  H., 
and  entered  Lehigh  University  in  the  fall  of  1875,  graduating  in  the 
class  of  1879.  In  August,  1880,  he  went  to  Harrisburg,  Pa.,  anri 
entered  the  office  of  his  grandfather,  William  Buehier,  then  state 
central  agent  of  the  Insurance  Company  of  North  America,  Penn- 
sylvania Fire,  and  Franklin  Fire  Insurance  Companies.  After 
Mr.  Buchler's  death  he  became  the  junior  partner  of  the  local 
agency  firm  of  Buehler  &  Hammond.  Later  he  associated  hfmsclf 
with  Edward  Bailey,  forming  the  agency  of  Hammond  &  Bailey, 
which  still  exists.  In  March,  1887,  Mr.  Hammond  was  appointed 
special  agent  of  the  American  Central  of  St.  Louis,  for  the  middle 
(lepattment,  and  in  February,  1901,  he  was  made  state  agent  of  that 
company  and  the  Mercantile  Fire  and  Marine  of  Boston,  Mass.,  for 
the  same  territory.  He  is  a  member  of  the  Pennsylvania  Society  of 
Sons  of  the  Revolution,  and  the  Society  of  Colonial  Wars. 

HANSON,  JOHN  SMITH,  editor  of  the  Insurance  Observer, 
was  born  of  Scotch-Irish  parentage  in  the  city  of  New  York,  March 
27,  1852.  He  was  educated  in  the  New  York  public  schools,  the 
College  of  the  City  of  New  York,  and  Columbia  University  Law 
School,  graduating  from  the  latter  in  1874.  In  that  year  he  was 
admitted  to  the  New  York  bar  as  attorney  and  counsellor.  After 
practicing  law  four  years  Mr.  Hanson  entered  upon  newspaper 
work  as  editorial  writer  for  Frank  Leslie's  Illustrated  Neivspaper. 
He  afterwards  became  editor  of  the  Wall  Street  Daily  Indicator. 
which  position  he  held  fifteen  years.  In  1895  he  became  editor  of 
the  Chronicle,  but  resigned  shortly  afterwards  to  establish  the  Insur- 
ance Observer,  of  which  he  is  half  owner  and  editor.  Mr.  Hanson 
is  financial  editor  of  the  Bankers'  Magazine,  trustee  of  the  Dollar 
Savings  Bank  of  New  York,  and  president  of  the  Model  Building 
and  Loan  Association  of  Mott  Haven,  N.  Y. 
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HANOVER  FIRE  INSURANCE  COMPANY  of  New  York 
was  organized  April  15,  1852,  and  began  business  in  the  same 
month.  The  capital  was  then  $150,000,  and  is  now  $1,000,000.  Its 
charter  authorizes  fire  and  tornado  insurance,  and  inland  naviga- 
tion risks,  but  the  latter  class  is  not  written  at  present.  Its  last 
financial  statement.  December  31,  1909,  showed  assets  of  $4,765,- 
101.95.  Its  liabilities  including  capital,  were  $3,512,507.48.  leaving 
a  net  surplus  of  $[,252,597.47.  The  officers  arc:  R.  Emory  Warfield, 
president ;  Joseph  McCord,  vice-president  and  secretary ;  Wm. 
Morrison,  assistant  secretary;  James  W.  Howie,  general  agent. 

HARDING,  AMOS  J.,  western  general  manager  for  the  Spring- 
field Fire  and  Marine  Insurance  Company,  was  born  near  Gallion, 
Ohio,  \Jay  2,  1839.  He  was  educated  at  Ohio  Central  College,  and 
began  the  fire  insurance  business  in  Nebraska  in  1858  as  a  local 
agent.  He  enlisted  as  a  private  in  a  Nebraska  regiment  in  1861,  was 
subsequently  transferred  to  the  sixth  Missouri  Cavalry  as  first  lieu- 
tenant, and  was  mustered  out  at  the  close  of  the  war  as  a  captain. 
Returning  to  Nebraska  he  resumed  his  local  agency,  and  was  also 
for  some  years  special  agent  for  the  Home  of  New  York.  In 
1871  he  was  appointed  special  agent  and  adjuster  for  the  Phenix  of 
Brooklyn  for  a  number  of  western  states,  and  in  1876  organized  the 
western  department  of  the  Springfield,  with  headquarters  at  Chicago. 

HARDISON,  FRANK  H.,  insurance  commissioner  of  Massa- 
chusetts, is  a  native  of  Boston,  where  he  was  born  of  American 
parentage,  September  3,  1849.  He  was  educated  in  the  common 
schools  and  graduated  from  Dartmouth  College  in  the  class  of  1876. 
He  engaged  in  teaching  and  in  newspaper  work  for  a  number  of 
years,  and  in  1896  was  appointed  examiner  in  the  Massachusetts 
insurance  department  A  year  later  he  was  appointed  deputy  com- 
missioner, and  was  appointed  to  his  present  position  in  1907  to 
succeed  Commissioner  Cutting. 

HARE,  J.  MONTGOMERY,  resident  United  States  manager 
of  the  Norwich  Union  Fire  Insurance  Society  Limited  of  England,  and 
president  of  the  Indemnity  Fire  Insurance  Company  of  New  York, 
was  born  at  Princeton,  N.  J.,  January  20,  1842.  His  father  was 
the  Rev.  Dr.  George  E.  Hare,  and  his  mother  was  a  daughter  of 
Bishop  Hobart  of  New  York.  He  began  his  business  life  as  a 
clerk  in  a  wholesale  commission  drygoods  house  in  Philadelphia, 
but  soon  after,  February  i,  i860,  entered  the  office  of  the  American 
Fire  Insurance  Company,  and  on*October  i,  1861,  that  of  the 
Pennsylvania  Fire  Insurance  Company.  He  served  one  year  in  the 
Keystone  Battery  of  Philadelphia  in  the  Civil  War.  In  April,  1864, 
he  removed  to  New  York  and  became  a  partner  of  Charles  P. 
Frame,  under  the  firm  name  of  Frame  &  Hare.  This  firm,  January 
I,  1866,  became  Frame,  Hare  &  Lockwood,  and  represented  a  num- 
bet  of  prominent  fire  insurance  companies,  and  were  United  States 
managers  of  the  London  Assurance  Corporation.  On  October  i, 
1877,  the  firm  was  dissolved,  Mr.  Lockwood  withdrawing  with  the 
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London  Assurance,  the  remaining  partners  continuing  business  in 
♦he  old  name.  In  May,  1879,  the  firm  became  managers  of  the 
Norwich  Union,  and  continued  so  until  December  31,  1888,  when 
they  dissolved  and  Mr.  Hare  became  sole  manager.  He  was  elected 
vice-president  of  the  Western  Union  in  1899,  president  of  the  New 
York  Board  of  Fire  Underwriters  in  1898  and  1899,  and  presi- 
dent of  the  New  York  Fire  Insurance  Exchange  in  1901  and  1902. 
He  is  now  president  of  the  National  Board  of  Fire  Under- 
writers. 

H.^RMON,  ALBION  K.  P.,  General  Agent  of  the  Connecticut 
Mutual  Life  Insurance  Company,  was  bom  at  Sacramento,  Cal., 
August  -2,  1857.  After  leaving  school  he  was  engaged  in  the 
newspaper  business  seven  years.  He  then  became  interested  in 
fire  insurance  and  was  a  special  agent  on  the  Pacific  coast  for  four 
years.  In  1890  he  was  appointed  the  assistant  district  superin- 
tendent of  the  Pacific  Coast  agency  of  the  Connecticut  Mutual 
Life.  Mr.  Harmon  succeeded  to  his  present  position,  with  head- 
quarters at  San  Francisco,  in  1895.  In  1907,  title  was  changed  to 
Supervisor  of  Agents,  and  February  i,  1909,  he  received  the  appoint- 
ment of  General  Agent  for  Northern  California,  with  headquarters 
at   Mills   Building,   San   Francisco. 

HARPER,  WILLIAM  R.,  formerly  vice-president  and  general 
manager  of  the  South  Atlantic  Life  Insurance  Company,  was  bom 
at  Thomasville,  Ga.,  June  27,  1874.  He  attended  the  Georgia  School 
of  Technology  at  Atlanta,  Ga.,  and  was  for  some  time  manager 
of  a  cotton  seed  oil  mill.  He  was  manager  for  Georgia  for  the 
i^^tna  Life  from  1897  to  1901,  and  was  elected  third  vice-president 
and  general  manager  of  the  South  Atlantic  Life  in  1901,  and  first 
vice-president  in  1903.  He  resigned  in  1904  and  accepted  a  posi- 
tion with  the  Equitable  Life  at  Philadelphia  as  general  agent.  He 
was  appointed  manager  Philadelphia  office,  i^tna  Life,  in  June,  1905. 

HARRELL,  ARTHUR  E.,  was  born  at  Cambridge,  N.  Y., 
October  11,  1873.  Coming  from  the  daily  newspaper  business 
he  joined  the  staff  of  the  Chronicle  in  September,  1895,  became 
editor  in  1897,  and  continued  until  March,  1903,  when  he  retired 
from  that  paper.  In  September  of  the  same  year  he  took  charge 
of  the  Insurance  Critic  as  its  editor  and  manager,  but  resigned  in 
I90(\  and  was  for  a  short  time  thereafter  associated  on  the  Jour- 
nalist.  In  1907  he  became  connected  with  the  United  States  Cas- 
ualty Company,  and  later  returned  to  daily  newspaper  work.  He 
is  at  present  insurance  editor  of  the  New  York  Commercial. 

HARRIS,  DAN  B.,  manager  of  the  southern  department  of 
the  Aachen  and  Munich  Fire  Insurance  Company,  and  Security 
Insurance  Company  of  New  Haven,  Conn.,  Atlanta,  Ga.,  is  a  native 
of  Virginia,  and  was  born  in  Culpepper  County,  February  22,  1861. 
He  received  a  public  school  education,  and  began  his  business 
career    in    the   banking  business,    later    entering   the    fire   insurance 
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business,  and  ho  was  for  twenty-seven  years  connected  with  the 
southern  department  of  the  Insurance  Company  of  North  America, 
and  was  assistant  to  Manager  Edward  S.  Gay  of  that  company  for 
five  years  until  appointed  to  his  present  position.  He  is  a  director 
and  a  member  of  finance  committee  of  the  Fourth  National  Bank, 
and  first  vice-president  and  a  director  of  the  Realty  Trust  Com- 
pany, Atlanta,  and  a  director  and  member  of  the  advisory  com- 
mittee. Exposition  Cotton  Mills.  He  was  elected  president  of 
the  South  Eastern  Underwriters*  Association  at  its  meeting  in 
1908,  and  re-elected  in  1909. 

HART,  WILLIAM  H.,  was  born  at  Evansville,  Ind.,  February 
15,  1848.  He  was  graduated  from  the  Evansville  high  school  and 
learned  the  printer's  trade.  He  enlisted  in  the  Civil  War  in  1862, 
and  served  in  the  Sixty-fifth  Indiana  Regiment,  and  Twenty-fifth 
Indiana  Battery.  President  Grant  appointed  him  postmaster  of 
Frankfort,  and  he  was  third  auditor  of  the  treasury  of  the  United 
•States  under  President  Harrison.  He  was  five  years  assistant 
cashier  of  the  Farmer's  Bank  of  Frankfort,  Ind.,  and  editor  of  the 
Frankfort  Banner  twelve  years.  He  was  elected  auditor  of  state  of 
Indiana  in  1898,  for  the  term  beginning  January,  1899,  and  re- 
elected in  1900  for  two  years.  At  the  annual  meeting  of  the  National 
Insurance  Convention,  composed  of  the  heads  of  the  insurance  de- 
partments of  the  several  states  of  the  Union,  in  1901,  Mr.  Hart  was 
elected  president.  He  retired  from  office  in  January,  1903,  and  ac- 
cepted a  position  with  the  Equitable  Life,  at  Indianapolis. 

HARTFORD  BOARD  OF  FIRE  UNDERWRITERS  was  or- 
ganized at  a  meeting  held  February  29,  1864,  and  the  following  com- 
panies made  up  the  membership:  i^tna,  Hartford  Fire,  Connecticut 
Fire,  Phoenix  Fire,  Charter  Oak  Fire  and  Marine,  Merchants, 
North  American  Fire,  New  England  Fire  and  City  Fire.  Officers 
were  elected  as  follows:  President,  H.  Huntington:  vice-'president. 
Thomas  A.  Alexander;  secretary,  E.  Thomas  Lobdcll;  treasurer,  B 
W.  Green.  The  present  officers  elected  at  the  annual  meeting  in 
January,  1910,  are:  President.  Charles  E.  Parker;  vice-president, 
Edwin  S.  Cowles:  secretary,  Richard  N.  Crosby;  electrical  inspec- 
tor, Thomas  H.  Day;  treasurer.  C.  M.  Goddard,  Roston;  executive 
committee,  Silas  Chapman,  jr.,  chairman,  H.  W.  Seide,  Isaiah  Baker, 
Jr.,  H.  S.  Conklin.  E.  A.  Treat.  Chester  M.  Pitkin  is  secretary 
of  the  Board  succeeding  R.  M.  Crosby  resigned. 

HARTFORD  FIRE  INSURANCE  COMPANY.  The  charter 
of  the  company  was  granted  at  the  May  session  of  the  General 
Assembly  in  i8io»  and  the  company  was  organized  June  27th  of 
that  year,  with  Nathaniel.  Terry,  president,  and  Walter  Mitchell, 
secretary.  It  began  business  in  August  of  the  same  year.  The 
charter,  a  perpetual  one,  authorized  a  capital  of  $150,000  in  $50 
shares.  In  1853  the  company  was  authorized  to  increase  its  capital 
to  a  sum  not  exceeding  $300,000,  and  to  change  the  par  value  of 
its   shares   to  $100.     By   later   amendments   the   authorized   capital 
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was  increased  to  $3,000,000,  and  in  1906  the  paid  up  capital  was 
increased  to  $2,000,000.  Since  its  organization  the  Hartford  has  re- 
ceived in  premiitms  $226,781481.58,  and  has  paid  in  losses  $132,992,- 
588.44.  It  has  paid  since  organization  $14,420,329.00  in  cash  divi- 
dends, and  $950,000  in  stock. 

The  present  officers  are:  Chas.  E.  Chase,  president;  R.  M. 
Bissell  and  J.  W.  G.  Cofran,  vice-presidents;  Frederick  Samson 
and  S.  E.  Locke,  secretaries:  D.  J.  Glazier,  recording  secretary. 
The  Hartford  has  a  Western  Department  at  Chicago.  Illinois,  A.  G. 
Dugan,  General  Agent;  a  Pacific  Department  at  San  Francisco, 
CaHfornia.  Palache  &  Hewitt,  General  Agents:  a  Southern  Depart- 
ment at  Atlanta,  Ga.,  Kglcston  &  Prcscott,  General  Agents;  and  a 
Texas  Department  at  Dallas.  Texas,  J.  B.  Hereford,  General  Agent. 
C.  S.  Timberlake,  General  A^cnt,  is  in  charge  of  the  Marine  and 
Transportation  Department  at  Hartford,  Conn.  The  Directors  of 
the  Hartford,  are:  Jonathan  B.  Bunce.  James  J.  Goodwin,  Theodore 
Lyman,  George  Roberts,  William  C.  Skinner,  Meigs  H.  Whaples, 
Tames  M.  Thomson,  Chas.  E.  Chase  and  R.  M.  Bissell.  The  Hart- 
ford does  a  fire  and  tornado  and  inland-marine  insurance  business. 

HARTFORD  LIFE  INSURANCE  COMPANY,  THE,  of 
Hartford,  Conn.  This  company  has  a  special  charter  from  the 
Connecticut  legislature,  granted  in  1866.  It  has  been  in  continuous 
and  successful  operation  since  1867.  Its  policies  are  issued  upon  the 
legal  reserve — ^Am.  Ex.  table,  3J^% — plan,  and  are  up-to-date  in 
all  their  features. 

Besides  the  ordinary  life,  Hmited  payment,  and  endowment 
forms,  which  are  issued  both  as  participating  and  non-participating, 
the  company  writes  special  contracts,  such  as  guaranteed  addition 
policies,  five  per  cent,  gold  bonds,  annually  increasing,  and  pure 
endowment. 

All  policies  have  the  installment  settlement  clause  and  other 
liberal  features. 

Assets.  $4.739,541. u:  capital  and  surplus,  $1,015,164.73;  ratio  of 
assets  to  liabilities,  127  to  lOf).  The  Hartford  has  paid  to  policy- 
holders and  their  beneficiaries  more  than  $35,450,000. 

HARTFORD  STEAM  BOILER  INSPECTION  AND  IN- 
SURANC5  COMPANY  was  incorporated  June  30,  1866.  Capital, 
$1,000,000.  The  object  of  the  corporation  is  not  simply  to  indem- 
nify the  owners  of  boilers  for  loss  resulting  from  explosions,  but 
to  prevent  such  explosions,  as  far  as  practicable,  by  careful  periodical 
inspection  of  all  boilers  under  its  care,  made  by  experts  in  this 
special  line  of  business. 

The  appended  fimircs  show  the  business  of  the  company  for  1909. 


Year. 


1909 


Assets. 


$4,714,619.2:9 


Liabilities. 


Receipts. 


$2,122,117.01  $1,930,421.21 


Dishiirst'mcnts. 


$1,252,291.69 


Risks  in   Force. 


$488,943,118 
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The  present  officers  are:  L,  B.  Braincrd,  president  and  treas- 
urer; Francis  B.  Allen,  vice-president;  C.  S.  Blake,  secretary;  and 
L.  F.  Middlebrook,  assistant  secretary;  W.  R.  C.  Corson,  assistant 
secretary. 

HARVEY,  JULIAN  C,  formerly  second  vice-president  of  the 
National  Life  Insurance  Company  of  the  United  States  of  America, 
is  a  son  of  the  late  distinjfuished  actuary,  Augustus  F.  Harvey 
of  St.  Louis,  and  was  born  in  Lincoln,  Neb.,  in  1869.  He  was  for 
seven  years  assistant  secretary  of  the  Covenant  Mutual  Life  of  St. 
Louis,  leaving  it  in  1897  to  pursue  special  studies  at  the  University 
of  Virginia.  He  received  the  degree  of  LL.B.  from  Washington 
University,  St.  Louis,  in  1898,  and  in  the  same  year  formed  a  part- 
nership with  his  father  as  consulting  actuary,  continuing  in  that 
profession  until  he  was  elected  second  vice-preisdent  of  the  National 
Life  in  March,  1904,  which  position  he  resigned  in  1906.  He  is  at 
present  in  charge  of  the  underwriting  department  of  the  German 
Mutual  Life  Insurance  Company  of  St.  Louis. 

HASKELL,  WALTER  WILLIAMS,  Pacific  coast  general  agent 
for  the  Travelers  Insurance  Company.  life  dci>nrtment,  was  bom  at 
West  Gloucester,  Mass.,  January  26.  1846.  After  a  common  school 
education  at  home  he  removed,  in  1867,  to  the  town  of  Salina,  Kan., 
being  one  of  the  pioneers  thereof.  The  following  year  he  was  a 
resident  of  Carson  City,  Nevada,  which  he  left  in  1872,  and  located 
in  California.  In  1874  he  was  one  of  the  San  Francisco  firm  of 
Brown,  Craig  &  Co.  Selling  out  his  interest  there,  he  was  appointed 
city  agent  of  the  Travelers  Insurance  Company  of  Hartford  for  San 
Francisco,  and  in  March,  1885,  he  superseded  Thomas  Bennett  as 
general  agent  of  that  company. 

HASTINGS,  GLOVER  STREET,  superintendent  of  agents 
of  the  New  England  Mutual  Life  Insurance  Company,  was  born  in 
Colebrook,  Litchfield  county.  Conn.,  March  2,  1864.  He  received  a 
public  school  and  business  college  education,  and  entered  the  em- 
ploy of  a  brass  manufacturing  company  in  Waterbury  as  pay- 
master. He  began  his  life  insurance  career  in  1888  as  a  solicitor  in 
Waterb!ir>%  Conn.,  and  on  January  i.  1898,  entered  the  services  of 
the  New  England  Mutual  Life,  establishing  in  connection  with 
E.  N.  Folsom,  a  general  agency  for  the  company  in  Connecticut 
and  Rhode  Island,  with  headquarters  at  Providence.  Tic  was  elected 
to  his  present  position  on  June  3.   1908. 

HASTINGS,  JAMES  FREDERICK,  assistant  manager  of  the 
United  States  branch  of  the  North  British  and  Mercantile  Insur- 
ance Company,  was  born  at  Boston,  Mass.,  April  18,  1855.  He 
entered  the  fire  insurance  business  in  1873  in  the  Boston  office  of 
the  Liverpool  and  London  and  Globe,  and  three  years  later  the 
home  office  of  the  Commonwealth  Insurance  Company  of  Boston, 
where  he  remained  until  the  company  retired  from  business  in 
1882,  when  he  was  appointed  special  agent  of  the  Boylston  for  New 
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England  and  New  York.  In  1889  he  became  New  England  special 
agent  for  the  Continental  of  New  York,  and  in  1890  took  a  similar 
position  for  the  Southern  New  England  field  with  the  National  Fire 
of  Hartford.  En  1892  he  was  promoted  to  the  position  of  general 
agent  at  the  home  office  of  that  company,  and  was  appointed  to 
his  present  position  in  1S99. 

HATCH,  GEORGE  W.,  insurance  journalist,  was  bom  at  Plain- 
ville,  Adams  county,  Wis.,  July  2,  1856.  He  had  a  common  school 
and  university  education,  graduating  from  Ripon  College,  Wiscon- 
sin, in  1880,  with  the  degree  of  bachelor  of  arts.  After  graduation 
he  was  for  some  time  principal  of  the  graded  school  at  Brownsdale. 
Minn.,  and  then  served  as  civil  engineer  on  the  Nortliern  Pacific 
Railroad  in  the  Yellowstone  Valley.  He  was  editor  of  the  PVcstcrn 
Fireman  of  Chicago  from  1883  to  1888,  and  assumed  the  manage- 
ment of  the  Insurance  Age  on  the  first  day  of  the  latter  year,  a 
position  which  he  continues  to  hold. 

HAVEN,  CHARLES  D.,  manager  of  the  Liverpool  and 
London  and  Globe  Insurance  Company  for  the  Pacific  coast, 
was  born  in  New  York  city,  February  25,  1836,  but  has  been  a  resi- 
dent of  California  since  1859.  He  was  first  employed  in  San  Fran- 
cisco by  the  Pacific  Mail  Steamship  Company,  and  in  May.  1865. 
was  elected  secretary  of  the  Union  Insurance  Company  of  Califor- 
nia, a  corporation  that  was  organized  in  that  year  by  leading  cap- 
italists of  San  Francisco  with  a  cash  capital  of  $750,000.  This  com- 
pany transacted  fire  and  marine  insurance  business  and  attained  a 
national  reputation  by  paying  its  losses  in  the  Chicago  fire  of  187 1, 
amounting  to  more  than  $500,000,  in  full  in  cash  before  the  end  of 
the  year.  In  August,  1881,  he  resigned  that  position  to  accept  the 
one  he  now  fills.  He  was  elected  secretary  of  the  Board  of  Fire 
Underwriters  of  the  Pacific  in  1870,  holding  that  position  until  he 
was  elected  president  of  the  same  in  1896,  which  office  he  yet  holds. 

HAVENS,  FRANK  W.,  has  been  engaged  in  the  life  insurance 
business  for  more  than  a  quarter  of  a  century,  twenty-three  years 
of  which  have  been  spent  in  the  ofi[ice  of  the  Hartford  Life  Insur- 
ance Company  of  Hartford,  Conn.  During  the  greater  part  of 
that  time  he  has  edited  and  published  the  company  paper,  as  well 
as  its  literature.  He  was  born  in  Wethersfield,  Conn.,  educated  in 
the  Hartford  schools  and  by  private  tuition.  Studied  law  in  early 
years,  but  owing  to  ill  health  did  not  apply  for  admission  to  the 
bar.  Is  prominent  in  Masonic  circles,  having  been  Grand  Master 
and  is  now  Grand  Secretary  of  Connecticut.  He  is  a  32d  degree 
Scottish  Rite  Mason. 

HAWAII,  INSIIRANCE  SUPERVISION  IN.  An  act  desig- 
nating the  territorial  treasurer  to  be  insurance  commissioner  ex 
oiHcio,  with  supervision  over  the  business  of  insurance,  was  passed 
April  28,  1903.  A.  N.  Kepoikai  was  treasurer  at  the  time  and  be- 
came insurance  commissioner.  A.  J.  Campbell  is  the  present  insur- 
ance commissioner ;  G.  E.  Smithies  is  deputy  commissioner. 
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HAWES.  CflARLES  F.,  special  agent  of  the  Liverpool  and 
I-ondon  and  Globe  Insurance  Company.      (See  Death  Roll.] 

HAWKEYE  INSURANCE  COMPANY,  Des  Moines,  la.  Or- 
ganized 1865;  capital.  $100,000.  H.  R.  Howell,  president;  W.  D. 
Skinner,  secretary. 

HAZELDINE,  ROBERT  G.,  secretary  of  the  Philadelphia 
Casualty  Company,  Philadelphia,  Pa.,  is  of  English  descent,  and 
was  born  in  Brooklyn,  N.  Y.,  October  31,  1866.  He  received  a 
public  school  education,  and  entered  the  employ  of  the  Continental 
Fire  insurance  company  of  New  York,  and  continued  in  the  service 
of  that  company  until  1905  when  he  resigned  to  become  as'^istant 
treasurer  of  the  Casualty  Company  of  America.  Two  years  later 
he  accepted  a  position  with  the  Philadelphia  Casualty  Company, 
and  was  elected  to  his  present  position  in  January,   1908. 


HEALTH  INSURANCE  weekly 
specific  diseases  is  now  provided  by 
Their  policies  vary  as  to  conditions 
health  insurance  business  by  this  class 
United  States,  and  needs  more  data 
The  returns  of  business  done  in  1909 
panics  arc  as  follows: 


Comi>anics. 

-Tiltna   Life. 

American ,  Assurance, 

American    Fidelity, 

Continental    Casualty, 

Empire    State    Surety, 

??mploycrs'     Liability, 

Fidelity  and  Casualty, 

German    Commercial 

(treat    Eastern, 

London  Guarantee  and  Accident, 

Maryland    Casualty. 

Metropolitan   Casualty, 

New  Amsterdam  Casualty, 

<')cean    Acciilent. 

Pacific    Mutual,  ^    . 

Pacific   Mutual   Indemnity, 

Pennsylvania  Casualty, 

Phoenix    Preferred, 

Philadelphia   Casualty, 

Pittsburgh   Casualty, 

Preferred, 

Standard    Accident, 

T^^velers, 

Travelers    Indemnity, 

Knittd    States    Ca^ualty, 

I'^iiteil   Surely, 


indemnity  in  case  of  certain 
several   casualty   companies. 

and  diseases  covered.  The 
of  companies  is  new  in  the 

as  the   result  of  experience. 

by  the  principal  stock  com- 


P  re  mi  urns 
Received. 

$293,110 

104,933 
20,436 

541.335 
37.«7i 
5  J ,  1 66 

1,1 16,021 

if».937 

i3'''.5^>-f 

5.143 

-'<»5,7''2 

21,086 

44.271 
50,S63 

>  34.^59 

i^'.5>5 
71,290 

50,801 

47.951 

24,440 

218,946 

117,782 

414. 08> 

1.838 

201.070 

4J2 


Losses 
Paid. 

$115,768 

33.350 

7.546 

179.314 
16.402 

18,041 

512,260 

3.746 

50,690 

1.214 

1 10,4]  2 

6.553 
16,654 

22,996 
79,069 

3.'9'« 

i?7.5')9 
18,883 
18,370 
3.460 
73.786 
44.200 

155.129 

80 

8-;.8o3 

rSo 


Total, 


Total  1908, 


$4,022,009     $1,604,780 
$3,354,585        $1,455,781 


The  American  Casualty,  Casualty  Company  of  America,  Com- 
monwealth,   General    Accident    of     Scotland,     National    Casualty, 
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Frankfort  Marine,  Accident  and  Plate  Glass,  Massachusetts  Ac- 
cident, Federal  Casualty,  North  American  Accident,  United  States 
Hcahh  and  Accident,  Fidelity  Accident  and  Woodmens  Casualty 
companies,  and  Ridgely  Protective  Association  also  do  a  health 
insurance  business,  but  do  not  report  it  separately  from  the  personal 
accident  business. 

HEDGES,  SIDNEY  M.,  of  Boston,  general  agent  of  the  Mutual 
Benefit  Life  Insurance  Company  of  Newark,  having  headquarters  at 
Boston,  was  born  at  St.  Louis,  Mo.,  September  27,  1844.  He  received 
his  education  in  the  public  schools  of  Cincinnati,  and  prior  to  i86q 
was  engaged  in  railroading.  In  that  year  his  connection  with  the 
life  insurance  business  began.  He  was  president  of  the  Boston  Life 
Underwriters*  Association,  1892-93. 

HEGEMAN,  JOHN  R.,  president  of  the  Metropolitan  Life 
Insurance  Company  of  New  York,  was  born  in  Brooklyn,  N.  Y., 
April  18,  1844.  He  joined  the  Manhattan  Life  as  an  accountant 
in  December,  1866.  In  June,  1870,  he  was  appointed  secretary  of  the 
Metropolitan  Life  Insurance  Company,  in  October  of  the  same  year 
was  elected  vice-president,  and  in  October,  1891,  was  made  presi- 
dent.    [See  Metropolitan  Life  Insurance  Company.] 

HEGEMAN,  JOHN  R.,  Jr.,  assistant  secretary  of  the  Metropoli- 
tan Life  Insurance  Company,  was  born  in  New  York  city  August  10, 
1871.  He  was  educated  under  a  private  tutor,  and  began  his  busi- 
ness career  in  the  office  of  the  Metropolitan  Life.  He  was  elected 
to  his  present  position  in  1902.  He  is  major  in  the  Ordinance 
Department,  detailed  to  the  ist  Brigade,  General  Geo.  Moore  Smith, 
rommnnding. 

HENDERSON,  ROBERT,  assistant  actuary  of  the  Equitable 
Life  Assurance  Society,  was  born  in  Canada,  May,  24,  1871.  He 
was  educated  at  St.  Catherine's  Collegiate  Institute,  Ontario,  and 
Toronto  University.  In  the  latter  institution  he  won  the  scholar- 
ship in  mathematics.  In  1892  he  entered  the  insurance  department 
of  the  Dominion  government,  where  he  remained  five  years.  He 
afterwards  became  attached  to  the  office  force  of  the  Equitable 
Life,  and  in  1903  was  appointed  assistant  actuary.  He  is  a  Fellow 
of  the  Actuarial  Society  of  America  and  a  Fellow  of  the  Institute 
of  Actuaries. 

HF.\RY,  CARL  ALP.I^RT,  fire  underwriter,  San  Francisco,' is 
a  nativi'  of  California  and  was  born  of  American  parentage,  at 
S.'in  Jo^c,  Cal.,  May  Ji.  1S72.  After  cr.ni|)lcting  a  public  .school 
(.(liKvition  he  bcj^an  lii*^  insurance  career  as  office  boy  and  acquificd 
an  experience  in  various  capacities  in  office  and  field.  He  was 
appointed  general  agent  of  the  Pacific  Coast  department  of  the 
Sun  Itisurance  Office  in  September,  1899.  and  is  also  Pacific  Coast 
general  agent  for  the  Michigan  Fire  and  Marine  insurance  com- 
pany of  Detroit,  and  the  Sun  insurance  company  of  New  Orleans. 
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He  is  also  a  director  and  stockholder  in  the  Michigan  Fire  and 
Marine  insurance  company,  and  also  a  director  and  stockholder 
in  several  San  Francisco  corporations. 

HERNANDO  INSURANCE  COMPANY,  Memphis,  Tenn. 
Organized  i860;  capital,  $100,000.  John  R.  Pepper,  president;  J.  S. 
Dunscomb,  secretary. 

HESS,  HENRY  K,  vice-president  of  the  Fidelity-Phenix  Fire 
Insurance  Company  of  New  York,  was  born  in  Detroit,  Mich.,  in 
185T.  Entered  fire  insurance  office  in  Indianapolis  at  the  age  of 
sixteen,  and  has  ever  since  maintained  a  connection  with  the 
business.  Was  located  at  Scranton,  Pa.,  from  1876  to  1881 
as  an  independent  adjuster,  and  during  that  time  read 
law  and  was  admitted  to  the  bar,  incidentally  serving  on 
the  staff  of  a  daily  newspaper,  with  a  side  excursion  into  military 
life  growing  out  of  the  labor  riots  in  1877.  In  1881  he  took  up 
field  work  as  special  agent  for  the  Merchants  of  New  Jersey  in 
the  middle  department,  and  in  1882  and  1883  served  the  Royal, 
Insurance  Company  of  North  America,  and  Pennsylvania  Fire  as 
special  agent  in  New  York  state,  under  Manager  C.  R.  Knowles. 
In  1884  was  appointed  to  the  position  of  special  agent  for  the  Con- 
necticut Fire  Insurance  Company,  with  headquarters  at  Boston. 
Elected  president  of  the  New  England  Insurance  Exchange  in  1887, 
and  served  as  vice-president  of  that  organization  in  1896  and  1897. 
During  his  administration  of  the  Exchange  he  secured  incorporation 
of  the  Insurance  Library  Association,  and  for  twelve  years  was 
connected  with  the  conduct  of  its  affairs,  first  as  president,  and 
subsequently  as  secretary  and  treasurer.  The  success  of  the  library 
is  credited  by  its  friends  to  Mr.  Hess,  who  gave  freely  of  his  spare 
time  and  labor  to  building  up,  arranging,  and  cataloguing  its  fine 
collection  of  insurance  works.  In  June,  1899,  elected  manager  of 
the  New  York  Fire  Insurance  Exchange,  serving  as  such  until 
December,  1909,  when  elected  to  his  present  position. 

HEWITT,  DIXWELL,  associate  general  agent  of  the  Pacific 
coast  department  of  the  Hartford  Fire  and  Citizens  Insurance 
Company  of  St.  Louis,  was  born  in  Middlesex,  Penn.,  July  7,  1863. 
He  is  a  graduate  of  Williams  College,  class  of  1886,  and  began  his 
business  career  in  fire  insurance.  He  has  represented  various  com- 
panies in  the  coast  field  as  special  agent,  and  was  also  assistant 
manager  of  the  Phoenix  of  Hartford.  In  1900  he  was  appointed 
general  agent  for  the  Pacific  coast  for  the  Phoenix  of  London  and 
Providence-Washington,  and  in  1903  was  appointed  to  his  present 
position. 

HEXAMER,  CHARLES  A.,  secretary  Philadelphia  Fire  Under- 
writers' Association,  was  born  at  Hoboken,  N.  J.,  in  1852.  He  was 
graduated  from  the  New  York  University  as  civil  engineer  in  1871. 
The  next  three  years  were  spent  on  the  Pittsburg,  Fort  Wayne  and 
Chicago  Railroad  as  civil  engineer.  A  year  later  he  joined  E.  Hexa- 
raer,  the  map  and  survey  publisher  at  Philadelphia,  and  remained 
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with  him  until  1883,  when  he  became  inspector  of  the  Home,  Hart- 
ford, and  North  British  and  Mercantile.  He  subsequently  con- 
fined his  services  to  the  Hartford,  and  continued  in  that  capacity 
until  1890,  when  he  became  a  member  of  the  firm  of  Henry  W. 
Brown  &  Co.,  Philadelphia.  The  partnership  dissolved  by  limita- 
tion in  January,  1894,  and  in  the  fall  of  the  same  year  he  was 
elected  secretary  of  the  Philadelphia  local  board,  and  continued  in 
that  capacity  until  December,  1896,  when  he  resigned  to  accept  a 
position  with  the  Hartford  Fire.  Mr.  Hexamer  is  also  past-presi- 
dent of  the  National  Fire  Protection  Association,  and  chairman  of 
the  board  of  consulting  engineers  of  the  National  Board  of  Fire 
Underwriters,  and  a  member  of  National  Advisory  Board.  He 
was  elected  secretary  of  the  Philadelphia  association  in  March, 
1904,  to  succeed  Herbert  Wilmerding. 

HEYE,  CARL,  secretary  of  the  Germania  Life  Insurance  Com- 
pany, is  a  native  of  Germany,  and  was  born  in  Quakenbrueck,  May 
13,  1871.  He  was  educated  at  the  "Real  Gymnasium"  at  Quaken- 
brueck, where  he  graduated  in  1889.  Coming  to  the  United  States 
in  September,  1889,  he  entered  the  service  of  the  Germania  Life, 
and  was  appointed  secretary  in  1902.  In  1905,  he  was  graduated 
from  the  New  York  University  Law  School. 

HIGGINS,  ERNEST  CHESTER,  assistant  secretary  of  the 
i^.tna  Life  Insurance  Company,  liability  department,  was  born  at 
Wellfleet,  Mass.,  May  16,  1880,  and  received  a  public  and  high  school 
education.  He  began  his  business  career  as  clerk  in  a  grocery  store, 
and  entered  the  insurance  business  as  a  clerk  in  the  Boston  office  of 
the  Employers'  Liability  Assurance  Corporation  of  London.  In  1902 
he  accepted  a  position  in  the  liability  department  of  the  ^tna  Life, 
and  was  appointed  to  his  present  position  in  March,  1907. 

HIBERNIA  INSURANCE  COMPANY,  New  Orleans,  La, 
Organized  187 1 ;  capital,  $200,000.  W.  H.  Byrnes,  president;  P. 
E.  Burke,  secretary. 

HILLAS,  ROBERT  J.,  vice-president  and  secretary  of  the  Fi- 
delity and  Casualty  Company  of  New  York,  was  born  in  Green  Bay, 
Wis.,  October  25,  1859.  He  received  a  grammar  school  education, 
and  began  his  business  career  in  a  law  office.  He  entered  the 
service  of  the  Fidelity  and  Casualty  Company  as  an  office  boy. 

HINE,  C.  G.  AND  E.  A.,  sons  of  the  late  C.  C.  Hine  and  suc- 
cessors to  his  business  interests  as  proprietors  of  the  Insurance  Mon- 
itor and  Ittsurancc  Law  Journal,  the  business  having  been  incor- 
porated under  the  name  of  C.  C.  lline's  Sons  Co.  C.  G.  Hine  is 
also  president  and  E.  A.  Hine  secretary  of  the  Underwriters*  Pro- 
tective Association.  Both  were  trained  in  their  father's  office,  C.  G. 
Hine  having  been  associated  with  his  father's  business  some  twenty- 
years. 
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HINKLEY,  GEORGE  W.,  fire  underwriter,  was  born  at  Boston, 
Mass.,  July  4,  1856.  He  received  his  education  in  the  grammar  and 
English  high  schools  of  Boston,  and  began  business  life  as  a  clerk 
in  a  Boston  insurance  agency  in  1873.  In  1876  he  removed  to  Water- 
bury,  Conn.,  where  he  was  a  clerk  for  J.  W.  Smith,  insurance  agent. 
From  1885  to  1887  he  was  New  England  special  agent  for  the  Royai, 
Pennsylvania  Fire,  and  London  and  Lancashire,  and  from  1887  to 
1900  was  special  agent  and  adjuster  of  the  Phoenix  Insurance  Com- 
pany of  Hartford,  Conn.;  from  1900  to  1902  was  Boston  manager 
of  the  Phoenix  Insurance  Company  of  Hartford  and  Citizens  Insur- 
ance Company  of  New  York,  and  then  on  May  13,  1902,  was  elected 
president  and  treasurer  of  the  Citizens  Mutual  Insurance  Company 
of  Boston.  Mr.  Hinkley  has  been  active  in  the  affairs  of  the  New 
England  Insurance  Exchange,  of  which  he  served  one  term  as  vice- 
president,  and  in  1895  was  elected  president.  During  his  residence 
at  Waterbury,  Conn.,  he  served  on  the  board  of  education,  and  he 
was  prominent  in  Odd  Fellowship  in  Connecticut  from  1878  to  1885. 

HITCHCOCK,  CHAMPION  INGRAHAM,  insurance  journal- 
ist, was  born  at  Ripon,  Wis.,  September  16,  1868.  He  was  educated 
in  the  public  schools.  He  established  the  first  western  daily  column 
of  insurance  in  the  Chicago  Daily  Globe  in  1889,  tranferred  to  the 
Inter-Ocean  in  1890,  and  in  1895  inaugurated  the  insurance  depart- 
ment in  the  Chicago  Times-Herald,  which  paper  became  the  Record- 
Herald  in  1901.  Mr.  Hitchcock  resigned  this  position  January  19, 
1903,  to  become  dissociate  editor  of  the  Insurance  Field,  and  secre- 
tary and  general  manager  of  "The  Insurance  Field  Company,"  of 
which  he  is  a  stockholder. 

HOADLEV,  FREDERICK,  assistant  secretary  of  the  Ameri- 
can hisurance  company  of  Newark,  N,  J„  was  born  in  Princeton, 
N.  J.,  March  13,  1870.  He  was  educated  in  the  public  schools  of 
Newark,  and  was  elected  to  his  present  position  in  1908. 

HOADLEY,  PHILEMON  LYMAN,  president  of  the  American 
Insurance  Company  of  Newark,  N.  J.,  was  born  at  Collinsville, 
Lewis  county,  N.  Y.,  December  6,  1845.  His  ancestors  came  from 
England  about  the  year  1660,  and  were  among  the  pioneer  settlers 
of  Saybrook  and  Branford,  Conn.  He  spent  his  boyhood  in  his 
native  village,  where  he  attended  the  district  school,  completing  his 
education  at  Rome  Academy  and  Whitestown  Seminary  in  1861-3. 
From  1865  to  1868  he  acquired  a  valuable  business  experience  as 
clerk  and  teller  in  a  bank  at  Camden,  N.  Y.,  where  he  also  conducted 
a  local  insurance  agency.  He  entered  the  service  of  the  Hanover 
Fire  of  New  York  as  special  agent  in  1869,  was  called  to  the  home 
office  of  that  company  the  following  year,  and  in  December,  1874,  ac- 
cepted a  position  on  the  office  staff  of  the  American  of  Newark,  in 
charge  of  the  underwriting.  He  was  elected  a  director  in  1899, 
vice-president  in  1900,  and  president  of  the  company  in  1907. 

HOFFMAN,  FREDERICK  L.,  statistician  of  the  Prudential 
Insurance  Company  of  Newark,  N.  J.,  was  born  at  Varel,  Grand 
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Duchy  of  Oldenburg,  Germany,  May  2.  1865.  He  received  a  public 
and  private  school  education,  and  came  to  the  United  States  in 
i8R|  and  engaged  in  mercantile  pursuits.  He  entered  the  services 
of  the  Metropolitan  Life  insurance  company  in  1887,  serving  it  in 
various  capacities,  and  in  1891  resigned  his  connection  with  the 
Metropolitan  Life  to  enter  the  services  of  the  Life  Insurance  Com- 
pany of  Virginia.  In  1893  he  accepted  a  position  as  statistical 
assistant  in  the  actuarial  department  of  The  Prudential,  becoming 
statistician  in  1899,  and  was  elected  an  officer  of  the  company  in 
1902.  He  is  the  author  of  numerous  contributions  to  insurance, 
statistics  and  economic  and  social  science,  and  has  lectured  on 
insurance  before  the  University  of  Wisconsin,  at  the  Wharton 
School  of  Finance,  University  of  Pennsylvania  and  Cornell  Lhii- 
versity,  and  other  colleges  and  before  various  associations.  He 
is  a  vice-president  of  the  American  Statistical  Association,  a  Fellow^ 
of  the  Royal  Statistical  Society,  and  a  member  of  the  German 
Society  for  Insurance  Science,  American  Academy  of  Political  and 
Social  Science,  .American  Public  Health  Association,  and  numerous 
other  scientific  societies.  He  was  a  delegate  to  the  International 
Congress  of  Actuaries  in  1900  and  1906,  and  is  active  in  all  move- 
ments  for   the   promotion   of  public  health. 

HOLCOMBE,  JOHN  M.,  president  of  the  Phoenix  Mutual  Life 
Insurance  Company  of  Hartford,  was  born  in  that  city  in  June, 
1848,  and  was  graduated  at  Yale  College  in  the  class  of  1869,  receiv- 
ing afterward  the  degree  of  M.A.  While  engaged  in  the  study  of 
law  he  embraced  an  opportunity  to  gratify  his  taste  for  mathematics 
by  entering  the  actuarial  department  of  the  Connecticut  Mutual  Life. 
He  was  appointed  actuary  of  the  Connecticut  state  insurance  depart- 
ment in  187 1,  and  in  July,  1874,  went  into  the  service  of  the  Phoenix 
Mutual  as  its  assistant  secretary.  He  was  appointed  secretary  in 
June,  1875,  vice-president  in  1889,  and  president  in  1904.  Mr.Hol- 
combe  has  been  much  interested  in  the  local  politics  in  Hartford, 
and  has  been  a  member  of  the  city  council  a  number  of  years,  and 
president  of  both  its  branches.  He  is  a  Fellow  of  the  Actuarial 
Society  of  America,  and  a  director  in  various  financial  institutions 
in  Hartford.  He  was  one  of  the  organizers  of  and  has  been  lecturer 
at  the  Insurance  course  at  Yale  University.  At  Commencement 
in  June,  1910,  Yale  University  conferred  upon  him  the  honorary 
degree  of  Master  of  Arts. 

HOLLINSHEAD,  CHARLES  S.,  former  president  of  the 
Union  Insurance  Company  of  Philadelphia,  was  born  in  New  Jer- 
sey, January  10,  1850,  and  received  his  early  training  in  insurance 
while  a  boy  in  the  office  of  the  Insurance  Company  of  the  State  of 
Pennsylvania,  of  which  corporation  his  father  was  secretary  for 
many  years,  after  which  he  became  connected  with  the  then  import- 
ant general  and  local  agency  firm  of  Duy  &  Hollinshead,  represent- 
ing many  of  the  larger  agency  companies.  In  1872,  when  but  twenty- 
two  years  old,  he  was  appointed  manager  of  the  fire  insurance  de- 
partment of  the  Union,  and  in  1889  he  was  elected  president  of  the 
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company.  He  resigned  the  office  February  12,  1906,  and  was  later 
elected  agency  manager  of  the  Franklin  Fire  Insurance  Company  of 
Philadelphia,  from  which  he  resigned  April  i,  1907. 

HOLM  AN,  CHARLES  J.,  assistant  manager  of  the  Commercial 
Union  Assurance  Company  of  London,  and  of  the  Palatine  Insur- 
ance Company  of  London,  was  born  in  the  city  of  New  York,  No- 
vember 18,  1854,  He  was  educated  in  New  York,  and  early  in  1873 
entered  the  employ  of  the  Commercial  Union  in  New  York,  and 
has  been  connected  with  that  company  in  various  positions  ever 
since.  In  1880  he  was  appointed  its  special  agent  in  Pennsylvania. 
In  1882  and  the  following  year  he  was  superintendent  of  agencies 
at  the  New  York  office.  From  1883  to  1889  he  was  the  resident 
secretary  of  the  company's  central  department,  with  headquarters 
in  Cincinnati.  In  the  latter  year  he  was  appointed  resident  secretary 
for  the  northwestern  department,  with  headquarters  at  Denver.  On 
the  death  of  Manager  Sewall,  and  the  appointment  of  Assistant 
Manager  Wray,  in  January,  1899,  to  fill  the  vacancy,  Mr.  Holman 
was  appointed  assistant  United  States  manager  of  the  company,  and 
removed  to  New  York.  He  is  also  vice-president  of  the  Commer- 
cial Union  Fire  Insurance  Company  of  New  York,  and.  assistant 
United  States  manager  of  the  Palatine  Insurance  Company,  Limited 
of  London. 

HOLMES,  EARLES  F.,  was  born  in  the  city  of  Chicago,  De- 
cember 2,  186 1,  and  after  a  public  school  and  academic  education  he 
entered  the  mercantile  trade,  serving  in  responsible  capacities  with 
two  of  the  largest  wholesale  houses  in  the  west.  His  next  under- 
taking was  in  life  insurance,  as  a  solicitor,  from  which  he  entered 
the  casualty  business  and  practically  devoted  all  his  time  to  it,  until 
January  i,  1899,  when  he  became  eastern  secretary  of  the  Pacific 
Mutual  Life  of  San  Francisco,  a  position  he  retained  until  1903, 
when  he  resigned  to  enter  other  business.  In  1906  he  re-entered 
the  insurance  field  and  was  appointed  manager  of  the  accident  de- 
partment of  the  New  York  office  of  the  Travelers  Insurance  Com- 
pany. 

HOLMES,  EDWIN  B.,  third  vice-president  of  the  John  Han- 
cock Mutual  Life  Insurance  Company  of  Boston,  was  born  in  North 
Abington,  Mass.,  January  3,  1853.  He  was  educated  in  the  public 
schools  and  business  college,  and  began  his  business  career  in  the 
wholesale  boot  and  shoe  business,  in  which  he  is  still  active  as  a 
member  of  the  firm  of  Parker,  Holmes  &  Co.  He  is  a  past  presi- 
dent of  the  New  England  Shoe  Wholesalers'  Association  and  the 
National  Wholesalers'  Association  of  the  United  States,  and  Past 
Grand  Master  of  Masons  in  Massachusetts,  director  of  the  Grand 
Lodge  of  Masons  of  Massachusetts,  and  director  of  Boylston  Nation- 
al Bank,  Boston  Mass. 

HOLMES,  FRANK  FARNSWORTH,  insurance  agent,  and 
secretary  and  treasurer  of  the  National  Association  of  Local  Fire 
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Insurance  Agents  from  1898  to  1904,  was  born  at  Warsaw,  111., 
March^2i,  1858.  He  obtained  his  early  education  in  the  public 
bchools,  and  later  in  Knox  College,  from  which  he  was  graduated 
in  1880.  He  was  engaged  in  newspaper  work  while  in  college,  and 
hince  graduation  has  been  in  the  insurance  business,  h«ving  served 
in  every  position  in  a  general  agency.  He  was  a  member  of  the 
examining  board  when  the  civil  service  was  inaugurated  for  inspec- 
tors of  the  building  department  in  Chicago.  He  filled  the  positions 
of  adjuster  and  special  agent  for  a  number  of  years,  and  since  1888 
has  been  engaged  in  the  fire  insurance  business  as  local  agent  in 
Chicago. 

HOME  ACCIDENT  INSURANCE  COMPANY,  Fordyce. 
Ark.  Organized  1900;  capital,  $250,000.  A.  B.  Banks,  president; 
John  R,  Hampton,  secretary. 

HOME  FIRE  INSURANCE  COMPANY,  Salt  Lake  Cit>', 
Utah.  Organized  i88(j;  capital,  $300,000.  Heber  J.  Grant,  presi- 
dent; H.  G.  Whitney,  secretary. 

HOME  FRIENDLY  SOCIETY,  Baltimore,  Md.  Organized 
1884.  George  A.  Chase,  president;  B.  L.  Talley,  secretary.  It  trans- 
acts an  industrial  business. 

HOME  INSURANCE  COMPANY,  THE,  of  New  York  was 
organized  April  13,  1853,  under  act  of  April  10,  1849,  the  original 
capital  being  $500,000.  The  charter  authorized  fire,  inland,  and 
marine  insurance,  both  of  which  were  prosecuted  by  the  company 
until  1870,  when  inland  and  marine  operations  were  discontinued. 
April  13,  1864,  an  amendment  was  adopted,  authorizing  ocean  marine 
insurance.  That  branch  also  was  discontinued  eighteen  months  after 
its  inception.  In  1888  marine  and  inland  transactions  were  resumed 
under  the  charter.  July  15,  1858,  the  capital  was  increased  to  $600,- 
000,  under  act  of  June  25,  1853.  Under  the  same  act  the  amount 
was  increased  to  $1,000,000,  February  19,  1859.  The  capital  was 
doubled  in  amount  December  31,  1863,  and  an  additional  increase  of 
half  a  million  was  ordered  July  13,  1870,  making  the  total  $2,500,000. 
The  last  increase  was  effected  January  23,  1875,  the  amount  being 
$500,000.  Since  that  date  the  capital  has  remained  at  $3,000,000. 
Of  the  total  increase,  $1,000,000  was  realized  from  stock  dividends. 
The  total  assets  and  liabilities  of  the  Home,  December  31,  1909,  were: 


Assets.        .  .  .  . 

Liabilities,   except   capital, 
C"ai)ital.  .... 

Net    Surplus,   above   all    reserves. 
Special  ('o)iflaKration  Surplus, 


$27.3071672.28 

11,924,835.32 

3,000,000.00 

11,182,836.96 

1,200,000.00 


The   Home   has   received   since   its   organization   in   premiums, 
$214,150,935.20,  and  has  paid  in  losses.  $121,134,695.12. 

Elbridgc  G.  Snow,  president;  E.  H.  A.  Correa,  vice-president; 
Frederic  C.  Buswell,  vice-president;  Areunah  M.  Burtis,  Charles  L. 
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Tyner,  secretaries;  Henry  J.  Ferris,  Clarence  A.  Ludlum,  assistant 
secretaries.  In  1901  the  company  accepted  the  provisions  of  the 
safety  fund  law,  and  in  compliance  therewith  deposited  $1,500,000 
with  the  superintendent  of  insurance. 

HOME  LIFE  AGENCY  ASSOCIATION,  composed  of  the 
general  agents  of  the  Home  Life  Insurance  Company  of  New  York, 
was  organized  in  November,  1908.  Officers  were  elected  as  fol- 
lows :  President,  Clarence  A.  Wray,  Philadelphia ;  vice-president, 
W.  A.  R.  Bruehl,  Cincinnati;  secretary  and  treasurer,  William  Van 
Sickle,  Detroit;  executive  committee:  G.  W.  Slauson,  Baltimore, 
chairman:  C.  C.  McGehee,  Jr.,  Atlanta;  J.  W.  Jackson,  Chic.igo; 
E.  A.  Livcrnian,  Denver;  C.  N.  Weber,  Buffalo  and  E.  A.  Callahan, 
New   Haven. 

HOME  LIFE  INSURANCE  COMPANY,  THE,  New  York, 
incorporated  under  the  laws  of  the  state  of  New  York,  and  began 
business  May  1,  iSTk).  George  E.  Ide,  president;  E.  W.  Gladwin, 
secretary. 

HOSFORD,  ALBERT  ROSWELL,  assistant  manager  of  the 
Royal  Insurance  Company,  Limited,  of  Liverpool,  England,  at  New 
York,  was  born  of  English  parents  in  Brooklyn,  N.  Y.,  on  April 
29,  1867.  He  received  a  public  school  education  and  entered  the 
service  of  the  Royal  Insurance  Company  as  a  boy  at  its  Brooklyn 
office.  In  due  time  he  was  transferred  to  the  New  York  office  ot 
the  Company  and  became  assistant  adjuster  of  losses,  being  later 
appointed  adjuster,  and  acted  in  that  capacity  until  May  i,  1907, 
when  he  was  promoted  to  his  present  office.  He  was  appointed 
by  the  thirty-five  companies  as  the  chairman  of  their  committee  of 
five  in  the  adjustment  of  the  enormous  number  of  losses  sustained 
by  the  San  Francisco  conflagration  of  April,  1906.  He  is  president 
of  the  Insurance  Society  of  New  York  and  chairman  of  the  Asso- 
ciation of  Insurance  Societies  and  Institutes  of  America. 

HOST  ZENO  M.,  was  born  in  Lyons,  Walworth  county.  Wis., 
in  July,  1869,  of  German  parentage.  He  attended  the  public  schools 
in  Walworth  county  until  thirteen  years  of  age,  when  with  his 
parents  he  moved  to  Milwaukee,  Wis.,  where  he  attended  two  terms 
of  evening  school  at  the  Spencerian  Business  College.  His  active 
business  career  was  begun  as  a  bookkeeper  in  a  coal  office,  and  later 
as  secretary  of  a  loan  and  building  association,  and  subsequently  he 
became  engaged  in  the  fire  insurance  business  as  a  local  agent  in 
Milwaukee.  He  has  always  been  active  in  fraternal  circles.  He  was 
Grand  Chancellor  of  the  Knights  of  Pythias  of  Wisconsin  one  year 
and  was  High  Treasurer  of  the  Independent  Order  of  Foresters  for 
several  years.  He  was  secretary  of  the  Republican  State  Central 
Committee  of  Wisconsin  in  1900-1901,  and  was  elected  insurance 
commissioner  of  Wisconsin  in  1902  for  a  term  of  two  years  beginning 
January  5,  1903,  and  was  re-elected  for  the  term  beginning  January  1, 
1905.     On  the  close  of  his  second  term  as  insurance  commissioner, 


250  Howe,  William  T. 

January  7,  1907,  he  became  general  manager  of  the  insurance  depart- 
ment of  the  Knights  of  Pythias  with  headquarters  in  Chicago,  hav- 
ing charge  of  the  field  work,  from  which  position  he  resigned  on 
August  15,  1908,  when  he  accepted  the  position  as  director  of  agencies 
of  the  United  States  Annuity  &  Life  Insurance  Company,  1606 
Heyworth  building,  Chicago,  III.,  where  he  is  now  located, 

HOWARD,  ALFRED  R,  secretary  of  the  Granite  State  Fire 
Insurance  Company  of  Portsmouth,  N.  H.,  was  born  at  Marlow, 
N.  H.  He  studied  law  with  the  late  Judge  W.  H.  H.  Allen  of  New- 
port, N.  H.,  was  admitted  to  Sullivan  county  bar,  and  removed  to 
Portsmouth  in  1868,  where  he  served  two  years  as  city  solicitor.  Mr. 
Howard  was  collector  of  customs  for  the  port  of  Portsmouth  for 
twelve  years,  and  in  1885  was  elected  secretary  and  manager  of  the 
Granite  State  Fire. 

HOWELL,  CHARLES  F.,  editor  and  publisher  of  the  "In- 
surance and  Commercial  Magazine,"  was  born  at  South  Amboy, 
N.  J.,  June  8,  1868.  He  was  educated  in  the  schools  of  South 
Amboy,  at  Brainerd  Institute,  New  Jersey,  and  at  Princeton  Uni- 
versity, New  Jersey,  from  which  he  was  graduated  in  1891.  After 
graduation  he  studied  in  Germany  and  traveled  on  the  continent 
His  first  business  connection  was  with  the  Pacific  coast  depart- 
ment of  the  Royal  Exchange,  Queen,  and  Connecticut  Fire  Insur- 
arnce  Companies  under  Robert  Dickson.  He  entered  daily  jour- 
nalism in  1892  and  was  on  the  staffs  of  the  Morning  Call  and  the 
Evening  Bulletin  of  San  Francisco  for  two  years  and  a  half,  during 
which  time  he  contributed  largely  to  magazines.  He  became  con- 
nected with  the  Argus  of  Chicago  in  1894  and  later  was  its  editor. 
In  November,  1900,  he  purchased  the  paper  of  which  he  is  now  pub- 
lisher and  editor.  He  is  a  member  of  the  Princeton  Club  of  New 
York. 

HOWE.  LIVERUS  HULL,  actuary  of  the  John  Hancock 
Mutual  Life  insurance  company,  Boston,  Mass.,  was  born  in 
Charlestown,  Mass.,  January  26,  1872.  He  received  a  public  school 
education,  and  began  his  insurance  career  with  the  John  Hancock 
Mutual  Life  as  clerk  in  1889.  He  was  appointed  to  his  present 
position  in  1909. 

HOWE,  WILLIAM  T.,  secretary  of  the  Connecticut  Fire 
Insurance  Company,  was  born  in  Salem,  Mass.,  October  20,  1848. 
He  was  educated  at  St.  Paul's  School,  Concord,  N.  H.,  and  after 
leaving  school  engaged  in  mercantile  pursuits.  In  1875  he  entered 
the  service  of  the  North  British  and  Mercantile  Insurance  Com- 
pany, occupying  positions  in  the  underwriting  department,  and  in 
1885  engaged  in  field  work  for  the  company.  In  1888  he  entered  the 
service  of  the  Connecticut  Fire  as  special  agent  in  the  middle  depart- 
ment field,  and  in  1894  became  general  agent  at  the  home  office.  In 
1896  he  was  appointed  assistant  manager  of  the  North  British  and 
Mercantile,  and  a  year  later  again  entered  the  service  of  the  Con- 
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necticut  Fire  as  general  agont  at  the  home  office,  and  was  elected 
assistant  secretary  in  January,  1903,  and  to  his  present  position 
December  4,   1907. 

IIOVVLAND/ FRED  ARTHUR,  vice-president  and  counsel 
X)f  the  National  Life  Insurance  Company,  Montpelier,  Vt.,  was 
born  at  Franconia,  N.  H.,  November  10,  1864.  He  was  educated  at 
Phillips  Andover  Academy  and  Dartmouth  College,  from  which  he 
graduated  in  1887.  He  was  admitted  to  the  bar  and  practiced  law 
at  Montpelier  as  a  member  of  the  firm  of  Dillingham,  Huse  & 
1  lowland  from  1892  to  1903.  In  the  latter  year'he  was  appointed 
counsel  for  the  National  Life,  and  was  elected  vice-president  of 
the  company  in  1909.  He  has  been  prominent  in  the  political  affairs 
of  Vermont,  and  was  secretary  of  civil  and  military  affairs  from 
1888  to  1890;  clerk  of  the  house  of  representatives  from  1896-1898, 
and  was  also  state's  attorney  for  Washington  county.  He  was 
elected  secretary  of  state  and  insurance  commissioner  in  1898,  and 
served  imtil  1902. 

HOYT,  GEORGE  W.,  deputy  manager  in  New  York  for  the 
Liverpool  and  London  and  Globe  Insurance  Company,  is  a  descend- 
ant of  an  old  Colonial  family,  and  was  born  at  Stamford,  Conn., 
June  19,  1856.  He  entered  the  service  of  the  Liverpool  and  London 
and  Globe  at  the  age  of  fifteen  years  in  1871,  was  appointed  assist- 
ant deputy  manager  at  New  York  at  the  age  of  twenty-two  years 
in  1878,  and  became  deputy  manager  on  the  retirement  of  Mr.  Puls- 
ford  from  the  management  in  1887. 

HUBBARD,  CHARLES  D.,  special  agent  of  the  Phoenix  of 
London  in  the  middle  department,  was  born  in  the  city  of  New 
York  May  3,  1868,  and  received  his  education  at  the  Adelphi  Acad- 
emy, Brooklyn,  N.  Y.  In  1888  he  was  employed  by  his  father's  firm, 
Charles  Hubbard  &  Co.,  pig  iron  merchants,  as  a  salesman,  and  while 
there  acquired  a  valuable  knowledge  of  mechanical  drawing  and 
machinery.  In  March,  1894,  he  joined  the  Mutual  Fire  Insurance 
Company  of  New  York  as  an  inspector;  his  territory  covering  New 
England  and  the  middle  states,  and  making  a  specialty  of  fire  pro- 
tection and  sprinkler  equipments.  In  August,  1895,  he  went  with 
the  London  Assurance  Corporation  as  its  New  York  city  surveyor, 
and  on  January  i,  1899,  was  appointed  special' agent  of  the  Phoenix 
of  London  for  Pennsylvania,  Maryland,  Delaware,  and  the  District 
of  Columbia.  Mr.  Hubbard  was  one  of  the  Phoenix  adjusters  of 
the  loss  caused  by  the  Baltimore  conflagration  in  February,  1904, 
and  also  of  that  caused  by  the  San  Francisco  conflagration  in  April, 
1906. 

HUBBARD,  RALPH  K.,  vice-president  of  the  Great  Northern 
Life  Insurance  Company  of  Wausau,  Wis.,  was  born  in  Durham, 
Conn.,  December  6, 1862.  He  was  educated  in  the  common  schools  and 
academy  at  Durham,  Conn.,  and  entered  the  service  of  the  Provident 
Savings  Life  Assurance  Society  as  an  office  boy  in   1883,  passing 


252  Hughs,  Robert  Nathaniel 

through  the  several  departments  of  the  company.  He  was  ap- 
pointed assistant  secretary  in  1893  and  comptroller  in  1901,  and  in 
1907  was  also  appointed  superintendent  of  agents  as  well  as  comp- 
troller. He  is  a  member  of  the  Sons  of  the  Revolution,  the  New 
York  Republican,  'ihe  New  York  Club,  and  Arkwight  Clubs.  He 
resigned  as  comptroller  of  the  Provident  Savings  Life  in  May,  1909, 
and  entered  the  brokerage  business  in  New  York  city,  and  subse- 
i]uently  accepted  a  position  with  the  Federal  Life  Insurance  Company 
of  Giicago,  which  position  he  resigned  in  1910  to  accept  his  present 
appointment. 

HUDNUT,  JAMES  M.,  assistant  secretary,  New  York  Life 
insurance  company,  was  born  in  Orleans  County,  N.  Y.,  in  1844. 
He  worked  on  a  farm  until  18  years  of  age  and  on  the  outbreak  of 
the  civil  war  enlisted  in  tlie  army.  He  was  a  clerk  in  the  United 
States  Treasury  department  from  1864  to  1869,  and  during  this 
time  prepared  for  college  and  was  graduated  from  the  University 
of  Rochester  in  the  class  of  1872.  He  was  associate  editor  of  the 
New  York  "Examiner"  from  1872  to  1875,  and  in  the  latter  year 
entered  the  service  of  the  New  York  Life  as  editor  of  the  "News 
Letter,"  and  is  the  author  of  a  history  of  the  Company.  He  is 
the  editor  of  the  Company's  literature,  and  was  elected  to  his 
present  position  in   1909. 

HUDSON  VALLEY  LIFE  UNDERWRITERS'  ASSOCIA- 
TION was  organized  in  1901.  At  the  annual  meeting  held  March 
25,  1909,  the  following  officers  were  elected:  President,  John  H 
Quinlan,  Newburgh,  N.  Y.,  Northwestern  Mutual ;  secretary,  M.  T. 
Donohue,  Newburgh,  N.  Y.,  Metropolitan.  The  above  are  the 
present  officers. 

HUGHES,  BENJAMIN  R,  editor  and  publisher  of  the  Insur- 
ance Register  of  Philadelphia,  was  born  at  Fowlerville,  Pa.,  April 
6,  1844.  He  was  the  son  of  a  farmer,  and  received  his  education 
in  the  public  schools,  Susquehanna  University,  and  the  Pennsyl- 
vania College.  After  leaving  college  he  took  up  journalism,  becom- 
ing editor  of  the  Wyoming  Valley  Journal.  He  was  admitted  to  the 
bar  in  Philadelphia  in  1878,  and  since  that  time  has  been  contin- 
uously engaged  in  the  practice  of  law.  He  was  a  state  senator 
from  1882  to  1887,  and  assistant  postmaster  of  Philadelphia  from 
1889  to  1893. 

HUGHS,  ROBERT  NATHANIEL,  formerly  secretary  of  the 
Atlanta-Birmingham  Fire  Insurance  Company,  is  a  native  of 
Georgia,  and  was  born  in  Irwinton,  Wilkinson  county,  September  29, 
1868.  After  receiving  a  common  school  education  he  entered  a  local 
agency  at  Macon,  Ga.,  as  stenographer,  and  subsequently  became 
a  member  of  the  firm  of  Geo.  W.  Duncan  &  Co.,  local  agents  at 
Macon,  Ga.  He  was  successively  examiner,  special  agent,  and  as- 
sistant manager  in  the  southern  department  of  the  Imperial  Insur- 
ance Company  of  London,  and  after  the  retirement  of  that  company 
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was  appointed  special  agent  of  the  Hartford  Fire,  which  position 
he  resigned  to  accept  the  assistant  secretaryship  of  the  Atlanta-. 
Birmingham  Fire  Insurance  Company.  He  was  elected  Fecretary  of 
the  Atlanta-Birmingham  Fire  Insurance  Company  in  February,  1904 
He  resigned  October  i,  1906,  to  go  into  the  general  agency  business, 
forming  a  partnership  with  M.  B.  Yates,  under  the  firm  name  of 
Hughs  &  Yates,  and  they  are  now  general  agents  with  headquarters 
at  Alanta,  Ga.,  for  the  Jefferson  Fire  Insurance  Company  of  Phila- 
delphia, the  New  Brunswick  Fire  Insurance  Company  of  New 
Jersey,  the  Union  Insurance  Company  of  Philadelphia,  the 
Insurance  Company  of  the  State  of  Pennsylvania,  the  People's 
National  Insurance  Company  of  Philadelphia. 

HULING,  ANSEL  H.,  insurance  journalist,  is  a  native  of  Che- 
nango county,  New  York.  He  obtained  his  education  in  the  pub- 
lic schools  and  academies  in  Chautauqua  county,  New  York,  and 
in  northern  Illinois,  whither  he  had  removed  at  the  age  (»f  seven- 
teen. Later  he  attended  Hilldale  College,  Michigan,  leaving  before 
graduation  to  engage  in  teaching.  In  1862  he  entered  the  Free  Bap- 
tist ministry,  and  for  nearly  nine  years  was  pastor  of  churches  in 
northern  Illinois  and  southern  Wisconsin,  and  also  for  two  or  three 
years  was  associate  editor  of  the  Christian  Freeman  of  Chicago. 
In  1870  poor  health  forced  him  to  abandon  the  ministry,  when  he 
went  with  the  Life  Association  of  America  of  St.  Louis  as  manager 
of  its  southern  Illinois  department  at  Springfield,  and  afterward 
for  a  time  as  joint  manager  for  the  same  company  at  Chicago. 
Later,  he  was  for  four  years  western  editor  and  manager  of  the 
Morning,  Star,  a  religious  weekly  of  Boston,  and  from  1880  for 
nearly  five  years  was  editor  of  the  Investigator  of  Chicago.  From 
1886  to  October,  1889,  Mr.  Huling  was  superintendent  of  publica- 
tions of  the  Union  Central  Life  of  Cincinnati,  and  then  for  four 
years  associate  editor  of  the  Insurance  and  Finance  Chronicle  of 
Montreal.  Returning  to  Chicago,  he  engaged  in  literary  work  until 
the  spring  of  1895.  when  he  again  took  an  editorial  position  on  the 
Investigator.  In  March,  1896,  he  became  editor  of  the  Argus,  which 
position  he  occupied  until  February,  1900,  when  he  went  with  the 
Insurance  Herald  of  Louisville  as  editor  of  that  journal,  which 
is  now  published  from  Atlanta,  Ga.  On  February  i,  1903,  he  re- 
signed his  connection  with  the  Insurance  Herald  to  take  the  editorial 
management  of  the  Undenvriters'  Rcziew  of  Des  Moines,  la.  Mr. 
Huling  contributed  the  articles  on  fire,  marine,  and  accident  insur- 
ance for  the  latest  revised  American  edition  of  the  Encyclopedia 
Britannic  a  in  1896. 

HULL,  JAMES  W.,  president  of  the  Berkshire  Life  Insurance 
Company,  was  born  at  New  Lebanon,  N.  Y.,  September  20,  1842. 
and  received  his  education  in  public  and  private  schools.  He  re- 
moved to  Pittsfield,  Mass.,  in  1865,  and  since  then  has  been  con- 
nected with  the  banking  and  insurance  interests  there.  Mr.  Hull 
was  appointed  secretary  of  the  Berkshire  Life  in  1872,  and  treasurer 
in  1878,  and  elected  president  of  the  company  in  1903. 
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HUMBOLDT  FIRE  INSURANCE  COMPANY,  Pittsburgh, 
Pa.  Organi'jed  1871 ;  capital,  $Joo,ooo.  A.  H.  Trimble,  president; 
Edward  *Heer,  secretary. 

HUNT,  BEEKMAN,  former  president  of  the  .^tna  Indemnity 
Company,  was  born  in  New  York  city,  April  20,  1869,  and  received  a 
private  school  education.  He  was  elected  president  of  the  ^tna 
Indemnity  in  January,  1909,  having  been  vice-president  and  general 
manager  since  1904,  but  resigned  in  19 10.  He  is  a  trustee  of  the 
Washington  Savings  bank.  New  York,  and  president  of  the  Title 
and  Guaranty  Company  of  Rochester,   N.  Y. 

HUNTER,  ROBERTSON  G.,  secretary  and  actuary  of  the 
Provident  Savings  Life  Assurance  Society,  New  York,  is  a  native 
of  Scotland,  and  was  bom  at  Edinburgh,  December,  7,  1877.  He 
was  educated  at  the  Edinburgh  University.  He  was  connected 
with  the  actuarial  department  of  the  New  York  Life  insurance 
company,  for  ten  years,  part  of  that  time  representing  the  company 
as  resident  mathematician  at  Chicago.  He  resigned  from  the  New 
York  Life  to  accept  the  position  of  state  actuary  of  Massachusetts, 
and  as  such  organized  and  managed  the  savings  banks  industrial 
insurance  plan  adopted  in  the  state.  .He  was  appointed  to  his 
present  position  in  1909.  He  is  a  Fellow  of  the  Actuarial  Society 
of  .America  and  an  associate  of  the  Institute  of  Actuaries  of  Great 
Britain. 

HUNTINGTON,  ROBERT  WATKINSON,  Jr.,  president  of 
the  Connecticut  General  Life  Insurance  Company,  was  born  at  Nor- 
wich, Conn.,  November  9,  1866.  He  was  educated  in  the  Hartford 
High  School  and  Yale  College,  from  which  he  was  graduated  in 
1889.  He  was  a  clerk  in  the  Connecticut  General  Life  Insurance 
Company  until  1893,  when  he  was  appointed  actuary.  In  May,  1899, 
was  appointed  secretary,  and  in  May,  I90i»,  was  elected  to  fill  the 
vacancy  caused  by  the  death  of  President  Russell.  He  is  a  trustee 
of  the  Connecticut  Trust  &  Safe  Deposit  Co.,  a  trustee  of  the  Dime 
Savings  Bank,  and  a  director  of  the  First  National  Bank,  Hartford. 
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IDAHO,  INSURANCE  SUPERVISION  IN.  Under  the  act 
of  1891  the  state  treasurer  is  charged  with  the  supervision  of  insur- 
ance in  Idaho,  the  term  of  office  being  two  years.  Frank  R.  Coffin 
was  the  first  treasurer  his  term  expiring  January,  1893.  His  suc- 
cessors were  William  G.  Hill,  whose  term  expired  January,  1895, 
and  C.  Bunting,  whose  term  expired  January,  1897,  George  H. 
Storer,  whose  term  expired  January,  1899,  and  L.  C.  Rice,  whose 
term  expired  in  January,  1901.  The  legislature  of  1901  created 
a  separate  insurance  department,  the  commissioner  being  appointed 
by  the  governor  for  a  term  of  two  years.  Peter  M.  Davis  was  the 
commissioner  from  March,  1901,  to  March,  1903,  when  he  was  suc- 
ceeded by  John  H.  Myer,  who  served  until  March,  1905.  Edward 
L.  Liggett  was  commissioner  from  March,  1905,  to  March,  1907. 
when  he  was  succeeded  by  C.  D.  Goaslind. 

IDE.  GEORGE  EDWARD,  president  of  the  Home  Life  Insur- 
ance Company  of  New  York,  was  born  at  Brooklyn,  N.  Y.,  May  10, 
i860,  and  was  educated  at  the  Collegiate  and  Polytechnic  Institute 
of  that  city  and  ,Yale  University,  from  which  he  was  graduated  with 
the  class  of  1881,  receiving  also  from  that  University  the  Honorary 
Degree  of  M.A.,  in  1906.  Mr.  Ide  was  with  the  large  banking  house 
of  Dominick  &  Dickerman  of  New  York  from  the  time  of  leaving 
college  until  1890,  when  he  was  appointed  secretary  of  the  Home 
Life.  Two  years  later  he  was  elected  vice-president,  and  in  May, 
1894,  he  succeeded  to  the  presidency  of  the  company.  He  is  a  direc- 
tor of  the  Fidelity  and  Casualty  Company  of  New  York,  the  Corn 
Exchange  Bank  (Grand  Central  Branch),  and  president  and  director 
of  the  Larchmont  National  Bank. 

ILLINOIS  ASSOCIATION  OF  LOCAL  FIRE  INSURANCE 
AGENTS.  Organized  at  Chicago,  August  2,  1899,  with  the  follow- 
ing officers:  President,  R.  W.  Hosmer  of  Chicago;  vice-president, 
Jacob  Wachenheimer  of  Peoria;  second  vice-president,  John  H. 
Camlin  of  Rockford ;  secretary,  Joseph  Van  Every  of  Chicago ; 
trcn'^urcr,  R.  S.  Critchcll  of  Chicaijo.  Ahram  Spitler  Mattoon  is 
president,  and  Shirley  E  Moisant,  Kankakee,  secretary  and  treas- 
urer. 

ILLINOIS  COMMERCIAL  MEN'S  ASSOCIATION,  Chicago. 
111.  Organized  1892.  George  W.  Smith,  president;  R.  A.  Cave- 
naugh,  secretary. 
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ILLINOIS  FIELD  CLUB.  An  organization  of  field  men  of 
companies  not  belonging  to  the  Western  Union.  At  the  annual 
jnceting  held  in  June,  igio,  the  following  officers  were  elected: 
President.  M.  A.  Scholbe,  Germania;  vice-president,  Raymond 
Waldron ;  secretary-treasurer.  Miss  L.  B.  Herpich;  executive  com- 
mittee, M.  A.  Scholbe,  chairman;  Raymond  Waldron,  George  W. 
Stuck,  M.  L.  C  Fuiikhouser,  W.  G.  Albright,  Everett  T.  Tanner, 
Fred.  N.  Re  Qua,  W.  E.  Gable,  James  M.  Moran,  Wallace  Mink. 

ILLINOIS  FIRE  PREVENTION  ASSOCIATION  was  or- 
ganized at  a  meeting  of  field  men  held  in  Chicago  in  October,  1908. 
Officers  were  elected  as  follows:  President,  R.  M.  Bennett,  New 
York  Underwriters'  Agency;  vice-president,  M.  L.  C.  Funkhouser, 
Farmers  and  Merchants;  secretary  and  treasurer,  Guy  A.  Richards, 
North  British  and  Mercantile.  These  officers  were  re-elected  at 
the  annual  meeting  in    iQog. 

ILLINOIS,  INSURANCE  SUPERVISION  IN.  1869-1910. 
The  general  insurance  act  of  January  it,  1869,  charged  the  auditor 
of  public  accounts  with  the  supervision  of  insurcince.  The  officials 
who  administered  the  office  of  auditor  from  that  date  until  1893 
were  as  follows: 


Charles  E.  Lippincott,  '.  1869-1877 
Thomas  E.  Needles,  .  1877-1881 
Charles  P.   Swigert,  .     "1881-1889 


Charles  W.  Pavey,  .      1889-1893 

David  Gore,  .  .  .      1893-1893 


The  legislature  of  1893  passed  an  act  establishing  a  distinct  de- 
partment of  insurance,  with  a  superintendent  at  an  annual  salary 
of  $3,500.  increased  to  $5,000  in  1909,  to  be  appointed  by  the  governor 
and  approved  by  the  Senate,  and  deputy  superintendent  at  $3,000. 
Their  terms  are  four  years.  The  act  took  effect  July  I,  1893,  when  the 
supervision  of  the  insurance  business  in  Illinois  passed  from  the 
auditor  of  public  accounts  to  the  new  insurance  department.  Brad- 
ford K.  IJurfce  of  Decatur  was  appointed  superintendent  by  the 
governor  and  assumed  the  duties  of  the  office  July  13,  1893.  Col.  J. 
R.  B.  Van  Cleave,  whose  term  expired  in  1901,  succeeded  him. 
Henry  Yates  was  appointed  superintendent  in  1901  and  served  until 
his  death  in  May,  1903,  and  was  succeeded  by  W.  R.  Vredenburgh, 
who  served  until  1907.  Frederick  W.  Potter  is  the  present  com- 
missioner, appointed  in  1907. 

ILLINOIS  LIFE  INSURANCE  COMPANY,  Chicago,  111.  Or- 
ganized 1899.  J.  W.  Stevens,  president;  R.  W.  Stevens,  vice-presi- 
dent; O.  J.  Arnold,  secretary.  Admitted  Assets,  January  i,  1910, 
$7,423,907.92;  Gross  Liabilities,  $6,913.24285;  Surplus  to  Policy- 
holders.  $5T0,66s.07. 

ILLINOIS  STATE  BOARD  OF  FIRE  UNDERWRITERS 
was  organized  at  Springfield  in  1882  by  the  field  men  of  stock  fire 
insurance  companies,  the  original  call  having  been  issued  by  Dr 
B.  T.  Wise.  The  presidents  have  been :  J.  M.  Hosford,  Dr.  B.  T. 
Wise,  O.  E.  Culbertson,  T.  H.  Smith,  J.  V.  Thomas,  J.  W.  Robert- 
son, C  L.  Whittemore,  J.  H.  Lenehan,  George  C.  Gill,  H.  B.  Wash- 
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ington,  Charles  L.  French,  L.  E.  Hildreth,  J.  B.  Wharton,  R.  S. 
Odell,  Robert  Gray,  W.  E.  Vandeventer,  R.  N.  Jessop,  H.  N.  Kelscy,  ' 
J.  G.  Stauffer,  H.  H.  Rassweiler,  and  M.  P.  Vore,  J.  J.  Johnson. 
F.  B.  Luce,  F.  C.  Hazelton,  Robert  M.  Bennett.  The  board  is  a 
supervising  and  rating  body,  and  issues  a  minimum  tariff  for  the 
"use  of  special  and  local  agents  in  organizing  local  boards  and 
revising  and  rating  new  risks."  For  convenience  of  administration 
the  state  is  divided  into  twenty-nine  districts.  The  headquarters  of 
the  board  are  at  No.  119  Monroe  Street,  Chicago. 

At  the  annual  meeting  held  at  Lake  Delavan,  Wis.,  in  June, 
1910,  officers  were  elected  as  follows:  President,  Charles  W.  Good, 
Niagara;  vice-president,  W.  K.  Maxwell,  Hanover;  secretary  and 
treasurer,  Miss  E.  E.  Edwards;  executive  committee,  Fred  R. 
Holtfodt,  American  Central;  Walter  E.  Miller,  German  American; 
Ralph  F.  Woltersdorff,  Atlas  Assurance;  Jesse  E.  Davis,  Conti- 
nental; Frank  H.  Jones,  Hartford;  Fred  B.  Luce,  Phoenix  of  Hart- 
ford. , 

ILLINOIS  SURETY  COMPANY,  Chicago,  111.  Organized 
1905;  capital,  $500,000.  A.  J.  Hopkins,  president;  H.  W.  Watkins, 
secretary.  . 

IMPERIAL  ASSURAPCE  COMPANY,  Pittsburg,  Pa.  Or- 
ganized 1906  to  transact  health  and  accident  insurance ;  capital,  $35,- 
ooa     Stewart  C  McFarland,  president;   Charles  R.  Rail,  secretary. 

IMPERIAL  FIRE  INSURANCE  COMPANY,  Denver,  Col. 
Organized  1906;  capital,  $225,000.  H.  T.  Lamey,  president;  A.  L. 
Jessup,  secretary. 

INDEMNITY  MUTUAL  MARINE  ASSURANCE  COM- 
PANY (Limited)  of  London.   Higgins  &  Cox,  New  York,  attorneys. 

INDIANA  AND  OHIO  LIVE  STOCK  INSURANCE  COM- 
PANY, Crawfordsville,  Ind.  Organized  1893;  capital,  $100,000. 
John  R.  Bonnell,  president ;    C.  L.  Goodbar,  secretary. 

•  INDIANA  ASSOCIATION  OF  FIRE  UNDERWRITERS  is 
composed  of  field  men  of  companies  belonging  to  the  Western 
Union,  and  was  organized  December  29,  1880,  with  H.  H.  Walker, 
president,  and  George  H.  Cook,  secretary.  The  present  officers, 
elected  at  the  annual  meeting  in  November,  1908,  are:  President, 
John  Fitzgerald,  Queen;  vice-president,  John  Stone,  Commercial 
Union;  secretary,  John  M.  McBeth;  executive  committee:  Louis 
H.  Wolf,  i^tna ;  W-  B.  Tobias,  Citizens ;  F.  A.  Gautert,  British 
America.    The  above  are  the  present  officers. 

The  non-union  companies  doing  business  in  the  state  are  mem- 
bers of  an  independent  organization  known  as  the  Indiana  League 
of  Fire  Underwriters.  [See  Indiana  League.]  The  two  bodies 
act  in  harmony,  however,  in  all  matters  except  agents'  commissions. 

INDIANA  ASSOCIATION  OF  LIFE  UNDERWRITERS  was 
organized  at  Indianapolis  June  8,  1891,  and  the  following  officers 
were  elected:  Edward  S.  Folsom  of  the  Phoenix  Mutual,  president; 
D.  F.  Swain  of  the  Northwestern  Mutual,  vice-president;  E.  M. 
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Goodwin  of  the  Travelers,  secretary ;  D.  W.  Edwards  of  the  Provi- 
dent Life  and  Trust,  treasurer.  The  present  officers,  elected  at  the 
annual  meeting  in  July,  1910,  are:  President,  H.  K.  Merritt,  Mutual 
Life,  of  New  York;  vice-president,  George  R.  Wilson,  State  Life  of 
Indiana;  secretary;  L.  N.  Hexter,  Travelers;  treasurer,  Frank  P. 
Manly,  Indianapolis  Life ;  executive  committee :  Isaac  Pinkus,  North- 
western Mutual  Life;  B.  C.  Day,  American  Central  Life,  and  J.  J. 
Price,  Berkshire  Life. 

INDIANA  ASSOCIATION  OF  LOCAL  FIRE  INSURANCE 
AGENTS.  The  association  was  re-organized  in  1907,  and  the 
present  officers  are:  President,  Edward  M.  Wilson,  Fort  Wayne; 
secretary  and  treasurer,  J.  Vene  Dorland,  La  Porte. 

INDIANA  STATE  FIRE  PREVENTION  ASSOCIATION 
was  organized  at  a  meeting  of  underwriters  held  in  Indianapolis  in 
February,  1909.  Officers  were  elected  as  follows :  President,  John  B. 
Cromer,  Home;  vice-president,  J.  W.  Coleman,  Ohio  Farmers;^ 
secretary  and  treasurer,  D.  P.  Barrett,  Niagara ;  executive  commit- ' 
tee:  Gus  M.  Wise,  Agricultural;  C.  A.  McCotter,  National  Grain 
Dealers  Mutual;  J.  H.  Hellekson,  Springfield;  B.  J.  Gilmore,  Ger- 
man-American ;  I.  H.  Odell,  Conn|cticut.  The  above  are  the 
present  officers,  and  the  association  i^iactive  pending  the  outcome 
of  anti-trust  litigation  in  Indiana. 

INDIANA  MILLERS'  MUTUAL  FIRE  INSURANCE  COM- 
PANY, Indianapolis,  Ind.  Organized  1889.  M.  S.  Blish,  president ; 
E.  E.  Perry,  secretary. 

INDIA  MUTUAL  INSURANCE  COMPANY,  Boston.  Mass. 
Organized  1867.  Guaranty  fund,  $175,000.  H.  B.  Alden,  president; 
George  H.  Crowell,  secretary. 

INDIANA,  INSURANCE  SUPERVISION  IN,  1852-1910.  In- 
surance supervision  in  Indiana  is  under  the  direction  of  the  auditor 
of  the  state,  who  is  elected  by  the  people  for  a  term  of  two  years. 
These  officers,  since  the  establishment  of  the  department,  have  been : 

Hrram  E.  Talbot,       .  1855-1857  Joseph  Ristine,  .  1863-1865 

1857-1861  Thomas  P.  McCarthy,  .  1865-1869 

1861-1863  John  D.  Evans,  .  .  1869-1871 

1871-1873  James  H.  Rice,  .  1883-1887' 

1873-1875  Brace    Carr,      .         .  .  1887-1891 

1 853- 1 85 5  John  O.  Henderson,  .  .  1 891- 189  5 

1852-1853  Americus  C.  Dailey,  .  .  1895-1899 

1875-1879  William   H.   Hart,      .  .  1899-1903 

1879-1881  David  E.   Sherrick,    .  .  1903-190$ 

1881-1883  Warren  Bigler,  .  .  1905-1907 

is  the  present  auditor,  appointed  in  1907.     , 

INDIANA  LEAGUE  OF  FIRE  UNDERWRITERS  is  conv 
posed  of  special  agents  of  companies  doing  business  in  Indiana 
which  do  not  belong  to  the  Union.  This  organization  and  the  In- 
diana association  which  represents  the  Union  companies  are  work- 
ing in  harmony.  At  the  annual  meeting  in  December,  1906,  officers 
were  elected  as  follows:  President,  A.  J.  Dillon,  Continental;  vice- 
president,  Charles  M.  Graham,  American,  Newark;  second  vice- 
president,  Charles  F.  Engle,  Milwaukee  Mechanics;  secretary   and 


John  W.  Dodd, 
Albert  Lange,    . 
Tohn  C.  Shoemaker,  . 
Fames  A.  Wildman,  . 
Fohn  P.  Dunn,  . 
:rastus  W.  H.  Ellis, 
Ebenezer  Henderson, 
Mahlon  D.  Manson,  . 
Edward  H.  Wolfe,     . 

John  C.  Billheime 
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treasurer,  George  H.  Rehm,  of  the  Rehm  &  G).  Agency.     The  above 
are  the  present  officers. 

INDIANAPOLIS  ASSOCIATION  OF  CASUALTY  UNDER- 
WRITERS was  organized  at  a  meeting  in  March,  1906,  with  the 
following  officers:  President,  H.  C.  Newcomb,  Travelers;  vice- 
president,  A.  L.  Willard,  Standard  Life  and  Accident ;  secretary, 
C.  F.  Kreis;  treasurer,  L.  P.  Horton,  United  States  Casualty.  The 
present  officers,  elected  at  the  annual  meeting  in  March,  1910,  are: 
President,  F.  C.  Fry,  Travelers  and  Standard  Accident;  vice-presi- 
dent, H.  H.  Woodsmall,  United  States  Casualty;  secretary,  L.  N. 
Hexter,  Travelers;  treasurer,  R.  R.  Doble,  i^tna  Life  (Accident 
and  Liability  department). 

INDIANAPOLIS  LIFE  INSURANCE  COMPANY,  Indian- 
apolis, Ind.  Organized  1905.  Albert  Goslee,  president;  Joseph 
Raub,  secretary. 

INDUSTRIAL  LIFE  AND  HEALTH  INSURANCE  COM- 
PANY of  Atlanta,  Ga.  Organized  1892.  John  N.  McEachem, 
president;   I.  M.  Sheffield^  secretary. 

INDUSTRIAL  LIFE  INSURANCE  1^909.  The  following 
tabular  statement  exhibits  the  industrial  y^'  insurance  business 
transacted  in  the  United  States  in  1909 : 


Companies. 


American  National,  Galveston,  Tex., 

Baltimore  Life,  Md. 

Boston  Mutual 

Colonial  Life,  Jersey  City,  N.  J 

Commonwealth  Life,  Louisville,  Ky 

Equitable,    Washington,    Ind 

Eureka,    Baltimore 

Guaranty  Mutual,  Davenport,  la 

Home  Life,  Philadelphia   

Immediate    Benefit,    Baltimore 

Independent  Life,  Nashville 

John  Hancock  Mutual  LifCj  Boston 

Life  Insurance  Co.  of  Virpnia,  Richmond . . 

Metropolitan  Life,  New  York 

Mutual,  Baltimore 

Prudential,  Newark,  N.  J 

West  Coast  Life,  San  Francisco 

Western  and  Southern,  Cincinnati 


Amount  Written. 


Total. 


Total,  1908, 

"  1907. 

••  1906. 

-  190S. 

-  1904. 

••  1901. 

•*  1900. 


$4*399.6 1 5 
5.805,309 
S.750.348 

10,672,452 
2,929.181 

2,019,424 
3.388,020 
2,055,468 

1.301,633 
1.3^7.920 

3,770,514 

57,015,900 

16,259,180 

292,394.358 

2,762,483 

346,397,389 

5.165,573 
11,388,426 


Amount  in  Force 
Dec  31,  I909' 


$774,803,193 


$594,876,565 
560,972,9'!  8 

572,290,330 
653.947.494 
582,865,238 

586,949.427 
606,115,204 
581,446,801 
559.908,661 


$9,568,976 
11,472,183 
8,536.472 
17.939.212 
3,908,084 
3,825,230 
3,001,710 
2,488.678 

1.729.173 
2,853,279 

1.645,505 
302,547,364 

58,254.439 

'.435.247,999 

8,031,806 

1,049,808,021 

3,365.088 

36,856,556 


$2,961,079,775 


$2,667,656,361 
2.563,722,114 
2,432,466.379 
2,298,006.617 
2,029,935,817 
1,971.568,059 
1.898,260,115 
1,620,281,283 
1.464,114,284 


INDUSTRIAL  MUTUAL  INSURANCE  COMPANY,  Boston, 
Mass.  -Organized  1890.  Chas.  T.  Plunkett,  president;  Benjamin 
Taft,  secretary. 
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INLAND  EMPIRE  ASSOCIATION  OF  LIFE  UNDER- 
WRITERS, was  organized  at  Spokane,  Wash.,  in  May,  1910,  and 
the  officers  elected  are:  President,  C.  H.  McCoy,  Equitable;  vice- 
president,  J.  A.  Rhinchardt,  Northwestern  Mutual;  secretary-treas- 
urer, 1  homas  Seward,  New  York  Life. 

INSURANCE  DEPARTMENTS,  CHIEF  OFFICERS  OF. 
The  following  is  a  'list  of  the  state  and  territorial  officials  having 
supervision  of  insurance  at  the  time  this  volume  was  put  to  press: 


•  ■  •  •  • 


States  and 
Territories. 

.Mabama      

Alaska     

Arizona     

Arkansas      

California     

Colorado     

Connecticut    

Delaware    

Hist,  of    Columbia. 

Florida      

Georgia     

Hawaii    . 
Idaho     . . 
Illinois 
Indiana 
Iowa    . . . 
Kansas 
Kentucky 
Louisiana 

Maine     

Maryland     

Massachusetts     . . 

Michigan     

Minnesota    

Mississippi     

Missoun     

Montana     

Nebraska     

Nevada      

New  Hampshire. 
New  Jersey  . . . . 
New  Mexico  . . . . 
New  York    


•  •  •  • 


North     Carolina.. 
North  Dakota    . . . 

Ohio    

Oklahoma     

Oregon      

Pennsylvania 
Rhode   Island    . . . 
South  Carolina   . . 
South  Dakota    . . . 

Tennessee     

Texas     

Utah    

Vermont     


Virginia  . . 
Washinston 
West  Virginia 
Wisconsin  . . . 
Wyoming 


•  •  •  • 


Names. 


Frank  N.  Julian 

William  L.  Distin 

George   W.    Young... 

John  R.  Jobe 

E.  Myron  Wolf 

Wm.  C.  Clayton 

T.  H.    Macdonald... 
Charles  H.   Maull.... 
Thomas  E.  Drake . . . . 
William  V.  KnoU.... 
William  A.  Wright... 

\.   J.   Campbell 

C.  D.  GH|Lid 

Fred  W^^Jtter 

f.  C.  Billheimer 

John  L.  Bleakley . . . . 
Charles  W.  Barnes... 
Charles  W.   Bell 

E.  J.  McGivney 

Beecher   Putnam 

Benjamin  F.  Crouse . . 

F.  H.  Hardison 

fames   V.    Barry 

John  A.  Harttgan . . . . 

T.  M.  Henry 

Frank     Blake 

H.  R.  Cunningham... 

Silas    R.    Barton 

lacob   Eggars 

George  H.  Adams.... 
Vivian    M.   Lewis.... 

lacobo  Chaves 

Wm.  H.  Hotchkiss... 


fames  R.  Young 

E.  C.  Cooper 

Charles    C.    Lemert . . 

T.  J.  McComb 

Sam    A,    Kozer 

Samuel  W.  McCullock 
Charles  C.  Gray 

F.  H.  McMaster 

Orville  S.  Basf  ord . . . 

Reau  E.  Folk 

Wm.   E.   Hawkins.... 
George  B.   Squires... 

G    W.  Bailey 

Ed.   H.   Dcavitt 

f oseph   Button 

f.  H.  Schively 

J.    S.    Darst 

George  E.  Beedle.... 
Leroy  Grant 


Official  Titles. 


Insurance  Commissioner 

Surveyor-General    

Secretary  of  Territory 

\uditor  of  State 

Insurance  Commissioner 

Superintendent  of  Insurance. 

Insurance  Commissioner 

Insurance  Commissioner 

Superintendent  of  Insurance. 

State    Treasurer 

Comptroller-General   

Insurance  Commissioner 

Insurance  Commissioner 

Insurance    Superintendent... 

\uditor  of  State 

\uditor  of  State 

Superintendent  of  Insurance. 

Insurance  Commissioner 

Dep.  Secretary  of  State 

Insurance  Commissioner 

Insurance  Commissioner 

Insurance  Commissioner 

Commissioner  of  Insurance.. 

[nsurance  Commissioner 

Insurance  Commissioner 

Supt.  of  Insurance  Dept.... 

State   Auditor 

\uditor  of  Public  Accounts.. 

State  Comptroller 

Insurance  Commissioner 

wom'r  of  Banking  and  Ins. . . 
Superintendent  of  Insurance. 
Superintendent  of  the  Insur- 

afic6    Department 

Insurance  Commissioner. . . . . 
Commissioner  of  Insurance.. 
Superintendent  of  Insurance. 
Commissioner  of  Insurance.. 
Insurance  Commisfsioner. . . . . 

Insurance  Commissioner 

Insurance  Commissioner 

(nsurance  Commissioner 

[nsurance  Commissioner 

(nsurance  Commissioner 

Commissioner  of  Insurance, 
(nsurance  Commissioner 


Insurance     Commissioners... 

(nsurance    Commissioner.... 

(nsurance  Commissioner 

.Auditor   

Commissioner  of  Insurance.. 
State    Auditor 


Official 
Residences. 


Montgomery. 

Sitka. 

Phornix. 

Little  Rock. 

San  Francisco. 

Denver. 

Hartford. 

Milford. 

Washington. 

Tallahassee. 

Atlanta. 

Honolulu. 

Boise  City. 

Springfield. 

Indianapolis. 

Des  Moines. 

Topeka. 

Frankfort. 

Baton  Rouge. 

.Augusta. 

Baltimore. 

Boston. 

Lansing. 

St  Paul. 

Jackson. 

Jefferson  City. 

Helena. 

Lincoln. 

Carson  City. 

Concord. 

Trenton. 

Santa  Fe. 

Albany. 

Raleigh. 

Bismarck. 

Columbus. 

Guthrie. 

Salem. 

Harrisburg. 

Providence. 

Columbia. 

Pierre. 

Nashville. 

Austin. 

Salt  Lake  City. 

Montpelier. 

Richmond. 

Olympia. 

Charleston. 

Madison. 

Cheyenne. 
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In  the  years  1897  to  1904,  inclusive,  there  were  bills  to  create  dis- 
tinct state  departments  of  insurance  before  the  legislatures  of  Ala- 
bama, Colorado,  Hawaii,  Idaho,  Iowa,  Louisiana,  Mississippi,  Mon- 
tana, New  Mexico,  North  Carolina,  Oklahoma,  South  Carolina, 
South  Dakota,  Utah,  Virginia,  Vermont,  and  West  Virginia. 

Successful  legislation  was  had  in  the'  following  instances:  In 
1897  Alabama  created  a  department,  making  the  secretary  of  state 
insurance  commissioner  ex  officio,  and  South  Dakota  established  a 
department.     In  1899  North  Carolina  established  a  department.     In 

1901  Idaho,  and  in   1902  Mississippi  established  departments.      In 

1902  Congress  established  an  insurance  department  in  the  District 
of  Columbia.  In  1903  Hawaii  created  the  office  of  insurance  com- 
missioner, and  the  same  year  Virginia  transferred  the  supervision 
of  insurance  from  the  state  auditor's  office  to  the  new  corporation 
commission,  and  in  1906  created  a  department  of  insurance,  but  it 
remains  under  the  corporation  commission.  New  Mexico  estab- 
lished a  department  of  insurance  in  1905.  Colorado  established  a 
department  in  1907,  and  bills  to  establish  insurance  departments  m 
Indiana,  Iowa,  Utah,  and  West  Virginia  failed  of  enactment  in  1907 
Texas  in  1907  transferred  the  supervision  of  insurance  from  the 
department  of  ''agriculture,  insurance,  statistics  and  history,"  to  a 
separate  department,  and  a  separate  department  was  created  in 
Washington  by  the  legislature  of  1907.  In  South  Carolina  in  1908 
the  legislature  passed  a  law  creating  an  insurance  department.  Laws 
were  passed  in  1909  creating  separate  insurance  departments  in 
Oregon  and  Utah. 

Congress  in  1903  created  a  Department  of  Commerce  and  Labor 
one  of  the  duties  of  which  is  "to  gather,  compile,  publish,  and  sup- 
ply useful  information  concerning  .  .  .  corporations  engaged  in 
insurance." 

INSTITUTE  OF  AMERICAN  MARINE  UNDERWRITERS 
[See  American  Institute  of  Marine  Underwriters.] 

INSURANCE  COMPANY  OF  NORTH  AMERICA,  Phila- 
delphia, Pa.  Founded  1792;  capital,  $3,000,000.  Eugene  L.  Ellison, 
president;    J.  Howard  Wright,  secretary.  ^ 

INSURANCE  COMPANY  OF  THE  STATE  OF  ILLINOIS, 
Rockford,  111.  Established  1895;  capital,  $300,000.  C.  F.  Henry, 
president;    George'L.  Wiley,  secretary  and  manager. 

INSURANCE  COMPANY  OF  THE  STATE  OF  PENN- 
SYLVANIA, Philadelphia,  Pa.  Organized  1794;  capital,  $200,000. 
J.   Henry  Scattergood,  president;    Edgar  R.  Dannels,  secretary. 

INSURANCE  DEPARTMENT  OFFICIALS,  ANNUAL  CON- 
VENTION OP\      I  See  National  Insurance  Convention.] 

INSURANCE  ENGINEERING  EXPERIMENT  STATION. 
For  outline  of  the  purpose  of  the  station  see  Cyclopedia  for  1904-5 
and  1905-6.      [See.  also  Underwriters  Laboratories.] 
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INSURANCE  feXCHANGE  OF  MEMPHIS.  This  organiza- 
tion came  into  existence  in  the  year  187 1,  under  the  name  of  the 
Memphis  Board  of  Underwriters,  but  was  reorganized  in  1896,  and 
the  present  name  adopted. 

The  officers  of  the  Exchange  afc :  E.  F.  Wills,  president ;  H.  M. 
McKay,  vice-president;    William  F.  Dunbar,  secretary. 

A  salvage  corps  with  superintendent  and  eight  men  is  main- 
tained by  the  Exchange,  and  the  officers  of  the  corps  are:  J.  Thos. 
Wellford,  president;  J.  P.  Edrington,  vice-president;  William  F. 
Dunbar,  secretary  and  treasurer.     M.  P.  Conroy  is  superintendent 

Rating  and  inspection  functions  transferred  February  15,  1908, 
to  the  Tennessee  Inspection  Bureau.  W.  C.  Sweetman  is  Manager 
of  ihe  Memphis  office. 

INSURANCE  JOURNALISM.  The  following  is  a  list  of  in- 
surance periodicals  published  in  the  United  States,  with  the  date  of 
first  publication,  original  and  present  location,  and  original  and 
present  publishers.  Papers  which  are  exclusively  organs  of  com- 
panies and  published  by  them  are  not  included.  The  Cyclopedia  is 
indebted  to  the  Blue  Book,  published  by  Mr.  C.  C.  Hine  in  1877, 
for  much  of  the  data  respecting  the  earlier  insurance  periodicals. 
[See  Cyclopedia  for  1899- 1900  for  the  earlier  publications  not  now 
published.] 

1853 — Insurance  Monitor,  New  York,  established  as  the  Insurance  Monitor  and 
Wall  Street  Review,  Thomas  Tones,  Jr.,  Weekly,  afterward  changed  to 
monthly;  published  by  C.  C.  Hine  from  1868  to  1897;  C.  C.  Hine  and 
Walter  S.  Nichols,  editors  during  this  period;  present  publisher,  C.  C. 
Hine's  Sons  Company;  Walter  S.  Nichols,  editor;  C.  G.  Hine,  presi- 
dent; T.  A.  Hine,  treasurer;  Robert  B.  Moyer,  secretary;  R.  M. 
Chemdor,    manager. 

1857 — Insurance  Intelligencer,  Philadelphia,  Orrin  Rogers,  monthly,  afterward 
changed  to  fortnightly  and  weekly,  now  a  monthly.  Published  by  the 
IntclliRcnce  Publishing  Co.,  H.  L.  Harder,  manager. 

1859 — Weekly  Underwriter,  New  York,  began  as  the  New  York  Underwriter 
and  General  Joint  Stock  Register.  New  York,  J.  B.  Ecclesine,  first 
weekly,  name  changed  to  the  Wall  Street  Underwriter  in  1867,  afterward 
monthly,  became  the  New  York  Underwriter  in  1878,  and  was  published 
by  the  Underwriter  Printing  and  Publishing  Company,  A.  D.  Brigham, 

5 resident.  In  1880  it  became  a  weekly  under  the  present  title.  Henry 
:.  Hayden  was  editor  from  1880  until  his  death  in  1899.  Present  pub- 
lisher, the  Underwriter  Printing  and  Publishing  Company,  Charles  A. 
Jenney,  president      Present  editor,  George  W.  Olney. 

186 J — American  Exchange  and  Review,  Philadelphia,  monthly.  Published  by 
the  Review  Printing  and  Publishing  Co.,  Ambrose  Shapley,  president; 
J.  H.  C.  Whiting,  secretary;  Benjamin  L.  Tomes,. editor. 

i362 — New  York  Insurance  Journal,  formerly  Insurance  Journal  and  Real  Es- 
tate Gazette,  New  York,  established  by  T.  &  J.  Slater,  monthly,  suc- 
ceeded by  St.  George  Kcmpson,  January  i,  1894,  now  fortnightly. 
Published  by  the  Duffie  Publishing  Co.,  Grace  D.  B.  Kempson,  editor; 
Louis  N.   Geldert,   general  manager. 

,g65 — Baltimore  Underwriter,  Baltimore,  Md.,  C.  C.  Bombaugh,  monthly,  after- 
ward weekly,  and  then   fortnightly,  now  published  by  J.   H.   McClelKn. 

1866 — Chronicle,  Chicago,  J.  J.  W.  O'Donoghue,  weekly;  afterward  transferred 
to  New  York,  and  now  published  by  the  Chronicle  Company,  Alfred  B. 
Dawson,  president:    Chas.   D.  O'Brien,  secretary. 

,867 — Western  Insurance  Review,  St.  Louis,  established  by  John  P.  Thompson 
&  Co.;  afterwards  Captain  Aldrich  was  editor  and  proprietor.  Sold  by 
Mrs.  Aldrich  to  N.  H.  Weed;  now  published  by  Western  Insurance 
Review  Co.;    Tarleton  Brown,  president,  monthly. 
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1868 — Spectator,  Charles  D.  Lakev  and  James  H.  Goodsell,  Chicago,  monthly, 
afterwards  transferred  to  New  York  and  changed  to  weekly,  now  pub- 
lished by  the  Spectator  Company,  Clifford  Thomson,  editor. 

1868 — United  States  Review,  began  as  the  Northwestern  Review,  Chicago,  bv 
W.  F.  Brewster,  transferred  to  Philadelphia,  present  name  adopted, 
now  weekly,  published  by  the  United  States  Review  Publishing  Com- 
pany, R.  R.  Dearden,  president;    R.  R.  Dearden,  Jr.,  secretary* 

1869— Insurance  Times,  New  York,  Stephen  English  and  Z.  Wilmshurst, 
monthly,  now  published  by  the  estate  of  Dr.  P.  T.  Kempson,  J.  A.  Van 
Cleeve,  editor. 

*  1 869— Philadelphia  Underwriter,  Philadelphia,  S.  E.  Cohen,  monthly,  after- 
ward published  by  E.  Kellogg,  now  the  Underwriter,  published  bv  the 
Underwriter  Company,  New  York  and  Philadelphia;  William  Miller, 
editor. 

1 87 1 — ^Argus,  Chicago,  began  as  the  Insurance  Herald,  Chicago,  by  George  I. 
Yeager,  monthly,  succeeded  by  the  Argus  in  1877,  published  monthlv 
by  the  Rollins  Publishing  Company;  T.  W.  Dealy,  manager ;P.  J.  V. 
McKian,  editor. 

1871 — Insurance  Law  Toumal,  St.  Louis,  D.  H.  &  H.  L.  Potter,  monthly, 
transferred  to  New  York  in  1874,  now  published  by  C.  C.  Hine's  Sons 
Company;    present  editor,  Walter  S.  Nichols. 

1 87 1 — Coast  Review,  San  Francisco,  L.  B.  &  J.  G.  Edwards,  publishers;  J.  G. 
Riley,  editor;  present  publisher,  Mrs.  J.  G.  Edwards;  present  editor, 
E.  H.   Bacon,   monthly. 

1872 — Standard,  Boston,  began  as  the  Insurance  Index,  Cincinnati,  W.  T. 
Tillinghastf  monthly,  transferred  to  Boston,  name  changed  to  the 
Standard  m  1882,  publication  changed  to  weekly,  now  published  by 
Standard  Publishinr  Company;    C.  E.  Belcher,  manager. 

1873 — Insurance  Journal,  Hartford,  H.  R.  Hayden,  monthly,  changed  to  fort- 
nightly in  1895,  and  weekly  in  1896.  Now  published  twice  a  month  by 
Insurance  Journal  Company,  Warren  Hayden,  editor;  H.  R.  Hayden, 
Sec'y  and  Treas. 

1873 — Insurance  Age,  New  York,  S.  S.  Norton,  monthly,  now  published  by 
Matthew  Griffin;    present  editor,   George  W.   Hatch. 

1874 — Insurance  World,  Pittsburgh,  J.  C.  Bergstresser,  monthly,  became  a 
weeklsr  in   1900. 

*i874 — Investigator,  Chicago,  Reed  &  Bloominjg^ston,  monthly,  afterward  weekly; 
now  published  by  Herbert  W.  Bloomingston.  Merged  with  the  Insur- 
ance Field   1908  and  no  longer  published. 

1874 — Insurance  Critic,  Chicago,  G.  W.  &  J.  Reed,  Jr.,  monthly,  afterward 
transferred  to  New  York  and  published  by  George  W.  Corliss.  Present 
publisher:    the  Corliss  estate. 

1876— Insurance  and  Commercial  Magazine,  New  York,  monthly,  started  as 
the  Insurance  Agents'  and  Brokers'  Magazine,  W.  H.  Livingston. 
Present  editor  and  publisher,  Charles  F.  HowelL 

1877 — ^Review,  New  York,  Daily  Bulletin  Association,  now  insurance  edition  of 
the  Journal  of  Commerce  and  Commercial  Bulletin,  weekly;  Sumner 
Ballard,  editor. 

1878 — Rough  Notes,  Indianapolis,  Ind.,  H.  C.  Martin,  publisher,  began  cs 
monthly,  now  weeklv. 

1879 — Insurance  Record,  New  York,  C.  J.  Smith,  monthly;  present  editor, 
P.  J.  Heilmann. 

1881 — Mutual  Underwriter,  Green  Spring.  O.,  originally  a  reinsurance  paper, 
monthly,  removed  to  Rochester,  N.  Y.,  and  became  an  assessment  life 
insurance  organ.   Mutual  Underwriter  Company,   publishers. 

1882 — Indicator,  Detroit,  Mich.,  W.  H.  Burr,  monthly;  now  published  by  F.  H. 
Leavenworth  Publishing  Company,  fortnightly;  J.  J.  Oliver  and  Wil- 
liam  H.  Burr,  editors. 

1883 — Insurance,  New  York,  Davis  &  Lakcy;  present  publisher  and  editor. 
Charles  D.   Lakey;    weekly. 

'1883 — Guardian,  Boston,  Mass.,  George  D.  Eldridge,  monthly;  Removed  to 
New  York  in  1899.  Name  changjed  in  1905  to  Notes  and  Comments; 
editor,  George  D.  Eldridge;    W.  T.  Eldridge,  manager. 

1883 — Insurance  News,  Philadelphia,  W.  H.  Wells,  monthly,  afterwards  pub 
lished  by  Mrs.  W.  H.  Wells;    W.  S.  Schermerhom,  editor  and  manager. 

*  No  longer  published. 
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1883 — Vindicator,  Atlanta,  Ga.»  Garrett  Brown,  afterwards  transferred  to  New 
Orleans,  monthly,  now  semi-monthly,  published  by  the  Vindicator  Pub- 
lishing Company,  William  Pfaff,  president;  1).  R.  McQuire,  secretary. 

1887 — Pacific   Underwriter,    San    Francisco,    W.    L.    Eaton,   monthly,   afterward 
changed   to   fortnightly;     present   proprietor  and   publisher,    Robert    W 
Ncal;    editor,   Will  G.   Taflfindcr. 

1888 — Insurance  Herald.  Louisville,  monthly,  afterwards  changed  to  wecklv. 
Insurance  Herald  Company,  publishers;  Howard  Geldert,  manager;  re- 
moved to  Atlanta,  Ga.,  in    1901. 

1 888 — Insurance  Agent,  New  Orleans,  La.,  Charles  M.   Hero,  monthly. 

1889 — Views,  Washington,  D.  C,  Max  Cohen,  monthly. 

1889 — Independent,  Chicago,  G.  L.  McKean,  monthly;  now  The  Life  Insurance 
Independent;    N.  H.  Weed,  manager;    removed  to  New  York  in  190^. 

1890 — Insurance  Advocate,  began  as  the  Insurance  Echo,  Philadelphia,  monthly: 
transferred  to  New  York  and  name  changed;  H.  E.  Roberts,  editor  and 
manager. 

1891 — Adjuster,   San    Francisco,   monthly.  J.   A.   Carey,   present  editor. 

1891 — Insurance    Magazine,    began    as   tnc  'insurarce   ana    Investors*    Magazine 
Kansas    City,    Mo.,    monthly;     I).    W.    Wilder    &    Son,    publishers    and 
editors;     transferred   to  Chicago  in    1897,   and  back  to  Kansas  City  in 
1898. 

•1892 — Insurance  Sun,  San  Francisco,  monthly,  Mrs.  Clara  H.  Case,  publisher. 

189^ — Surveyor,  New  York,  weekly,  established  A.  G.  Hall,  editor  and  pro- 
prietor, now  published  fortnightly. 

1892 — Insurance  Post  of  Chicago,  semi-monthly,  established  by  Charles  A. 
Hewitt,  now  published  by  Insurance  Post  Publishing  Co.,  Thomas  R. 
Weddell,    editor   and    manager;     Wm.    R.    McBurney,    associate   editor. 

1893 — Underwriters'  Review,  Des  Moines,  la.,  monthly,  F.  A.  Durham,  pub- 
Usher;  changed  to  semi-monthly;  now  published  by  the  Underwriters' 
Review  Company,  Frank  L.  Miner,  proprietor  and  manager,  A.  H. 
Huling,  editor. 

1893 — V^igilant,  New  York  City,  Patrick  J.  Han  way,  monthly;  present  editor, 
C.    J.    Smith. 

1894 — American  Underwriter  Magazine  and  Insurance  Review,  originally  Thrift, 
title  changed  in  1902  and  the  words  "Magazine  and  Insurance  Review" 
were  added  in  1908,  New  York  city.  Thrift  Publishing  Co.,  publishers; 
E.    Bunnell   Phelps,   editor;   monthly. 

1894 — National  Underwriter,  Baltimore,  Md..  monthly. 

J 895 — Insurance  Register,  Philadelphia,  H.  W.  Smith,  monthly;  B.  F.  Hughes, 
present  proprietor  and  editor;  F.  P.  Vogel,  associate  editor  and 
manager. 

'1895 — Western   Economist,  Des  Moines,  la.,  monthly,  B.  W.  Blanchard,  editor. 

1895 — Insurance   Press.   New  York  City,   weekly,   Franklin   Webster. 

189s — Life   Insurance  Courant,  Oak  Park,   111.,  A.   T.   Flitcraft,  monthly. 

>895 — Insurance  Observer,  New  York  City,  monthly,  W.  A.  Thomas;  present 
publishers.  Observer  Circulating  Company;  John  S.  Hanson,  editor; 
Charles  .\.  Anderson,  manajrcr. 

1895 — Interview,  New  York  City,  Interview  Publishing  Company,  fortnightly; 
now   monthly;     C.    L.    Franklin,   proprietor. 

1 896- -Assurance,  started  as  Accident  Assurance,  Boston,  Mass..  monthly;  re- 
moved to  New  York  in  1899;  W.  E.  Undcrwoo<l,  editor  and  proprietor. 

1897 — Insurance  Report,  Denver,  Col.,  Garrett  Brown,  monthly;  now  published 
by  Insurance  Report  Co.,  Cyrus  K.    Drew,  editor  and  manager. 

,897 — Western  Underwriter,  Chicago  and  Cincinnati,  O.,  started  as  the  Ohio 
Underwriters,  O.,  by  E.  Tay  Wohlgemuth,  every  other  Thursday; 
changed  to  weekly,  and  combined  with  Black  and  White.  Present  pub- 
lishers Western  Underwriter  Company;  E.  J.  Wohlgemuth,  president; 
G.  W.  Wadsworth,  secretary;  C.  M.  Cartwright,  managing  editor; 
Wm.   S.   Crawford,  associate  editor. 

1897 — Southeastern  Underwriter,  Atlanta,  Ga.,  started  as  Insurance  Gossip,  W. 
E.  Evans;  present  name  taken  in  September,  1898,  monthly;  present 
publishers.  Southeastern  Underwriter  Company,  Orville  H.  Hall,  man- 
ager. 

1897 — Policy-holder,    Springfield,    Mo.,    J.    C.    McManima,   monthly. 

*  No  longer  published. 
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•  ,gg8— Inwirancc  Prospect,  originally  Flash  Lights.  AtlanU,  Ga.,  F.  B.  Brantly. 
monthly;    Louis  Phillips,  present  proprietor  and  editor. 

1899 — Insurance  Topics,  Boston.  Mass.,  monthly;  started  with  George  S.  Mer- 
rill, editor;  present  publishers.  The  Insurance  Topics  Company;  Harry 
L.   Tilton,   Manager.  r     j     o     n 

1899 — Insurance    Index,    American    edition    New    York    and    Hartford,    K.    H 
Caverly,  proprietor;    monthly. 

*»899 — Monthly  Journal  of  Insurance  Economics,  Boston,  Henry  H.  Putnam, 
editor  and  proprietor,  monthly:  now  published  as  monthly  supplement 
to  Eastern  Unaerwritcr.  ^.  ,.  ^ 

,899— -Insurance  Field,  Louisville,  Ky.,  published  by  the  Insurance  Field  Com 
pany,  August   Strauss,   president;    C.   I.    Hitchcock,   secretary   and   gen 
eral  manager;    Young  6.  Allison  and  Champion  I.  Hitchcock,  editors; 
weekly.  ^ 

1 90 1— Insurance  Leader,  St.  Louis,  Mo.,  monthly,  by  the  Leader  Publishing 
Company,  Garrett  Brown,  editor  and  manager. 

1901 — Insurance  Engineering,  New  York  city,  monthly,  Franklin  Webster, 
editor  and  publisher. 

1901 — Criterion,  Winchester,  Tenn.,  Abb  I^ndis,  bi-monthly;  removed  to 
Davenport,   Iowa. 

;902 — Best's  Insurance  News,  Alfred  M.  Best  Company,  New  York,  monthly 

1903 — American  Agency  Bulletin,  Boston,  Mass.,  monthly;  Henry  P.  Putpam, 
publisher  and  editor. 

1903 — lexas  Insurance,  Houston,  Tex.,  semi-monthly;    R.  B.  Forman,  editor. 

1904 — Insurance  Educator,  Louisville,  Ky.,  monthly;   Insurance  Educator  Com- 

fany,    publishers,    now    the    Life    Insurance    Educator    monthly,    of    the 
nsurance  Field. 

*i905 — Protection,  New  York,   monthly;   Garrett  Brown,   editor  and  publisher. 

1905 — ^Northwest  Insurance,  St.  Paul,  Minn.,  monthly;  James  C.  Matchitt,  ed 
itor  and  publisher. 

1905 — Expositor,  The,  Newark,  N.  J.,  monthly;  The  Expositor  Company,  pub 
lishers,  R.  F.  Ross,  president;    R.  F.  Ross,  Charles  I.  Simonson,  editor?. 

1905 — Underwriters  Report,  .San  Francisco,  established  as  Life  Insurance 
Report,  published  monthly.  Changed  to  a  weekly  in  1907  and  name 
changed.       John    C.    Piver,    editor    and    publisher. 

1906 — Journal  of  Fire,  New  York  city,  monthly;  Journal  of  Fire  Publishing 
Cok,,  publishers.      Peter  J.  McKeon,  editor;    Henry  Wreaks,  manager. 

1906 — Life  Association  News.  New  York  city,  monthly;^  Everett  M.  Ensign, 
editor  and  manager  (official  organ  National  Association  of  Life  Under- 
writers). 

1907 — Eastern  Underwriter,  New  York,  combined  with  Monthly  Journal  of 
Insurance  Economics.  Published  weekly  by  Eastern  Underwriter  Com- 
pany; Henry  H.  Putnam,  president;  B.  F.  Hadley,  vice-president;  G.  A. 
Watson,   secretary -treasurer. 

•1907 — Insurance  Truth,  New  York,  Charles  A.  Hewitt,  editor  and  publisher. 
Semi-monthly. 

1907 — Fire.  Prevention,  New  York,   monthly;    A.   Irving  Brewster,   publisher. 

1907 — Western  Insurance  News,  Los  Angeles,  Cal.,  semi-monthly;  Garner 
Curran,  editor  and  publisher. 

1908 — Industrial  Review,  Philadelphia.  Published  by  the  Industrial  Review 
Publishing  Co.;  E.  O.  Howell,  manager. 

ipo8 — The  Policy-holder,  Fort  Worth,  Texas,  monthly;  Carl  Crow,  editor; 
devoted-  to  the  interests  of  insurance  buyers. 

1909 — The  Insurance  Policy,  monthly.  The  Audit  Company,  Omaha,  Neb.,  pub- 
lishers; F.  W.  Heron,  editor;  Ed  L.  Culver,  manager. 

•  No  longer  published. 

Besides  these  regular  class  papers,  there  are  several  daily  and 
weekly  papers  which  devote  one  or  more  columns  in  each  issue  to 
insurance  news  and  the  discussion  of  insurance  questions.  The 
principal  of  these  papers  are  the  New  York  Journal  of  Commerce 
and  Commercial  Bulletin,  Sumner  Ballard,  insurance  editor;    New 
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York  Commercial,  A.  E.  Harrell,  insurance  editor;  New  York  Mail 
and  Express,  New  Orleans  States,  Boston  Herald,  Chicago  Record- 
Herald,  T.  R.  Weddell,  insurance  editor;  Atlanta  Constitution, 
Louisville  Courier- Journal,  and  among  weeklies,  The  Independent, 
of  New  York,  Boston  Commercial  Bulletin,  and  San  Francisco 
Commercial  News. 

Most  of  the  life,  and  some  of  the  fire,  and  casualty  insurance 
companies  issue  weekly,  monthly,  quarterly,  or  occasional  company 
papers.  Among  these  may  be  mentioned  the  ^tna,  the  Home,  the 
Manhattan,  the  Metropolitan,  the  Union  Central,  The  Phoenix, 
Hartford  Life  Bulletin,  Union  Mutual,  and  the  South  Atlantic,  by 
the  life  companies  of  those  names;  The  Statement,  by  the  Mutual 
(name  changed  to  Mutual  Interests  in  1907),  the  Trai'elers  Record, 
by  the  Travelers;  the  Ingleside,  by  the  United  States  Life;  Provi- 
dent Sainngs  Record  and  Provident  Spirit,  by  the  Provident  Savings 
Life;  the  Massachusetts  Quarterly,  by  the  Massachusetts  Mutual 
Life;  Virginia,  by  the  Life  Insurance  Company  of  Virginia;  the 
Monthly  Bulletin,  by  the  Fidelity  and  Casualty;  Indemnity,  by  the 
Preferred  Accident;  the  Prudential  Weekly  Record  and  The  Pru- 
dential, by  the  Prudential;  the  Security  Ledger,  by  the  Security 
Mutual  Life  of  Binghamton,  N.  Y. ;  ^tna  Life  News  by  the  i^tna 
Life;  The  PeAcan,  by  the  Mutual  Benefit  Life;  The  John  Hancock 
Field  and  The  John  Hancock  Satchel,  by  the  John  Hancock  Mutual 
Life;  The  National  Messenger,  by  the  National  Life  of  Vermont; 
The  Interstate  Herald,  by  the  Interstate  Life?  The  Pacific  Mutual 
News,  by  the  Pacific  Mutual  Life ;  the  Bulletin,  by  the  Massachusetts 
Mutual  Accident;  Fieldman,  by  the  Pennsylvania  Casualty;  the 
Fireman's  Fund  Record,  by  the  Fireman's  Fund  of  San  Francisco; 
Now  and  Then,  by  the  Glens  Falls ;  Whittlings,  by  the  New  Hamp- 
shire Fire;  Short  Rates,  by  the  Pacific  coast  department  of  the 
Pennsylvania  Fire;  Rambling  Notes,  by  Brown,  Craig  &  Co.  of 
San  Francisco ;  the  Locomotive,  by  the  Hartford  Steam  Boiler,  and 
the  Fidelity  Journal,  by  the  Fidelity  Mutual  Life ;  Employers'  Lia- 
bility Commentator,  by  the  Employers*  Liability  Corporation;  Thf 
Indemnitor,  by  the  ^tna  Indemnity;  The  Budget,  by  the  Maryland 
Casualty;  the  Federal,  by  the  Federal  Life,  Chicago;  The^ Pilot,  by 
the  Southern  Life  &  Trust  of  Greensboro;  Caritas,  by  the  Reliance 
Life,  Pittsburg;  Northwestern  National  News,  by  the  Northwestern 
National  Life  of  Minneapolis;  The  Empire,  by  Empire  Surety; 
Chicago  Life,  by  Chicago  Life;  the  Arrow,  by  the  Home  Life,  and 
the  Monthly  Re^new  by  the  General  Accident;  Plico,  by  the  Phila- 
delphia Life;  The  Dotted  Line,  by  the  American  Mutual  Life, 
Indianapolis;  Continental  Agents  Record  by  the  Continental  Casu- 
alty Company;  The  Firing  Line  by  the  Colorado  National  Life, 
Denver;  i)fiice  and  Field  by  the  Hartford  Life;  Bulletin  by  Fidelity 
and  Guarantee   Company,   Baltimore. 

There  are  some  thirty  weekly,  monthly,  and  quarterly  papers 
printed  by  mutual  beneficiary  societies,  besides  several  publications 
and  regular  bulletins  issued  by  underwriting  organizations. 


Insurance  Society  of  New  York.  267 

INSURANCE  JOURNALISTS'  ASSOCIATIONS.  Since 
1881  three  associations  of  representatives  of  insurance  periodicals 
have  existed:  the  Insurance  Journalists'  Association  of  the  United 
States,  organized  in  1881,  which  lasted  about  ten  years;  the  Insur- 
ance Journalists'  Association  of  America,  organized  in  1895,  and 
having  a  fitful  two  years'  life  [for  an  account  of  these  organiza- 
tions, see  the  Cyclopedia  of  Insurance  for  1897-98] ;  and  a  third 
association,  constructed  on  different  lines,  admitting  men  con- 
nected with  all  classes  of  insurance  periodicals,  and  meeting  at  din- 
ner but  once  annually,  started  in  New  York,  February  2,  1899.  The 
last  took  the  name  of  the  "Once  a  Year  Club,"  which  see. 

INSURANCE  LIBRARY  ASSOCIATION  OF  BOSTON  is 
an  incorporated  society,  maintaining  a  library  at  No.  55  Kilby 
street,  Boston,  more  particularly  for  the  use  of  those  interested  in 
fire  insurance.  Maps  of  every  city  and  town  in  New  England,  files 
of  all  current  insurance  magazines,  and  all  law  books  or  other  liter- 
ature pertaining  to  the  business,  are  kept  at  its  rooms,  which  are 
in  charge  of  a  librarian  and  are  kept  open  on  all  business  days  of  the 
year.  Ownership  is  vested  in  its  members,  who  must  be  connected 
with  the  field  work  of  a  fire  insurance  company  doing  business  in 
New  England,  and  who  must  first  be  members  of  the  New  England 
Insurance  Exchange.  The  privileges  of  the  library,  except  the  use 
of  the  maps,  are  also  extended  to  subscribers,  but  they  have  no  vote 
in  the  affairs  of  the  association.  The  management  is  by  a  board 
of  trustees,  elected  annually,  which  chooses  a  president  and  treas- 
urer from  its  number.  The  present  board  consists  of  Gayle  T. 
Forbush,  president:  W.  H.  Boutell,  George  Neiley,  Charles  D. 
Palmer,  W.  B.  Medlicot,  F.  R.  Galacar  and  Edward  C. 
Brush,  treasurer  and  clerk.  D.  N.  Handy  is  librarian. 
The  library  plant  represents  an  investment  of  over  $10,000.  The 
society  was  incorporated  December  28,  1887.  The  annual  meeting 
is  held  the  second  Saturday  in  January.  [For  further  particulars, 
see  Cyclopedia  of  Insurance  for  1890,  page  84.]  The  association 
in  1905,  provided  an  associate  membership,  and  the  means  of 
furnishing  a  course  of  lectures,  and  extended  the  use  of  its  library 
to  the  younger  men  engaged  in  fire  insurance. 

INSURANCE  SOCIETY  OF  NEW  YORK  was  temporarily 
organized  December  11,  1900,  for  social  and  educational  purposes. 
The  formal  organization  took  place  February  26,  1901,  at  which  the 
following  officers  were  elected:  President,  Sam,  P.  Blagden;  vice- 
presidents,  Henry  E.  Hess,  Cecil  F.  Shallcross,  William  N.  Kremer, 
and  A.  M.  Thorburn;  treasurer,  Washington  Irving;  secretary,  R.  P. 
Barbour ;  executive  committee,  E.  U.  Crosby,  Wallace  Reid,  John  W 
Nichols,  Howard  Hampton,  James  Marshall,  F.  H.  Douglas,  and 
Lewis  F.  Burke.  At  the  annual  meeting,  held  in  June,  1910, 
officers  and  executive  committee  were  elected  as  follows:  Presi- 
dent, A.  R.  Hosford;  vice-presidents,  H.  E.  Hess,  C.  L.  Case, 
T.  A.  Ralston,  and  A.  M.  Thorburn;  secretary  and  treasurer,  E. 
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R.  Hardy;  executive  committee:  W.  R.  Crane,  W.  H.  Koop,  V.  P. 
Wyatt,  H.  A.  Inske,  F.  S.  Pandelton,  J.  P.  Brickelmaier,  R.  B. 
Dawson. 

INTERNATIONAL  ASSOCIATION  OF  ACCIDENT  UN- 
DERWRITERS was  organized  at  Niagara  Falls,  N.  Y.,  December 
i8,  1891,  by  companies  doing  an  accident  business  on  the  assessment, 
plan.  Seventeen  associations  took  part  in  the  organization,  and  its 
object  was  declared  to  be  "to  foster  and  guard  the  mutual  interests 
of  accident  underwriting  by  the  promotion  of  just  and  equitable 
laws  as  distinct  from  the  business  of  life  insurance."  At  the  annual 
meeting  in  1900  the  by-laws  were  amended,  and  its  object  declared 
to  be  **the  advancement  of  the  general  interest  of  accident  and  health 
underwriting,"  and  its  membership  has  been  broadened  to  include 
stock  accident  companies.  The  first  annual  meeting  was  held  al 
Buffalo,  N.  Y.,  June  27,  1892. 

The  twenty-second  annual  meeting  of  the  association  was  held 
at  Niagara  Falls,  July  13,  14,  15  and  16,  1909.  President  Alexander 
presided,  and  in  his  address,  while  congratulating  the  members  on 
a  prosperous  year,  said  the  experiences  of  the  year  especially  as 
regards  legislation,  afforded  much  food  for  thought  as  in  no  pre- 
vious year  had  so  much  legislation  affecting  accident  insurance 
been  proposed,  and  he  added  the  next  few  years  would  be  the  most 
critical  time  in  the  history  of  accident  insurance — the  time  in  which 
it  will  be  determined  what  degree  of  supervision  will  be  exercised 
over  policy  contracts,  and  how  far  the  companies  would  be  left 
free  agents  to  sell  the  indemnity  the  public  desires.  The  president 
suggested  the  formation  of  a  bureau  under  competent  management, 
to  look  after  legislation — to  keep  members  posted  as  to  legislation 
and  to  represent  the  association  before  legislative  committees.  The 
president  referred  to  the  work  of  the  executiye  committee,  and  gave 
statistics  reviewing  the  business,  which  he  said,  confirmed  the  view 
that  accident  and  health  insurance  was  in  its  infancy,  and  the 
president  called  attention  to  the  great  discrepancy  between  the 
amount  of  business  written  and  premiums  collected,  and  criticised 
the  practice  of  issuing  pohcies  on  approval;  a  practice  which  was 
a  drain  upon  the  companies,  and  a  vital  matter  to  which  the  asso- 
ciation should  give  attention. 

The  secretary  reported  a  membership  of  fifty-eight  companies, 
and  the  treasurer  reported  a  balance  in  the  treasury  of  $4,680. 
Following  the  reports  of  the  officers,  the  executive  committee, 
William  RroSniith,  chairman,  presented  its  report  reviewing  the 
work  of  the  year,  and  the  committee  said  that  in  no  year  since 
the  organization  of  the  association  had  it  been  called  upon  "to 
deal  with  matters  of  more  importance  or  to  assume  more  responsi- 
bility on  behalf  of  the  association  and  its  members  than  in  the  year 
just  closed."  The  committee  recommended  that  the  Convention 
take  some  action  to  place  the  care  of  legislation  and  departmental 
relations  with  a  special  bureau  to  act  under  the  executive  com- 
mittee.      The  committee  in  speaking  of  taxation   said  that  having 
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done  everything  which  in  its  opinion  would  prove  helpful  in  the 
campaign  for  tax  reform,  nevertheless  the  net  result  of  the  year's 
work  was  not  very  encouraging.  The  committee  discussed  the 
requirements  of  the  statement  blank  and  standard  policy  provisions 
at  some  length,  and  of  the  former  the  report  said  that,  '*items  and 
details  are  called  for  which  are  of  no  use  to  the  public  and  of  little 
value  to  the  insurance  officials" — changes  which  required  changes 
in  methods  of  accounting  by  the  companies,  and  the  report  added : 
"We  are  as  firmly  convinced  as  any  member  of  the  National  Con- 
vention of  the  value  of  publicity  and  we  recognize  our  duty  to 
give  to  the  public  through  supervising  insurance  officials  annually 
full  and  accurate  statements  of  our  assets,  liabilities,  income  and 
disbursements  but  we  submit  that  the  annual  reports  of  the  insurance 
departments  since  the  changes  and  elaborations  in  the  annual 
statements' of  the  past  five  years  do  not  give  a  clearer  idea  of  the 
financial  condition  of  the  companies  than  earlier  reports  and  that 
the  additional  information  required  does  not  at  all  correspond  to 
the  enormous  increase  in  the  work  and  expense  imposed  upon  the 
companies."  In  detailing  its  work  in  reference  to  standard  policy 
provisions  the  committee  said  its  work  had  been  more  than  arduous, 
and,  as  in  the  case  of  taxation  out  of  all  proportion  to  the  results 
accomplished. 

Brief  reports  were  submitted  by  committees  on  "Standard  Man- 
ual or  Uniform  Classification  of  Risks,"  Walter  C.  Faxon,  chairman ; 
on  "Uniform  Policy  Phraseology,"  Franklin  J.  Moore,  chairman; 
on  "Tabulation  of  Statistics  Regarding  Health  Insurance,"  Dr.  R. 
S.  Keelor,  chairman,  and  questions  presented  through  the  "question 
box"  were  discussed.  Papers  were  also  read  as  follows: — "Stand- 
ard Provisions  for  Health  and  Accident  Policies,"  by  John  A. 
HartigQn,  insurance  commissioner  of  Minnesota;  "The  Perils  of 
Peace,  or  a  Safer  America,"  by  William  H.  Tolman,  director  of 
Museum  of  Safety  and  Sanitation,  New  York;  "Co-operation,"  by 
Louis  H.  Fibel,  president  Great  Eastern  Casualty  Company;  *'The 
Double  Indemnity  Clause  in  Accident  Policies,"  by  Edwin  W.  De 
Leon,  president,  Casualty  Company  of  America;  "The  Policy- 
holder, the  Company  and  the  State,"  by  Arthur  I.  Vorys,  Ohio; 
"Facing  the  Situation,"  by  S.  Herbert  Wolfe,  New  York;    "George 

E.  McNeill,"  by  Max  Cohen,  editor  Views,  Washington,  D.  C. ; 
"Advertising,"  by  C.  A.  Williams,  Chicago. 

Officers  were  elected  as  follows:  President,  Walter  C.  Faxon, 
^tna  Life,  Hartford;  vice-presidents,  E.  Williams,  Imperial  Guar- 
antee &  Accident  Company,  Toronto,  Canada,  and  L.  C.  Deets, 
Iowa   State  Traveling  Men's   Association,   Des   Moines;    secretary, 

F.  Robinson  Jones,  Fidelity  &  Casualty,  New  York;  treasurer, 
George  E.  Taylof,  New  Amsterdam  Casualty,  New  York;  librarian, 
Horace  B.  Meininger,  German  Commercial  Accident,  Philadelphia; 
executive  committee,  H.  G.  B.  Alexander,  chairman.  Continental 
Casualty,  Chicago;  E.  W.  DeLeon,  New  York;  Franklin  J. 
Moore,  Philadelphia;  W.  C.  Potter,  New  York;  Louis  H.  Fibel, 
New  York ;   W.  M.  Tomlins,  Jr.,  New  York ;   B.  A.  Page,  Hartford ; 
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C.  C.  Daniel,  Columbus;    John  T.   Stone,  Baltimore:     (The  asso- 
ciation publishes  the  proceedings  of  the  annual  meeting.) 

INTERNATIONAL  ASSOCIATION  OF  FIRE  ENGINEERS. 
Organized  in  1873.  At  the  annual  meeting  in  1910  officers  were 
elected  as  follows:  President,  George  W.  Horton,  Baltimore;  .vice- 
president,  John  Thompson,  Toronto,  Canada ;  seconds  vice-president, 
W.  H.  Loller,  Youngstown,  Ohio;  secretary,  James  McFall,  Roa- 
noke, Va. ;  treasurer,  D.  C.  Larkin,  Dayton,  Ohio;  directors,  J.  J. 
Cushman,  Jr.,  Brooklyn;  Thomas  W.  Haney,  Jacksonville,  Fla. ; 
George  W.  Miller,  Reading,  Pa. 

■     INTER-STATE   LIFE   ASSURANCE   COMPANY,   Indian 
apolis,    Ind.      Organized    1897.      The   company    re-insured    in    the 
Federal  Life  Insurance  Company  of  Chicago  in  1910  and  retired. 

IOWA  ASSOCIATION  OF  LOCAL  FIRE  INSURANCE 
AGENTS  was  organized  at  a  meeting  at  Des  Moines  in  March,  1907, 
with  the  election  of  Frank  B.  Kauffman  as  president  and  Robert 
J.  Baird,  secretary  and  treasurer.  A  meeting  was  held  in  June,  and 
the  organization  completed.  Officers  were  elected  as  follows: 
President,  B.  F.  Kauffman,  Des  Moines;  vice-president,  W.  F. 
Grandy,  Sioux  City;  secretary-treasurer,  H.  W.  Binder,  Council 
Bluffs.  The  present  officers  elected  at  the  annual  meeting  in  June, 
1910,  are:  President,  Wayland  C.  Ballard,  Des  Moines;  vice- 
president,  L.  W.  Anderson,  Cedar  Rapids;  secretary  and  treasurer, 
H.  P.  Huiney,  Sioux  City;  executive  committee,  W.  H.  Harrison, 
J.  B.  Hobb,  John  I.  Lutz,  F.  W.  Coats,  and  the  officers. 

IOWA,  INSURANCE  SUPERVISION  IN,  1870-1910.  By  act 
of  the  legislature  of  1868  the  auditor  of  state  was  charged  with  the 
duties  of  insurance  supervision.  This  official  is  elected  by  the  people 
for  two  years.    The  following  is  a  list  of  auditors  since  1865: 


James  A.  Lyons,  .  .  i887>i893 

C.  G.  McCarthy,  .  1893- 1899 

F.   F.   Merriam,  .  .  1899-1903 

B.   F.  Carroll,  .  •  1903-1909 


John  A.  Elliott,       .  .  1865-1871 

John  Russell,  .         .  .  x  871*  1875 

Buren  R.  Sherman,  .  1875-1881 

William  V.  Lucas,  .  .  1 881- 1881 

John  L.  Brown,        .  .  1883-1887 

J.  L.  Bleakley  is  the  present  auditor. 

IOWA  LIFE  UNDERWRITERS'  ASSOCIATION  was  or- 
ganized in  July,  1893,  at  Des  Moines,  with  the  following  officers: 
Sidney  A.  Foster  of  the  Royal  Union  Mutual,  president;  Robert  J. 
Fleming  of  the  Mutual  Life  of  New  York,  first  vice-president; 
W.  A.  Bemis  of  the  Mtm  Life,  second  vice-president;  J.  C.  Cum- 
mings  of  the  Equitable  of  Iowa,  secretary;  C.  H.  Rumsey  of  the 
Penn  Mutual,  treasurer;  C.  B.  Van  Slyke  of  the  Mutual  Benefit, 
R.  P.  Dart  of  the  National  of  Vermont,  L.  B.  Durstine  of  the 
Equitable  of  New  York,  executive  committee.  The  association  held 
a  meeting  in  1899,  and  was  reorganized  in  1902.     Cyrus  Kirk  was 

^ed  president,  and  C.  S.  Hunter,  secretary.    At  the  annual  meet- 
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ing  in  January,  1910,  the  following  officers  were  elected :  President, 
H.  E.  Aldrich,  Equitable  of  Iowa;  vice-president,  George  B.  Peak, 
Central  Life;  treasurer,  E.  D.  Bream,  Phoenix  Mutual;  secretary, 
J.  A.  Giffin,  i^tna  Life. 

IOWA  STATE  FIRE  PREVENTION  ASSOCIATION  was 
organized  at  a  meeting  held  in  Des  Moines,  in  October,  1908.  The 
objects  of  the  association  are  to  promote  better  methods  of  fire 
prevention  and  protection.  Officers  were  elected  as  follows;  presi- 
dent, J.  W.  Warnshuis,  Home  of  New  York;  vice-president,  W.  J. 
Cecil,  American  Central;  secretary  and  treasurer,  W.  Wi.  Waddell, 
National  of  Hartford;  executive  committee:  A.  A.  Clark,  Fidelity- 
Phenix;  E.  S.  Phelps,  North  America;  C.  D.  Wadsworth,  Spring- 
field iMre  and  Marine;  George  W.  Holton,  Phcenix  of  Hartford; 
C.  E.  Campbell,  secretary  of  the  Merchants  &  Bankers,  and  the 
officers  ex-ofUcio.    The  above  are  the  present  officers. 

IOWA  STATE  INSURANCE  COMPANY,  Keokuk,  la.  Or- 
ganized 1855.     William  Logan,  president;    G.  C.  Tucker,  secretary. 

IOWA  STATE  TRAVELING  MEN'S  ASSOCIATION,  Des 
Moines,  la.  Organized  1880.  J.  W.  Hill,  president;  L.  C.  Deets, 
secretary. 

IRELAND,  OSCAR  B.,  second  vice  president  and  actuary  of 
the  Massachusetts  Mutual  Life  Insurance  Company,  was  born  in 
the  city  of  New  York,  October  28,  1840.  He  was  graduated  from 
the  College  of  the  City  of  New  York  in  1859,  and  went  into  a 
mercantile  house,  but  in  1863  joined  the  army  as  a  lieutenant  of 
the  Signal  Corps  and  served  through  the  remainder  of  the  war. 
After  two  years'  residence  in  South  America  he  returned  to  New 
York  and  in  1869  began  his  actuarial  studies  in  the  office  of  D. 
Parks  Fackler.  In  1872  Mr.  Ireland  received  the  appointment  of 
actuary  of  the  Massachusetts  Mutual  Life.  He  was  one  of  the 
founders  and  was  elected  president  of  the  Actuarial  Society  of 
America  at  the  annual  meeting  in  1901,  serving  until  the  annual 
meeting  in  1903.  He  was  elected  second  vice-presrdetit  and  actuary 
of  the  company,  January  27,  1909. 

IRON  SAFE  CLAUSE.  This  clause  is  inserted  in  policies  on 
stocks  of  goods  in  stores  in  the  southern  states.  The  following  is 
the  latest  form  of  the  clause  as  revised  by  the  executive  committee 
of  the  South  Eastern  Tariff  Association  in  July,  1893 : 

The  following  covenant  and  warranty  is  hereby  made  a  part  of  this  policy: 

I.  The  assured  will  take  a  complete  itemized  inventory  of  stock  on  hand  at 
least  once  in  each  calendar  year,  and  unless  such  inventory  has  been  taken 
within  twelve  calendar  months  prior  to  the  date  of  this  policy  one  shall  be  taken 
in  detail  within  thirty  days  of  issuance  of  this  policy,  or  this  policy  shall  be  null 
and  void  from  such  date,  and  upon  demand  of  the  assured  the  unearned  pre- 
mium  from  such  date  shall  be  returned. 

3.  The  assured  will  keep  a  set  of  books  which  shall  clearly  and  plainly 
present  a  complete  record  of  business  transacted,  including  all  purchases,  sales, 
and  shipments,  both  for  cash  and  credit,  from  the  date  of  inventory  as  provided 
for  in  first  section  of  this  clause  and  during  the  continuance  of  this  policy. 
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ually  open  for  business;  or,  failing  in  this,  the  assured  will  keep  such  books  and 
inventories  in  some  place  not  exposed  to  fire  which  would  destroy  the  afore- 
said building. 

In  the  event  of  failure  to  produce  such  set  of  books  and  inventories  for  the 
inspection  of  this  company  this  policy  shall  become  null  and  void  and  such 
failure  shall  constitute  a  perpetual  bar  to  any  recovery  thereon. 

The  North  Carolina  legislature  in  1907  passed  an  act  amending 
Section  4759»  Chapter  1000,  relating  to  fire  insurance  policies,  provid- 
ing that  the  clause  "shall  not  be  used  or  be  operative  in  the  settle- 
ment of  losses  on  buildings,  furniture,  and  fixtures,  or  any  property 
not  subject  to  change  in  bulk  £ind  value/' 

IRVIN,  C.  J.,  of  the  iEtna  Insurance  Company  of  Hartford, 
is  a  native  of  Perry  county.  Pa.,  and  a  graduate  of  the  University 
of  Pennsylvania  of  the  class  of  1884.  After  leaving  the  university 
he  embarked  in  the  fire  insurance  business  and  in  1888  was  appointed 
special  agent  for  the  Fire  Association  of  Philadelphia.  From  1891 
he  represented  the  Continental  as  special  agent  in  the  middle  de- 
partment, and  in  January,  1893,  was  appointed  special  agent  of  the 
y^tna.  He  was  vice-president  of  the  association  of  the  middle  de- 
partment in  1899  and  president  in  1900.  He  was  appointed  an  as- 
sistant secretary  of  the  ^tna  Insurance  Company  in  December,  1902, 
but  resigned  in  June,  1905,  and  resumed  the  position  of  special  agent 
of  the  company  for  the  middle  department. 

IRVIN,  E.  C,  president  of  the  Fire  Association  of  Philadelphia, 
was  born  near  Harrisburg,  Pa.,  May  22,  1840.  While  yet  a  youth  he 
taught  school  at  Duncannon,  Pa.,  and  was  afterwards  for  a  number 
of  years  manager  of  the  Duncannon  Iron  Works.  He  entered  the 
insurance  business  in  1869  as  special  agent  for  Pennsylvania  of  the 
Germania  Fire  of  New  York.  In  1874  he  became  a  general  agent  of 
the  Phoenix  of  Hartford  for  a  large  territory  extending  from  Penn- 
sylvania to  the  Gulf  of  Mexico,  with  headquarters  at  Philadelphia. 
In  February,  1884,  Mr.  Irvin  was  elected  vice-president  of  the  Fire 
Association  and  succeeded  to  the  presidency  in  February,  189 1.  Mr. 
Irvin  was  instrumental  in  the  organization  of  the  "Middle  Depart- 
ment" and  was  the  first  president  and  served  three  terms.  In  May, 
1898,  he  was  elected  president  of  the  National  Board  of  Fire  Under- 
writers and  served  two  years. 
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JACKSON,  JACOB  ANDERSON,  insurance  journalist,  New 
York  city,  was  born  in  Fairfield  county,  O.,  April  29,  1848.  He  was 
educated  at  the  common  schools  and  took  the  classical  course  at  the 
Ohio  Wesleyan  College,  Delaware,  O.,  graduating  in  1870.  For  six 
years  he  was  superintendent  of  public  schools,  and  for  seventeen 
years  was  in  the  real  estate  business,  and  in  1893  became  general 
agent  of  the  Provident  Life  and  Trust  Company  for  Iowa.  In  July, 
1900,  he  began  the  publication  of  the  American  Journal  of  Life  In- 
surance at  Des  Moines,  la.,  and  upon  the  consolidation  of  that  paper 
vnth  the  Chicago  Independent  in  1901,  he  became  editor  of  the  Life 
Insurance  Independent.  The  latter  publication  has  since  been  re- 
moved to  New  York  city.  Mr.  Jackson  resigned  the  editorship  of 
the  Life  Insurance  Independent  in  May,  1903,  and  has  since  been 
connected  with  the  Mutual  Life  Insurance  Company  of  New  York, 
and  is  now  in  charge  of  the  literary  work  of  that  company,  editor 
of  The  Standard  and  Points,  author  of  Educational  Leaflets,  etc. 

JAMESON,  EDWIN  CORNELL,  president  of  the  Globe-Rut- 
gers  Fire  Insurance  Company  of  New  York,  was  born  in  Somer- 
ville,  New  Jersey,  April,  17,  1864,  and  received  his  education  in  the 
public  and  private  schools  and  academy  of  that  place.  He  is  a  grad- 
uate of  the  New  York  Law  school  and  a  member  of  the  bar  in  New 
York  state. 

JANNEY,  JAMES  W.,  general  agent  of  the  Provident  Life  and 
Trust  Company  of  Philadelphia,  with  headquarters  at  Qiicago,  is 
a  native  of  Hillsboro,  London  county,  Virginia,  where  he  was  born 
of  Quaker  ancestry,  December  18,  1845.  He  obtained  his  education 
m  the  Virginia  country  schools  and  in  Pennsylvania,  and  on  reach- 
ing manhood  entered  upon  mercantile  pursuits  in  Baltimore,  Md.. 
and  at  Washington,  D.  C.  In  1876  he  went  into  the  service  of  the 
Provident  Life  and  Trust  as  special  agent  at  the  home  office,  Phila- 
delphia. Ten  years  later,  in  1886,  he  assumed  his  present  position 
Mr.  Janney  was  the  first  president  of  the  Life  Underwriters'  Asso- 
ciation of  Chicago,  and  has  always  kept  in  close  touch  with  that 
efficient  organization  and  with  the  National  Association  of  Life  Un- 
derwriters, at  whose  annual  meetings  he  has  been  a  delegate  and 
active  participant.  He  was  again  •  elected  president  of  the  Life 
Underwriters'  Association  of  Chicago  at  its  annual  meeting,  Feb- 
ruary 19,   1901. 
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JANVIER,  CHARLES,  president  of  the  Sun  Insurance  Com- 
pany of  New  Orleans,  was  born  in  that  city  of  American  parentage, 
September  8,  1857.  He  was  educafed  at  the  College  of  the  Immacu- 
late Conception  of  New  Orleans.  After  several  years  passed  in  the 
office  of  an  exchange  broker,  he  entered  the  service  of  the  Sun 
Mutual  as  solicitor,  February  15,  1890.  He  was  elected  secretary 
in  February,  1891,  and  succeeded  the  late-  Mr.  Finley,  on  his  death, 
as  president  June  12,  1894.  He  is  also  a  member  of  the  firm  of 
Janvier  &  Lee,  general  agents  of  the  Palatine  Insurance  Company 
of  London  for  Louisiana  and  Mississippi,  and  general  agents  of 
the  Sun  Insurance  Office  of  London  for  Louisiana  and  Mississippi. 
Mr.  Janvier  is  an  administrator  of  the  Tulane  Educational  Fund, 
and  first  vice-president  of  the  Canal-Louisiana  Bank  &  Trust  Com- 
pany. He  was  elected  a  member  of  the  state  senate  of  Louisiana  in 
1904. 

JEFFERSON  FIRE  INSURANCE  COMPANY,  THE,  Phila- 
delphia, Pa.  Organized  1855;  capital,  $250,000.  S.  E.  Hutchinson, 
president;  Charles  B.  Jennings,  secretary. 

JEFFERSON  MUTUAL  FIRE  INSURANCE  COMPANY, 
St.  Louis,  Mo.  Organized  1861.  Wm.  Reipschlaeger,  president; 
Louis  W.  Schonebeck,  secretary. 

JENNESS,  FRA'NK  W.,  secretary  of  the  Underwriters'  Asso- 
ciation of  New  York  State,  is  a  native  of  Piermont,  N.  H.,  and  was 
born  March  27,  185 1.  At  the  age  of  twenty  years  he  entered  the 
insurance  business  as  a  local  agent  at  Corning,  N.  Y.,  and  for  one 
year  was  engaged  as  a  railroad  paymaster.  In  1883,  he  went  into 
the  insurance  field  as  special  agent  for  the  Insurance  Company  of 
North  America,  for  New  York  State,  and  five  years  later  with  the 
i^tna  Insurance  Company  as  special  agent  for  the  same  territory. 
In  1893,  he  became  assistant  secretary  for  the  i^tna  and  resided  m 
Hartford  about  three  years,  resigning  in  1896  to  return  to  the  field 
as  general  agent  for  the  same  company  for  New  York  State.  On 
April  8,  1907,  he  was  elected  superintendent  of  ratings  for  the 
Underwriters'  Association,  and  on  April  14,  1908,  secretary  and 
treasurer  of  the  association. 

JENNEY,  CHARLES  ALBERT,  insurance  journalist,  is  a 
native  of  New  Bedford,  Mass.,  where  he  w&s  born  October  18,  1841. 
He  is  a  graduate  of  the  high  school  of  that  city.  From  1862  to  1864 
he  was  commissary  of  the  United  States  army  hospital  at  Mont- 
pel  ier,  Vt.,  and  from  1865  to  1875  a  dry  goods  merchant  at  Waupun, 
Wis.  In  the  latter  year  he  entered  the  service  of  the  National  Board 
of  Fire  Underwriters,  as  secretary  of  its  statistical  bureau.  He  was 
special  agent  for  the  tenth  United  States  census,  having  charge  of 
the  division  of  fire  insurance,  and  special  agent  for  the  eleventh 
census,  having  supervision  of  all  insurance  statistics.  His  connec- 
tion with  the  Weekly  Underwriter  began  in  1883.  Mr.  Jenney  is 
president  and  treasurer  of  the  Underwriter  Printing  and  Publishing 
Company,  a  fellow  of  the  American  Statistical  Association  and  of 
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the  Royal  Statistical  Society  of  England,  one  of  the  board  of  man- 
agers of  the  Society  of  American  Authors,  a  member  of  the  Ameri- 
can Academy  of  Political  and  Social  Science,  American  Trade  Press 
Association,  and  of  the  New  England  Society,  Marine  and  Field 
Club,  Masonic  Veterans'  Association,  and  Union  League  and  Church 
pubs  of  Brooklyn,  vice-president  of  the  "Once  a  Year  Gub"  of 
insurance  journalists.  He  has  been  editor  of  the  annual  publica- 
tion. Fire  Insurance  by  States,  several  years. 

JEWELL,  EDWARD  W.,  assistant  manager  western  depart- 
ment of  the  Atlas  Assurance  Company,  was  born  in  Topeka,  Kansas, 
June  8,  1872.  He  was  educated  in  the  common  and  high  schools,  and 
entered  Washburn  College,  Topeka,  but  completed  only  two  years 
of  the  course.  He  began  his  insurance  career  in  1893  in  the  office  of 
the  Fidelity  and  Casualty  Company,  Chicago,  and  after  one  year 
there,  entered  the  office  of  the  Prussian  National,  subsequently  be- 
coming connected  with  the  Chicago  office  of  Hall  &  Henshaw.  He 
was  special  agent  for  the  British-America  and  Western  in  Cook 
county,  then  special  agent  in  Indiana,  and  later  was  appointed 
special  agent  for  Illinois  and  Michigan  for  the  Atlas.  He  was 
appointed  to  his  present  position  January  i,  1909.  He  is  a  director 
of  the  Fire  Insurance  Club  of  Chicago,  and  Most  Loyal  Gander  of 
the  Illinois  pond  of  the  Order  of  Blue  Goose. 

JOHN  HANCOCK  MUTUAL  LIFE  INSURANCE  COM- 
PANY, THE,  of  Boston,  was  chartered  by  act  of  the  legislature  of 
Massachusetts,  approved  April  21,  1862.  The  avowed  object  of  the 
organization  was  that  it  should  serve  as  an  exponent  of  the  prin- 
ciple of  the  Massachusetts  Non-forfeiture  Law  of  1861.  This  law  ' 
provided  that  no  policy  should  be  forfeited  or  canceled  for  non-pay- 
ment of  premiums,  but  that  in  case  of  such  default  the  policy  should 
nevertheless  be  continued  in  force  as  long  as  the  funds  in  the  hands 
of  the  company,  as  fixed  by  the  law  to  the  credit  of  this  policy, 
would  pay  the  cost  of  such  extended  insurance.  This  law  was  the 
first  legislative  recognition  of  the  equities  under  policies  the  pre- 
mium payment  on  which  had  been  discontinued  before  the  end  of  the 
premium  term  stipulated  in  the  contract.  Under  the  direct  operation 
of  this  act  the  John  Hancock  paid  more  than  $500,000  to  the  widows 
and  orphans  of  policy-holders.  There  were  crudities  in  this  law 
which  became  very  apparent  in  its  application,  especially  to  the 
endowment  contracts  that  afterwards  came  to  be  so  large  an  element 
in  the  business  of  the  life  companies,  and  it  has  since  been  con- 
siderably modified,  still  retaining  the  original  principle  of  the  policy- 
holder's equity,  but  varying  the  manner  of  its  application.  The 
operations  of  this  original  Non-forfeiture  Act,  although  applicable 
only  to  the  companies  incorporated  in  Massachusetts,  had,  both  in 
example  and  in  competition,  a  very  great  influence  in  liberalizing 
the  practice  of  all  the  other  companies^  until  it  was  soon  rare  to  find 
a  life  insurance  policy  offered  that  did  not  recognize  in  some  degree 
the  equity  in  the  reserve  to  a  retiring  member. 
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The  first  president  of  the  company  was  George  P.  Sanger,  hold- 
ing office  until  August,  1873,  when  he  was  succeeded  by  L.  A.  Lyon, 
and  he  by  George  Thornton,  June,  1874.  Stephen  H.  Rhodes  was 
elected  president  in  March,  1879,  having  for  some  years  previously 
held  the  office  of  insurance  conunissioner  of  Massachusetts  and 
continued  in  the  office  until  his  death  in  1909. 

Soon  after  the  accession  of  President  Rhodes  the  company,  in 
addition  to  the  ordinary  business,  engaged  in  the  prosecution  of 
industrial  insurance,  the  distinguishing  feature  of  which  is  the 
weekly  collection  of  »the  premiums  and  the  issuance  of  policies  for 
smaller  amounts  than  is  usual  in  the  ordinary  business.  From  the 
outset  -this  business  developed  with  great  activity.  Through  the 
initiative  of  the  company  the  law  relating  to  surrender  values  was 
changed  to  make  payable  in  cash  all  those  applying  to  policies  where 
the  weekly  premium  is  less  than  fifty  cents.  The  steady  and  sub- 
stantial progress  of  the  company  is  shown  by  the  successive  annual 
records  published  in  the  reports  of  the  insurance  departments. 

The  president  of  the  company  is  Roland' O.  Lamb;  vice-presi- 
dent, Arnold  A.  Rand;    secretary,  Walton  L.  Crocker. 

JOHNSON,  ALBERT  M.,  president  of  the  National  Life  Insur- 
ance Company  of  the  United  States  of  America,  Chicago,  is  a  native 
of  Ohio,  and  was  born  at  Oberlin,  May  31,  1872.  He  was  educated 
in  the  public  schools  of  his  native  town  and  in  Oberlin  College. 
After  graduation  from  Cornell  University,  in  the  class  of  1895,  he 
engaged  in  railroading,  later  entering  life  insurance.  He  was  vice- 
president  and  treasurer  of  the  National  Life,  and  was  elected  presi- 
dent in  January,  1906.  He  is  president  of  the  North  American  Cold 
"Storage  Company,  and  a  director  of  the  Broadway  Savings  &  Trust 
Company  and  the  Columbus  Safe  Deposit  Company. 

JOHNSON,  GEORGE  K.,  president  of  the  Penn  Mutual  Life 
Insurance  Company,  was  born  in  Bucks  county.  Pa.,  December  11, 
1848,  of  Quaker  parentage.  He  was  educated  at  the  Friends*  Acad- 
emy and  at  the  Friends*  Central  School  at  Philadelphia,  from  which 
he  graduated  in  1866.  His  first  business  vocation  was  that  of  a 
clerk  in  a  Philadelphia  manufacturing  house..  In  1880  he  was  in  busi- 
ness for  himself,  being  a  member  of  the  firm  of  Belknap,  Johnson 
&  Powell,  manufacturers  of  umbrellas,  which  became  the  largest 
in  the  trade  in  the  United  States.  Mr.  Jonnson  became  a  member 
of  the  board  of  trustees  of  the  Penn  Mutual  Life  in  1889.  He  was 
elected  vice-president  of  the  company  in  April,  1897,  and  elected 
president  in  1906.  He  is*'a  member  of  the  Union  League  Club  of 
Philadelphia,  Governor  of  the  Bucks  County  Country  Club;  also 
president  of  the  Philadelphia  and  Langhorne  Street  Railway  Com- 
pany, and  a  director  in  several  financial  institutions,  and  is  con- 
nected with  many  other  enterprises  and  charitable  institutions. 

JOHNSON,  tlARRY  ERNEST,  assistant  secretary  of  the 
Phrenix  Mutual  Life  insurance  company,  Hartford,  Conn.,  was 
born  in  Washington,  D.  C,  July  30,  1873.     He  was  educated  in  the 
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public  schools  and  business  college,  and  entered  the  insurance 
business.  He  entered  the  employ  of  the  Phoenix  Mutual  as  clerk 
in  1899,  and  was  appointed  to  his  present  position  in  May,  1909. 

JOHNSON,  J.  WILLIAM,  secretary  Mutual  Benefit  Life  In- 
surance Company,  is  a  native  of  Newark,  N.  J.,  where  he  was  born 
of  American  parents,  April  21,  1849.  He  was  educated  in  the  public 
schools  of  his  native  city,  and  after  a  year's  service  in  a  tire  insur- 
ance office  entered  the  employ  of  the  Mutual  Benefit  Life  in  1865,  at 
the  age  of  sixteen.  He  has  served  the  company  continually  since  in 
various  capacities,  and  was  elected  to  his  present  position  in  May, 

1905. 

JOHNSON,  WILLIAM  COLET,  New  York  manager  of  the 
Phoenix  Mutual  Life  Insurance  Company,  was  born  at  Sag  Harbor, 
I-ong  Island,  January  28,  1876,  and  is  of  Holland  descent,  his  ances- 
tors being  among  the  earlier  Dutch  settlers  on  Long  Island.  He  re- 
ceived a  common  school  education,  and  entered  the  insurance  busi- 
ness in  New  York  in  1892,  becoming  city  manager  of  the  Phoenix 
Mutual  in  1901.  He  took  an  active  part  in  the  protest  of  the  agent 
against  the  restrictions  of  the  Armstrong  laws,  substantial  modifica- 
tions of  which  were  secured  before  enactment,  and  is  well  known 
as  a  writer  on  insurance  and  economic  subjects. 

JOSEPH,  JAMES  R,  vice-president  of  the  Commonwealth  In- 
surance Company  of  New  York,  is  a  native  of  Philadelphia,  Pa., 
where  he  was  born  July  25,  1864.  He  received  a  public  school 
education,  and  began  his  business  career  as  errand  boy  in  a  book 
publishing  house.  In  1883,  he  was  connected  with  the  central  de- 
partment of  the  American  Insurance  Company  of  Philadelphia  at 
Cincinnati.  In  1888,  he  was  appointed  examiner  in  the  western 
department  of  the  Phenix  Insurance  Company  of  Brooklyn,  sub- 
sequently being  appointed  special  agent,  and  in  1898  he  was  appointed 
assistant  manager  of  the  western  department  oL  the  Manchester 
Assurance  Company.  In  November,  1903,  he  was  appointed  as- 
sistant manager  of  the  western  department  of  the  North  British 
and  Mercantile  insurance  company  at  Chicago  and  in  April.  1908,  he 
resigned  that  position  to  become  vice-president  of  the  Common- 
wealth Insurance  Company  of  New  York. 

JOURNALISM,  INSURANCE.     [See  Insurance  Journalism.] 

JOURNALISTS'  ASSOQIATION,  INSURANCE.  [See  Once 
a  Year  Club.] 

JOYCE,  WILLIAM  R.,  president  of  the  National  Surety  Com- 
pany of  New  York,  was  born  in  Utica,  X.  Y.,  December  28,  1866, 
and  received  a  public  school  education.  He  began  his  business 
experience  in  the  telephone  business,  and  for  some  years  was  man- 
ager of  the  Northwestern  Telephone  Exchange  company  at  Fargo. 
X.  D.      In  1892  he  became  general  agent  of  the  Missouri,  Kansas? 
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and  Texas  Trust  G)inpany  at  St.  Paul  and  later  became  general 
agent  of  the  National  Surety  Company  of  Kansas  City  in  the  same 
territory.  In  1897  he  was  appointed  northwestern  manager  of  the 
National  Surety  Company  of  New  York,  then  just  organized,  with 
headquarters  at  St.  Paul,  and  in  1904  was  elected  president  of  the 
company.  He  is  a  director  of  the  company,  and  also  a  director 
of  the  Knickerbocker  Trust  Company,  N.  Y.,  the  American  Light 
and  Traction  Company  and  the  Western  Gas  Company. 


K 


KANSAS  CITY  LIFE  INSURANCE  COMPANY,  Kansas 
City,  Mo.  Organized  1895 ;  capital,  $100,000.  J.  B.  Reynolds,  presi- 
dent; F.  W.  Fleming,  secretary. 

KANSAS  ASSOCIATION  OF  LIFE  UNDERWRITERS 
was  organized  at  a  meeting  held  in  Topeka,  in  November,  1907,  and 
officers  were  elected  as  follows:  President,  S.  E.  Barber;  vice- 
president,  H.  C.  Hansen;  second  vice-president,  J.  M.  Knopp; 
secretary,  Charles  A.  Moore,  Topeka;  treasurer,  John  P.  Moss. 
The  present  officers  are:  President,  E.  S.  Qarke;  secretary,  Charles 
A.  Moore,  Topeka. 

KANSAS  CITY  LIFE  UNDERWRITERS*  ASSOCIATION 
of  Kansas  City,  Mo.,  was  organized  there  in  October,  1888,  electing 
C.  D.  Whitehead,  president;  J.  E.  Lord  and  J.  A.  Lewis,  vice-presi- 
dents, and  C.  D.  Mills,  secretary.  The  present  officers,  elected  at 
the  annual  meeting  in  January,  1910,  are:  President,  Charles  L. 
Scott;  vice-presidents,  Charles  L.  Barbee  and  Homer  McElhaney; 
secretary  and  treasurer,  George  L.  Dyer;  executive  committee:  J. 
P.  Somerville,  chairman. 

KANSAS,  INSURANCE  SUPERVISION  IN,  1871-1910.  The 
insurance  department  of  Kansas  was  established  by  act  of  March  9, 
1871.  The  insurance  superintendents  are  appointed  by  the  Governor 
for  a  term  of  four  years.    The  superintendents  have  been: 


William  C.  Webb, 
Ed.  Russell,  . 
H.  Clarkson, 
Orrin  T.  Welch.     . 
Richard  B.  Morris, 
Daniel  W.  Wilder. 
William  H.  McBride, 


1 873- 1 873 
1873-1874 

1874-1875 
1875-1883 
1883- 1 887 
1887-1891 
1891-1893 


Simon  H.  Snider.  . 
George  T.  Anthony. 
A.  P.  Riddle. 
Webb   McNall. 
Willard  V.  Church, 
Charles  H.   Luling. 


1 893- 1 89s 
1895-1896 
1 896- 1 897 
1897-1899 
1899-1903 
1 903- 1907 


Charles  W.  Barnes  is  the  present  commissioner,  appointed  for 
the  term  beginning  1907. 

KEELOR,  REINARD  S.,  vice-president  of  the  Empire  State 
Casualty  Company,  New  York,  was  born  of  German-American 
parentage  in  Upper  Providence,  Montgomery  county,  Pa.,  November 
24,  1851.  He  is  a  graduate  of  Ursinus  College  and  of  Jefferson 
Medical  College,  class  of  1875.  He  engaged  in  the  practice  of 
medicine  and  surgery,  and  was  also  a  claim  adjuster  for  several 
years.    He  organized  the  Philadelphia  Casualty  Company  and  was 
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its  secretary  until  October  30,  1907,  and  in  that  year  he  was  elected 
to  his  present  position  having  charge  of  the  company's  casualty 
business.  He  is  chairman  of  the  committee  on  health  statistics  of 
the  International  Association  of  Accident  Underwriters,  and  a 
member  of  the  executive  committee. 

KEENEY,  GEORGE  E.,  president  of  the  Hartford  Life  Insur- 
ance Company,  was  born  in  South  Manchester,  Conn.,  March  22, 
1849.  His  education  was  obtained  in  the  public  schools,  Manchester 
Academy  and  Cheshire  school.  He  was  employed  in  the  silk  mills 
at  South  Manchester  until  he  reached  the  age  of  19,  and  then  en- 
tered the  woolen  manufacturing  business,  in  which  he  has  been  en- 
gaged to  the  present  time.  He  was  a  member  of  the  Connecticut 
State  Senate  in  1889  and  1893,  paymaster-general  on  Governor 
Cooke's  staflf  during  1897  and  1898,  and  a  member  of  the  Connecticut 
Constitutional  Convention,  1902. 

KELLY,  JOHN  A.,  manager  of  New  York  metropolitan  dis- 
trict for  the  Fire  Association  of  Philadelphia,  was  born  near  Man- 
chester, England,  in  1861.  His  insurance  career  was  commenced  with 
the  Northern  Assurance  Company  on  the  establishment  of  the  New 
York  department  under  the  management  of  Henry  H.  Hall  in  1882. 
He  was  given  a  special  agency  of  the  Northern  in  the  states  of  New 
Jersey  and  Pennsylvania,  then  transferred  to  Ohio,  Indiana,  Ken- 
tucky, Tennessee,  and  West  Virginia.  He  severed  his  connection 
in  a  few  years  and  accepted  a  similar  position  with  the  Queen  in 
Ohio  and  West  Virginia.  This  continued  until  1891,  when  he  joined 
the  ranks  of  the  Scottish  Union  and  National  in  a  similar  capacity  in 
Ohio,  Indiana,  Kentucky,  and  Tennessee.  At  the  close  of  1893  ^^ 
was  called  to  the  Hartford  office  and  appointed  general  agent,  and 
in  March,  1900,  was  appointed  superintendent  of  agents  of  the 
Scottish  Union  and  National.  He  was  appointed  manager  of  the 
Fire  Association  in  1902.  In  April,  1904,  he  became  associated  with 
Samuel  P.  Blagden  in  the  local  fire  insurance  business,  the  firm 
taking  the  name  of  Blagden,  Kelly  &  Co.,  and  later  Blagden,  Kelly 
&  Fuller,  and  representing  the  Fire  Association,  The  Boston  In- 
surance Company,  Georgia  Home  Insurance  Company,  Pittsburg 
UnderAvriters  and  other  companies.  The  firm  was  dissolved  early 
in  1907,  following  the  death  of  Mr.  Blagden;  the  business  however 
being  continued  under  the  firm  name  of  Kelly  &  Fuller.  He  is 
president  of  the  Franklin  Insurance  Company  of  Washington,  D.  C, 
and  a  director  of  the  Old  Colony  Insurance  Company  of  Boston, 
Western  Reserve  Insurance  of  Cleveland.  Michigan  Commercial 
Insurance  Company  of  Lansing,  and  the  Potomac  Insurance  Com- 
pany of  Washington,  D.  C. 

KELSEY,  JOSEPH  A.,  United  States  manager  of  the  Aachen 
&  Munich  of  Aix-la-Chapelle,  was  bom  at  St.  Mary's  Ohio,  in 
1858.  He  began  the  insurance  business  in  an  office  at  Denver, 
Col.,  in  1880,  and  a  year  afterwards  took  a  special  agency  for  the 
New  York  Underwriters'  Agency.     On  Fehrvary   i,  iSj^,  he  bcr 
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came  special  agent  for  the  Insurance  Company  of  North  America 
and  Pennsylvania  Fire  for  the  state  of  Iowa  with  headquarters  at 
Des  Moines.  Two  years  later  he  was  transferred  to  the  Indiana 
field.  In  January,  1890,  he  was  appointed  assistant  manager  of  the 
western  department  of  the  Royal,  with  headquarters  at  Chicago. 
Beginning  with  the  year  1897,  he  organized  the  western  depart- 
ment of  the  Aachen  &  Munich  at  Chicago.  In  January,  1902,  the 
western  department  was  consolidated  with  the  eastern  department 
in  New  York,  and  he  was  placed  in  charge  as  United  States  man- 
ager. 

KELSEY,  HORATIO  NELSON,  manager  of  the  western  de- 
partment of  the  Sun  Insurance  Office  of  London,  was  born  at  St 
Mary's  Ohio,  June  14,  1865.  He  received  a  common  school  educa- 
tion, taking  also  a  special  course  in  Butler  University,  and  subse- 
quently began  his  insurance  career  as  clerk  in  a  local  agency.  In 
1888,  he  was  appointed  special  agent  of  the  London  Assurance 
Corporation  for  Iowa,  Nebraska,  Missouri,  and  Kansas,  and  from 
1890  to  1901,  was  state  agent  of  the  Norwich  Union  Fire  Insurance 
Society  for  Indiana  and  Illinois.  In  the  latter  year  he  was  appointed 
assistant  manager  of  the  western  department  of  the  Sun  Insurance 
Office,  and  was  appointed  to  his  present  position  in  January,  1904. 
In  1908,  he  was  elected  president  of  the  Fire  Underwriters'  Asso- 
ciation of  the  Northwest. 

KELSEY,  OTTO,  president  i^tna  Indemnity  Company,  is 
a  native  of  Rochester,  N.  Y.,  where  he  was  born  November 
II,  1852.  He  was  educated  in  a  rural  district  school,  and  later 
learned  the  printer's  trade.  He  later  studied  law  and  was  ad- 
mitted to  the  bar  in  1880,  and  entered  upon  the  practice  of  law  in 
Geneseo,  Livingston  county,  N.  Y.  He  was  a  member  of  the  as- 
sembly of  the  New  York  legislature  from  1894  to  1902.  He  was 
appointed  deputy  comptroller  of  the  state  in  1903,  later  becoming 
comptroller,  and  was  elected  comptroller  in  1904.  He  was  appointed 
superintendent  of  insurance  in  May,  1906,  and  resigned  in  1909  to 
become  First  Deputy  State  Comptroller;  a  position  he  resigned 
in  iQio  to  accept  the  presidency  of  the  MtnsL  Indemnity  Company. 

KENDALL,  FREDERICK  A.,  general  agent  of  the  Penn 
Mutual  Life  Insurance  Company  for  northeastern  Ohio,  with  head- 
quarters at  Cleveland,  is  a  retired  United  States  army  officer,  now 
actively  engaged  in  promoting  the  good  work  of  life  insurance.  He 
was  born  at  Concord,  N.  H.,  August  28,  1838,  and  was  graduated 
from  Bowdoin  College  in  the  class  of  i860.  His  bent  was  toward 
journalism,  but,  the  Civil  War  coming  on,  he  enlisted  as  a  private 
in  the  Eleventh  Indiana  Volunteers,  and  when  his  three-months 
term  of  service  expired  joined  the  Fourth  New  Hampshire  Volun- 
teers, with  the  rank  of  lieutenant,  and  fought  to  the  close  of  the 
war,  which  found  him  with  a  captain's  commission.  The  taste  for 
military  life  thus  acquired  led  him  to  enter  the  regular  army  of  the 
United  States  in  i86iS  as  a  lieutenant,  and  in  due  course  of  time  he 
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was  promoted  to  a  captaincy.  He  did  detached  service  from  1876 
to  1^0  as  professor  of  military  service  and  tactics  at  Brooks  Mili- 
tary Academy  at  Cleveland,  Ohio,  and  during  the  same  year  he  was 
aide-de-camp,  with  the  rank  of  colonel,  to  Governors  Young  and 
Bishop  in  the  Ohio  ■  National  Guard.  He  was  retired  from  the 
«  regular  army  for  disability  and  placed  on  the  retired  list  in  1885  and 
promoted  to  be  major  on  the  retired  list  April  23,  1904.  The  follow- 
ing year  Major  Kendall  enlisted  for  life  insurance  as  general 
agent  of  the  Penn  Mutual  Life,  taking  northeastern  Ohio  as  his  field. 
He  was  one  of  the  organizers  and  the  first  president  of  the  Cleve- 
land Life  Underwriters'  Association,  and  was  a  member  of  the 
executive  committee  of  the  National  Association  of  Life  Under- 
writers from  1893  to  1902.  In  the  latter  year  he  was  elected  second 
vice-president  of  the  organization. 

KENNY,  J.  J.,  Pacific  coast  manager  of  the  Western  Assurance 
company  and  formerly  vice-president  and  managing  director  of 
the  Western  Assurance  Company,  and  vice-president  of  the  British 
America  Assurance  Company,  of  Toronto,  was  born  in  London. 
England,  in  1846.  His  parents  removed  to  Canada  when  he  was 
but  a  youth,  and  he  was  educated  at  Hamilton,  Ontario,  and  began 
his  insurance  career  as  a  clerk  in  a  local  agency  in  that  city.  Sub- 
sequently he  was  employed  in  the  office  of  the  Canada  Life  Insurance 
Company,  and  after  two  years'  service  there  joined  the  staff  of  the 
Western.  He  filled  successively  the  positions  of  inspector,  secre- 
tary, and  managing  director,  to  which  latter  office  he  was  appointed 
in  1880,  and  vice-president,  to  which  he  was  elected  in  1895.  In  1892 
he  was  also  elected  vice-president  of  the  British  American  Assurance 
Company.  Mr.  Kenny  retired  as  vice-president  and  manager  in 
December,  1906,  and  later  was  appointed  manager  of  the  Pacific 
coast  department  of  the  Western  Assurance. 

KENTUCKY  ASSOCIATION  OF  LOCAL  FIRE  INSUR- 
ANCE AGENTS,  was  organized  at  Frankfort,  in  that  state,  Feb- 
ruary 14,  1896,  for  the  encouragement  of  proper  practices  in  fire 
underwriting  and  the  mutual  protection  of  members,  and  the  follow- 
ing officers  were  elected:  President,  A.  G.  Simrall;  vice-president, 
G.  L.  Payne;  secretary  and  treasurer,  A.  H.  Robinson.  The  present 
officers,  elected  at  the  annual  meeting  in  May,  1910,  are:  President, 
S.  D.  Langley,  Madisonville ;  vice-presidents,  Thomas  C.  Timber- 
lake,  W.  R.  Fisher,  Fred  J.  Hummel;  secretary  and  treasurer, 
Owen  R.  Mann,  Louisville;  executive  committee:  Alfred  Pirtle, 
chairman;  David  Banks,  Jr.,  H.  Clay  McKee,  Thomas  S.  Dugan, 
A.  G.  Renaud. 

KENTUCKY  BOARD  OF  FIRE  UNDERWRITERS.  This 
association  is  the  successor  of  the  old  Kentucky  and  Tennessee 
Board  having  jurisdiction  in  Kentucky,  and  was  organized  at  a 
meeting  in  Louisville,  November  15,  1905.  Officers  were  elected  as 
follows:  President,  William  Sowards;  vice-president,  B.  F.  Weit- 
zel;  secretary,  Claude  Snyder.    The  present  oi]&cers,  elected  at  the 
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annual  meeting  November  17,  1909,  are:  President,  John  H.  Curry; 
vice-president,  J.  M.  Picton;  secretary,  A.  L.  Johnson. 

KENTUCKY,  INSURANCE  SUPERVISION  IN,  1870-1910. 
The  insurance  bureau  is  a  department  of  the  state  auditor's  office, 
the  official  in  charge  being  appointed  by  the  state  auditor  for  four 
years,  bearing  the  title  of  insurance  commissioner.  The  following 
is  a  list  of  the  commissioners  from  the  organization  of  the  bureau : 


Gustavus  W.  Smith, 
Bedford  Leslie, 
Leslie  C.  Norman, 
Henry  F.  Duncan, 


1870-1875 
1875-1880 
1 880- 1 889 
1 889- 1 896 


David  N.  Comingore, 
Will  H.  Stone, 
John  B.  Chenault, 
Henry  R.   Prewitt, 


1896-1897 
1897-1900 
1 900-1903 
1903-1907 


Charles  W.  Bell  is  the  present  commissioner. 


KENTUCKY  STATE  FIRE  PREVENTION  ASSOCIATION 
was  organized  in  January,  1910,  with  the  following  officers:  Presi- 
dent, William  Sowards,  Norwich  Union;  vice-president,  C.  L. 
Foster,  Continental;  secretary  and  treasurer,  A.  F.  Boiling,  Spring 
Garden;  executive  committee:  A.  I.  MacPherson,  St.  Paul,  chair- 
man; W.  P.  Fishback,  Royal;  R.  G.  Crowell,  Germania;  M.  B. 
Russell,  Firemans  Fund;  J.  H.  Kemper,  Hoffman  General  Agency; 
J.  L.  Smith,  Hamburg  Bremen;    H.  A.  Haskell,  National  Union. 

KEYSTONE  MUTUAL  FIRE  INSURANCE  COMPANY. 
Philadelphia,  Pa.  Organized  December,  1884.  Frederick  A. 
Downes,  president ;  William  M.  Burgess,  secretary. 

KIEFER,  FRED  W.,  was  born  in  Allegheny,  Pa.,  May  27, 
1852.  He  entered  the  fire  insurance  business  in  his  native  city, 
and  was  secretary  of  the  National  of  Allegheny,  Pa.,  from  1876  to 
March  i,  1888,  when  he  was  appointed  resident  secretary  of  the 
North  British  and  Mercantile  of  England,  for  western  Pennsylvania 
with  headquarters  at  Pittsburg,  Pa.  Has  represented  the  North 
British  as  local  agent  and  resident  secretary  since  November  9, 
1881. 

KING,  WILLIAM  H.,  vice-president  of  the  iEtna  Insurance 
Company  of  Hartford,  was  born  in  that  city  July  4,  1840,  and  is  the 
son  of  Seth  King,  who  was  connected  with  the  company  oyer  forty- 
four  years.  Mr.  King  received  his  education  in  the  public  schools 
and  the  high  school  at  Hartford,  and  after  three  months*  service  in 
the  army  during  the  war,  and  five  years  in  the  hardware  business  as 
a  clerk,  he  entered  the  office  of  the  i^tna  in  1862.  He  was  ap- 
pointed second  assistant  secretary  in  1888,  first  assistant  secretary  in 
1892,  and  secretary  in  1893.  He  was  elected  vice-president  of  the 
company  in  May,  1907. 

KINGSLEY,  DARWIN  P.,  president  of  the  New  York  Life 
Insurance  Company,  was  born  at  Alburgh,  Vt.,  May  5,  1857,  of 
English  and  French  ancestry.  He  was  graduated  in  1881  from  the 
University  of  Vermont  with  the  degree  of  A.B.,  and   from  the 
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same  institution  received  the  degree  of  A.M.  in  1884,  and  LL.D.  in 
1904.  He  was  elected  a  trustee  of  the  university  in  1897.  His  ex- 
perience with  the  outside  world  began  with  school  teaching,  but,  re- 
moving to  Colorado  in  1881,  he  became  a  newspaper  editor  and  took 
an  active  part  in  politics.  He  was  a  member  of  the  Republican 
National  Convention  in  1884.  Ft»r  one  term,  1887-8,  Mr.-  Kingsley 
was  auditor  of  state  and  superintendent  of  insurance  of  Colorado. 
At  the  expiration  of  his  term  of  office  he  accepted  an  offer  from 
the  New  York  Life  to  join  its  forces  in  the  east.  He  was  con- 
nected with  the  company's  Boston  management  1889-91,  and  on  the 
accession  of  Mr.  McCall  as  president  was  called  to  the  home  office 
to  take  the  important  post  of  superintendent  of'  agencies.  In  April, 
1898,  he  was  elected  a  trustee  and  third  vice-president,  and  in  1903 
vice-president,  and  was  elected  president  in  June,  1907.  Mr.  Kingsley 
is  a  director  of  the  Louisville  and  Nashville  Railroad,  a  trustee  of 
the  University  of  Vermont,  and  a  member  of  the  finance  committee, 
and  a  director  in  the  Citizen's  Central  National  Bank  of  New  York 
city. 

KIXNK,  C.  MASOX,  assistant  -  manager  of  the  .  Liver- 
pool and  London  and  Globe  Insurance  Company  for  the  Pacific 
coast,  was  born  near  Syracuse.  N.  Y.,  April  11,  1841,  but  has  been 
a  resident  of  California  since  early  in  1859,  with  the  exception  of 
nearly  three  years'  service  in  Virginia  during  the  war.  Previous  to 
1862  he  was  employed  in  San  Francisco  as  an  accountant,  and  after 
his  return  entered  the  National  Insurance  Company  as  city  agent. 
May  I,  1866.  When  that  company  reinsured  its  business  he  was 
employed  in  the  Pacific  Insurance  Company  as  city  agent  and  ad- 
juster until  October.  1871,  when  the  Chicago  fire  put  it  out  of  ex- 
istence, its  business  being  reinsured  in  the  Liverpool  and  London 
and  Globe  Insurance  Company,  with  which  he  has  been  ever  since 
successively  as  city  agent,  special  agent,  adjuster,  and  assistant 
manager  of  the  Pacific  department.  He  has  occupied  the  latter 
position  since  1889.  He  has  been  a  writer  on  insurance,  and  is  the 
author  of  what  is  known  as  the  Kinne  Rule  for  apportioning  losses 
on  non-concurrent  policies,  which  was  adopted  by  the  Fire  Under- 
writers' Association  of  the  Pacific  in  1885.  [See  Non-concurrent 
Policies.] 

KLINE,  HENRY  OSCAR,  special  agent  of  the  ^tna  of  Hart- 
ford for  western  Pennsylvania,  is  a  native  of  Hartleton,  Pa.,  where 
he  was  born  March  6,  1849.  He  served  with  the  184th  Pennsyl- 
vania in  the  Civil  War.  After  teaching  school  from  1866  to  1870 
he  entered  the  insurance  business,  serving  several  companies  as 
special  and  local  agent,  and.  meanwhile,  reading  law.  He  was 
admitted  to  the  bar,  but  preferred  the  occupation  of  fire  under- 
writing, and  was  adjuster  or  special  agent  in  turn  for  the  Queen, 
Connecticut  Fire.  Fireman's  Fund,  and  ^^tna.  He  is  now  the 
special  agent  of  the  latter  company  with  headquarters  at  Pittsburg. 
Mr.  Kline  was  president  of  the  Underwriters'  Association  of  the 
Middle  Department  in  1892-3. 
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KNOTT,  WILLIAM  V.,  state  treasurer  and  insurance  commis- 
sioner of  Florida,  was  bom  in  Terrell  county,  Georgia,  November 
24,  1863.  He  received  a  common  school  education,  and  was  en- 
gaged for  a  time  in  agricultural  and  horticultural  pursuits.  He  was 
auditor  of  state  for  six  years,  and  was  appointed  to  his  present 
position  in  February,  1903,  being  elected  for  the  full  term  of  four 
years  in  1904,  and  again  in  1908. 

KNOX,  JOHN  B.,  secretary  of  the  Phoenix  Insurance  Company 
of  Hartford,  G>nn.,  was  born  in  that  city  April  30,  1857.  He  was 
educated  in  the  public  schools,  and  at  the  age  of  fifteen  years 
entered  the  office  of  the  Phcenix  as  a  clerk.  His  whole  business  life 
from  1872  has  been  devoted  to  that  company.  By  successive  ad- 
vancements he  attained  a  special  agency  in  1882,  and  from  that  year 
until  1891  he  had  charge  of  the  company's  business  in  western  New 
England.  In  1891  he  was  appointed  assistant  secretary,  and  January 
9,  1907,  secretary.  Mr.  Knox  was  chairman  of  the  Hartford  Board 
of  Fire  Underwriters  several  years. 

KOHLER,  FRANK  K,  was  born  at  Mariner's  Harbor, 
Staten  Island,  N.  V.,  March.  29,  i860,  of  American  parentage.  He 
was  educated  in  the  public  schools,  and  has  spent  all  his  business 
life  in  insurance.  He  was  New  York  general  agent  of  the  ordinary 
department  of  the  John  Hancock  Mutual  Life  from  1892  to  1903, 
and  was  president  of  the  Life  Underwriters'  Association  of  New 
York,  in  1901.  He  is  a  member  of  the  Union  League  Club,  New 
York,  vice-president  of  the  West  Side  Republican  Club,  N.  Y.,  and 
was  a  member  of  the  Republican  County  Committee  for  ten  years. 
He  is  also  treasurer  of-^he  Verde  Chief  Copper  Company  of  Ari- 
zona, vice-president  Cooperative  Finance  and  Securities  Company, 
Philadelphia,  Pa.  He  was  elected  agency  director  of  the  Great 
Eastern  Casualty  Company  in  1905,  and  went  with  the  Empire  State 
Surety  Company  as  agency  director  in  1907,  and  in  1908,  was  ap- 
pointed superintendent  of  agents  of  the  Atlantic  Casualty  Company, 
which  he  resigned  in  1909  and  accepted  a  position  as  manager  of 
the  industrial  department  of  the  Reading  Mutual  Life.  He  resigned 
the  latter  position  in  1909  and  in  1910  was  appointed  superintendent 
of  agents  of  the  Great  Northern  Life  Insurance  Company  of 
Wausau,  Wis. 

KREMER.  JAMES  BRAINERD,  is  a  native  of  the  Cumber- 
land Valley  of  Pennsylvania.  He  attended  Dickinson  College  at  Car- 
lisle, Pa.,  three  years,  but  was  later  graduated  from  Franklin  and 
Marshall  College  at  Lancaster,  Pa.  For  some  time  he  was  engaged 
in  teaching  in  academies  and  the  high  school  of  Lancaster,  and  was 
several  years  twokkeeper  in  one  of  the  stores  of  that  city.  In  1872 
he  began  the  local  agency  business  at  Philadelphia.  In  1880  he  en- 
tered on  field  work  as  special  agent  for  the  Scottish  Commercial  and 
the  Lancashire  in  the  middle  department.  In  July.  1883,  he  became 
special  agent  for  the  middle  department  of  the  Liverpool  and  Lon- 
don and  Globe  Insurance  Company,  and  in  January,  1902,  was  made 
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general  agent  of  the  same  company,  in  charge  of  its  business  in 
Philadelphia  and  vicinity.  He  retired  from  active  business  July  i, 
1909. 

KREMER,  WILLIAM  N.,  president  of  the  German-American 
Insurance  Company  of  New  York,  was  born  at  Carlisle,  Pa.,  in  1851, 
and  is  a  graduate  of  Franklin  and  Marshall  College  of  Lancaster,  Pa. 
He  was  identified  with  the  German-American  over  ten  years  as 
general  agent  for  the  middle  department,  and  was  president  «f  the 
Underwriters'  Association  of  the  middle  department  in  i8p2.  He 
was  appointed  to  the  secretaryship  of  the  company  in  May,  1896, 
and  in  June,  1898,  was  elected  president.  Mr.  Kremer  was  chosen 
president  of  the  Suburban  Underwriters*  Association  of  New  York 
in  November,  1898,  and  president  of  the  New  York  Fire  Insurance 
Exchange  in  March,  1903.  He  is  also  president  of  the  German 
Alliance  Insurance  Company  of  New  York. 

KYLE,  CHRISTOPHER,  actuary,  born  in  the  town  of  Sligo, 
Ireland,  July  11,  1832,  and  was  educated  at  Queen's  College,  Gal- 
way.  For  many  years  after  coming  to  this  cotmtry  he  was  a  bank 
teller,  first  at  St.  Louis  and  afterwards  at  Memphis,  Tenn.  He  was 
in  the  service. of  the  Life  Association  of  America,  at  St.  Louis,  from 
its  foundation  to  its  dissolution,  and  at  the  latter  time  was  its 
actuary.  He  was  the  special  agent  in  charge  of  life  insurance 
statistics  for  the  tenth  United  States  census,  iffio.  Mr.  Kyle  is  now 
in  the  ofHce  of  the  New  York  Life  Insurance  Company,  and  is  a 
member  of  the  Actuarial  Society  of  America. 


L 


LaDUE,  CHARLES  A.,  Secretary  Security  Mutual  Life  Insur- 
ance G)mpany  of  Binghamton,  N.  Y.,  was  born  at  G>ld  Springs, 
N.  Y.,  March  26,  1854.  I^e  received  a  common  school  education,  and 
entered  the  railroad  busmess,  beginning  as  a  telegrapher.  He  was 
general  eastern  traveling  agent  of  the  fast  freight  lines,  and  went 
with  "Security"  as  assistant  secretary  in  1887.  He  was  elected  to 
his  present  position  in  1908. 

LAFAYETTE  FIRE  INSURANCE  COMPANY,  New  Or- 
leans. La.  Organized  i86q;  capital,  $150,000.  John  X.  Wegmann, 
president;    Joseph  Schwartz,  secretary. 

LAFAYETTE  LIFE  INSURANCE  COMPANY,  La  Fayette, 
Ind.  Organized  1905.  H.  £.  Click,  president;  W.  W.  Lane, 
secretary. 

LAKEY,  CHARLES  D.,  insurance  journalist,  was  born  De- 
cember 28,  1831,  at  Palmyra,  N.  Y.  He  attended  the  district  school, 
and  had  a  term  at  the  Palmyra  Academy  before  leaving  home  at  the 
age  of  .sixteen.  He  became  an  expert  carriage  smith  after  two 
years'  apprenticeship,  and  worked  at  his  trade  during  vacations 
while  studying  at  the  Macedon  Academy  and  at  the  Genesee  Wes- 
leyan  Seminary,  Lima,  N.  Y.  In  1854  he  joined  the  North  Ohio 
Conference  of  the  Methodist  Episcopal  Church  and  in  1863  he  with- 
drew from  the  conference  owing  to  ill  health,  and  went  into  business. 
Mr.  Lakey's  first  work  in  life  insurance  was  in  the  Cleveland  agency 
of  the  Connecticut  Mutual,  where  in  eleven  months  the  premium 
income  advanced  from  $8,000  to  $48,000.  He  was  a  general  agent 
for  the  Phoenix  Mutual  in  Chicago,  for  the  State  of  Illinois  from 
1865  to  1868,  in  which  year  he  founded  both  the  Spectator  and  the 
American  Builder,  In  1883  he  associated  himself  with  Mr.  Samuel 
H.  Davis  in  the  publication  of  Insurance,  which  he  has  continued 
since  Mr.  Davis'  death  in  1903. 

LAMAR  LIFE  INSURANCE  COMPANY,  THE,  Jackson. 
Miss.  Organized  1906;  capital  stock,  $91,540.  W.  Q.  Cole, 
president;    A.  C.  Jones,  vice-president;    C.  W.  Welty,  secretary. 

LAMB,  ROLAND  O.,  president  of  the  John  Hancock  Mu- 
tual Life  Insurance  Company  of  Boston,  was  born  at  Beverly,  Mass., 
December  20,  1850.  He  received  his  education  in  the  public  schools 
of  Beverly,  and  began  business  life  as  a  bookkeeper  in  a  manufac- 
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turing  house,  where  he  remained  five  years.  In  January,  1872,  he 
entered  the  service  of  the  John  Hancock  as  a  bookkeeper.  In 
March,  1889,  he  became  chief  clerk  of  the  company;  in  May,  1894, 
secretary  (which  position  he  resigned  January  12,  1903),  and  in 
May,  1895,  he  was  elected  a  director  of  the  company  and.  second 
vice-president.  Febniar>',  1899,  he  was  elected  vice-president,  and 
president,  June  21,  1909. 

LAMEY,  H.  T,,  manager  of  the  western  department  of  the 
British  America  and  Western  Assurance  Companies  of  Toronto, 
with  headquarters  at  Denver,  Col.,  was  born  in  northwestern 
Pennsylvania  in  1856.  His  early  vocation  was  journalism,  which 
he  left  to  enter  the  insurance  business  in  1882  as  special  agent  for 
the  Niagara  Fire  Insurance  Company  in  Missouri  and  Kansas. 
In  1883  he  went  into  the  service  of  the  British  America,  and  in 
189 1  he  was  made  manager  of  the  western  department  kt  Denver. 
In  1893  the  Western  of  Toronto  was  added.  In  1906  the  Imperial 
Fire  Insurance  Company  was  organized  at  Denver  and  he  was 
selected  as  President  of  the  Company,  a  position  which  h^  still 
holds.  Besides  being  a  frequent  contributor  to  the  Insurance 
Press  and  associations,  he  is  the  author  of  the  "Memoirs  of  Nat 
H.  Jones"  a  satirical  biography  of  an  insurance  agent,  and  also 
of  "Side  Lights,"  dealing  with  the  office  problems  of  the  business. 

LANDIS.  ABB.,  consulting  actuary  and  counselor,  Nashville, 
Tenn.,  is  a  native  of  Tennessee  and  was  born  on  a  farm  in  Bedford 
coimty,  August  9,  1856.  He  received  a  common  school  and  college 
education,  graduating  from  University  of  Nashville  in  1875,  followed 
by  a  post  graduate  course  in  Vanderbilt  University,  and  graduated 
from  Cumberland  University,  school  of  law,  in  1879.  He  practiced 
law  in  Florida  and  Tennessee  from  1880  to  1888,  and  also  engaged 
in  newspaper  work  in  the  meantime  as  editor  and  publisher,  and  in 
the  latter  year  gave  up  his  general  law  practice  and  engaged  in  life 
insurance  work,  which  for  the  last  fifteen  years  has  been  devoted 
largely  to  fraternal  insurance,  and  his  services  as  consulting  actuary 
and  counselor  have  been  sought  by  numerous  fraternal  societies  in 
the  United  States  and  Canada  in  the  work  of  re-adjusting  their 
rates,  and  in  litigation.  He  is  also  an  extensive  writer  on  fraternal 
insurance  matters  and  the  author  of  several  books  relating  to  fra- 
ternal insurance. 

LANE,  WILLIAM  B.,  vice-president  of  the  Manhattan  Life 
Insurance  Company,  was  born  in  New  Jersey  April  10,  1839.  He  was 
graduated  from  Princeton  College  in  1861  and  Bellevue  Hospital  in 
1864.  For  several  years  he  served  as  surgeon  in  the  United  States 
army,  after  which  he  practiced  medicine  until  1872.  In  that  year 
he  became  connected  with  the  Manhattan  Life,  and  was  for  many 
years  superintendent  of  agencies.  In  1901  he  was  elected  second 
vice-president,  and  vice-president  in  June,  1905. 

LANGHAM,  ARTHUR  GRANVILLE,  fire  underwriter.      [See 
Death  Roll.] 
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LARTER,  ARTHUR  ELY,  vice-president  American  Insurance 
Company  of  Newark,  N.  J.,  was  born  m  Newark,  of  American 
parentage,  November  6,  1871.  He  received  a  public  school  educa- 
tion, and  began  his  business  career  in  fire  insurance.  He  was  con- 
nected with  ihe  Continental  Insurance  Company  of  New  York  for 
fourteen  years  in  the  office  and  field  as  special  agent  and  later  as 
general  agent  until  he  entered  the  service  of  the  American  of 
Newark. 

LAW,  FRANK  E.,  second  assistant  secretary  of  the  Fidelity 
and  Casualty  company.  New  York,  is  a  resident  of  Montclair,  N.  J., 
and  was  born  in  Brooklyn,  N.  Y.,  October  25,  i86q.  He  was 
educated  in  the  public  schools  of  Brooklyn,  N.  Y.,  and  East  Orange, 
N.  J,,  and  graduated  from  the  Stevens  Institute  of  Technologj-, 
Hoboken,  N.  J.,  in  1892.  H^  was  employed  by  W.  D.  Forbes  & 
Co.,  machinists  and  mechanical  engineers,  and  became  connected 
with  the  Fidelity  and  Casualty  company  January  i,  1893.  He 
was  the  originator  of  fly-wheel  insurance,  and  has  done  important 
work  in  the  development  of  actuarial  methods  adapted  to  liability 
insurance.  He  was  and  is  chairman  of  the  committee  on  rates  and 
manual  of  the  Liability  Conference;  devised  the  method  by  which 
the  conference  deduced  rates  from  statistics  of  liability  insurance, 
and  is  the  author  of  "A  Method  of  Deducing  Liability  Rates," 
published  in  1908.  joint  author  with  William  Newell  of  "The  Pre- 
vention of  Industrial  Accidents,"  published  in  1909,  and  author  of 
"Some  Details  of  the  Calculation  of  Liability  Loss  Reserves." 

LAW,  GEORGE  W.,  member  of  the  firm  of  Law  Bros.,  western 
managers  for  the  Royal  Insurance  Company,  with  headquarters  at 
Chicago,  111.,  was  born  at  Cincinnati,  O.,  August  6,  1853.  He  was 
educated  at  the  old  Chickering  Institute,  and  entered  .the  insurance 
business  soon  after  leaving  school. 

LAW,  JOHN  HUGH,  one  of  the  managers  of  the  western  de- 
partment of  the  Royal  Insurance  Company  at  Chicago,  111.,  was  born 
at  Savannah,  Ga.,  August  17,  1836.  He  was  educated  at  Heron 
College,  Cincinnati,  Ohio,  and  in  the  fall  of  1852  entered  the  Cin- 
cinnati agency  of  the  Royal  Insurance  Company  as  secretary  to  his 
father,  Dr.  John  S.  Law,  then  agent  of  the  company  at  Cincinnati. 
In  1871  he  was  taken  into  partnership  with  his  father,  and  became 
manager  of  that  department  upon  the  death  of  his  father  in  1877. 
On  the  consolidation  of  the  central  department  at  Cincinnati  and 
the  northwestern  department  at  Chicago  in  1895,  he  became  man- 
ager of  the  western  department  with  his  brother,  under  the  firm 
name  of  Law  Brothers.  He  was  four  times  elected  mayor  of  Love- 
land,  Ohio,  and  also  held  other  important  state  and  local  offices. 

LAWRENCE,  THOMAS  F.,  secretary  of  the  Hartford  Life  In- 
surance Company,  was  born  in  Hartford,  February  5,  1877.  He  was 
educated  in  the  public  schools  of  Hartford,  and  was  graduated  from 
Yale  University  in  the  class  of  1899.     He  began  his  insurance  career 
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mth  the  iCtna  Life  Insurance  Company  soon  after  completing  his 
college  course,  and  entered  the  services  of  the  Hartford  Life  in 
1903.  He  was  appointed  assistant  secretary  of  the  company  in  the 
latter  part  of  that  year,  and  was  elected  to  his  present  position  in 
September,  1907. 

LAWSON,  FREDERIC  VV.,  United  States  manager  of  the 
London  Guarantee  and  Accident  Company,  with  headquarters  in 
Chicago,  has  spent  his  entire  business  career  in  insurance,  and 
entered  the  business  at  the  age  of  fifteen.  He  is  a  native  of  Nova 
Scotia,  and  was  born  of  English  parentage  in  Halifax,  November 
8,  1870.      He  was  appointed  to  his  present  position  in  1909. 

LAW  UNION  AND  ROCK  INSURANCE  COMPANY  of 
London  was  founded  A.  D.  1825.  '  A.  F.  Shaw,  manager  United 
States  branch,  Chicago,  111. 

LAY,  ROBERT  DWIGHT,  secretary-trea surer  and  director  of 
the  National  Life  Insurance  Company  of  the  United  States  of 
America,  Chicago,  was  bom  in  Chicago  September  30,  1875.  He 
was  educated  in  the  public  schools  of  Chicago  and  in  the  Michigan 
Military  Academy,  from  which  he  graduated  in  1894.  He  was 
elected  to  his  present  position  in  insurance  in  1906,  and  is  also  vice- 
president  and  director  of  the  North  American  Cold  Storage  Com- 
pany, secretary  and  director  of  the  National  Life  Building  Q)mpany, 

LAYTON,  FRANK  D.,  second  assistant  secretary  of  the 
National  Fire  insurance  company,  Hartford,  was  bom  at  South 
Norwalk,  Conn.,  of  American  parentage,  December  12,  1879.  He 
was  educated  in  the  public  and  high  schools,  and  began  his  business 
career  in  a  local  agency  office  in  1895.  He  was  appointed  an  inspector 
for  the  New  England  Insurance  Exchange  in  1901 ;  a  year  later  be- 
coming an  inspector  for  the  Underwriters'  Association  of  the 
Middle  Department,  and  in  1903  was  appointed  an  inspector  for 
the  National  Fire.  He  was  successively  special  agent,  and  general 
agent  at  the  home  office,  and  was  elected  to  his  present  position 
in  1909. 

LEE,  FERGUS  GERALD,  vice-president  of  the  Sun  Insurance 
Company  of  New  Orleans,  was  born  in  that  city  January  14,  1861. 
His  education  was  acquired  in  private  schools  and  Lord's  Academy, 
New  Orleans.  His  first  vocation  was  that  of  clerk  in  a  notion  store, 
but  at  the  age  of  twenty  years  he  entered  the  office  of  the  Sun 
Mutual  and  has  been  in  its  service  ever  since.  He  has  filled  or 
been  connected  with  every  department  of  the  company  except  the 
presidency,  and  was  appointed  secretary  pro  tem.  in  1887  and 
elected  secretary  in  1894,  and  in  January,  1906,  elected  second  vice- 
president,  and  in  January,  1908,  elected  vice-president.  Mr.  Lee  is 
also  general  agent  for  Louisiana  of  the  Connecticut  Fire  Insurance 
Company  of  Hartford,  and  a  member  of  the  insurance  firm  of 
Janvier  and  Lee,  general  agents  for  Louisiana  and  Mississippi  of 
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the  Sun  Insurance  Office  of  London,  and  Palatine  Insurance 
Company,  Ltd.,  of  London.  He  is  president  of  the  Union  Home- 
stead Association  of  New  Orleans,  and  a  director  in  other  corpora- 
tions. * 

LEE,  JAMES  MORGAN,  actuary  of  the  Berkshire  Life  In- 
surance Company,  was  born  at  Mount  Vernon,  on  Galveston  Bay, 
Tex.,  February  2,  1844.  He  was  educated  at  private  schools  and 
Everest's  Military  School  at  Hamden,  Conn.  Mr.  Lee  has  been 
actuary  of  the  Berkshire  Life  for  the  past  thirty  years.  He  is  one 
of  the  charter  members  of  the  Actuarial  Society  of  America.  . 

LEGAL  DECISIONS  AFFECTING  INSURANCE  IN  1909. 
In  the  preparation  of  the  matter  following,  the  publishers  are 
indebted  to  the  digest  of  insurance  cases  published  by  Rough 
Notes,  Indianapolis. 

Accident  Insurance. 

Waiver.  Plaintiff  applied  to  defendant's  agent  for  a  renewal 
policy,  to  which,  when  delivered,  plaintiff  objected  because  it  did 
not  provide  for  sick  benefits.  The  agent,  after  assuring  plaintiff 
that  he  would  be  protected  in  the  meantime,  returned  the  policy, 
and  was  informed  by  defendant's  general  agents  that  a  new  applica- 
tion would  be  required,  and  that  on  its  receipt  the  old  policy  would 
be  canceled  and  a  new  one  issued,  knowing  that  unless  the  pre- 
mium was  paid  on  the  next  day  the  old  policy  would  be  forfeited 
according  to  its  terms.  The  soliciting  agent  made  no  demand  for 
the  premium,  and  testified  that  he  knew  plaintiff  was  solvent  and 
able  to  pay  the  premium  when  demanded.  Defendant's  managing 
agents  retained  the  old  policy,  and  did  nothing  until  plaintiff  was 
injured  before  a  new  policy  was  issued  or  the  premium  collected, 
whes  a  forfeiture  was  claimed.  Held,  That  such  facts  established 
a  waiver  of  payment  on  the  date  specified  in  the  policy.  A  "waiver" 
may  be  inferred  from  any  circumstances  which  show  that  both 
parties  understood  that  payment  of  the  premium  would  not  be 
required  at  a  specified  date.  An  estoppel  against  forfeiture  of  a 
policy  for  non-payment  is  the  same  where  the  agent  has  actual 
authority  to  solicit  insurance,  take  and  forward  the  application, 
deliver  the  policy  and  to  collect  the  premium,  and  to  continue 
negotiations  for  a  proposed  change  in  the  policy  as  it  would  be  in 
case  of  an  individual  insurer  who  is  himself  present  and  acting. — 
Continental  Casualty  Co.  v.  Bridges  (Tex.  C.  C.  A.).  114  South- 
western Reporter,  170. 

Breach  of  Contract.  The  failure  of  the  officers  of  the  home 
office  of  a  fraternal  benefit  society  to  return  assessments  to  the 
representatives  of  insured  upon  learning  that  his  death  was  directly 
due  to  employment  in  a  prohibited  occupation  did  not  operate  as  a 
waiver  by  the  home  office  of  the  by-law  of  the  society  exemptmg 
it  from  liability  for  death  due  to  such  employment,  where  there  was 
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no  demand  made  for  a  return  of  the  assessments,  nor  failure  to  do 
any  act  which  it  was  the  society's  duty  to  do  to  avoid  a  waiver.  A 
waiver  of  the  exemption  of  a  fraternal  benefit  society  from  liability 
for  death  due  to  employment  in  a  prohibited  occupation  must  be 
by  the  home  office  where  the  contract  is  made  with  it. 

Where  the  rule  of  a  fraternal  benefit  society  against  engaging 
in  the  occupation  of  brakeman  only  rendered  the  certificate  void 
as  to  any  claim  for  death  directly  due  to  such  occupation,  and 
the  liability  of  the  society  for  death  from  any  other  cause  still 
continued,  and  there  was  also  a  social  feature  connected  with  the 
society,  the  society  did  not  waive  its  right  to  rely  on  such  exemption 
from  liability  by  the  acceptance  of  assessments  w^ith  knowledge 
that  the  member  had  engaged  in  such  occupation,  for  it  had  the 
right  to  assume  that  the  payment  of  assessments  was  for  the  benefits 
still  open  to  the  member,  notwithstanding  his  occupation.  Where 
a  fraternal  benefit  society,  in  its  very  first  communication  to  the 
clerk  of  the  local  camp,  and  also  in  its  first  communication  to  the 
attorneys  for  the  beneficiary,  definitely  put  its  defense  to  the 
certificate  on  the  groimd  that  insured  came  to  his  death  by  accident 
directly  due  to  employment  in  a  prohibited  occupation,  and  in  a 
subsequent  communication  to  the  attorneys  again  denied  liability, 
but  gave  the  privilege  of  presenting  proofs  of  death  to  the  society, 
if  the  attorincys  saw  fit  to  do  so,  stating  that,  by  furnishing  the 
blanks,  the  society  did  not  waive  the  right  to  deny  liability,  there 
was  no  waiver  of  the  defense  that  insure<l  was  engaged  in  a  pro- 
hibited occupation,  on  the  ground  that  the  society  had  required  or 
permitted  the  beneficiary  to  incur  expense  in  preparing  proofs  of 
death. — Showalter  v.  Modem  Woodmen  of  America  (Mich.  S.  C.)  : 
120  North v^Chtern  Reporter,  qc^. 

JiJkiSDiCTiON.  An  appearance  for  the  sole  purpose  of  raising 
the  question  of  jurisdiction  and  removing  the  case  from  a  State 
court  to  a  Federal  Circuit  Q)urt  does  not  amount  to  a  geneial 
appearance  in  the  suit.  The  company  was  not  authorized  to  do 
business  in  the  State  and  had  no  representatives  there.  Upon  the 
death  of  the  insured  the  company,  at  the  request  of  the  beneficiary, 
sent  a  medical  examiner  into  the  State  for  the  purpose  of  making 
an  examination  of  the  body  of  the  insured,  clothing  him  with  full 
authority  to  adjust  the  claim.  While  in  the  State  for  this  pur- 
pose process  was  served  upon  him  as  agent  of  the  company.  The 
company  contended  that  he  was  not  a  per.son  authorized  to  re- 
ceive service  of  process  on  behalf  of  the  company.  Held,  That, 
in  view  of  2  Mo.  Rev.  St  1899,  sec.  7992,  which,  among  other 
things,  provides  that  service  on  one  "who  adjusts  or  settles  a  loss" 
is  service  on  the  company,  the  service  was  good.  A  foreign  acci- 
dent insurance  company  which  has  policies  outstanding  in  the  State, 
and  has  and  exercises  the  right  to  investigate  losses  thereunder, 
to  examine  the  body  of  the  deceased  insured  in  proper  cases,  and 
to  adjust  and  settle  losses  within  the  State,  is  doing  business  therein 
so  as  to  support  service  of  process  upon  a  local  agent  within  the 
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State,  conformably  to  2  Mo  Rev.  St.  1899,  sec.  7992,  providing  for 
the  service  of  process  in  actions  against  foreign  insurance  companies. 
A  Hnding  of  a  Federal  Circuit  Q)urt  that  a  foreign  insurance  com- 
pany was  not  induced  by  fraud  or  artifice  to  send  its  medical 
representative  into  the  State,  clothed  with  authority  to  settle  a 
loss,  so  as  to  permit  service  of  process  on  him  in  an  action  against 
the  company,  will  not  be  set  aside  by  the  Federal  Supreme  Court 
as  clearly  erroneous,  where  the  lower  court  might  have  found  on 
the  testimony  that  there  was  a  bona  fide  attempt  to  settle  the 
controversy  between  the  parties,  and  that  it  was  only  upon  failure 
to  reach  a  settlement  that  service  of  summons  was  made  upon  such 
medical  representative  as  the  agent  of  the  company. — Commercial 
Mut.  Ace.  Co.  V.  Davis  (U.  S.  S.  C.) :  29  Supreme  Court  Reporter, 
445.     United  States  Supreme  Court  Advance  Sheets,  445. 

^'Voluntary  Exposure" — Construction.  Either  reckless  or 
deliberate  encountering  of  known  danger,  or  danger  so  obvious 
that  a  reasonably  prudent  man  would  have  observed  and  avoided 
it,  if  the  circumstances  were  not  such  as  necessitated  the  encounter- 
ing thereof,  is  a  "voluntary  exposure"  within  the  meaning  of  a 
clause  in  c^n  accident  insurance  policy  limiting  the  liability  of  the 
company  in  case  of  an  injury  resulting  from  "voluntary  exposure 
to  unnecessary  danger  or  obvious  risk  of  injury."  Unconsciousness 
of  the  danger  at  the  moment  of  injury  does  not  excuse  the  insured, 
except  in  those  instances  in  which  he  was  ignorant  of  the  danger 
and  under  no  duty,  from  the  obviousness  thereof,  to  know  its 
existence.  If  the  danger  is  obvious,  and  there  is  nothing  in  the 
situation  of  the  insured  or  the  circumstances  surrounding  him  that 
in  any  way  precludes  deliberation,  freedom  of  action,  or  choice  of 
conduct,  such  as  a  sudden  peril,  which  he  had  no  reason  to  expect, 
or  the  like,  and  he  encounters  it,  and  is  injured,  the  exposure  is 
"voluntary."  Ihe  rights  of  the  parties  to  a  contract  of  insurance 
are  determined  by  the  contract  and  not  by  the  legal  rules  and 
principles  of  the  law  of  negligence,  although  it  is  well  settled  that 
the  insured  must  exercise  at  least  ordinary  care,  and  failure  to  do 
so  is  negligence  in  a  case  determined  by  the  law  of  negligence. 
The  insured  was  employed  in  a  railroad  shop.  It  was  his  custom 
to  ride  towards  his  home  when  the  train  was  going  that  way.  On 
the  evening  he  was  killed  he  stepped  on  an  engine.  Instead  of  going 
into  the  cab,  he  stood  on  the  step,  swinging  from  the  side,  and 
looking  back  in  the  direction  of  the  shop.  While  in  this  position 
his  body  came  in  contact  witVi  a  water  column,  knocking  him  off 
the  engine  and  killing  him.  In  an  action  on  the  policy  the  court 
instructed  the  jury  that  they  might  find  a  verdict  for  the  beneficiary 
if  they  believed  from  the  facts,  circumstances,  and  evidence  that  the 
water  tank  was  a  dangerous  obstruction,  unless  they  should  further 
believe  that  the  danger  was  known  to  the  insured  and  could  have 
been  reasonably  expected  by  him.  Held,  That  the  court  erred  in 
q^iving  the  instruction,  since  the  proposition  involved  in  it  submitted 
to  the  jury  a  matter  which  it  was  the  duty  of  the  court  to  pass 


294  Legal  Decisions  in  1909,  Accident. 

upon  and  declare  as  a  matter  of  law. — Diddle  v.  Continental  Casualty 
Company  (VV.  Va.  S.  C.)  :   63  Southeastern  Reporter,  962. 

Immediate  Notice.  The  word  "immediate,"  as  used  in  a  policy 
of  accident  insurance,  requiring  an  "immediate  notice"  of  an  acci- 
dent, means  a  reasonable  time  after  the  accident,  under  the  circum- 
stances of  the  particular  case.  Where  a  passenger  on  a  train  is 
struck  by  a  cinder  in  his  eye,  and  five  weeks  thereafter  is  informed 
by  a  physician  that  a  cataract  is  forming,  from  the  accident,  and 
no  immediate  notice  is  thereupon  given  to  an  accident  insurance 
company,  the  question  whether  it  was  given  within  a  reasonable 
time  is  for  the  jury. 

The  policy  provided  further  that  "affirmative  proof"  of  death 
or  injury  must  be  furnished  within  two  months  after  such  death 
or  injury.  The  insured  had  given  notice  of  an  accident  to  the 
insurance  company,  and  it  denied  all  liability,  on  the  ground  that 
the  notice  was  too  late,  but  thereafter  sent  insured  a  form,  re- 
questing him  to  state  the  facts  therein,  but  denying  all  liability. 
The  blank  was  filled  out  with  the  sworn  statement  of  the  physician 
who  had  attended  the  insured,  stating  the  cause  and  extent  of  the 
injury.  Held,  That  although  it  was  not  submitted  as  proof  of  loss, 
it  nevertheless  answered  the  whole  purpose  of  the  policy  require- 
ments. 

An  unqualified  refusal  by  an  insurance  company  to  pay  a  loss, 
based  on  facts  within  the  company's  knowledge,  justifying  insured 
that  the  furnishing  proofs  of  loss  would  be  useless,  is  a  waiver 
thereof. — flughes  v.  Central  Ace.  Ins.  Co.  (Pa.  S.  C.)  :  71  Atlantic 
Reporter,  923. 

Proof  of  Loss — Waiver.  Failure  to  furnish  notice  of  an  acci- 
dent or  proof  thereof  within  the  time  fixed  by  an  accident  policy 
may  be  waived  by  the  company  or  its  general  agent.  Waiver  of 
failure  to  furnish  notice  and  proof  of  an  injury  within  the  time 
fixed  by  an  accident  policy  may  consist  of  some  act  of  the  company 
or  its  general  agent  inconsistent  with  the  claim  that  the  policy 
has  become  inoperative  through  such  failure,  such  as  retaining  with- 
out objection  the  proof  furnished,  or  requiring  additional  proof. 
A  clause  in  an  accident  policy  limiting  the  time  for  the  giving  of 
notice  and  the  furnishing  of  proof  of  an  accident  covered  by  the 
policy  must  be  strictly  construed  against  the  company.  Where 
timely  notice  of  an  accident  covered  by  an  accident  policy  was 
given  and  the  company  had  every  reason  to  believe  that  insured 
intended  to  present  his  clairn,  and  the  company  could  not  be 
prejudiced  by  delay  in  furnishing  proof,  slight  evidence  of  waiver 
of  failure  to  furnish  proof  within  the  time  fixed  will  be  sufficient. 
Where  the  proof  of  an  injury  covered  by  an  accident  |K>licy  was 
retained  by  the  company  without  objection,  thoitgh  furnished  after 
the  time  limited  in  the  policy,  and  the  general  agent  subsequently 
wrote  to  a  local  agent  to  procure  additional  proof  and  to  fill  in 
blanks  furnished,  a  finding  of  waiver  of  failure  to  furnish  proof 
within  the  time  fixed  was  authorized.      An  insurance  company  is 
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bound  by  the  acts  of  its  general  managing  agent  waiving  a  failure 
to  furnish  proof  of  an  injury  within  the  time  fixed  by  the  policy, 
though  it  provides  that  no  agent  has  authority  to  waive  any  con- 
dition thereof. — Breeden  v.  ^^tna  Life  Ins.  Co.  (S.  D.  S.  C.)  :  122 
Northwestern  Reporter,  348. 

Assessment  Insurance. 

Change  of  By-Laws — ^Validity.  Where  a  fraternal  benefit 
association  has  not  complied  with  the  provisions  of  section  i,  c.  47, 
p.  266,  Acts  Neb.  1897,  and  adopted  a  representative  form  of  govern- 
ment, its  governing  body  is  without  power  to  adopt  a  constitution 
or  by-law,  or  to  amend  the  same,  changing  the  terms  and  obliga- 
tions of  a  mutual  benefit  certificate  theretofore  issued  to  one  of  its 
members.  The  constitution  and  by-laws  provided  that,  on  the  death 
of  a  member,  the  amount  due  on  his  certificate  shall  be  ascertained 
by  deducting  from  its  face  value  the  monthly  assessments  from  the 
death  of  the  member  to  the  expiration  of  the  life  expectancy  of 
such  member  at  time  of  entry,  with  4  per  cent,  interest  thereon. 
The  constitution  and  by-laws  were  afterwards  changed,  increasing 
the  monthly  assessments  to  be  collected,  but  such  increased  as- 
sessments were  not  demanded  or  collected  from  old  members,  but 
only  from  persons  thereafter  joining  and  the  old  members  con- 
tinued to  pay  at  the  old  rate  until  the  death  of  fhe  certificate  holder. 
Held,  That  the  society  in  settling  with  the  beneficiaries  of  the 
deceased  member  can  not  decrease  the  amount  of  the  recovery,  but 
is  entitled  to  deduct  the  difference  between  the  rate  of  the  monthly 
assessment  in  force  when  the  certificate  was  issud  and  the  increased 
rate  provided  by  the  amendment,  computed  from  the  time  when  the 
new  rate  went  into  effect  up  to  the  date  of  the  death  of  the  member, 
and  not  for  the  balance  of  the  life  expectancy  of  such  deceased 
member. — ^Johnson  v.  Bankers'  Union  of  the  World  (Neb.  S.  C)  : 
118  Northwestern  Reporter,   1104. 

Sufficiency.  The  complaint  in  an  action  on  a  life  policy,  which 
was  delivered  and  became  operative,  need  allege  only  the  contract 
of  insurance,  the  happening  of  the  contingency  whereby  the  company 
became '  liable,  and  the  amount  of  indemnity  to  which  plaintiff  is 
entitled;  it  being  for  defendant  to  plead  and  prove  any  non-com- 
pliance with  a  condition  on  which  its  liability  depends.  The  by- 
laws provided  that  upon  failure  to  pay  an  assessment  within  the 
month  for  which  it  was  made,  the  member  would  be  suspended 
from  all  rights  of  the  society.  They  provided  further  for  reinstate- 
ment within  three  months  after  such  default  upon  payment  of  all 
delinquent  assessments.  The  insured  died  while  under  suspension, 
but  within  the  three  months'  limit.  The  day  following  his  death 
one  of  his  children  made  a  tender  of  all  unpaid  assessments  to  the 
local  collector.  Held,  That  a  tender  after  death  was  too  late  and 
that  there  could  be  no  recovery. — Grand  Ix>dge  A.  O.  U.  W.  v. 
Taylor  (Colo.  S.  C.)  :  99  Pacific  Reporter,  (1909),  57o. 
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Application  and  By-Laws.  Benevolent  fraternal  associations 
are  not  included  in  the  class  of  insurance  companies  referred  to  in 
Section  1616,  Rev.  Laws  Minn.  1905,  which  provides  that  neither 
the  application  nor  the  by-laws  shall  be  considered  as  a  part  of 
the  contract,  unless  incorporated  in  the  policy.  According  to  tbe 
by-laws  of  respondent  association  the  beneficiary  fund  is  applicable 
to  members  only,  and,  to  constitute  membership  in  a  prospective 
local  lodge,  the  applicant  must  pass  the  physician's  examination, 
be  accepted  at  the  head  office,  and  be  initiated  and  receive  the 
obligation  after  the  local  lodge  is  organized.  If  the  applicant  is 
in  good  health  upon  the  completion  of  these  several  steps,  he  is 
entitled  to  receive  a  certificate  of  membership.  The  application 
was  approved  by  the  home  office  and  returned  to  the  local  deputy, 
who  delivered  it  to  the  applicant  with  the  declaration  that  it  was 
in  force.  The  lodge  was  organized  a  week  later,  and  she  %vas  voted 
in  as  a  member,  but  was  prevented  by  sickness  from  attending,  and 
so  was  not  initiated  and  did  not  receive  the  obligation.  After  the 
lodge  was  organized,  the  certificate  was  attested  by  respondent  as 
secretary  and  by  the  president,  and  redelivered  to  her.  Held,  That 
she  did  not  become  a  member  of  the  society,  the  contract  was  not 
completed,  and  the  certificate  was^void.  The  beneficiary  was  secre- 
tary of  the  local  lodge.  As  such  he  reported  to  the  head  office 
that  the  applicant  had  become  a  member.  He  paid  several  assess- 
ments, which  were  received  and  retained  by  the  head  office,  in 
ignorance  of  the  fact  that  the  applicant  had  not  fully  complied  with 
the  by-laws  as  to  the  necessary  steps  to  be  taken  to  become  a 
member.  Held.  That  the  acceptance  of  the  money  did  not  con- 
stitute a  waiver  by  the  association  of  the  right  to  repudiate  the 
transaction  and  the  certificate  upon  discovery  of  the  facts.  On 
the  undisputed  evidence  the  defendant  was  entitled  to  judgment 
notwithstanding  the  verdict. — Loudon  v.  Modern  Brotherhood  of 
America  (Minn.  S.  C.)  :    119  Northwestern  Reporter,  425. 

Constitution — Construction.  If  a  provision  of  the  constitu- 
tion of  a  benefit  association  is  susceptible  of  two  constructions,  it 
must  be  given  the  interpretation  most  favorable  to  the  beneficiary 
in  the  benefit  certificate,  and  the  court  will  also  look  to  any  other 
provision  which  will  aid  it  in  arriving  at  the  meaning  of  the  language 
used.  The  word  "killed,"  as  used  in  the  constitution  of  a  benefit 
association,  providing  that  a  benefit  shall  be  paid  to  the  beneficiaries 
named  in  the  certificate  of  a  dcce^iscd  member  "in  case  of  death  by 
accident,"  but  that,  if  a  member  suspended  for  non-payment  of  dues 
shall  be  "injured"  during  his  dclinciuency,  the  dolinciuent  shall  re- 
ceive no  indemnity  therefor,  **nor  shall  his  beneficiaries  receive 
anything  should  he-  be  'killed'  during  such  pcM-iod  of  delinquency,'* 
and  providing  for  reinstatement  of  the  delinquent  members,  refers 
to  the  result  of  the  accident,  and  nut  to  the  injury  or  accident  from 
which  death  ensues;  and  therefore,  where  the  death  of  a  member 
occurred  after  his  reinstatement  to  membership,  and  while  he  was 
in  good  standing,  the  beneficiary  named  in  his  certificate  was  entitled 


Legal  Decisions  in  1909,  Assessment^  297 

to  benefits  under  it,  though  the  accident  from  which  death  ertsued 
occurred  during  the  member's  delinquency.  A  clause  in  a  certifi- 
cate issued  by  a  benefit  association,  providing  that  the  association 
•'shall  not  be  liable  ♦  *  *  in  case  of  disability  when  caused 
wholly  or  in  part  by  any  bodily  or  mental  infirmity  or  disease, 
dueling,  fighting,  wrestling,  war  or  riot,'*  does  not  apply  to  a  case 
of  death,  but  of  disability  only. — Roth  v.  Travelers*  Protective  Assn. 
of  America  (Tex.  S.  C)  :    115  Southwestern  Reporter,  31. 

By-Laws. — The  by-laws  of  a  mutual  benefit  society  provided 
that  if  a  member's  designation  of  his  beneficiaries  should  become 
void  because  of  error,  etc.,  the  benefit  should  be  paid  one-half  to  the 
wile  and  the  other  half  to  the  children ;  but,  if  there  were  no  chil- 
dren, one-half  should  be  paid  to  the  wife  and  one-half  to  the  mem- 
ber's parents,  and,  if  there  were  no  wife,  children,  or  parents,  the 
benefits  should  be  paid  to  the  member's  legal  heirs.  A  member  left 
no  children,  and  a  person  whom  he  designated  as  a  beneficiary, 
naming  her  as  his  wife,  was  not  legally  married  to  him.  Held,  That 
his  parents  were  entitled  to  the  portion  of  the  proceeds  designated 
as  her  share,  as  his  legal  heirs.  The  society's  by-laws  not  providing 
for  the  application  of  any  of  the  proceeds  of  the  certificate  to  funeral 
expenses,  an  amount  designated  by  the  member  to  be  so  used  would 
pass  to  his  parents  as  his  legal  heirs.  The  by-laws  of  a  mutual 
benefit  society  provided  that  "persons  who  are  not  related  to  him  by 
blood,  but  who  are  dependent  upon  him,  or  he  on  them,  for  their 
maintenance,  ni^y  be  designated  as  beneficiaries."  The  evidence 
showed  the  woman  whom  he  had  designated  as  beneficiary  had  at- 
tended and  cared  for  him  during  the  several  months  that  he  was  ill. 
Held,  That  this  would  not  render  her  eligible  to  share  as  beneficiary 
of  his  certificate  as  a  member  of  this  class.  Severa  et  al.  v.  National 
Slavonic  Soc.  of  the  U.  S.  et  al.  (Wis.  S.  C):  119  Northwestern 
Reporter,  S\.\. 

Impairment  of  Contract. — A  fraternal  association  issuing  a 
certificate  of  membership  in  accordance  with  the  constitution  and 
laws  in  force,  or  that  may  thereaffer  be  made  by  the  Supreme  Lodge 
of  the  order,  may  not.  by  a  subsequent  change  in  its  by-hws,  impair 
the  contract  rights  of  the  member  without  his  consent.  The  by-laws 
of  a  fraternal  benefit  society  stipulated  that  a  member  committing 
suicide  forfeited  all  benefits  which  his  beneficiary  would  otherwise 
have.  They  stipulated  further  that  if  the  member  were  of  unsound 
mind  or  a  lunatic  and  had  not  become  so  by  intemperate,  immoral 
or  evil  habits,  then  the  henelits  would  not  be  forfeited,  but  provided 
that  the  burclen  of  proof  was  upon  the  personal  representatives  to 
show  that  the  insured  was  within  the  exception  when  the  act  was 
committed.  The  beneficiary  showed  the  insured  had  committed  sui- 
cide, but  made  no  attempt  tn  assiune  the  burd<'n  of  proof  to  estab- 
lish the  exception.  Held.  'I  hat  he  could  not  recover.  The  com- 
plaint set  forth  the  certificate,  which  in  terms  referred  to  the  con- 
stitution and  by-laws  of  the  order  then  in  force,  and  made  them  a 
part  of  the  contract,  and  alleged  a  compliance  with  the  conditions  of 
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the  contract.  The  society  alleged  in  its  answer  that  the  insured  had 
committed  suicide,  and  that  the  beneficiary's  right  to  recover  was 
subject  to  the  suicide  clause  of  the  constitution  and  by-laws.  The 
beneficiary  contends  that  the  society  is  precluded  from  relying  on 
the  original  law  because  it  had  specially  pleaded  the  subsequent  law 
and  did  not  specially  plead  the  section  as  it  originally  stood.  Held, 
That  the  society  might  rely  on  the  failure  of  the  beneficiary  to  prove 
a  compliance  with  the  by-laws  in  force  at  the  time  of  the  issuance 
of  the  certificate,  notwithstanding  a  subsequent  change  therein. — 
Schack  V.  Supreme  Lodge  of  the  TVaternal  Brotherhood,  (Cal.  C. 
A.)  :  99  Pacific  Reporter,  989. 

Approval  of  Application. — The  by-laws,  among  other  things, 
provided  that  the  application  and  medical  examination  should  be 
approved  by  the  supreme  medical  examiner.  The  applicant  had  pur- 
sued all  the  steps  necessary  and  was  duly  initiated.  His  application 
and  medical  examination  were  forwarilcd  to  the  supreme  medical 
examiner,  who  approved  the  same  on  the  following  day,  but  earlier 
in  the  same  day  the  applicant  was  accidentally  killed.  Held,  That 
the  approval  of  the  application  by  the  supreme  medical  director  was 
a  condition  precedent  to  beneficial  membership,  and,  as  such  ap- 
proval was  not  had  in  the  lifetime  of  the  applicant,  he  never  became 
a  beneficial  member,  and  his  beneficiary  has  no  claim  on  the  benefit 
fund.  The  applicant  was  required  to  make  payment  of  certain  pre- 
miums before  he  was  finally  accepted  into  the  lodge.  He  was  ac- 
cidentally killed  before  his  application  was  accepted  by  the  supreme 
lodge.  The  subordinate  lodge  did  not  return  or  tender  back  these 
assessments,  and  the  beneficiary  claimed  that  they  were  estopped  to 
say  that  he  was  not  a  beneficial  member.  Held,  That  since  his 
membership  was  never  complete,  it  was  not  within  the  power  of  any 
of  the  officers  by  acts  or  omissions  to  make  him  a  member  in  effect. — 
Patterson  v.  Supreme  Commandery  United  Order  of  Golden  Cross 
of  the  World  (Me.  S.  J.  C.)  :    71  Atlantic  Reporter,  1016. 

Designation  of  Beneficiary. — Where  the  constitution  of  a 
benevolent  association  names  the  persons  from  whom  a  member 
may  select  a  beneficiary  to  receive  an  itisurance  fund,  and  provides 
that  any  beneficial  certificate  issued  to  any  other  person  shall  be  null 
and  void,  but  reserves  the  right  to  the  member  to  change  the  bene- 
ficiary already  named  and  dispose  of  the  proceeds  of  the  certificate 
by  a  will,  a  designation  of  any  person  not  within  any  of  the  classes 
named,  other  than  by  will,  is  null  and  void.  Where  the  member  of 
a  beneficial  association  disposes  of  the  proceeds  of  a  beneficial  certifi- 
cate by  will  it  is  not  necessary  that  the  party  thus  receiving  the  fund 
shall  have  had  an  insurable  interest  in  the  life  of  the  insured. 
When  a  member  of  a  honeticial  association,  with  the  consent  of  the 
association,  has  inserted  in  the  certificate  the  name  of  a  person  whom 
he  was  not  authorized  by  the  constitution  to  name  as  beneficiary, 
and  thereafter  by  will  bequeaths  the  proceeds  of  the  certificate  to 
the  person  thus  illegally  designated,  the  fact  that  such  person  was 
illegally   named   as   beneficiary   is  of  no   consequence,   as   the   fund 
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passes  by  testamentary  disposition,  and  not  by  virtue  of  the  designa- 
tion.— Middtestadt  v.  Grand  Lodge  of  Order  of  Sons  of  Herman  et 
al.  ^Minn.  S.  C.)  :  120  Northwestern  Reporter,  y;^. 

Vested  Rights — Where,  at  the  time  a  member  joined  a  bene- 
ficial insurance  association,  its  by-laws  did  not  prohibit  him  from 
engaging  in  the  liquor  business,  an  amendment  thereafter  to  that 
effect,  when  he  was  in  good  standing  and  without  his  consent,  would 
not  deprive  him  and  his  beneficiary  of  their  vested  rights  under  his 
certificate.  The  society  refused  to  accept  the  assessment  of  the 
member  because  he  had  engaged  in  the  liquor  business,  which,  by  a 
by-law  enacted  after  he  became  a  member,  was  a  prohibited  occupa- 
tion. No  further  offer  to  pay  assessments  was  made,  and  about 
three  months  afterwards  he  died.  The  society  denied  liability,  be- 
cause of  the  failure  to  tender  these  other  assessments.  Held,  That 
by  wrongfully  refusing  to  accept  the  assessment,  the  society  waived 
the  right  to  demand  tender  of  future  assessments  and  forfeit  the 
certificate  for  failure  to  pay  the  same. 

The  society  wrongfully  refused  to  accept  an  assessment  from  a 
member.  The  member  died  three  months  later  without  having 
tendered  any  further  assessments,  nor  was  proof  of  loss  made  after 
his  death.  The  society  denied  liability  because  of  failure  to  furnish 
proof  of  loss  as  recjuired  by  the  policy.  Held,  That  by  refusal  to 
accept  the  assessment  the  society  had  waived  its  right  to  demand 
formal  proofs  of  loss. 

A  benefit  insurance  order  cannot  escape  liability  on  a  member's 
certificate  because  the  deceased  member  did  not  apply  for  reinstate- 
ment in  the  order  after  an  illegal  and  improper  attempt  to  suspend 
him  for  nonpayment  of  dues,  which  he  was  not  required  to  tender 
after  the  wrongful  refusal  to  accept  a  tender  of  an  assessment  when 
he  was  in  good  standing,  and  after  it  had  illegally  declared  his 
certificate  forfeited. — Barrett  v.  Grand  Lodge  A.  O.  U.  W.  of  State 
of  N.  Y.  (N.  Y.  S.  C,  Sp.  Tr.)  :  117  New  York  Supplement,  125. 

Forfeiture — A  mutual  benefit  association  certificate  and  appli- 
cation for  membership  provided  that  a  member  should  be  bound  by 
the  laws  and  regulations  of  the  Supreme  Lodge,  and  those  there- 
after adopted  by  it,  that  a  failure  to  pay  any  assessment  as  pre- 
scribed would  render  the  certificate  void,  and  that  a  member  should 
pay  to  the  association  each  authorized  assessment  according  to  his 
age  at  the  date  of  his  application,  during  life  or  until  otherwise  or- 
dered by  the  Supreme  Lodge,  which  had  power  to  change  the  assess- 
ment at  any  time.  Insured's  assessment  when  he  entered  was  $3.65, 
but  subsequently  the  Supreme  Tx)dge,  by  a  by-law  or  amendment  to 
the  constitution,  raised  its  rates;  insured's  rate  being  fixed  at  $4.25. 
He  paid  a  few  of  the  increased  assessments  and  then  defaulted,  was 
suspended  from  the  association,  and  paid  no  subsequent  assessments 
imtil  his  death  five  years  afterwards.  Held.  That  insured  was  bound 
by  the  increased  rate,  and,  not  having  paid  it,  or  even  the  original 
rate,  his  certificate  became  void. — L^nited  Penev.  Assn.  v.  Cass  (Tex. 
C.  C.  A.):  119  Southwestern  Reporter,  123. 
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By-L^ws — Fnitemal  beneficial^*  associations  can  impose  such 
terms  anc!  conditions  iip;>n  membership  not  contrary  to  law  as  they 
may  choose,  .ind  members  must  comply  nith  those  terms  and  condi- 
tions :n  order  to  be  entitled  to  the  bcnclits  of  membership.  A  rule 
of  such  an  association,  that  a  member  failing  to  pay  an  assessment 
on  or  brfore  the  last  day  of  the  month  in  which  the  call  is  dated 
"shall  stand  suspended  from  all  rights,  benefits,  and  privileges  of 
this  association  without  further  notice."  is  a  valid  jule  and  self- 
executing.  The  by-laws  of  the  society  provided  that  a  suspended 
member  would  become  reinstated  upon  payment,  within  thirty  days 
after  his  suspension,  of  all  arrears  of  r.ssessments.  The  member 
failed  to  pay  his  duos  and  under  the  by-laws  became  suspended.  He 
died  four  days  after  the  limit  for  reinstatement  without  having  paid 
up  his  arrears.  His  son  then  smit  in  the  delinquent  assessment  to 
the  society,  which  ;<ccepted  it  and  mailed  ?  receipt  for  the  same,  not 
knowing  of  the  death  of  the  member.  If  eld.  That  such  payment 
must  be  made  during  the  life  of  the  applicant  for  reinstatement. 
Payment  after  his  death  by  some  other  person  will  not  eflFcct  the 
reinstatement,  unless  such  payment  be  accepted  by  the  association 
with  knewle<fge  of  the  death.  The  member  had  become  suspended 
on  account  of  his  failure  to  pav  his  asses.^^ments.  The  by-laws  pro- 
vided that  reinstatement  could  be  had  by  payment  of  arrears  within 
thirty  days.  After  the  death  of  the  member  his  son  tendered  the 
delinquent  assessments  which  were  accepted  by  the  society,  not 
knowing?  of  the  member's  death  The  son  claims  that  bv  accepting 
the  delinnuent  dues  the  society  waived  its  right  to  hold  the  member 
suspended.  Held,  That  'waiver"  implies  p  voluntary  relinquishment 
of  a  known  right,  and  that  the  acceptance  by  the  society  of  the  de- 
linquent assessments  in  ignorance  of  the  insured's  death  was  not  a 
waiver. — Gif^ord  v.  Workmen's  Ren.  Assn.  (Me.  S.  J.  C.)  :  72  At- 
lantic Reporter,  680. 

Reinsi-'Rance  Contract — Where  a  beneficial  insurance  associa- 
tion reinsures  the  members  of  another  such  association,  dues  to  be 
paid  according  to  the  contract  with  the  other  associations,  and  lia- 
bility in  other  respects  to  be  measured  I>y  its  own  laws,  and  receives 
dues,  it  cannot  after  death  of  such  a  member  assert  that  it  had  no 
authority  to  make  the  contract.  The  society  did  not  plead  the  non- 
liability clause  in  full.  At  the  trial  the  entire  constitution  and  by- 
laws were  received  in  evidence  by  con>ent.  Held.  That  the  plead- 
ings should  be  treated  as  if  amended  where  the  adverse  party  con- 
sented to  the  admission  in  evidence  of  the  facts  not  pleaded.  Though 
the  clause  of  the  constitution  and  laws  of  a  beneficial  association 
providing  that  the  death  of  a  member  *  by  his  own  hands,  whether 
sane  or  insane  at  the  time,  whether  the  act  be  voluntary  or  involun- 
tary." is  a  risk  not  assumed,  may  not  exempt  from  liability  in  every 
case  of  death  by  accident,  it  does  exempt  from  liability  for  involun- 
tary suicide  from  causes  other  than  those  proceeding  from  the  act 
of  an  insane  mind. — Campbell  v.  Order  of  Washington  (Wash.  S. 
C.)  :  102  Pacific  Reporter,  410. 
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Fire  Insurance. 

Insurance  of  Several  Items — Where  an  insurance  policy  is 
issued  and  different  classes  of  properly  insured,  each  class  being 
separated  from  the  others  and  insured  for  a  specific  amount,  and 
there  is  a  breach  of  the  condition  of  the  contract  as  to  one  class  of 
the  property  insured,  the  contract  should  be  considered  not  as  oiie 
entire  in  itself,  but  as  one  which  is  separable  and  in  which  the  sepa- 
rate amounts  specified  may  be  distinguished,  and  a  recovery  had  for 
one  or  more  without  regard  to  the  other  items,  provided  the  con- 
tract is  nor  affected  by  any  question  of  fraud,  act  condemned  by 
public  policy  or  any  increase  in  the  risk  of  the  property  insured.  A 
vendee  of  land  occupying  the  same  under  an  executory  contract  of 
purchase,  on  which  he  has  paid  a  portion  of  the  purchase  price,  is  an 
"unconditional  and  sole  owner"  in  fee  simple  of  the  equitable  title 
ivithin  the  condition  of  a  policy  providing  that  it  shall  be  void  if  the 
interest  of  the  insured  is  other  than  unconditional  and  sole  owner- 
ship of  the  fee  simple  title.  Where  it  is  shown  that  the  insured 
truthfully  and  correctlv*stated  the  nature  and  condition  of  his  title 
in  making  the  application  for  insurance.,  he  will  not  be  precluded 
from  recovering  in  case  of  loss  on  account  of  a  contrary  title  stated 
in  the  policy  by  the  underwriter.  Where  Jin  insurance  company  did 
not  object,  within  a  reasonable  time,  that  proofs  of  loss  furnished  it 
by  the  insured  were  defective  (as  that  the  notary  public  before  whom 
the  same  were  sworn  to  did  not  designate  his  official  title  nor  attach 
his  seal),  it  must  be  held  that  the  company  waived  all  defects  there- 
in. Where  two  notes  are  given  in  payment  of  the  premium  on  a  fire 
insurance  policy,  and  no  reference  is  made  to  them  in  the  policy, 
nor  the  validity  of  the  policy  is  in  any  way  made  contingent  upon 
the  payment  of  the  notes,  the  policy  is  not  invalidated  by  non-pay- 
ment of  the  notes  at  their  maturity. — Arkansas  Ins.  Co.  v.  Cox 
rOkla.  S.  C.)  :  98  Pacific  Reporter,  552. 

Breach  of  Warranty — An  insurance  policy,  by  conditions 
against  transfers  and  incumbrances,  was  forfeited  by  the  sale  of  the 
property  and  the  giving  of  a  purchase  price  mortgage  thereon. 
Thereafter  a  soliciting  insurance  agent,  knowing  all  the  facts,  and  at 
the  instance  of  a  proposed  purcha-^er  of  the  subsequent  mortgage, 
undertook  to  protect  the  mortgagee's  interest  by  procuring  an  assign- 
ment of  the  policy  to  the  purchaser.  The  policy  was  sent  to  the 
proper  officers,  who  had  knowledge  of  the  transfer  of  the  property, 
and  was  assigned,  and  a  new  premium  note  taken  from  the  pur- 
chaser, all  of  which  was  done  in. compliance  with  the  conditions  of 
the  policy.  Held.  That  inasmuch  as  the  l-nowledge  of  its  agent  as  to 
the  mortgage  was  the  knowledge  of  the  company,  and  that  the  breach 
of  the  conditions  occurred  before  the  assignment,  and  the  pur- 
chaser did  nothing  thereafter  to  forfeit  the  policy,  the  company  was 
estopped  to  insist  on  a  forfeiture  of  the  policy  as  against  the  pur- 
chaser. Where  the  company  had  knowledge  that  the  policy  had 
become  forfeited  because  of  a  breach  of  warranty,  it  was  estopped 
to  claim  that  in  the  transaction  the  agent  was  the  agent  of  the  pur- 
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chaser  so  as  to  defeat  the  imputation  of  notice  to  the  company. 
Where  an  insurance  company  has  kno^^  ledge,  both  through  its  in- 
surance agent  and  adjuster,  of  facts  which  avoid  the  policy  in  toto 
and  thereafter  consents  to  an  assignment  of  the  policy  to  the  pur- 
chaser and  takes  his  notes  for  premiums  in  lieu  of  the  notes  of  the 
seller  and  retains  the  premiums  paid,  and  at  no  time  offers  to  return 
the  same,  the  company  is  estopped  to  set  up  the  invalidity  of  the 
policy. — Padrnos  v.  Century  Fire  Ins.  Co,  (Iowa  S.  C.)  :  119  North- 
western Reporter,  133. 

Proof  of  Loss — Waiver:  Where  insured  in  a  fire  policy  has 
been  misled  into  thinking  that  nothing  further  would  be  required  of 
him,  and  on  that  account  has  failed  to  lake  further  steps  which  he 
might  have  taken  to  furnish  proofs  of  loss,  the  company  can  not 
take  advantage  of  huch  failure,  induced  by  it  or  its  authorized  agent 
acting  for  it,  for  the  purpose  of  defeating  liability  under  the  policy. 
Insured  in  a  fire  policy  suffered  loss,  and  notified  an  agent  of  the 
company,  and  requested  that  the  agent  notify  the  company.  The 
agent  wrote  to  the  company,  reciting  that  insured  had  reported  a 
loss,  and  requested  information  as  to  when  the  adjuster  would 
adjust  the  loss.  The  company  replied  by  letter,  reciting  that  it  had 
received  notice  of  loss  under  the  policy',  and  that  the  same  would 
receive  attention  as  early  as  practicable.  Other  letters  to  the  same 
effect  passed  them,  and  instead  of  insisting  on  formal  proof,  prom- 
ised to  send  adjusters  to  investigate  the  loss.  Held,  To  justify  a 
finding  of  a  waiver  of  formal  proofs  of  loss.  Immediately  after  the 
fire  occurred,  the  insured  notified  the  agent  of  the  company  and  re- 
quested and  directed  him  to  inform  the  company  of  the  loss.  Other 
letters  were  written  the  company  by  the  agent  at  the  suggestion  of 
the  insured.  As  to  whether  or  not  the  agent  could  act  for  both  the 
company  and  the  insured,  it  was  held  that  there  is  no  rule  of  agency 
that  would  forbid  this,  and  since  the  company  had  used  the  agent 
as  the  medium  for  conveying  information  to  the  insured,  they  could 
not  complain  on  the  ground  that  he  acted  for  both  of  them.— Griffith 
v.  Anchor  Fire  In^  Co.  (Iowa  S.  C.)  :  120  Northwestern  Reporter, 
90. 

Measure  of  Recovery — The  insured  building  was  separated  from 
the  adjoining  building  by  a  party  wall.  The  owners  each  had  a  fee 
to  one-half  of  the  wall  and  an  easement  as  to  the  other  half.  The 
building  adjoining  that  of  the  insured's  was  destroyed  by  fire,  the 
heat  of  which  sprung  and  otherwise  impaired  the  stability  of  the 
party  wall.  The  jiify  was  instructed  that  the  damage  would  be  the 
difference  in  value  between  the  building  just  before  the  fire  occurred 
and  the  same  building  immediately  afterwards.  The  company  con- 
tends that  this  gives  to  the  insured  the  full  value  of  the  party  wall, 
and  to  the  other  party  the  full  value  of  its  property  insured.  Held, 
That  the  owner  of  an  insured  building  can  recover  under  his  policy 
for  damage  by  fire  to  a  party  wall  located  one-half  on  his  land  and 
one-half  on  the  adjoining  owner's  land,  though  he  only  owns  the 
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fee  to  the  center  of  the  wall,  because  the  thing  insured  was  not  the 
wall,  nor  any  particular  interest  in  it,  but  it  was  insured's  house  as  a 
house. — Citizens'  Fire  Ins.  Co.  et  al.  v.  Lockridge  et  al.  (Ky.  C.  A.)  : 
71  Atlantic  Reporter,  916. 

Policy — Construction  :  Where  the  language  of  a  fire  policy  js 
susceptible  of  another  than  the  literal  construction,  that  will  be 
adopted  which  is  niost  favorable  to  insured  and  which  will  tend  to 
preserve  the  protection  afforded  by  the  jifeneral  terms  of  the  policy. 
A  fire  policy  issued  to  a  railroad  company  which  covered  in  general 
terms  all  cotton  on  or  in  depots,  platforms,  or  grounds  adjacent 
thereto,  and  in  transit,  while  in  the  custody  of  the  company,  but 
which  provided  that  it  was  understood  that  cotton  in  open  cars  was 
not  covered,  must  be  held  to  insure  cotton  on  a  stationary  flat  car 
placed  on  a  spur  track  adjacent  to  a  depot  to  remain  there  about  12 
hours,  though  the  cotton  was  subsequently  to  be  transported  on  the 
car.  since  the  **open  cars"  referred  to  meant  the  vehicles  of  that 
description  commonly  used  by  carriers  for  transportation,  since  the 
company  sought  to  relieve  itself  from  the  increased  hazard  from 
fire  incident  to  the  transportation  of  cotton  on  open  cars  due  to  the 
emission  of  sparks  from  locomotives  in  actual  transportation,  and 
since  the  words  "in  transit"  meant  in  course  of  passing  from  point 
to  point.  Where  the  language  of  a  contract  of  insurance  is  plain  and 
tmambiguous,  the  contract  must  be  enforced  as  written;  but  in  all 
cases  that  construction  should  be  adopted  which  will  preserve  the 
intention  of  the  parties  after  considerinj?  the  subject-matter  of  the 
contract,  the  business  of  the  parties,  and  the  purpose  they  had  in 
view. — Royal  Ins.  Co.  v.  Texas  &  G.  Ry.  Co.  (Tex.  C.  C.  A.)  :  115 
Southwestern  Reporter,  117. 

Cancellation — Plaintiff  gave  a  firm  of  insurance  brokers  gen- 
eral authority  to  procure  for  it  insurance  to  the  amount  of  $75,000 
on  its  manufacturing  plant  to  replace  prior  insurance  at  better  rates 
and  terms.  In  pursuance  of  this  employment  the  brokers  applied  to 
the  local  agents  of  a  number  of  companies,  some  of  whom,  among 
them  the  agent  of  defendant,  issued  policies,  each  in  the  amount  of 
$2,500,  the  premiums  being  charged  to  the  brokers  to  whom  the  poli- 
cies were  delivered.  On  receiving  the  report  of  the  risk  defendant 
instructed  its  agent  to  cancel  the  policy,  and  he  gave  the  brokers, 
who  still  retained  it,  notice  of  cancellation  in  five  days  as  required 
by  its  terms,  and  at  the  expiration  of  that  time  they  surrendered  it, 
as  they  did  other  policies  similarly  canceled,  and  proceeded  to  obtain 
others  in  their  stead.  Before  they  had  procured  the  requisite  amount 
of  insurance  the  property  burned,  field,  That  in  view  of  their  gen- 
eral employment  and  its  nature,  and  the  fact  that  they  were  still 
acting  in  pursuance  thereof,  not  having  reported  nor  delivered  the 
policies  to  plaintiff,  the  acceptance  of  defendant's  notice  of  cancel- 
lation and  the  surrender  of  its  policy  were  within  the  scope  of  their 
authority  and  terminated  the  risk. 

Where  an  insurance  policy,  requiring  "immediate"  notice  of  loss 
to  be  given  the  company,  was  delivered  to  the  authorized  agents  of 
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the  insured,  the  fact  that  they  did  not  deliver  the  polic>'  to  their 
principal  before  the  loss,  nor  notify  it  of  the  contract,  did  not  re- 
lieve it  from  the  obligation  to  comply  with  such  condition,  and  a 
failure  to  give  notice  of  the  loss  for  thirty  days  avoided  the  policy. — 
Xorthern  Assur.  Co.  v.  Standard  Leather  Co.  (U.  S.  C.  C.  A.,  3rd 
Cir.)  :     165  Federal  Reporter,  (x}2 

Ruix  OF  Construction — In  the  construction  of  insurance  poli- 
cies, the  Fame  rules  obtain  as  do  in  the  construction  of  other  con- 
tracts, except  that  a  policy  will  be  construed  in  favor  of  the  insured 
so  as  not  to  defeat,  without  plain  necessity,  his  claim  to  the  idem- 
nity,  which  in  taking?  the  insurance  it  was  his  object  to  secure,  and, 
where  words  are  fairly  susceptible  of  two  interpretations,  that  which 
will  sustain  his  claim  must  be  adopted.  In  the  constructiqu  of  in- 
surance contracts  as  well  as  others,  the  intention  of  the  parties  is  to 
be  gathered  from  an  inspection  of  the  entire  instrument  and  all 
parts  of  it,  and  all  words  employed  should  be  given  meaning  and 
effect  if  possible.  An  insurance  policy  insured  certain  property 
against  "all  direct  loss  or  damage  by  fire,  except  as  hereinafter  pro- 
vided" the  quoted  words  appearing  in  large  printed  letters  in  the 
body  of  the  policy  and  as  a  part  of  the  insuring  clause.  In  small 
printed  letters  in  the  body  of  the  policy  were  recited  exceptions  that 
would  relieve  the  company  from  liability,  among  them:  **This  com- 
pany shall  not  be  liable  for  loss  caused  directly  or  indirectly  by  ♦ 
*  ♦  riot.  ♦  ♦  ♦  "  Held,  That  as  the  insurance  was  solely 
against  fire,  the  words  "except  as  hereinafter  provided"  referred  to 
the  words  "against  all  direct  loss  or  damage  by  fire,"  and  exempted 
the  company  from  liability  for  destruction  of  the  insured  property 
by  fire  as  the  result  of  a  riot. 

The  policy  providing  that  the  company  should  not  be  liable  for 
loss  caused  directly  or  indirectly  by  riot.  The  policy  not  saying  what 
constituted  a  riot  and  the  statute  being  silent  as  to  the  subject,  the 
court  held  that  according  to  the  common  law  a  riot  is  a  tumultuous 
disturbance  of  the  peace  by  three  persons  or  more  assembled  to- 
gether of  their  own  authority  with  an  intent  mutually  to  assist  each 
rtther  against  any  who  shall  oppose  them  in  the  execution  of  some 
enterprise  of  a  private  nature,  and  afterwards  actually  executing 
it  in  a  violent  and  turbulent  manner,  to  the  terror  of  the  people, 
whether  the  act  intended  were  of  itself  lawful  or  unlawful.  The 
policy  provided  that  the  company  should  not  be  liable  for  loss  caused 
directly  or  indirectly  by  riot.  The  evidence  showed  that  a  body  of 
100  or  more  men  armed  and  disguised,  unlawfully  confederated  and 
banded  together  for  the  purpose  of  dtstroying  property  of  an  in- 
dividual and  in  pursuance  of  the  unlawful  conspiracy  burned  it,  and 
at  the  same  time  intimidated  and  terrorized  the  inhabitants  and  civil 
authorities.  Held,  That  the  fire  which  burned  the  property  was 
caused  by  a  riot  and  the  company  was  not  liable. — Spring  Garden 
Ins.  Co.  v.  Imperial  Tobacco  Co.  (Ky.  C.  A.)  :  ii6  Southwestern 
Reporter,  234. 
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Foreign  Company — Doing  Business:  Insured  telegraphed  in 
Xew  York  to  a  Massachusetts  insurance  company,  asking  the 
amount  of  insurance  which  could  be  placed,  to  which  the  company 
answered,  and  asked  from  what  date  tlie  insurance  was  wanted,  the 
insured  answered  by  telegram,  requesting  it  to  send  the  policy,  and 
the  policy  was  afterwards  executed  in  Massachusetts.  JJeld,  Tliat 
the  preliminary  negotiations  did  not  amount  to  the  transaction  of 
business  in  this  state  by  the  insurance  company.  A  Massachusetts 
company  brought  suit  against  the  insured  for  assessments  on  a  policy 
of  insurance  issued  on  its  property  in  Xew  York.  The  defen.se  is 
that  the  contract  sued  upon  was  made  in  the  State  of  Xew  York, 
and  is  therefore  void.  Under  X.  Y.  laws  1892,  p.  1990,  c.  690  (In- 
surance Laws,  sec.  1.37).  which  provides:  "All  fire  insurance  poli- 
cies issued  to  residents  of  this  State  on  property  located  herein,  b>; 
companies  that  have  not  complied  with  the  requirements  of  the" 
general  insurance  law  of  this  State,  shall  be  void."  Held,  That  a 
Massachusetts  insurance  company  has  a  constitutional  right  to  make 
a  contract  in  Massachu.setts  with  a  citizen  of  Xew  York  to  insure 
property  in  this  State,  and  a  Xew  York  law  would  be  void  so  far  as 
it  interfered  with  such  right.  Insured  in  Xew  York  telegraphed  to 
an  insurance  company  in  Massachusetts  as  to  how  much  insurance 
it  would  place,  and  the  company  stated  a  certain  amount  in  reply 
and  asked  the  date  of  the  proposed  policy,  to  which  insured  replied 
on  February  4th,  stating  that  the  policy  should  date  from  February 
14th.  and  it  was  executed  and  dated  in  Massachusetts,  and  mailed 
there  on  February  6th  to  insured  in  Xew  York ;  the  premiums  being 
payable  in  Massachusetts.  Held,  That  the  policy  was  a  Massachu- 
setts contract,  which  became  effective  when  it  was  mailed  there. — 
Hammond  v.  International  Ry.  Co.  et  al.  (X.  Y.  S.  C.  Trial  Tr.)  : 
116  Xew  York  Supplement  (Jime  7,  1909),  854. 

Policy — Construction  :  A  policy  provision,  "if  the  interest  of 
the  assured  be  or  become  other  than  tlij  entire,  unconditional,  and 
sole  ownership  of  the  property,"  is  not  broken  by  the  existence  of 
a  vendor's  lien  upon  the  property,  for  the  reason  that  such  a  pro- 
vision has  reference  alone  to  the  status  of  the  title,  and  that  the 
title  or  ownership,  whether  legal  or  equitable,  is  none  the  less  "en- 
tire, unconditional,  and  sole"  merely  because  of  an  incumbrance,  on 
the  subject-matter  of  the  insurance.  The  policy  by  its  terms  was  to 
become  void  if,  among  other  things,  "the  interest  of  the  assured  be 
or  become  other  than  the  entire,  unconditional,  unincumbered,  and 
sole  ownership."  The  insured  conveyed  the  property,  and  by  pro- 
vision in  the  deed  retiined  a  vendor's  lien  for  the  unpaid  part  of  the 
purchase  price.  The  company  consented  to  the  assignment  of  the 
policy,  but  "subject  to  all  the  terms  and  conditions  therein  men- 
tioned an<l  set  forth."  Held,  that  the  existence  of  the  vendor's  lien 
*  was  an  incumbrance  withiii  the  meaning  of  the  provision,  and  that  the 
poHcy  was  void. — Wright  v.  Hartford  tire  Ins.  Co.  (Tex.  C.  C.  A.)  : 
118  Southwestern  Reporter,  191. 
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Proof  of  Loss — That  part  of  an  insurance  policy  relating  to 
proofs  of  loss  should  be  construed  with  great  liberality.  An  agent 
of  an  insurance  company  charged  with  the  duty  of  adjusting  its 
losses  has  authority  to  waive  the  giving  of  notice  and  proofs  of  loss. 
And  if  such  an  adjuster,  after  property  covered  by  a  policy  of  insur- 
ance issued  by  his  principal  has  been  destroyed  by  fire»  goes  to  the 
scene  of  4he  conflagration,  and  informs  an  agent  of  the  assured  who 
was  directed  to  look  after  an  adjustment  of  said  loss,  that  said  loss 
is  total,  and  the  company  will  be  compelled  to  pay  it,  and  that,  if 
the  policyholder  were  present,  they  would  have  no  trouble  in  set- 
tling, such  conduct  and  statement,  if  the  assured  relies  thereon, 
amount  to  a  waiver  on  the  part  of  the  company  of  notice  and  proof 
of  loss,  and  will  estop  it  from  insisting  on  a  forfeiture  based  upon 
,  the  non-receipt  of  such  notice  and  proof. — Farrell  v.  Farmers'  & 
Merchants'  Ins.  Co.  (Neb.  S.  C.)  :  120  Northwestern  Reporter,  929. 

Forfeiture — Policies  of  insurance  on  sawmill  property,  ma- 
chinery, etc.,  contained  the  usual  provision  that  they  should  be  void 
if  any  misrepresentation  was  made  as  to  the  title  or  ownership  of 
the  property,  if  it  should  be  incumbered  by  any  mortgage,  or  if  there 
should  be  any  fraud  or  false  swearing  either  before  or  after  any  loss. 
The  insured  represented  the  property  to  be  free  of  incumbrance, 
and  in  proofs  made  after  a  loss  swore  that  there  had  been  no  change 
in  the  title  or  possession  of  the  property  since  the  issuance  of  the 
policies.  In  fact,  there  had  been  a  decree  foreclosing  a  chattel 
mortgage  on  the  property,  and  an  order  of  sale,  under  which  the 
master  had  taken  possession  of  the  property,  and  the  insured  had 
taken  an  appeal  from  such  decree,  and  had  g^ven  a  supersedeas 
bond,  in  which  he  stipulated  that  the  property  should  be  held  by  him 
subject  to  the  order  of  the  appellate  court,  which  subsequently  af- 
firmed the  decree  of  foreclosure.  Held,  That  the  policies  were 
avoided  by  a  breach  of  their  conditions. — Perry  v.  London  Assur. 
Corporation  (U.  S.  C.  C.  A.,  9th  Cir.) :     167  Federal  Reporter,  902. 

Action  to  Cancel  Policy — In  an  action  by  an  insurance  com- 
pany to  cancel  a  policy  as  obtained  by  fraud,  and  because  the  agent 
was  not  permitted  to  insure  property  at  that  place,  the  insured 
answered,  denying  any  knowledge  of  the  limitation  placed  upon  the 
agent  as  to  territory,  and  averred  that  the  policy  was  taken  out  in 
good  faith,  and  that  there  was  an  error  in  the  policy  in  describing 
the  property.  The  suit  was  begun  after  the  property  was  destroyed 
and  the  insured  by  leave  of  court  amended  his  answer,  making  it  a 
cross-bill,  and  prayed  "that  the  policy  be  reformed  and  paid."  Held, 
That  the  cross- bill  contained  sufficient  averments  to  be  good  as 
against  a  demurrer.  The  stipulation  in  a  policy  of  insurance,  re- 
quiring suit  to  be  brought  within  one  year  after  the  loss,  is  for  the 
benefit  of  the  company,  and  may  be  waived  by  it,  and  will  not  be 
available  where,  after  a  loss  occurs,  the  insurance  company  files  a 
bill  to  cancel  the  policy,  although  a  cross-bill  in  such  action,  asking 
for  an  enforcement  of  the  policy,  was  filed  more  than  a  year  after 
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the  loss. — Phoenix  Ins.  G).  v.  Smith  (Miss.  S.  C.)  :    48  Southern 
Reporter,  1020. 

Change  in  Title — The  policy  provided  that  any  change  in  in- 
terest, title  and  possession  without  the  consent  of  the  company 
would  be  cause  for  forfeiture.  Insured  sold  the  property  to  one 
then  in  actual  possession.  The  evidence  shows  that  after  the  agree- 
ment was  made  and  part  of  the  purchase  price  paid,  the  parties  met 
with  an,  attorney,  who  had  prepared  the  deed  and  the  mortgage  for 
the  deferred  payment,  both  of  which  were  acknowledged.  He  told 
them  he  could  not  record  the  instrument  till  a  copy  of  a  map  referred 
to  therein  was  delivered  to  him.  The  parties  left  the  instruments 
with  him  to  record  on  obtaining  a  map.  Held,  That  there  was  a  de- 
livery of  both  deed  and  mortgage  within  the  mutual  intent  of  the 
parties.  There  was  a  delivery  of  a  deed  and  a  consequent  change  in 
interest,  avoiding  a  fire  policy,  where  the  vendor  and  vendee,  who 
had  made  the  cash  payment,  met  with  S.,  the  attorney,  who  had' pre- 
pared the  deed  and  the  bond  and  mortgage  for  deferred  payment, 
all  of  which  were  acknowledged,  and  he  told  them  he  could  not 
record  them  till  a  copy  of  a  map  referred  to  therein,  the  copy  then 
before  them  not  belonging  to  them,  was  delivered  to  him,  and  there- 
upon the  parties  left  the  instruments  with  him,  to  record  on  obtain- 
ing the  map;  each  of  them,  while  describing  the  map  as  a  certain 
survey  made  several  years  before,  and  providing  that  a  copy  of  it 
should  be  filed,  having  given  the  location,  description  and  boundaries 
fully,  irrespective  of  the  map  and  survey. — Sewell  v.  Home  Ins.  Co. 
(N.  Y.  S.  C,  App.  Div.)  :    115  New  York  Supplement,  345. 

Insurable  Interest — The  plaintiff  claims  to  be  the  owner  of  the 
mortgage  by  assignment,  and  bases  his  right  to  recovery  upon  the 
mortgage  clause.  The  evidence  shows  that  the  plaintiff  was  in  pos- 
session of  the  insured  property  as  agent  of  certain  non-residents. 
He  purported  to  sell  the  property  to  W.,  who  had  no  interest  in  the 
matter  and  who  received  the  title  for  the  sole  benefit  of  the  plain- 
tiff. Several  other  transfers  were  made,  but  all  at  the  instance  of 
and  for  the  benefit  of  the  plaintiff,  and  without  consideration.  The 
policy  was  taken  out  by  one  of  the  transferees  and  later  assigned 
to  a  Mrs.  S.,  who  held  a  mortgage  (wiiliout  any  consideration,  and 
executed  at  the  request  of  plaintiff)  on  tlie  property.  This  fictitious 
mortgage  and  the  rights  under  the  policj'  were  subsequently  assigned 
to  the  plaintiff.  In  defense  to  an  action  on  the  policy,  the  company 
claimed  that  P.,  the  transferee  who  had  taken  out  the  policy,  had 
no  insurable  interest  in  the  property,  but  that  he  merely  took  the 
naked  legal  title  for  the  benefit  of  the  plaintiff,  who  continued  to  be 
the  real  owner.  This  fact  was  found  to  be  true  by  the  court  below. 
Held,  That  "all  this  juggling  with  the  lille  made  no  real  change  in 
the  actual  ownership  of  the  property,"  and  neither  the  mortgagee 
nor  her  assignee  had  any  mortgage  interest  to  which  a  contract  of 
insurance  in  favor  of  either  of  them  as  mortgagee  could  attach.  A 
contract  of  insurance  is  a  contract  of  indemnity,  and  any  person 
attempting  to  enforce  a  claim  under  such  a  contract  must  show  an 
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interest  in  the  subject-matter  of  the  contract.  Strictly  speaking, 
that  which  is  insured  is  not  the  property  itself,  but  the  interest  of 
the  person,  who  is  indemnified  against  a  loss  occurring  to  him  by 
reason  of  injury  to  the  property  or  its  ioijil  destruction. — Stanisics  v. 
Hartford  Fire  Ins.  Co.  (Xeb.  S.  C.)  :  120  Northwestern  Reporter, 
435. 

Liability  of  Agknt — The  company  sent  to  its  agent  the  follow- 
ing letter  of  instructions :  *The  above  indicated  policy  covers  $2,000 
on  a  grain  elevator  building,  a  class  on  which  our  maximum  line  is 
but  $500.  This  policy  was  written  last  July  at  the  authorization  of 
our  Mr.  Fox.  but  at  that  time  we  had  reinsurance  facilities  by  which 
we  could  retluce  our  liability.  Now  it  becomes  Jiecessary  for  us  to 
cancel  our  reinsurance,  for  the  reason  that  the  reinsurance  law  of 
North  Dakota  does  not  permit  our  reinsuring  in  any  companies  not 
admitted  in  this  state,  and  unless  we  cancel  this  reinsurance,  we  will 
be  liable  to  a  fine.  In  view  of  this  fact,  we  must  request  you  to 
relieve  us  of  $1,500  of  the  liability  under  the  above  policy  at  the 
earliest  possible  moment,  and  advise  us  of  such  relief,  as  we  are 
now  carrying  $.t,ooo  all  in  the  Queen  City  on  the  elevator  building." 
The  agent  received  the  letter,  but  failed  to  comply  with  its  instruc- 
tions. About  a  month  later  the  property  burned  and  the  company 
paid  the  full  amount  of  the  insurance.  This  action  was  brought 
against  the  agent  for  negligence  in  disobeying  the  instructions.  Held, 
That  such  instructions  being  in  writing,  and  being  clear  and  specific, 
it  was  defendant's  duty,  as  such  agent,  to  comply  therewith  without 
delay.  Such  instructions  were  not  reasonably  susceptible  to  the 
construction  placed  upon  them  by  defendant  to  the  effect  that  he 
should  relieve  the  plaintiff  of  its  liability  only  at  such  time  as  he 
could  place  such  insurance  with  another  company.  Where  the  com- 
pany had  instructed  its  agent  to  cancel  the  policy,  and  he  failed  to 
comply  with  the  instructions,  the  proper  measure  of  damages  is  the 
amount  with  interest  which  plaintiff  was  obliged  to  pay  to  insured 
under  the  policy  over  and  above  what  it  would  have  i>een  obliged 
to  pay  had  such  instruction  been  complied  with. — Queen  City  Fire 
Ins.  Co.  V.  First  Natl.  Bank  of  Hannaford  et  al.  (N.  D.  S.  C.)  : 
120  Northwestern  Reporter,  545. 

Delivery  to  Mortcacee — A  policy  delivered  to  a  mortgagee  with 
the  consent  of  the  insured  becomes  effective,  at  least  from  the  time 
of  the  acceptance  of  the  application  for  insurance.  Insured  entered 
into,  a  contract  with  one  P.  to  sell  him  his  land,  upon  which  the 
insured  building  was  located;  deed  to  be  drawn  and  delivered  in 
March  of  the  following  year.  One  thousand  dollars  was  paid  upon 
the  contract,  which  was  to  be  forfeited  if  the  deal  was  not  closed. 
The  contract  was  in  the  nature  of  an  option,  and  nothing  had  been 
done  thereunder  at  the  time  of  the  fire.  On  the  ist  day  of  March, 
when  the  option  was  to  become  effective,  the  option  was  abandoned, 
and  the  title  never  passed  from  the  insured.  Held,  That  a  mere 
option  contract  is  not  within  the  provision  of  the  policy  against 
change  of  title. 


Legal  Decisions  in  1909,  Fire.  309 

A  policy  was  issued  upon  application  of  the  insured  and  deliv- 
ered to  the  mortgagee.  The  insured  instituted  action  against  the 
company  for  loss  under  the  policy.  The  original  policy  was  not 
then  in  possession  of  the  insured.  Held,  lliat  the  terms  of  this  con- 
tract are  presumed  to  be  the  same  as  contained  in  the  usual  form  of 
policy.  The  policy  provided  for  forfeiture  if  the  property  was  in- 
cumbered without  the  consent  of  the  company.  The  insured  sought 
to  avoid  the  effect  of  the  provision  by  averring  that  the  agent  had 
knowledge  of  his  intention  to  place  a  mortgage  after  the  issue  of 
the  policy,  //e/rf,  That  the  knowledge  of  the  agent  of  future  inten- 
tions of  the  insured  is  not  binding  on  .the  company.  A  soliciting 
agent  of  an  insurance  company  has  no  authority  to  waive  any  of 
the  conditions  of  the  policy  as  written. — House  v.  Security  Fire  Ins. 
Co.  (Iowa  S.  C.)  :  121  Northwestern  Reporter,  509. 

By-Laws — Restraint  of  Trade:  The  Board  of  Underwriters 
was  a  voluntary,  unincorporated  association  of  insurance  men,  or- 
ganized for  the  purpose  of  regulating  and  improving  the  business  of 
fire  insurance,  and  for  promoting  the  interests  of  its  members.  The 
by-laws,  among  other  things,  provided:  **No  member  of  this  board 
shall  take  the  agency  of  a  company  which  has  already  an  existing 
agency  in  the  city  of  Louisville."  Johnson,  one  of  the  members  of 
the  board,  became  agent  of  a  company  which  had  another  agent  in 
Louisville.  After  he  accepted  the  agency  of  the  company  that  then 
had  an  agency  in  the  city,  the  board  was  about  to  take  action 
against  him  looking  towards  his  expulsion,  whereupon  he  brought 
this  action  to  enjoin  it  from  expelling  him,  upon  the  ground  that 
the  by-law  was  unreasonable,  illegal,  and  denied  him  the  right  to 
follow  a  business  from  which  he  earned  a  living  for  himself  and 
family,  and  was  in  restraint  of  trade.  Held,  That  the  by-law  is  not 
unreasonable  or  illegal.  It  is  true  that  it  denies  to  members  privi- 
leges they  might  enjoy  if  they  were  not  members,  and  restrains 
them  in  a  measure  from  the  full  exercise  of  freedom,  but  so  long  as 
these  regulations  are  reasonable  when  applied  to  the  individual,  and 
do  not  injuriously  affect  the  public,  they  will  be  upheld.— Louisville 
Board  of  Fire  Underwriters  et  al.  v.  Johnson  (Ky.  C.  A.)  :  119 
Southwestern  Reporter,  153. 

Appraisers— The  policy  provided  that  if  there  should  be  any 
disagreement  as  to  the  amount  of  loss,  the  question  should  be  sub- 
mitted to  arbitrators  appointed  by  the  insured  and  the  company. 
The  arbitrators,  selected  by  the  parties,  were  unable  to  agree  upon 
jin  umpire,  and  suit  was  instituted  by  the  insured.  The  company 
<-laimed  that  the  failure  to  make  the  appraisement  was  caused  by  the 
fault  of  the  insured.  Held,  That  arbitrators  are  not  agents  of  the 
parties  selecting  them,  and  that  the  insured  was  not  chargeable  with 
failure  of  the  arbitrator,  selected  by  him,  to  agree  upon  an  umpire. 
Under  a  policy  providing  that,  if  the  parties  cannot  agree  upon  the 
amount  of  the  loss,  insured  and  the  company  should  each  appoint 
an  arbitrator,  who  should  select  a  third,  and  the  three  shall  de- 
termine the  amount  of  the  loss,  if  insured  acts  in  good  faith,  and 
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does  not  interfere  with  the  appraisement,  he  is  not  responsible  for 
the  conduct  of  the  appraisers,  and  if  the  appraisement  fails  because 
the  arbitrators  cannot  agree  upon  an  umpire  within  a  reasonable 
time  without  insured's  fault,  he  may  sue  on  the  policy,  even  though 
the  appraisement  has  not  been  abandoned  or  waived  by  the  company. 
— Shawnee  Fire  Ins.  Co.  v.  Pontfield  (Md.  C.  A.)  :  72  Atlantic  Re- 
porter, 835. 

Cancellation — Under  the  provisions  of  the  policy,  the  company 
could  cancel  the  policy  upon  giving  the  insured  five  days'  notice. 

The  company  telegraphed  its  agent:  "Cancel  numbers  ,  ," 

which  were  policies  of  the  insured.  Held,  That  the  message  to 
Brooks  did  not  operate  per  se  as  a  cancellation  of  the  policies,  but 
merely  instructed  him  to  do  so,  and  until  there  was  affirmative  action 
on  his  part,  canceling  same,  they  remained  in  force  and  effect. 
Code  Ala.  1907,  Sec.  4594  (Code  1896,  Sec.  2619),  providing  that, 
where  an  insurance  company  is  a  member  of  a  tariff  association,  its 
policies  shall  be  construed  to  mean  that  the  persons  insured  may,  in 
addition  to  the  actual  loss,  recover  25  per  cent,  of  the  amount  of 
such  actual  loss,  is  constitutional  and  \alid.  In  construing  this  law, 
the  court  said:  "The  clear  intent  and  meaning  of  the  statute  is  to 
authorize  the  recovery  in  the  nature  of  a  penalty  of  25  per  cent,  on 
the  amount  to  which  the  insured  is  entitled,  under  the  policy,  and 
not  25  per  cent,  of  the  loss  or  damage  sustained  and  not  covered 
by  the  policy."  In  an  action  on  an  insurance  policy,  where  insured 
claimed  the  statutory  penalty  on  the  ground  that  the  company  was 
a  member  of  a  tariff  association,  testimony  by  an  employe  of  the 
tariff  association  that  he  thought  the  company  was  a  member  of  the 
association,  but  did  not  think  the  agency  which  issued  the  policy 
was  within  the  jurisdiction  of  any  stamping  office,  was  not  a  mere 
conclusion,  but  tended  to  show  that  the  company  was  connected 
with  the  tariff  association,  so  that  the  court  properly  refused  to  ex- 
clude it  as  a  whole. — Firemen's  Fund  Ins.  Co.  v.  Hellner  (Ala. 
S.  C.)  :    49  Southern  Reporter,  297. 

Award — ^Validity  :  The  policy  limited  the  liability  of  the  com- 
pany to  two-thirds  of  the  value  of  the  property  at  the  time  of  the 
loss.  Failing  to  agree  as  to  the  amount  of  the  company's  liability, 
the  matter  was  submitted  to  two  referees.  The  referees  heard  the 
parties  and  their  respective  counsel,  and  by  an  award  signed  by  both 
referees  "determined  the  amount  of  loss  and  damage  referred  to  in 
the  foregoing  submission  to  be  $850."  The  company  insisted  that 
under  this  award  they  were  only  liable  for  two-thirds  of  the  $850, 
whereas  insured  claimed  that  this  amount  was  understood  to  be 
the  amount  to  be  paid  to  her.  Insured  then  brought  a  bill  in  equity 
to  set  aside  the  award  on  the  ground  of  a  mutual  mistake.  The 
evidence  of  the  two  referees  was  contradictory,  each  supporting  the 
party  who  appointed  him.  Held,  That  every  presumption  is  in 
favor  of  the  validity  of  an  award,  and  the  burden  of  proof  is  upon 
the  party  who  would  impeach  it,  and  the  evid^Qe  ^it^st;  be  Qlcar  and 
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convincing,  and  the  insured  had  failed  to  furnish  sufficient  evidence 
to  justify  a  vacation  of  the  award. — Rolfe  v.  Patrons'  Androscoggin 
Mut.  Fire  Ins.  Co.  (Me.  S.  J.  C.) :    ^2  Atlantic  Reporter,  732. 

Forfeiture — The  policy  provided  that,  "This  entire  policy,  un- 
less otherwise  provided  by  agreement  indorsed  hereon  or  added 
hereto,  shall  be  void  if,  with  the  knowledge  of  the  insured,  fore- 
closure proceedings  be  commenced  or  notice  given  of  sale  of  any 
property  covered  by  this  policy  by  virtue  of  any  mortgage  or  trust 
deed."  Held,  That  this  was  a  wise  and  proper  safeguard  to  the 
insurer  against  the  greatly  increased  rusk  consequent  upon  the  cir- 
cumstances provided  against  therein.  And  that,  where  an  insured 
mortgagor  endeavored  to  make  arrangements  to  postpone  the  in- 
stitution of  proceedings  to  foreclose  the  mortgage  upon  the  insured 
property,  and  was  notified  of  the  commencement  of  the  foreclosure 
proceedings  the  day  they  were  commenced,  a  failure  to  procure  from 
the  company  an  agreement  to  be  indorsed  on  or  added  to  the  policy 
of  insuratjce  giving  the  consent  of  the  company  to  a  continuation 
of  the  risk  notwithstanding  the  foreclosure  proceedings  lenders  the 
policy  void  as  provided  herein,  in  the  absence  of  a  waiver. — ^J.  I. 
Kelly  Co.  v.  St.  Paul  F.  &  M.  Ins.  Co.  (Fla.  S.  C.)  :  47  Southern 
Reporter,  742. 

Forfeiture — Where  a  fire  policy  requires  proof  of  loss  to  be 
furnished  by  insured  within  thirty  days,  a  failure  to  comply  with 
the  requirement  is  a  breach  of  the  condition  of  the  policy  barring 
an  action  thereon.  The  insured  contends  that  the  company  waived 
the  condition  as  to  proof  of  loss  by  returning  it  and  denying  its 
liability.  Heldy  That  the  nile  that  the  company,  by  denying  liability 
on  a  policy,  waives  the  necessity  of  making  proof  of  loss  applies 
only  where  the  denial  is  made  before  the  expiration  of  the  time  fixed 
by  the  policy  for  furnishing  proof  of  loss,  and  not  where  the  failure 
to  furnish  such  proof  within  the  time  required  had  already  worked 
a  forfeiture  of  the  policy. — Commercial  Fire  Ins.  Co.  v.  Waldron  et 
al.  (Ark.  S.  C.)  :  114  Southwestern  Reporter  (January  6,  1909),  210, 

Lloyds'  Policy — The  policy,  issued  by  a  Lloyds'  Association, 
known  as  "Tennants  Fire  Underwriters,"  provided  that  all  of  the 
clauses  and  conditions  of  the  Phenix  Insurance  Company's  policy 
should  be  read  into  its  contract  with  the  insured.  The  Phenix 
policy  provided  a  method  of  adjustment  in  event  of  disagreement 
as  to  the  amount  of  loss  "the  insured  and  this  company  each  select- 
ing an  appraiser."  The  attorneys  for  the  underwriters  claimed  that 
this  provision  of  the  Phenix  policy  constituted  "the  Phenix  Com- 
pany an  arbitrator  or  umpire"  between  the  insured  and  the  under- 
writers. Held,  That  reading  this  provision  in  to  the  underwriters' 
policy  does  not  involve  making  the  Phenix  Company  an  umpire. 

The  underwriters'  policy  made  all  of  the  conditions  and  clauses 
of  the  Phenix  policy  a  part  of  its  contract  with  the  insured.  The 
Phenix  policy  provided  that  it  could  be  cancelled  upon  five  days' 
notice  to  the  insured.    The  policy  was  cancelled  under  this  clause^ 
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and  the  underwriters  insist  that  their  jx)!icy  being  dependent  upon 
the  Phenix  i>olicy,  a  cancellation  of  thj  latter  ipso  facto  cancelled 
their  policy  under  that  part  of  their  policy  reading:  "This  policy  is 
issued  ♦  ♦  ♦  on  the  warranty  bv  t!ie  assure<l,  that  the  Phenix 
Insurance  Company  of  New  York  have  a  policy  or  policies  in  force 
on  the  identical  property  described  hereui  during  the  existence  of 
this  policy."  Held,  That  the  cancellation  of  the  Phenix  policy  did 
not  ipso  facto  cancel  the  defendant's  jK)licy,  as  the  clause  "during 
the  existence  of  this  p<»licy"  did  not  mean  "throughout  the  whole 
time  of  the  existence  of  this  policy,"  as  the  defendant  contended,  but 
that  it  meant  "in  the  time  of  the  exi^^tence  of  this  policy."  The 
policy  required  insured  to  give  immediate  notice  of  loss.  Held, 
That,  failure  to  notify  the  company  until  twenty-eight  days  after- 
wards would  not  necessarily  work  a  forfeiture,  it  would  be  a  matter 
of  defense.  The  insured  is  excused  from  givhig  proof  of  notice 
where  the  company  rested  its  defense  solely  upon  other  grounds. 
Proof  that  there  \^  a  custom  in  the  insurance  business  under  which 
the  cancellation  of  the  original  policy  operated  as  a  cancellation  of 
the  warranty  policy  would  not  be  binding  on  the  insured  where  he 
had  no  knowledge  of  such  custom. — International  Salt  Co.  v.  Ten- 
nant  (111.  A.  C.)  :    3!^  Insurance  Law  Journal,  308. 

Si'BWKiATiON — Property  owned  by  the  plaintiff  was  destroyed  by 
lire  negligently  set  out  from  a  locomotive  engine  belonging  to  the 
defendant  railroad  company.  The  plaintiff  held  a  policy  of  insur- 
ance on  the  property;  the  amount  of  the  loss  was  adjusted  and  the 
insurance  company  paid  the  plaintiff,  taking  an  assignment  of  all 
rights  of  the  plaintiff,  to  the  extent  of  the  amount  paid,  against  the 
railroad  company.  The  plaintiff  then  Instituted  action  aigainst  the 
railroad  company  for  the  balance  of  the  loss.  Held,  That  where  an 
insurance  company  pays  to  the  assured  a  loss  occasioned  by  the 
wrong  of  a  third  party,  and  the  value  of  the  property  destroyed  by 
the  fire  exceeds  the  amount  paid  by  the  insurance  company,  the 
a<;sured  may  bring  an  action  in  his  own  name  against  the  wrong- 
doer and  recover  the  full  amount  of  the  loss. — Kansas  City  M.  &.  O. 
Ry  Co.  V.  Shutt  (Oklahoma  S.  C.)  :     104  Pacific  Reporter,  51. 

Rider — Construction:  A  rider  attached  to  the  policy  gave  the 
insured  the  privilege  "to  effect  other  insurance."  It  was  stated  in 
the  rider  that  the  amount  then  existing  was  $10,400.  An  additional 
policy  of  $i..|00  was  taken  out  on  the  property,  and  by  reason  of  this 
act,  the  defendant  company  claims  that  its  policy  was  forfeited. 
ffcld.  Th;it  the  parties  intended  by  the  provision  to  say  "other  and 
additional  insurance"  and  that  the  polirv  was  not  forfeited.  The 
company  gave  notice  to  the  insured  sayin.o:  that  their  policy  insuring 
his  prr)perty  would  he  cancelled  five  days  thereafter.  The  insured 
procured  through  his  agents,  and  within  the  five  days,  a  policy  in 
place  of  the  defendant's  policy.  Within  the  five  days,  and  after  the 
substituted  policy  was  issued,  the  property  burned.  The  defendant 
claims  that  by  reason  of  the  acts  of  the  insured  in  procuring  another 
policy,  which  if  taken  together  with  the  policy  of  the  defendant  and 
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the  other  policies  on  the  property  would  have  made  the  amount  of 
insurance  on  it  in  excess  of  its  insurable  value,  the  insured  had 
waived  the  five-day  notice  of  cancellation,  and  that  the  cancellation 
of  its  policy  was  complete  from  the  time  the  substituted  policy  was 
procured.  Held,  That  these  facts  did  not  constitute  a  waiver.  A 
"waiver"  has  been  defined  to  be  the  ''intentional  relinquishment  of  a 
known  right."  It  is  voluntary  and  implies  an  election  to  dispense 
with  something  of  value,  or  forego  some  advantage  which  the  party 
waiving  it  might  at  its  option  demanded  or  insisted  upon." — Griscom- 
Spencer  Co.  v.  Mechanics  Ins.  Co.  (N.  1.  S.  C,  Hudson  Cir.)  :  32 
N.  J.  I^w  Journal,  277. 

Loss  BY  Riot — In  a  policy  insuring  property  against  loss  by  fire 
except  as  otherwise  provided,  a  clause  excepting  "loss  caused  directly 
or  indirectly  by  invasion,  insurrection,  riot,"  etc.,  must  be  construed 
as  an  exemption  of  the  company  from  liability  for  a  loss  from  fire 
caused  by  a  riot ;  a  loss  otherwise  than  by  fire  being  entirely  outside 
the  terms  of  the  policy.  Insurance  policies  are  contracts  by  the 
terms  of  which  both  parties  are  bound,  when  clear  and  unambiguous. 
The  fact  that  an  insurance  agent,  who  issued  policies  to  insured 
urged  as  an  inducement  to  procure  such  insurance  the  very  danger 
which  afterward  caused  a  loss,  but  which  was  within  the  exception 
contained  in  the  policies,  does  not  constitute  a  waiver  by  the  com- 
pany of  such  exception,  where  there  was  no  agreement  to  that 
effect,  and  the  policies  were  delivered  and  accepted  with  such  clause 
retained. — Luckett-Wake  Tobacco  Co.  v.  Globe  &  Rutgers  Fire  Ins. 
Co.  (U.  S.  C.  C,  Ky.)  :     171  Federal  Reporter,  147. 

Waiver  of  Conditions — The  insured,  a  corporation,  owned  a 
building  and  stock  of  goods  located  in  the  old  town  of  G.  Contrary 
to  the  provisions  of  the  policy,  it  removed  the  property  insured  to 
the  new  town  of  G.,  four  miles  distant,  obtained  additional  insur- 
ance, and  installed  a  gasolene  lighting  plant.  After  the  removal  to 
the  new  location,  it  delivered  the  policy  to  one  Robinson,  who  was 
the  legal  soliciting  agent  of  the  company,  and  requested  him  to  have 
the  insurance  company  make  an  indorsement  on  the  policy  to  cover 
the  property  at  its  new  location.  Through  a  misunderstanding  Rob- 
inson sent  the  policy  to  the  company  at  its  home  office,  with  the 
written  request  that  they  cancel  the  same,  which  the  company  did, 
and  retained  the  policy,  but  did  not  notify  the  insured.  The  build- 
ing and  stock  of  merchandise  were  afterwards  destroyed  by  fire 
caused  by  the  gasolene  lighting  plant.  1  he  insure<l  made  proofs  of 
loss  and  sent  them  to  the  company.  The  proofs  showed  that  the 
property  was  destroyed  at  its  new  location,  the  amount  of  additional 
insurance  obtained,  and  that  the  fire  was  caused  by  a  defective  gaso- 
line lighting  plant.  The  company  returned  the  proofs  with  a  letter 
denying  any  liability  on  the  ground  that  the  policy  had  been  can- 
celed before  the  fire.  Held,  That  the  rejection  of  the  claim  on  the 
ground  stated  in  the  company's  letter  did  not  constitute  a  waiver  of 
the  conditions  of  the  policy. — Taylor-B-ildwin  Co.  v.  Northwestern 
F.  &  M.  Ins.  Co.  (N.  D.  S.  C.)  :    122  Northwestern  Reporter,  39(3. 
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Vaiue  of  Pbopekty — Under  a  fire  insurance  policy  which  limits 
the  liability  of  the  company  to  the  actual  cash  value  of  the  property 
insured  at  the  time  the  loss  or  damage  occurs,  the  extent  of  the  lia- 
bility is  not  the  cash  value  at  the  time  the  property  is  exposed  to  the 
danger  of  loss  by  the  outbreak  of  the  ftre,  but  the  actual  cash  value 
at  the  time  the  loss  occurs,  which  is  nocessarily  to  be  referred,  if 
material,  to  the  time  when  in  point  of  fact,  as  nearly  as  can  be 
ascertained,  the  tire  reaches  and  consumes  or  damages  it.  Nor  is  a 
court  authorized  to  adopt  a  different  construction  of  the  contract  in 
a  particular  case  because  the  property  insured  was  a  marketable 
commodity  and  the  threatened  loss  was  so  extensive  that  it  may 
itself  have  enhanced  the  market  value  prior  to  the  time  when  the 
actual  loss  occurred.  In  an  action  on  a  fire  insurance  policy  to 
recover  for  a  loss  of  cotton  stored  in  New  York  city,  the  value  of 
the  cotton  "at  the  time  the  loss  occurred,"  where  that  was  during 
the  hours  when  the  Cotton  Exchange  was  open,  may  be  determined 
by  taking  the  ruling  price  of  "spot"  cotton  for  the  day  as  fixed  by 
the  committee  of  the  Exchange. — Liverpool  &  London  &  Globe  Ins. 
Co.  V.  McFadden  (U.  S.  C.  C.  A.,  3rd  Cir.)  :     170  Federal  Reporter, 

179. 

Appraisement — Where  in  a  policy  of  insurance  it  is  made  a  con- 
dition precedent  that,  in  case  of  disagreement  as  to  the  amount  of 
loss,  it  shall  be  determined  by  appraisement,  the  insured  may  bring 
suit  upon  the  policy,  averring  in  his  petition  the  performance  of  all 
conditions  on  his  part;  and,  when  the  company  pleads  in  its  answer 
the  disagreement  and  the  determination  of  the  amount  by  appraise- 
ment, and  the  provisions  of  the  policy  as  to  concurrent  insurance, 
the  amount  the  insured  may  recover  is  limited  to  a  proportionate 
amount  of  the  loss  so  determined,  and  he  can  not  recover  a  larger 
amount,  unless  the  appraisement  is  void,  or  is  set  aside.  If  it  is  void, 
he  may  plead  its  invalidity  in  his  reply ;  but  if  it  is  only  voidable,  he 
should  in  his  petition  unite  a  cause  of  sction  to  set  it  aside.  The 
provision  in  a  standard  fire  insurance  policy  that:  "In  the  event  of 
disagreement  as  to  the  amount  of  loss  the  same  shall,  as  above  pro- 
vided, be  ascertained  by  two  competent  and  disinterested  appraisers, 
the  insured  and  this  company  each  selecting  one,  and  the  two  so 
chosen  shall  first  select  a  competent  and  disinterested  umpire;  the 
appraisers  together  shall  then  estimate  and  appraise  the  loss,  stating 
separately  sound  value  and  damage,  and,  failing  to  agree,  shall  sub- 
mit their  differences  to  the  umpire ;  and  the  award  in  writing  of  any 
two  shall  determine  the  amount  of  such  loss;  the  parties  thereto 
shall  pay  the  appraiser  respectively  selected  by  them  Jind  shall  bear 
equally  all  expenses  of  the  appraiser  and  umpire" — is  a  provision  for 
an  appraisement,  and  not  for  an  arbitration,  and  such  submission  is 
not  to  be  judged  by  the  strict  rules  applicable  to  arbitration  and 
award ;  and,  where  the  appraisers  and  umpire  have  before  them  a 
list  of  the  property  destroyed,  and  the  insured's  statement  in  detail 
in  respect  to  his  loss,  it  is  not  ground  for  setting  aside  the  appraise- 
ment that  they  refuse  to  hear  evidence.      The  distinction  between 
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an  agreement  for  appraisement  and  an  agreement  to  submit  to  arbi- 
tration may  not  always  be  plain.  But  when  the  question  of  the  lia- 
bility of  the  company  under  the  policy  and  every  other  question,  is 
reserved,  and  the  only  submission  provided  for  is  an  appraisal  of 
the  property  at  and  after  the  time  of  the  fire  to  determine  the  single 
question  of  the  amount  of  the  loss,  it  would  seem  to  be  an  agree- 
ment for  an  appraisement,  and  not  an  arbitration. — Royal  Ins.  Gj.  v. 
Ries,  (Ohio  S.  C.)  :    88  Northeastern  Reporter,  638. 

Earthquake  —  Proximate  Cause:  A  fire  policy  exempted 
against  loss  caused  directly  or  indirectly  by  earthquake,  or  when  the 
property  is  endangered  by  fire  in  neighboring  premises,  or  unless  fire 
ensues,  and  in  that  event  for  the  damages  by  fire  only  or  by  explo- 
sion of  any  kind.  The  insured's  property  was  destroyed  by  fire  fol- 
lowing the  San  Francisco  earthquake,  and  the  court  charged  that  if 
the  earthquake  directly  or  indirectly  caused  the  fire  in  one  of  several 
specified  places  in  the  city,  and  any  one  or  more  of  such  fires  so 
caused  spread  by  flame,  spark,  or  heat  and  burned  uninterruptedly 
from  building  to  building  or  from  block  to  block  until  any  one  or 
more  of^  them  reached  and  destroyed  insured's  property,  then  the 
jury  should  find  for  the  insurance  company,  their  determination  be- 
ing limited  to  the  origin  of  the  fires  by  which  insured's  property 
was  destroyed,  and  if  the  fires  by  which  it  was  destroyed,  no  matter 
at  what  point  or  from  where  they  started,  were  caused  by  the  earth- 
quake, insured  could  not  recover.  The  court  also  charged  that  if 
the  fire  originating  on  premises  named  ensued  on  an  explosion,  and 
such  fire  destroyed  insured's  property,  then  insured  was  entitled  to 
recover,  unless  his  property  was  destroyed  directly  or  indirectly  by 
the  earthquake ;  but  if  the  earthquake  was  the  proximate  and  efficient 
cause  of  the  fire,  the  company  would  not  be  liable,  though  the  means 
by  which  the  earthquake  caused  the  fire  was  an  explosion.  Held, 
erroneous  as  eliminating  the  question  whether  the  fires  which  were 
started  by  the  earthquake  extended  "at  once"  to  the  insured  prop- 
erty, and  whether  there  were  new  and  intervening  causes  between 
fires  and  the  burning  of  the  property,  such  as  explosion,  back-fire, 
dynamiting,  and  the  course  or  force  of  the  wind. — Richmond  Coal 
Co.  V.  Commercial  Union  Assur.  Co.  (U.  S.  C.  C.  A.,  9th  Cir.)  : 
169  Federal  Reporter,  746. 

Principal  and  Agent — The  agent  had  authority  to  issue  poli- 
cies and  sign  insurance  binders.  A  clerk  in  his  office,  who  had  no 
authority  to  sign  either  for  the  agent  or  company,  did  sigrn  a  binder, 
subject  to  the  approval  of  the  agent.  It  appears  that  the  agent 
learned  of  the  transaction  shortly  afterwards  and  that  he  never 
repudiated  the  signature,  but  directed  the  risk  to  be  canceled  under 
the  terms  of  the  agreement.  Held,  That  this  was  an  affirmance  of 
the  signature  of  the  clerk.  One  who  knows  that  his  agent  has  under- 
taken to  do  for  him  what  he  is  not  authorized  to  do  is  bound  to 
repudiate  the  act  promptly,  and,  if  he  does  not  do  so,  and  especially 
if  he  does  anything  by  way  of  affirmance  of  the  act,  he  cannot  after- 
wards repudiate  it.      An  agent  of  the  insured  had  general  powers 
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to  place  insurance  in  various  companies,  with  power  to  cancel  and 
replace  the  policies  with  others,  to  keep  an  expiration  book,  and  to 
correct  the  same  every  six  months.  Hrld,  That,  so  long  as  the  hne 
of  insurance  is  not  completed,  an  insurance  company  may  serve 
notice  of  cancellation  of  a  policy  procured  by  such  agent  for  his 
principal  upon  the  agent. — Standard  Leather  Co.  v.  Allcmannia  Fire 
Ins.  Co.  (Pa.  S.  C.)  :    73  Atlantic  Repoiter,  192. 

Proofs  of  I^ss — Where  an  insurance  company  had  actual  notice 
of  loss  four  days  after  the  fire,  and  insured  had  an  interview  with 
an  adjuster  within  the  60  days  allowed  for  proof,  and  the  adjuster 
stated  that,  while  sworn  proofs  ought  to  be  made,  it  was  not  actually 
necessary,  and  that  he  would  settle  just  the  same,  and  the  company 
did  not  deny  liability  until  after  the  60  days,  there  was  a  waiver  of 
the  requirement  of  sworn  proofs.  An  agreement  signed  by  insured 
reciting  that  any  action  taken  by  the  company  in  investigating  the 
cause  of  fire  and  ascertaining  the  amount  of  loss  should  not  waive 
any  of  the  conditions  of  the  policy  did  not  apply  to  affirmative  rep- 
resentations to  the  insured  that  he  need  not  furnish  sworn  proofs 
of  loss.  The  clause  of  a  policy  providing  that  no  officer,  agent,  or 
other  representative  of  the  company  shall  have  power  to  waive  any 
condition  of  the  policy  except  such  as  may  be  indorsed  thereon  or 
added  thereto  has  no  reference  to  those  stipulations  which  are  to  be 
performed  after  a  loss  has  occurred,  such  as  giving  notice  and  fur- 
nishing preliminary  proofs. — McCollough  v.  Home  Ins.  Co.  of  N.  Y. 
(Cal.  S.  C.)  :     102  Pacific  Reporter,  814. 

Knowledge  of  Agent — Where  insured  left  the  matter  of  keep- 
ing insurance  on  his  property  to  an  insurance  agent,  who  at  all 
times  kept  it  insured,  at  first  in  one  company,  and  later,  not  being 
an  agent  for  that  company,  of  his  own  motion,  without  any  applica- 
tion being  signed  by  insured,  transferred  the  insurance  to  another 
company  which  he  represented,  and  which  accepted  the  insurance, 
the  company  takes  the  risk  of  undisclosed  taxes  on  the  property 
when  it  issued  the  policy.  The  company  refused  to  make  payment 
for  the  reason  that  the  insured  had  no  title  to  the  property.  The 
property  had  been  sold  for  taxes.  The  decree  of  sale  for  the  taxes 
in  question  fixed  the  date  of  the  sale  for  a  day  earlier  than  that  pre- 
scribed by  the  statute  and  the  sale  was  actually  made  upon  the  day 
fixed  by  the  decree.  Later  the  same  court,  that  entered  the  decree, 
held  that  the  decree  and  sale  made  under  it  were  void.  Held,  That 
the  last  judgment  of  the  court,  holding  the  tax  sale  void^  was  res 
ad  judicata  in  this  case,  and  that  the  policy  was  not  avoided.  The 
failure  of  an  applicant  to  disclose  outstanding  taxes  or  liens  created 
thereby  does  not  avoid  the  policy. — Kennedy  v.  London  &  Lanca- 
shire Fire  Ins.  Co.  (Mich.  S.  C.)  :     122  Northwestern  Reporter,  134. 

C0NTRACT.S — Ultra  Vires:  If  a  corporation,  engaged  in  a  busi- 
ness that  is  affected  with  a  public  interest,  contracts  to  enter  upon 
a  line  of  conduct  in  respect  to  such  business  that  tends  to  affect  such 
public  interest  injuriously,  and  is  contrary  to  public  policy,  such  con- 
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tract  is  ultra  vires,  and  such  corporation  may  be  restrained  in  equit>' 
at  the  suit  of  the  attorney  general,  without  regard  to  whether  or  not 
actual  injury  has  resulted  to  the  public.  The  attorney  general  filed 
an  information  pr.iying  for  a  decree  adjudging  a  certain  agreement 
in  writing,  entered  into  by  the  defendant  fire  insurance  companies, 
to  be  void  as  an  ultra  vires  act  injurious  to  the  public.  The  com- 
panies deny  that  they  are  engaged  in  a  business  aAfected  with  public 
interest.  Held^  That  by  the  enormous  extension  of  this  business,  by 
its  concentration  in  the  hands  of  immense  corporations,  by  state 
regulations  that  amount  to  privileges,  and  by  its  practically  uni- 
versal employment  as  a  collateral  security  for  debts,  the  business 
has  become  one  in  which  the  interest  of  the  public  is  directly  in- 
volved. The  collateral  security  of  mortgage  debts  would  alone 
suffice  to  attach  a  public  interest  to  the  business  in  question,  since  it 
vitally  concerns  credit  as  a  factor  in  modern  business.  A  contract 
in  restraint  of  trade,  entered  into  by  fire  insurance  companies,  the 
necessary  effect  and  the  actual  result  of  which  is  to  control  such 
business  within  a  certain  area,  and  within  such  area  to  fix  and 
regulate  prices,  and  to  limit  or  eliminate  competition  to  the  injury 
of  the  public,  is  contrary  to  public  policy,  and  ultra  vires  such  cor- 
porations, and  may  be  restrained  in  equity  at  the  suit  of  the  attorney 
general.  The  ruleJn  equity  that  contracts  in  restraint  of  trade  are 
merely  unenforceable  does  not  require  that  the  parties  so  contract- 
ing be  deemed  to  be  immune  from  ordinary  equitable  remedies, 
when  their  violation  of  the  public  policy  is  directed  at,  and  actually 
works,  a  public  injury. — McCarter,  Atty.-Gen.  v.  .Firemen's  Ins.  Co. 
et  al  (N.  J.  C.  E.  A.) :    y^^  Atlantic  Reporter,  80. 

Waiver — A  local  agent  of  an  insurance  company,  with  authority 
to  issue  policies  and  consummate  the  contract,  who  ic  informed  at 
the  time  a  policy  is  issued  that  there  is  a  certain  amount  of  other 
insurance  to  be  carried  on  the  property,  and  issues  the  policy  with- 
out indorsing  the  consent  of  the  company  thereto,  waives  the  con- 
dition in  a  standard  form  policy  requiring  the  fact  of  concurrent  in- 
surance to  be  indorsed  thereon.  A  policy  of  insurance  covering  a 
stock  of  merchandise  contained  the  usual  condition  that  it  should 
be  in  force  only  while  the  property  was  located  at  a  certain  place. 
The  stock  was  afterwards  removed  to  another  location,  where  the 
rate  of  premium  was  higher.  The  company  was  duly  notified  of  the 
removal,  with  the  request  that  the  policy  be  canceled  and  the  un- 
earned premium  returned.  It  replied  by  letter  suggesting  that  the 
insured  see  the  local  agent  of  the  company  and  have  the  policy 
transferred  to  the  new  location.  The  insured  thereupon  saw  the 
local  agent,  who  orally  agreed  to  a  transfer  of  the  policy.  The  com- 
pany retained  the  unearned  premium,  licid.  That  the  company  was 
bound  by  the  act  of  its  agent,  and  that  the  failure  of  the  company  or 
its  agent  to  notify  the  insured  of  the  increased  rate  of  premium  and 
demand  payment  therefor  was  a  waiver  of  the  higher  rate. — Hulen 
V.  National  Fire  Ins.  Co.  of  Hartford,  Conn.  (Kansas  S.  C.)  :  102 
Pacific  Reporter,  52. 
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Life  Insurance. 

Foreign  Company — A  foreign  insurance  company  engaged  in 
business  in  New  York  by  permission  of  the  insurance  department 
of  the  state  is,  so  far  as  any  litigation  is  concerned,  a  citizen  of  New 
York.  A  Massachusetts  insurance  company  issued  a  poh'cy  in  Mas- 
sachusetts to  a  resident  thereof  engaged  in  business  in  New  York, 
by  permission  of  the  insurance  department.  The  insured  became  a 
resident  of  New  York  and  died.  The  beneficiary  also  became  a 
resident  of  New  York  and  sued  on  the  policy.  Pending  the  action 
the  corporation  instituted  a  suit  in  Massachusetts  to  restrain  the 
prosecution  of  the  action  on  the  policy.  Held,  That  a  court  of  equity 
would  enjoin  the  prosecution  of  the  suit  in  Massachur^etts,  though 
the  corporation  showed  that  a  witness  competent  in  Massachusetts 
was  incompetent  under  the  laws  of  New  York.  A  life  poli:y  is 
transitory  in  its  nature,  and  on  the  death  of  insured  the  beneficiary 
may  sue  thereon  in  any  state  where  the  company  is  doing  business 
and  where  process  may  be  served  and  of  which  the  beneficiary  is  a 
resident.  A  stipulation  in  a  life  policy  that  it  shall  be  complete  only 
by  the  payment  of  the  first  premium  during  the  good  health  of  in- 
sured, when  considered  in  connection  with  a  provision  that  the  policy 
shall  be  incontestable  except  for  suicide  commixed  within  one  year 
from  the  date  of  its  issuance,  refers  only  to  tne  health  of  insured 
during  the  period  intervening  between  the  acceptance  of  the  risk  and 
agreement  to  issue  the  policy  and  the  lime  when  the  first  premium 
is  paid  and  the  pojicy  is  delivered. — Webster  v.  Columbian  Nat.  Life 
Ins.  Co.  (N.  Y.  S.  C,  App.  Div.) :     116  New  York  Supplement. 

Completion  of  Contract — An  actual  delivery  of  a  life  policy  to 
insured  is  not  essential  to  the  validity  of  the  contract,  and  an  un- 
qualified acceptance  of  the  application  and  placing  the  policy  in  the 
hands  of  an  agent  for  delivery,  without  condition,  completes  the 
contract.  The  day  fixed  by  a  life  policy  for  the  paynicnt  of  the 
annual  premium  is  binding  on  both  parties,  in  the  absence  of  fraud 
or  mistake.  Where  no  notice  of  when  a  premium  on  a  life  policy 
will  be  due  is  required,  and  there  is  default  in  payment,  the  com- 
pany is  not  required  to  declare  a  forfeiture,  but  may  set  it  n.p  by 
way  of  defense  when  sued  on  the  policy.  A  life  policy  issued  on  an 
application  made  in  another  state  to  a  New  York  company  is  not 
subject,  where  insured  has  no  postoffice  address  in  New  York,  to 
the  requirements  of  Laws  N.  Y.  1892,  p.  1972,  c.  690,  Sec.  92,  as 
amended  by  Laws  1897,  p.  92,  c.  218,  Sec.  2,  of  notice  to  nisured 
stating  the  amount  of  the  premium,  the  place  where  it  is  to  be  paid, 
and  to  whom  payable,  as  a  condition  of  forfeiture  for  non-pavmcnt 
of  a  premium,  notwithstanding  the  application  states  that  it  is  a 
part  of  the  proposed  contract,  subject  to  the  charter  of  the  com- 
pany and  the  laws  of  New  York,  for,  since  that  section  requires  the 
notice  to  be  given  at  the  last  known  address  of  insured  in  New 
York,  it  can  have  no  application. — Rose  v.  Mutual  Life  Ins.  Co.  of 
N.  Y.  (111.  S.  C.)  :    88  Northeastern  Reporter,  204. 


Legal  Decisions  in  igop,  Life.  319 

Agent — Revocation  of  License:  Complaint  was  made  to  the 
superintendent  of  insurance,  charging  the  agent  with  making  certain 
misrepresentations  and  asking  that  his  license  be  revoVied  as  pro- 
vided by  law.  The  agent  subsequently  appeared  before  the  superin- 
tendent and  moved  that  the  action  be  dismissed  on  the  ground  that 
he  hiid  no  jurisdiction.  New  York  Laws  1906,  p.  774,  c.  326,  see.  60, 
as  amended  by  Laws  1908,  p.  1015,  c.  347,  authorize  the  superintend- 
ent of  insurance  to  revoke  the  license  of  any  person  "so  offending." 
Laws  1892,  p.  1972,  sec.  91,  forbid  any  one  to  act  without  iirst  pro- 
curing a  certificate,  and  provide  that  on  conviction  of  a  holder  of  a 
certificate  of  a  violation  of  that  or  the  preceding  section  (90)  the 
superintendent  shall  revoke  the  certificate.  The  agent  contends  that 
the  license  could  not  be  revoked  imder  sec.  60  without  a  previous 
conviction,  as  provided  in  sec.  91.  Held,  That  the  two  sections  were 
distinct,  and  that  the  superintendent  had  authority  to  revoke  the 
license  without  a  previous  conviction.  While  under  Laws  N.  Y. 
1906,  p.  774,  c.  326,  sec.  60,  as  amended  by  Laws  N.  Y.  1908,  p.  1015, 
c.  347,  the  superintendent  had  authority  to  revoke  the  license  of  a 
person  "so  offending,"  and  the  statute  does  not  expressly  provide 
for  notice  to  the  agent,  or  that  he  shonkl  have  an  opportunity  to  be 
heard  before  the  revocation,  an  investigation  by  the  superintendent 
whether  there  had  been  a  violation,  with  notice  to  the  agent  and  an 
opportunity  to  be  heard,  was  contemplaced,  and  the  superintendent 
had  authority  to  cause  a  hearing  thereon. — People  ex*  rcl.  Burr  v. 
Kelsey,  Supt.  of  Ins.,  et  al.  (N.  Y.  S.  C,  App.  Div.)^  115  New  York 
Supplement,  836. 

Failure  to  Exercise  Options — Where  insured,  in  a  life  policy 
giving  him  the  option  to  surrender  the  policy  for  its  cash  surrender 
value  or  for  a  paid-up  policy,  did  not  exercise  either  option,  the  in- 
surance was  automatically  extended  on  the  date  of  default  in  pay- 
ment of  the  premiums  as  provided  in  the  policy.  A  contract  of  in- 
surance measures  the  rights  of  the  parties  thereto,  unless  the  con- 
tract is  illegal.  The  only  right  which  the  holder  of  a  life  policy  has 
to  dividends  comes  from  his  contract.  A  life  policy  provided  that 
on  default  in  the  payment  of  premiums  it  would  be  extended,  with- 
out participation  in  surplus,  for  the  full  amount  of  the  policy,  and 
that  payment  of  declared  dividends  was  conditioned  on  the  pay- 
ment of  the  premiums.  In  July,  1902,  insured  was  reinstated  after 
non-payment  of  premiums,  and  he  paid  a  part  ot  the  matured  pre- 
miums in  cash  and  gave  a  note  for  the  balance.  He  failed  to  pay 
the  premium  of  October,  1902.  Held,  That  dividends  declaied  by 
the  company  for  1902  were  properly  excluded  in  determining  the 
balance  applicable  to  extended  insurance.  The  policy  provided  that 
the  surrender  value  should  be  determined  by  deducting  i  per  cent  of 
the  face  of  the  policy  from  the  net  reserve.  The  statute  (St.  Ky. 
1909,  sec.  659)  allows  a  deduction  of  one-third  of  i  per  cent,  from 
the  net  reserve,  after  three  full  years'  premiums  have  been  paid  in 
cash.  Held.  That  the  statute  was  not  applicable  here,  as  the  insured 
had  not  paid  three  full  annual  premiums  in  cash,  and  the  surrender 


1 


320  Legal  Decisions  in  1909,  Life. 

value  was  determined  by  the  terms  of  the  policy.  Insured,  in  a  life 
policy  stipulating  for  extended  insurance  from  date  of  default  in 
premium  payments  "without  participation  in  surplus,"  etc..  is  not 
entitled  to  have  applied  for  the  purcha -c  of  extended  insurance  any 
part  of  the  surplus  on  hand  at  the  end  of  the  year  in  which  he  de- 
faulted in  payment  of  his  premium. — Mutual  Benefit  Life  Ins.  Co.  v. 
O'Brien  ( Ky.  C.  A.)  :     116  Southwestern  Reporter,  750. 

ToNTiNK  Policy — Relationship  of  Parties:  The  relation  be- 
tween the  holder  of  a  mature<l  tontiu'.*  dividend  policy  and  the  in- 
surance company  is  that  of  creditor  nnd  debtor.  A  holder  of  a 
matured  tontine  dividend  policy,  entitled  at  his  option  to  withdraw 
in  cash  the  policy's  share  of  the  accunnilated  reserve  and  surplus 
equitably  apportioned  by  the  insurance  company  or  to  use  such 
»^hare  for  future  insurance,  is  entitled  to  come  into  equity  for  an 
accounting,  under  Rev.  Laws  Mass.,  c.  159,  sec.  3.  cl.  6,  conferring 
jurisdiction  on  the  Supreme  Judicial  and  Superior  Courts  of  suits 
on  accounts,  on  his  .showing  that  the  company  has  not  equitably  ap- 
portioned the  surplus  and  has  not  furnished  any  account,  and  that 
the  company  has  been  guilty  of  specified  acts  of  mismanagement  and 
fraudulent  conduct  in  the  management  and  investment  of  the  funds 
of  the  company,  .so  as  to  enable  him  to  intelligently  exerci.se  his 
option.  A  bill  by  the  holder  of  a  matured  tontine  dividend  policy, 
giving  him  the  option  to  withdraw  in  ca.«ih  his  policy's  entire  share 
of  the  accumulated  reserve  and  surplus  equitably  apportioned  to  his 
policy,  or  to  use  his  share  for  future  insurance,  alleged  that  the  in- 
surance company  had  not  equitably  apportioned  the  surplus  due  him. 
that  it  had  not  furnished  him  any  account,  that  it  had  not  deak 
honestly  with  the  dividends  retained  by  it,  that  it  had  misappro- 
priated and  wasted  the  dividends  and  had  failed  to  manage  the 
tontine  funds  or  its  accumulations  prudently,  and  charged  specific 
acts  of  mismanagement  and  of  wrongful,  dishonest  and  fraudulent 
conduct  on  the  part  of  the  company  and  its  directors  in  the  man- 
agement and  investment  of  the  funds,  field,  That  the  bill  charged 
such  fraud  and  wrongful  misappropriation  as  entitled  complainant 
to  an  accounting.  Where  a  bill  for  an  accounting  by  the  holder  of  a 
matured  tontine  policy,  giving  him  an  option  to  withdraw  in  cash 
the  accumulated  reserve  and  surplus  equitably  apportioned  to  the 
policy  or  to  use  his  share  for  future  insurance,  expressly  charged 
fraudulent  conduct  on  the  part  of  the  company  in  apportioning  to 
the  policy  the  surplus  due,  the  bill  was  not  demurrab'e,  though  the 
apportionment  by  the  company  is  prima  facie  correct,  and  will  not 
be  overthrown  without  evidence  of  fraudulent  conduct  affecting  the 
result,  or  some  error  in  the  nnnncr  of  making  the  apportionment. — 
Peters  v.  Equitable  Life  Assur.  Soc.  of  the  V.  S.  (Mass.  S.  J.  C.)  : 
86  Northeastern  Reporter  (February  2.  i()09),  885. 

Commissions — ST.\TrTE:  Insurance  Law  N.  Y.,  sec.  97  (Laws 
N.  Y.,  1906.  p.  794,  c.  326,  sec.  33),  limiting  the  amount  life  compa- 
nies may  pay  to  procure  new  business,  is  not  retroactive.  Insurance 
Law  N.  Y.,  sec.  97  (Laws  N.  Y.,  1906,  p,  794,  c.  326,  sec.  33),  limit- 
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ing  the  amount  life  companies  ma^  pay  to  procure  new  business,  if 
retroactive,  would  be  unconstitutional,  as  violating  Const.  U.  S., 
Art.  J,  Sec.  10,  forbidding  states  to  pass  laws  impairing  the  obliga- 
tions of  contracts.  A  commission  contract  between  a  life  insurance 
company  and  a  general  agent,  to  run  for  twenty  years,  and  made 
before  the  adoption  of  Insurance  Laws  N.  Y.,  sec.  97  (Laws  1906, 
p.  794,  c.  326,  sec.  33),  limiting  the  amount  life  insurance  compa- 
nies may  pay  to  procure  new  business,  whereby  he  was  to  devote 
his  time  to  building  up  business  in  four  states,  receiving  no  salary 
and  paying  substantially  the  entire  expense,  does  not  violate  the 
public  policy,  and  can  not  be  interfered  with  under  the  general  or 
reserved  powers  of  the  legislature. 

A  provision  in  a  life  insurance  general  agency  contract,  cover- 
ing territory  in  other  states,  that  the  contract  should  become  void 
as  to  new  business  on  termination  of  the  company's  authority  to  do 
business  in  such  territory,  does  not  show  that  the  parties  had  in 
mind  the  possibility  that  the  New  York  legislature  might  interdict 
the  company  from  doing  business  in  such  territory.  A  domestic 
insurance  company  was  bound  to  know  that,  if  it  violated  the 
statutes  to  such  an  extent  as  to  merit  corporate  death,  the  legisla- 
ture could  inflict  that  pena]t>'.  Legislative  action  terminating  the 
existence  of  a  life  insurance  company  would  terminate  all  agency 
contracts,  which  are  dependent  upon  the  continued  life  of  both 
parties.  The  contract  with  the  agent  provided  that  he  should  re- 
ceive the  first  year's  premium  as  his  commission  on  certain  policies 
issued  through  him,  and  on  all  new  policies  he  was  to  receive  the 
same  commission  allowed  to  other  agents.  The  premiums  on  several 
of  the  policies  specified  in  the  contract  were  reduced,  and  the  com- 
pany sought  to  avoid  paying  the  first  year's  premium  as  commission 
on  the  ground  that  the  change  of  premium  rate  created  a  new  form 
of  policy.  Held,  That  changes  in  premium  rates  or  clauses  in 
present  forms  of  policies  are  not  to  be  construed  as  a  new  form. — 
Boswell  v.  Security  Mut  Life  Ins.  G).  (N.Y.C.A.)  :  86  Northeast- 
ern Reporter,  532. 

Use  of  Intoxicants — In  an  action  for  life  insurance,  the  com- 
pany requested  an  instruction  submitting  the  question  whether  in- 
sured "was  addicted  to  the  use  of  intor.icating  liquors,"  in  contra- 
diction to  the  answer  in  his  application  that  he  did  not  use  such 
liquors.  The  court  modified  the  instruction  by  inserting  the  words 
"habitual  or  customary"  before  the  word  "use."  Held,  That  the 
modification  did  not  change  the  meaning  of  the  instruction.  The 
word  "addicted,"  as  applied  to  the  use  or  intoxicating  liquors  which 
would  avoid  a  policy  of  life  insurance  for  breach  of  warranty  of  the 
truth  of  statements  in  the  application,  means  the  habitual  or  cus- 
tomary use  of  liquors,  and  not  an  occasional  or  exceptional  use. 
The  applicant  was  asked,  "How  many  times  have  you  been  in- 
toxicated in  the  past  three  years  ?"  He  replied  that  he  had  not  been 
intoxicated  in  that  time.  One  witness  testified  that  he  had  seen  him 
in  such  condition  within  three  years  prior  to  his  application,  but 
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was  uncertain  as  to  the  year,  and  upon  cross-examination  showed  a 
defective  memory.  Held,  That  although  only  one  witness  testified, 
it  could  not  be  considered  as  undisputed,  under  the  circumstances, 
and  should  be  submitted  to  the  jury.  The  question,  in  an  applica- 
tion for  life  insurance,  "Give  full  particulars  of  all  diseases,  injuries 
and  affections  which  you  have  had,"  refers  to  only  such  diseases  as 
affect  the  general  health  and  are  of  a  serious  nature,  and  not  to 
temporary  or  trivial  ailments. — Des  Moines  Life  Ins.  G).  v.  Qay 
(Ark.  S.  C.)  :  *ii6  Southwestern  Reporter,  232. 

Forfeiture — Failure  to  pay  the  premium  od  a  life  policy  docs 
not  of  itself  forfeit  the  contract,  unless  the  policy  so  provides.  A 
condition,  within  the  limitation  of  the  statute,  that  a  life  policy 
shall  be  forfeited  for  non-payment  of  any  premium,  is  a  condition 
subsequent,  and  non-performance  avoids  the  policy,  unless  waived 
by  the  company.  A  condition  in  a  life  policy  providing  for  its  for- 
feiture for  non-payment  of  the  premiums  is  for  the  faKcnefit  of  the 
company,  and  will  be  strictly  construed;  and  a  forfeiture  will  be 
enforced  only  when  such  is  the  plain  meaning  of  the  contract.  A 
provision  in  a  life  policy  that  on  default  in  payment  of  any  annual 
premium  after  the  third  the  policy  may  be  surrendered  for  a  non- 
participating  paid-up  policy,  providing  the  policy  be  returned  to  the 
company  within  six  months  after  the  date  of  default,  otherwise  the 
policy  shall  cease,  does  not  provide  for  a  forfeiture  of  the  policy 
inside  of  six  months  after  default,  and  after  default  insured  has 
six  months  within  which  to  elect  to  surrender  the  policy  and  get 
paid-up  insurance,  or  to  pay  the  premium,  should  he  decide  not  to 
surrender  the  policy;  and,  on  his  failure  to  so  elect,  the  policy  does 
not  become  forfeited  for  six  months  after  the  default — Equitable 
Life  Assur.  Soc.  of  U.  S.  v.  Golson  (Ala.  S.  C.)  :  48  Southern  Re- 
porter, 1034. 

Execution  of  Insured — ^The  policy  was  in  a  mutual  company, 
whose  charter  authorized  it  "to  make  all  and  every  insurance  ap- 
pertaining to  or  connected  with  life  risks."  The  policy  specifically 
excepted  a  number  of  risks,  but  was  silent  as  to  death  by  mandate 
of  law.  The  insured  took  out  the  policy  and  had  given  his  note  for 
the  premium.  Three  months  afterwards,  and  just  a  few  days  before 
the  note  matured,  he  was  arrested  and  charged  with  the  murder  of 
his  wife.  The  note  was  paid  to  the  state  agent  of  the  company 
while  he  was  in  jail  awaiting  trial.  The  insured  was  subsequently 
tried,  convicted  and  executed.  The  company  denied  liability  on  the 
ground  that  execution  was  not  a  risk  insured  against.  Held,  That 
no  exception  for  death  by  execution  being  incorporated  among  the 
other  exceptions,  it  is  to  be  presumed  that  execution  is  one  of  the 
risks  insured  against. 

A  policy  of  life  insurance  issued  by  a  mutual  company  incor- 
porated by  a  special  act  of  the  legislature  of.  Wisconsin  which  defines 
its  powers  and  obligations  and  makc^  all  policyholders,  their  heir^ 
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and  assigns,  members  so  long  as  they  remain  insured,  with  the  right 
to  vote  and  share  in  dividends  earned,  which  policy  shows  on  its  face 
that  it  was  issued  at  the  office  of  the  company  in  Wisconsin  and  is 
payable  there,  is  a  Wisconsin  contract,  and  the  rights  of  the  parties 
are  governed  by  its  laws.  Insured  was  executed  for  a  crime.  There 
was  no  provision  in  the  policy  excepting  such  death  as  a  risk  not 
insured  against.  The  company  denied  liability  on  the  ground  that 
to  allow  collection  on  policies  where  death  was  caused  by  execution 
would  be  against  public  policy.  By  the  decisions  of  the  state  of 
Missouri  heirs  could  recover  where  the  insured  had  been  executed. 
Held.  That  where  the  public  policy  of  a  state  has  been  declared 
either  by  statute  or  by  uniform  decision,  it  will  be  recognized  and 
followed  by  the  federal  courts  as  to  contracts  or  othef  matters 
governed  by  the  laws  of  such  state,  although  it  is  contrary  to  what 
has  been  independently  determined  and  announced  by  such  courts 
as  the  true  public  policy.  A  policy  of  life  insurance  was  issued  by  a 
Wisconsin  corporation  authorized  by  its  special  charter  to  "make  all 
and  every  insurance  appertaining  to  or  connected  with  life  risks" 
without  limitation.  The  policy  was  a  Wisconsin  contract,  con- 
struable  and  enforceable  under  its  laws.  By  the  rule  of  public  policy 
established  by  the  decisions  of  the  state  Supreme  Court  the  manner 
of  death  of  an  insured  does  not  avoid  the  policy  where  third  per- 
sons are  beneficiaries,  in  the  absence  of  any  provision  in  the  policy 
to  that  eflPect.  Held,  That  the  fact  that  the  insured  was  executed 
for  a  crime  did  not  bar  a  recovery  on  the  policy  by  his  heirs,  where 
it  contained  no  provision  excluding  such  risk. — McCue  et  al  V. 
Northwestern  Mut.  Life  Ing.  Co.  et  al.  (U.  S.  C.  C.  A.,  4th  Cir.)  : 
167  Federal  Reporter,  435. 

Rebate — Statute  Construed:  A  life  insurance  company  issu- 
ing coijtracts  providing  for  a  special  income  in  consideration  of 
insured  rendering  on  request  services  to  the  company,  such  as  re- 
porting on  the  fitness  of  agents  or  applicants  for  insurance,  does  not 
violate  Code  Ala.  1907,  Sec.  4579,  prohibiting  offering  "to  pay  or 
allow,  as  inducement  to  insurance,  any  rebate  of  premiums";  for 
the  services  which  insured  obligates  himself  to  perform  afford  a 
consideration  for  the  obligation  assumed  to  allow  a  special  income, 
though  the  company  has  the  option  lo  demand  the  services — ^"re- 
bate" being  deductions  from  stipulated  premiums  allowed  in  pur- 
suance of  antecedent  contract.  A  life  insurance  company,  issuing 
contracts  providing  for  a  special  income  in  consideration  of  insured 
rendering  on  request  services  for  the  company,  and  providing  for 
the  creation  by  the  company  of  a  dividend  fund  for  the  class  holding 
such  policies,  etc.,  does  not  violate  Ala.  Code  1907,  Sec.  4579,  pro- 
hibiting an  irwurance  company  from  giving  any  particular  policy- 
holder of  the  same  class  any  advantage  in  the  dividends  or  other 
bene*its  to  accrue  thereon,  etc. ;  the  word  "class"  qualifying  "policy- 
holder," and  meaning  the  holders  of  like  contracts. — ^Julian,  Ins. 
Comr.,  v.  Guarantee  Life  Ins.  Co.  (Ala.  S.  C.)  :  49  Southern  Re- 
porter, 234. 
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Bankruptcy — Statute:  Ala.  Code  1896,  Sec.  2607  (Act  Feb. 
18,  1897,  Sec.  32  [Acts  1896-97,  p.  1393].  provides  that,  where  any 
person  insures  his  life  for  the  sole  beneht  of  his  estate,  the  sum  or 
amount  of  insurance  becoming  due  and  payable  by  the  terms  of  the 
application  and  policy  shall  be  exempt  from  all  creditors  of  the 
assured  or  beneficiary.  Bankr.  Act.  July  i,  1898,  c  541,  Sec.  70,  30 
Stat.  565  (U.  S.  Comp.  St.  1901,  p.  3451),  provides  that,  when  any 
bankrupt  shall  have  an  insurance  policy  which  has  a  cash  surrender 
value  payable  to  himself,  his  estate,  or  personal  representatives,  he 
may  pay  or  secure  to  the  trustee  such  value  and  continue  to  hold 
the  policy  free  from  the  claims  of  creditors;  otherwise,  the  policy 
shall  pass  to  the  trustee  as  assets.  But  the  same  section,  in  enumer- 
ating the  various  items  of  property  which  are  to  be  turned  over  to 
the  trustee,  makes  a  special  exception  of  "property  which  is  ex- 
empt": and  section  6  provides  that  "this  act  shall  not  affect  the 
allowance  to  bankrupts  of  the  exemptions  which  are  prescribed  by 
the  state  laws  in  force  at  the  time  of  the  filing  of  the  petition." 
Held.  That  a  tru.stee  in  bankruptcy  v/as  not  entitled  to  receive, 
either  from  the  bankrupt  or  the  insurance  company,  the  cash  sur- 
render value  of  a  policy  made  payable  to  the  bankrupt,  or  his 
estate,  which  he  had  transferred  to  his  wife,  as  the  amount  of  the 
surrender  value  of  the  policy,  as  well  as  the  amount  due  at  the  death 
of  the  insured,  is  the  sum  or  amount  of  insurance  becoming  due 
and  payable  by  the  terms  of  the  application  and  policy,  within  the 
meaning  of  section  2607. — Chandler  v.  Traub  et  al.  (Ala.  S.  C.)  : 
49  Southern  Reporter,  240. 

Forfeiture — The  non-payment  of  premiums  of  a  life  insurance 
policy  when  due  will  work  a  forfeiture  of  a  policy  which  provides 
that  it  shall  be  invalid,  unless  the  premiums  are  paid  when  due. 
Though  a  policy  provides  that  it  shall  be  invalid  unless  Uie  pre- 
miums are  paid  when  due,  the  receipt  and  retention  of  Over-due 
premiums  by  the  company  is  a  waiver  of  the  forfeiture.  A  provision 
in  a  policy  that  a  forfeiture  cannot  be  waived  except  by  a  written 
agreement  signed  by  certain  officials  refers  only  to  express  agree- 
ments, and  does  not  prevent  an  implied  or  parol  waiver  of  a  for- 
feiture. The  acts  of  officers  and  agents  of  an  insurance  company 
are  imputable  to  the  company,  including  notice  to  .such  officers,  and 
hence  the  general  manager  of  an  insurance  company's  Southern  de- 
partment, who  had  supervision  of  all  transactions  in  a  number  of 
states,  and  received  all  premiums  collected  in  that  territory,  could 
waive  a  forfeiture  for  non-payment  of  a  premium  when  due  by 
thereafter  receiving  and  retaining  it  with  knowledge  that  it  was 
overdue  when  paid,  though  the  company's  contract  with  him  pro- 
hibited him  from  exercising  such  authority,  which  fact  the  persons 
dealing  with  such  agent  did  not  know.  Defendant's  general  agent, 
by  receiving  a  check  dated  May  7th,  from  the  company's  collecting 
agent  on  May  8th  for  the  amount  of  a  premium,  was  bound  to  in- 
form himself  whether  the  premium  was  over-due  when  paid,  it 
being  due  on  the  ist,  and,  by  his  failure  to  do  so,  he  waived  a  for- 
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feiture  for  noti-payment  thereof  when  due. — Security  Mut.  Life  Ins. 
Co.  V.  Riley  (Ala.  S.  C.)  :    47  Southern  Reporter,  735. 

Reinsurance  Contract — Insured  held  a  policy  of  life  insur- 
ance in 'the  M.  company.  This  company  entered  into  a  contract 
witli  the  defendant  company  whereby  the  latter  reinsured  the  risk 
of  the  M.  company.  The  defendant  company  then  issued  to  the  in- 
sured a  policy  of  reinsurance,  to  be  attached  to  his  original  policy, 
which  provided  that  it.  together  with  the  original  policy,  constituted 
the  insured  a  policyholder  in  defendant  company,  and  that  no 
change  of  the  original  policy  other  than  the  attachment  was  neces- 
sary. Held,  That  the  contract  between  the  companies  was  not  the 
Jbasis  of  the  action  for  the  insurance  money,  within  the  statute  re- 
quiring that,  where  a  pleading  js  founded  on  a  written  instrument,  it 
or  a  copy  thereof  shall  be  filed  with  the  pleading,  but  that  any  force 
it  might  have  was  a  matter  of  defense.  Not  only  a  reinsurance 
policy,  but  the  contract  of  reinsurance  between  the  insurance  com- 
panies, is  to  be  construed  liberally  in  favor  of  the  insured.  The  re- 
insurer seeks  to  avoid  liability  to  the  plaintiff  on  the  ground  that 
the  insured  misrepresented  material  facts  in  his  application,  which, 
under  the  terms  of  the  contract  di  reinsurance,  rendered  the  policy 
contestable.  The  plaintiff  seeks  to  avoid  these  facts  on  the  sole 
ground  of  the  incontestability  clause  in  the  original  certificate,  upon 
the  theory  that  after  two  years  incontestability  was  a  vested  right, 
and  could  not  be  disturbed  by  any  agreement  made  between  the 
companies.  Held,  That  the  provision  of  the  contract  of  reinsurance 
was  invalid. — Federal  Life  Ins.  Co.  v.  Kerr  (Ind.  S.  C.)  :  89  North- 
western Reporter,  398. 

Estoppel — An  insurance  company  ii  estopped  to  set  up  misrep- 
resentations in  the  application  as  a  defense  to  suit  on  the  policy, 
where  it  had  knowledge  of  the  facts  with  respect  to  which  the  mis- 
statements were  made.  The  fact  that  a  decree  of  divorce  orders 
the  husband  to  pay  the  wife  alimony,  gives  her  an  insurable  interest 
in  the  husband's  life,  which  will  continue  at  least  during  the  time 
alimony  is  payable  tmder  the  decree.  Under  an  ordinary  life  policy, 
the  right  of  the  insured  to  change  the  beneficiary  does  not  exist,  ex- 
cept as  permission  to  make  such  change  is  given  by  the  terms  of  the 
policy,  and  then  only  upon  substantial  compliance,  with  such  policy 
provisions.  A  decree  ot  divorce  in  no  way  affects  the  rights  of  the 
divorced  wife  in  a  policy  of  insurance  on  her  husband*s  life. — Beg- 
ley  v.  Miller :  137  111.  App.,  278. 

Agency  Contract — The  company,  to  induce  the  writing  of  a 
policy,  executed  a  special  agency  contract  creating  the  insured  a 
member  of  a  body  of  policyholders  within  the  state,  not  to  exceed 
300  in  number,  under  the  terms  of  which  the  insured  was  to  get  a 
reduced  premium  in  consideration  of  him  sending  to  the  company 
a  list  of  names  of  persons  whom  he  deemed  insurable.  Held,  That 
such  a  contract  was  a  discrimination  within  the  meaning  of  N.  C. 
Rev.  St.  1908,  Sec.  4775,  prohibiting  insurance  companies  from 
granting  special  favors  to  policyholders  of  the  same  class. 
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The  plaintiff  became  a  policyholder  and  at  the  same  time  was 
made  a  special  agent,  whereby  for  services  in  sending  names  of  per- 
sons he  deemed  to  be  insurable,  his  policy  was  to  become  self- 
sustaining  after  six  years.  This  ajfreenient  was  a  discrimination 
within  the  meaning  of  N.  C.  Rev.  St.  1908,  Sec.  4775.  This  action 
is  for  damages  for  failure  of  the  company  to  carry  out  its  agree- 
ment. The  plaintiff  urges  that  the  statute,  as  expressed,  only  for- 
bids the  company  and  its  agents  from  making  the  contract  in  ques- 
tion, and,  having  been  passed  for  the  protection  of  policyholders,  an 
insiirnnt  seeking  to  recover  on  such  a  contract  is  not  considered  as 
in  pari  delicto,  and  for  that  reason  should  be  allowed  to  recover. 
Held,  That  when  the  action  is  to  enforce  a  contract  entirely  execu- 
tory, and  the  same  is  directly  forbidden  by  the  law,  a  recovery 
would  be  subversive  of  the  ver>'  public  policy  on  which  the  statute 
was  designed  and  intended  to  uphold.  Rev.  St.  N.  C.  1908.  Sec. 
4775,  prohibiting  discrimination  between  policyholders  of  the  same 
class,  though  enacted  for  the  protection  of  policyholders,  included 
within  such  protection,  the  general  body  of  policyholders  who 
would  suffer  by  the  enforcement  of  special  agency  contracts  under 
which  a  particular  class  is  afforded  special  benefits,  and  not  those 
who  have  entered  into  such  forbidden  agreements,  and  are  receiving 
profits  thereby — Smathers  v.  Bankers'  Life  Ins.  Co.  (N.  C.  S.  C.)  : 
65  Southeastern  Reporter,  746. 

Reinsurance — The  defendant  company  issued  two  policies  on 
the  life  of  \V.  Later  it  entered  into  an  agreement  with  the  P.  com- 
pany, whereby  its  risks  were  reinsured  in  that  company.  W.  pro- 
tested against  this  action,  and  brought  suit  for  damage  for  breach 
of  contract.  Held,  That  a  contract  of  life  insurance  carries  with  it 
the  implication  that  the  insurance  company  shall  continue  its  busi- 
ness and  keep  on  hand  the  funds  required  by  law  during  the  term 
of  the  policy,  and  failure  of  the  company  to  do  so  is  a  breach  of  the 
contract.  In  an  action  against  a  life  insurance  company  by  a  policy- 
holder/ a  complaint  alleging  the  issuance  of  the  policy,  the  making 
by  defendant  company  of  an  agreement  with  another  company  to 
reinsure  all  outstanding  policies,  including  plaintiff's,  and  the  trans- 
fer and  as.signment  by  defendant  company  of  the  assets  representing 
its  legal  reserve  on  such  policies  and  all  other  assets  to  such  other 
company,  showed  a  repudiation  of  its  obligations  and  a  breach  of  its 
contract,  and  stated  a  cause  of  action.  In  an  action  against  a  com- 
pany for  breach  of  contract  in  reinsuring  its  risks  in  another  com- 
pany, it  was  not  necessary  that  the  plaintiff  should  allege  that  the 
defendant  company  failed  to  exact  ample  security  from  the  reinsur- 
ing company  for  the  due  performance  of  its  contract  of  reinsurance. 
— Wolfe  V.  Washington  Life  Ins.  Co.  (N.  Y.  S.  C,  Sp.  Tr.)  :  118 
New  York  Supplement,  599. 

Place  of  Contract — A  New  York  company  issued  a  policy  to 
the  insured,  who  lived  in  Nebraska.  By  the  terms  of  the  policy,  it 
was  not  to  become  effective  until  delivered  to  the  insured  while  in 
good  health  and  the  premium  paid.    The  policy  was  sent  from  New 
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York  to  the  agent,  in  Nebraska,  who  delivered  it  and  collected  the 
first  premium.  Held,  That  the  contract  was  a  Nebraska  contract, 
under  the  rule  of  law,  that,  where  the  parties  are  in  different  juris- 
dictions, the  place  where  the  last  act  is  done  which  is  necessary  to 
give  validity  to  the  contract  is  the  place  where  the  contract  is  en- 
tered into.  The  policy  was  issued  by  a  New  York  company;  there 
was  no  provision  that  the  New  York  laws  should  gofern  it.  It  was 
subject  to  construction  under  the  Nebraska  laws  because  the  con- 
tract was  completed  there.  Held,  That  the  New  York  law  requiring 
written  notice  as  a  condition  to  forfeiture  for  non-payment  of  pre- 
miums did  not  apply.  The  agent  of  an  insurance  company  cannot  by 
oral  contract  with  the  assured  waive  the  express  terms  of  the  policy 
and  extend  the  time  for  a  premium  when  the  policy  provides  that 
none  of  its  terms  can  be  varied  nor  modified  nor  any  forfeiture 
waived  nor  prepiiums  in  arrears  received,  except  by  agreement  in 
writing  signed  by  the  president,  vice-president,  secretary,  or  assist- 
ant secretary. — McElroy  v.  Metropolitan  Life  Ins.  Co.  (Neb.  S.  C.)  : 
122  Northwestern  Reporter,  27. 

Agkkcy — Question  for  Jury  :  Testimony  of  the  officers  of  the 
companies  and  the  records  of  the  companies  showed  that  R  and  C 
neither  as  a  firm  nor  individually  were  their  agents.  As  opposed  to 
this,  the  beneficiary  introduced  testimony  showing  that  the  appli- 
cation was  made  upon  the  solicitation  of  R  The  policy  was  deliv- 
ered to  insured  by  R.  She  executed  her  note  for  the  first  premium 
and  gave  it  to  him.  The  second  and  third  premiums  were  paid 
through  R.  and  C.  At  one  time  when  the  policy  had  lapsed  for  non- 
payment of  premium,  reinstatement  had  been  made  through  R  and 
C.  Comm.issions  had  been  paid  them  for  their  services  in  sending 
the  premiums.  After  the  death  of  the  insured,  applications  for  proof 
of  loss  were  forwarded  by  the  company,  through  R  and  C,  to  the 
family.  Held,  That  it  was  a  question  for  the  jury,  whether  one  of 
usually  careful  and  prudent  business  habits  would  not  have  been 
justified  in  regarding  R  and  C  as  the  agents  of  the  company.  An 
insurance  company  permitting  one  so  t3  act  as  to  justify  a  person 
of  ordinarily  careful  and  prudent  business  habits  to  believe  that  he 
is.  the  company's  agent,  and  accepting  the  benefits  of  transactions 
establishing  agency,  cannot  urge  that  such  a  one  was  not  in  fact  its 
agent.  Where  in  an  action  on  a  life  policy  stipulating  for  extended 
insurance,  the  issues  were  whether  a  third  person  was  the  agent  of 
the  company,  and  whether  he  induced  insured  to  believe  that  a 
failure  to  pay  a  premium  extended  the  hisurance  without  any  action, 
instructions  that  if  the  third  person  did  such  acts  or  rendered  such 
services  as  induced  one  of  ordinarily  prudent  business  habits  to 
regard  him  as  an  agent  of  the  company  and  the  service  rendered 
was  accepted  by  the  company,  and  that,  while  the  service  was  per- 
formed, the  third  person  as  agent  made  to  insured  representations 
as  to  her  right  to  extended  insurance,  the  company  was  liable, 
properly  submitted  issues. — Illinois  Life  Ins.  Co.  et  al.  v.  Wortham 
et  al.  (Ky.  C.  A.)  :    119  Southwestern  Reporter,  802. 
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Maktne  Insurance. 

Contract  for  Payment  of  Average — The  printed  part  of  a 
marine  policy  set  forth  the  risks  insured  against,  and  provided  that 
no  particular  average  should  be  paid  unless  amounting  to  5  per  cent. 
A  typewritten  rider  stated  the  good  insured,  and  that  the  company 
would  pay  particular  average  if  amounting  to  3  per  cent.,  each 
package  to  be  separately  insured,  the  original  sworn  weights  to  be 
taken  as  a  basis  of  settlement,  and  the  company  to  pay  for  loss  of 
weight  in  excess  of  i  per  cent,  on  the  entire  shipment,  ^eld,  That 
the  company  was  liable  for  damages  amounting  to  3  per  cent,  on 
each  package  and  if  there  was  loss  of  weight  in  excess  of  i  per  cent, 
on  the  entire  shipment  the  company  was  liable  for  that,  whether  the 
loss  for  any  particular  package  were  3  per  cent,  or  less,  but  the  lia- 
bility for  the  I  per  cent,  package  was  only  for  the  .particular  risks 
insured  against  and  was  not  absolute  irrcFpective  of  the  cause  of  the 
loss. — Kuh  et  al.  v.  British  America  Assur.  Co.  (N.  Y.  S.  C,  App. 
Div.)  :    114  New  York  Supplement,  268. 

Abandonment — The  policy  provided  that  the  right  of  abandon- 
ment "shall  not  exist  unlesa  the  loss  exceeds  one-half  the  value  of 
the  hull  and  machinery  as  stated  in  the  policy."  In  an  action  on  the 
policy  the  company  questioned  the  right  of  the  insured  to  abandon 
the  vessel.  Held,  That  the  right  of  abandonment,  which  must  be 
exercised  promptly  in  a  case  of  disaster,  does  not  depend  on  the  cer- 
tainty, but  upon  the  high  probability  of  such  loss.  The  right  to 
abandon  a  vessel  must  be  determined  as  of  the  time  of  abandon- 
ment. If  then  good,  the  rights  of  the  parties  are  definitely  fixed, 
and  do  not  become  changed  by  any  subsequent  events,  and  if  not 
good,  subsequent  circumstances  will  not  affect  it,  so  as,  retroactively, 
to  impart  to  it  validity,  which  it  had  not  at  its  origin.  Where  a 
vessel  has  been  abandoned,  evidence  of  efforts  made  and  expenses 
incurred  in  subsequent  release  of  the  vessel  may  be  considered  itnder 
jwoper  restriction,  to  ascertain  the  probabilities  of  conditions  and 
loss  which  were  to  be  apprehended  at  the  stage  of  abandonment. 
An  assured  can  not  be  required  to  abandon  a  vessel  to  the  insurance 
company,  although  the  loss,  actual  and  prospective,  may  exceed  one- 
half  the  value  fixed  in  the  policy;  but  his  right  to  abandon  depends 
upon  the  fact  or  high  probability  of  such  excess,  and  not  upon  what 
he  may  deem  most  to  his  advantage.  Upon  the  que^ion  whether 
there  was  a  high  probability  of  a  constructive  total  loss  of  a  stranded 
vessel,  which  justified  her  abandonment  to  the  insurance  company, 
the  customary  value  of  well-directed  wrecking  services  performed 
in  her 'attempted  rescue  may  be  considered,  although  by  reason  of 
the  conditional  contract  under  which  they  were  rendered  they  were 
not  required  to  be  paid  for.  The  vessel  became  stranded  on  the 
east  shore  of  Lake  Michigan  in  the  latter  part  of  November.  The 
testimony  showed  that  the  danger  of  the  sea  was  very  great  at  that 
season  and  that  wrecking  expeditions  were  not  usually  very  success- 
ful at  such  undertakings  during  the  closed  season  of  navigation.    It 
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was  shown  further  that  immediately  ^fter  the  stranding  wrecking 
expeditions  were  put  to  work  to  release  her.  After  two  such  expe- 
ditions had  failed,  a  third  succeeded  sixty-four  days  after  the 
stranding.  It  was  further  shown  that  the  underwriters  had  ex- 
pended $10,800  to  release  her,  and  damages  to  the  extent  of  $3,300 
was  conceded  as  lost  on  the  outfit  of  the  steamer.  Besides  this,  it 
is  estimated  that  it  would  take  $19,500  to  repair  the  hull.  Held, 
That  the  evidence  was  sufficient  to  sustain  a  iinding  that  there  was 
a  high  probability  that  the  loss,  present  and  prospective,  incident  to 
the  stranding  of  the  vessel,  would  exceed  half  her  insured  value, 
and  warranted  her  abandonment  to  the  msured  company.  Formal 
proof  of  loss  is  not  essential  to  a  recovery  on  a  marine  policy  under 
an  abandonment,  where  the  right  of  abandonment  is  the  only  issue. 
A  policy  of  so-called  "disbursement"  insurance  "against  the  risk  of 
total  or  constructive  total  loss  of  the  vessel  only"  provided  that  "a 
total  and,  or  constructive  total  loss  paid  by  the  insurers  ©n  hull,  to 
be  a  total  loss  under  this  policy."  The  contention  is  in  effect  that 
no  right  of  action  accrues  under  the  policy  until  total  loss  (actual 
or  constructive)  appears,  together  with  its  payment  by  the  "insurers 
on  hull."  Held,  That  it  is  merely  a  provision  for  simplification  of 
proof  in  the  event  stated,  and  not  a  limitation  of  liability,  and  that 
proof  of  the  fact  of  such  loss,  however  established,  authorizes  re- 
covery. A  provision  in  the  printed  form  of  a  marine  policy,  adapted 
to  a  different  kind  of  risk,  that  there  should  be  no  right  of  abandon- 
ment for  a  constructive  total  loss  unless  the  loss  should  exceed  75 
per  cent,  of  the  insured  value.  Held,  Controlled  by  a  rider  which 
plainly,  by  reference  to  other  policies,  gave  the  right  of  abandon- 
ment if  the  loss  exceeded  one-half  such  valuation. — ^Royal  E^^change 
Assur.  V.  Graham  &  Morton  Transp.  Co.  (U.  S.  C.  C.  A.,  7th  Cir.) : 
166  Federal  Reporter,  32. 

Ambiguous  Contract — The  company  delivered  to  tlpt  applicant 
a  memorandum  with  a  "rider"  attached  which  certified  that  it  had 
insured  the  applicant  "under  policy  No.  7522"  against  war  risks  only 
on  a  flour  cargo  shipped  from  Portland,  Ore.,  to  Japanese  ports  on 
the  steamship  Arabia,  In  fact,  the  policy  numbered  7522  or  other- 
wise was  executed  to  plaintiffs.  Held,  That  there  was  a  latent 
ambiguity  in  the  memorandum  as  it  read,  with  its  reference  to  the 
policy,  which  it  was  competent  to  explain  by  parol,  and  that  evi>- 
dence  was  admissible  to  show  a  custom  in  such  cases  that  the  stand- 
ard form  of  policy  in  use  by  the  insurance  company  was  under- 
stood to  be  referred  to  and  to  be  a  part  of  the  contcact,  being  re- 
tained by  the  company  in  its  office,  such  evidence  not  being  ihcon<- 
sistent  with  the  writing. 

The  company  claimed  that  the  insured  had  concealed  material 
facts  concerning  the  risk.  The  court  instructed  the  jury  that  "In 
whatever  aspect  the  question  of  conceahnent  may  be  presented,  it  is 
obviously,  at  last,  no  more  than  the  simple  question,  have  these  un- 
derwriters been  entrapped  or  imposed  upon  or  seduced  into  a  con- 
tract, of  the  force,  extent,  or  incidents  of  which  a  competent  under- 
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standing  can  not  be  imputed  to  them?'*  The  company  claimed  that  . 
this  instruction  was  erroneous  in  that  it  most  strongly  conveyed  the 
impression  to  the  jury  that  a  fraud  in  fact  must  be  contemplated  by 
the  assured.  Held,  That  the  jury  could  not  have  understood  from 
it  that  they  must  tind  that  insured  was  guilty  of  actual  fraud, in 
effecting  the  insurance  in  order  to  justify  them  in  returning  a  ver- 
dict for  the  company  in  the  face  of  the  statement  of  the  court  made 
more  than  once  in  other  parts  of  the  charge:  "That  a  concealment, 
whether  intentional  or  unintentional,  entitles  the  injured  party  to 
rescind  the  contract  of  insurance,"  and  that  "it  is  immaterial  whether 
the  omission  to  communicate  a  material  fact  arises  from  intention, 
indifference  or  mistake,  or  from  it  not  being  present  to  the  mind  of 
the  party  who  should  communicate  it  that  the  fact  was  one  which  it 
was  material  to  make  known." — St.  Paul  F.  &  M.  Ins.  Co.  v.  Balfour 
et  al.  (U.  S.  C.  C.  A.,  9th  Cir.)  :    168  Federal  Reporter,  212. 

Policy — Existing  Insurance:  Where  a  carrier's  marine  policy 
provided  that  it  did  not  cover  or  apply  to  any  goods  or  merchandise 
on  which  there  should  be  any  existing  insurance  by  or  on  account 
of  the  owners  thereof,  the  term  "existing  insurance"  included  any 
other  insurance  during  the  continuance  of  the  risk,  which  was  valid 
and  enforceable,  -and  was  not  limited  to  insurance  by  the  owner  ex- 
isting at  the  time  the  carrier's  policy  attached.  Where  a  carrier's 
marine  policy  contained  a  contract  limitation  of  actions  thereon  of 
one  year,  and  suit  was  not  brought  by  the  carrier  for  the  loss  sus- 
tained until  after  the  year  had  expired,  the  action  was  barred, 
though  defendant  had  agreed  to  bear  part  of  the  loss  and  had  not 
refused  to  pay  under  such  clause,  and  the  amount  of  the  carrier's 
liability  to  the  owner  of  the  property  was  not  adjudicated  until  after 
the  year  expired. — Lehigh  Valley  R.  Co.  v.  Providence- Washington 
Ins.  Co.  (U.  S.  S.  C.  N.  Y.)  :  167  Federal  Reporter,  223. 

Policy — Construction  :  The  policy  exempted  the  insurance 
company  from  loss  caused  by  the  bursting  of  the  boilers  "unless  the 
same  be  caused  by  unavoidable  external  violence."  Held,  That  such 
"external  violence"  is  external  to  the  vessel  and  not  merely  external 
to  the  boiler.  Where,  in  an  action  on  a  marine  policy  exempting 
the  insurance  company  from  liability  for  loss  by  the  bursting  of  the 
boilers,  unless  caused  by  external  violence,  there  was  no  evidence 
on  which  an  expert  could  base  his  opinion  that  a  boiler  explosion 
was  due  to  violence  external  to  the  vessel,  the  opinion  of  the  expert 
as  to  the  cause  of  the  explosion  was  immaterial. — Quackenboss  et  al. 
v.  Ins.  So.  of  North  America  (Miss.  S.  C.)  :  50  Southern  Reporter, 
444. 

Assignment  of  Rights  Against  Wrong-Doer — The  cargo  was 
insured  against  loss.  The  insurance  company  took  an  assignment 
from  the  insured  for  any  claims  that  might  arise  in  his  favor  at  all, 
in  the  right  of  its  assignor,  and  not  by  contractual  relation  springing 
from  the  contract  of  insurance. 
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It  is  the  duty  of  the  owner  of  a  vessel  receiving  cargo  for  trans- 
portation to  proceed  without  unnecessary  deviation  or  delay  in  the 
course  agreed  upon  in  the  contract,  or  if  none  be  designated  in  the 
customary  or  usual  track  of  sea,  to  the  port  of  delivery. 

The  placing  of  a  vessel  in  dry  dock  after  she  had  received  cargo 
on  board  for  the  voyage,  for  the  purpose  of  piinting  her  bottom 
when  that  was  not  a  maritime  necessity,  constituted  a  deviation 
from  the  voyage,  which  rendered  the  vessel  liable  for  a  loss  of  cargo 
by  fire  while  she  was  so  in  the  dry  dock,  in  the  absence  of  affirma- 
tive proof  that  the  deviation  was  not  a  contributing  cause;  the  rule 
of  some  courts  that  mere  delay  does  not  render  a  carrier  liable  for 
a  loss  of  goods  of  which  the  delay  was  not  the  proximate  cause  being 
limited,  and  not  applicable  to  a  case  of  positive  breach  of  contract 
by  deviation  which  makes  the  carrier  an  insurer  against  any  loss  re- 
sulting directly  or  indirectly. — The  Indrapura  (U.  S.  D.  C,  Ore.): 
171  Federal  Reporter,  929. 

Forfeiture — By  the  terms  of  the  policy,  the  vessel  was  re- 
stricted in  her  course  of  navigation  to  certain  waters.  A  voyage 
was  made  to  a  port  ouside  of  these  limits.  Held,  That  this  voyage 
was  a  deviation,  and  for  the  loss  occurring  while  making  such  devia- 
tion there  could  be  no  recovery.  The  policy  restricted  the.  course 
of  navigation  to  certain  waters.  The  owners  wished  to  send  the 
vessel  to  a  port  outside  of  these  limits,  and  called  on  the  general 
agents  of  the  company  to  ask  if  she  vould  be  covered  by  the  in- 
surance in  this  voyage.  They  were  informed  that  it  would  be  cov- 
ered by  the  insurance.  The  agent  testified  as  to  the  conversation, 
but  said  that  he  stated  to  the  owners  that  there  would  be  a  small 
additional  premium,  depending  on  the  ports  to  be  made.  There 
was  no  additional  premium  paid,  but  the  owners,  relying  upon  the 
belief  that  the  vessel  was  protected,  dispatched  her  into  these  new 
waters.  Held,  That  whether  the  company  had  permitted  this  devia- 
tion was  a  question  for  the  jury.  There  was  no  provision  in  the 
policy  requiring  Jhat  any  modification  thereof  should  be  in  writing, 
nor  did  the  statute  of  the  state  provide  that  a  modification  of  such 
a  contract  be  in  writing.  The  insured  claimed  that  the  policy  was 
modified,  by  parol  agreement,  so  as  to  permit  the  vessel  to  make  a 
port  outside  of  its  course  of  navigation  as  named  by  the  policy. 
The  company  contended  that  the  written  policy  could  not  be  modi- 
fied by  parol.  Held,  That  a  modification  by  parol  agreement  was 
valid. 

The  policy  restricted  the  course  of  navigation  to  certain  waters. 
The  owners,  wishing  to  send  the  insured  vessel  to  a  port  outside 
of  these  limits,  asked  the  general  agents  if  the  insurance  would 
cover  her  while  on  this  voyage.  They  informed  the  insured  that  it 
would.  The  voyage  was  made,  but  while  in  these  waters  the  vessel 
was -lost.  In  the  trial  of  the  suit  on  the  policy  the  company  objected 
to  evidence  tending  to  show  modification  of  the  written  agreement, 
upon  the  ground  that  the  action  was  based  upon  a  written  contract, 
and  not  upon  a  modified  contract,  and  tor  the  further  reason  that 
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the  moditication  claimed  was  an  attempt  to  vary  the  terms  of  a 
written  contract.  Held,  That  the  modification  was  a  subsequent 
contract,  and  not  a  variation  of  the  terms  of  the  original  written 
contract,  and  the  rule  that  parol  evidence  is  not  admissible  to  con- 
tradict or  vary  the  terms  of  a  written  contract  does  not  apply  to  a 
subsequent  modification  or  waiver  of  the  terras  of  the  written 
contract.  The  policy  restricted  the  course  of  navigation  to  certain 
waters.  The  general  agents  of  the  company  had  knowledge  that  the 
vessel  had  made  a  port  outside  of  the  course,  and  had  made  no 
objection,  but  afterwards  received  three  payments  of  premium  under 
the  policy.  They  had  also  stated  that  she  was  covered  by  the  insur- 
ance. After  her  destruction,  while  in  these  waters,  proof  of  loss  was 
received,  and  the  statement  made  that  they  had  no  doubt  but  what 
the  loss  would  be  paid.  Held,  To  show  a  waiver  of  the  conditions 
of  the  policy. — Norris  et  al.  v.  China  Traders'  Ins.  Co.  (Wash.  S.C.)  : 
100  Pacific  Reporter,  1025. 

V 

Miscellaneous  Insurance. 

Rent  Insurance — Measure  of  Recovery  :  The  policies  insured 
against  loss  of  rents.  They  provided  that  in  event  of  the  destruction 
of  the  buildings  by  fire,  the  insured  would  "rebuild  in  as  short  time 
as  the  nature  of  the  case  will  admit,"  and  limited  the  company's 
liability  to  the  actual  loss  caused  by  fire,  specifically  excepting  "loss 
occasioned  by  ordinance  or  law  regulating  construction  or  repair  of 
buildings,  or  by  interruption  of  business,  manufacturing  processes, 
or  otherwise."  After  the  fire,  city  ordinances  were  passed  relocating 
street  lines,  which  delayed  the  issuing  of  building  permits.  Held, 
That  the  company  was  not  liable  for  rents  during  this  delay.  Under 
a  policy  insuring  rents,  but  requiring  insured  to  rebuild  as  soon  as 
the  nature  of  the  case  would  admit,  and  providing  that  insurer 
should  not  be  liable  for  loss  caused  by  "interruption  of  business," 
the  company  is  not  liable  for  loss  of  rent  from  interruption  oi  busi- 
ness caused  by  delays  in  rebuilding  resulting  from  ^he  fall  of  debris 
of  the  fire  throughout  the  burnt  district.  Under  a  policy  insuring 
rents,  but  requiring  insured  to  rebuild  as  soon  as  the  nature  of  the 
case  would  admit,  it  must  be  presumed,  in  the  absence  of  proof  to 
the  contrary,  that  insured  took  possession  of  the  premises  to  re- 
build as  soon  after  the  fire  as  possible.  After  the  destruction  of  the 
property  the  company  paid  into  court  what  it  then  admitted  was  due 
to  the  insured  on  account  of  the  loss  of  rents.  It  afterwards 
claimed  that  there  was  not  sufficient  legal  evidence  to  show  that 
there  was  any  actual  loss,  and  denied  that  the  insured  could  recover 
more  than  nominal  damages.  Held,  That  the  act  of  the  company  in 
making  payment  into  court  estopped  it  to  deny  its  liability  for  less 
than  that  sum. — Palatine  Ins.  Co.  v.  O'Hrien  (Md.  C.  A.)  :  71  At- 
lantic Reporter,  775. 

Burglary  Insurance — Construction:  The  policy  indemnified 
against  loss  of  money  from  safes  or  vaults  abstracted  "by  the  use 
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of  tools  or  explosives  directly  upon  the  outside  thereof."  The  evi- 
dence showed  that  the  money  was  place*!  in  the  safe,  the  inner  door 
locked  and  the  combination  of  the  outer  door  turned.  On  the  return 
of  the  tx>okkeeper,  she  found  the  outer  door  closed,  but  the  handles 
turned;  the  inner  door  was  unlocked  and  a  strange  key  was  found 
in  the  lock;  the  money  was  missing.  Held,  That  the  loss  was  not 
within  the  terms  of  the  policy. — Brill  v.  Metropolitan  Surety  Co.  (N. 
Y.  S.  C,  App  Tr.)  :    1x3  New  York  Supplement,  476. 

Unincorporatfd  Association — Though  an  action  at  law  may 
be  brought,  a  court  of  equity  will  take  jurisdiction  of  a  suit  to 
enforce  payment  of  a  fire  policy  issued  by  an  unincorporated  associa- 
tion composed  of  corporations,  firms  and  individuals,  for  the  pur- 
pose of  issuing  insurance  policies  to  its  members  on  the  mutual  plan, 
because  the  remedy  in  equity  is  more  adequate,  the  procedure  in 
equity  being  peculiarly  adapted  to  enforce  the  performance  of  any 
personal  act  required  of  the  manager  or  committee  of  the  associa- 
tion to  obtain  satisfaction  of  the  decree.  The  agent  of  an  unincor- 
porated mutual  fire  association,  whose  plan  was  to  insure  its  mem- 
bers against  loss  by  fire  at  a  rate  of  15  per  cent,  less  than  what  was 
charged  by  other  insurance  companies,  agreed  to  insure  property  at 
a  flat  rate,  lower  than  the  usual  basis  rate,  and  to  deduct  the  cus- 
tomary 15  per  cent.  The  policies  were  is.sued  at  this  rate  and  were 
renewed  from  time  to  time  on  the  same  conditions.  There  was 
inquiry  made  in  each  letter  inclosing  the  renewal  policies  as  to  the 
rates  of  insurance  companies  where  the  pioperty  was  located,  but  no 
answers  were  made  concerning  this.  The  association  did  not  cancel 
the  policies.  Held,  That  the  insurance  was  not  based  on  the  system 
of  the  association,  t>ut  upon  a  special  contract,  and  as  they  had  not 
been  canceled,  the  association  was  estopped  to  deny  their  validity. 

The  policy  provided  that  "$150,000  total  concurrent  insurance 
permitted."  The  insured  carried  $160,000,  including  the  policies  in  the 
defendant  company.  The  company  sought  to  avoid  full  liability  on 
the  ground  that  the  property  was  over-insured.  Held,  That  "con- 
current," as  used  in  the  policies,  means  running  with,  and  it  would 
not  be  a  strained  or  unnatural  construction  to  say  that  the  parties 
meant  $150,000  of  other  insurance  running  with  these  policies.  The 
claim  of  insured  ai^ainst  a  water  compmy  for  its  failure  to  furnish 
sufficient  water  or  pressure  was  compn^mised.  Insured  acted  in 
good  faith,  and  the  compromise  was  made  by  attorneys  acting  for 
the  companies.  Held,  That  a  company  could  not  defeat  a  recovery 
on  its  policy  on  the  ground  that  insured  had  released  the  water 
company  from  liability,  and  had  thereby  prevented  subrogation. — 
Parkhurst-Dnvis  Mercantile  Co  v.  Aferchant  Underwriters  at  the 
Indemnity  Exchange  et  al.  (111.  S.  C.) :  86  Northeastern  Reporter, 
1062. 

Fire  Insurance  Patrol — Defendant,  an  association  organized 
under  Act  No.  115,  p.  186,  of  IQ02,  composed  oi  insurance  companies 
doing  business  in  New  Orleans,  and  having  authority  to  maintain 
a  corps  of  men  and  suitable  apparatus  to  save  life  and  property  at 
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and  after  fires,  and  which  is  supported  hy  assessments  levied  on  all 
persons,  natural  or  artificial,  engaged  in  the  fire  insurance  business 
in  sai<l  city,  is  a  private  association,  whose  main  purpose,  as  appears 
from  a  reasonable  construction  of  the  law  under  which  it  is  estab- 
lished, is  to  minimize  the  losses  and  promote  the  pecuniary  interests 
of  its  members,  and  is  neither  a  public  corporation  nor  a  public 
charity,  and  it  is  liable  in  damages  for  injuries  sustained  by  a  mem- 
ber of  the  fire  department,  engaged  in  the  discharge  of  his  duties,  as 
the  result  of  the  negligence  of  its  servants  in  driving  one  of  its 
vehicles  through  the  streets  of  the  citv  ;  and  this  notwithstanding 
that  the  statute  referred  to  includes  the  saving  of  life  among  the 
purposes  for  which  such  associations  may  be  established,  and  pro- 
hibits them  from  charging  for  their  services  or  from  distinguishing 
between  insured  and  uninsured  property. — Coleman  v.  Fire  Ins. 
Patrol  of  New  Orleans  (La.  S.  C.)  :    4S  Southern  Reporter,  130. 

Indemnity  Contract — Right  to  Recover:  A  water  company 
having  agreed  to  furnish  a  city  with  sufficient  water  pressure  to 
extinguish  fires,  which  it  failed  to  do,  causing  the  destruction  of  the 
city's  market  house,  the  city  brought  suit  therefor,  which  was  settled 
by  the  city  taking  over  the  water  company's  plant  and  agreeing  to 
reimburse  the  insurance  companies  to  the  amount  of  $100,000.  Thj 
original  contract  between  the  city  and  the  water  company's  assignor, 
giving  it  exclusive  right  to  furnish  water,  was  invalid  as  creatmg  a 
monopoly.  Held,  That,  by  reason  of  the  illegality  in  the  contract 
betw^een  the  water  company  and  the  city,  the  insurance  companies 
could  not  recover  upon  it  by  reason  of  subrogation  or  substitution 
to  the  rights  of  the  city,  but  they  couM  recover  the  money  vhich 
was  alleged  to  have  been  paid  to  the  citv  lor  their  benefit. — Hartford 
Fire  Ins.  Co.  et  al.  v.  City  of  Houston  tt  al.  (Texas  S.  C.) :  116 
Southwestern  Reporter,  36. 

Title  Insurance — Indemnity  Bond:  The  trust  company  con- 
tracted to  insure  the  title  of  mortgagees  v/ho  furnished  money  to  be 
used  by  a  builder  in  building  62  houses  on  land  owned  by  him,  and 
of  purchasers  of  such  houses,  to  protect  from  defaults  of  the  owner 
in  the  building  operation  and  from  liens.  The  owner,  with  the 
indenmity  company  as  surety,  executed  a  bond  to  the  trust  company 
to  indemnify  it  against  loss  on  any  politics  it  might  isrue.  including 
any  sums  it  might  advance  for  material  and  labor  for  the  comple- 
tion of  the  buildings  and  improvements.  The  indemnity  company 
knew  that  the  trust  company  was  to  hrindle  and  pay  out  the  fund 
used  in  the  entire  building  operations,  and  that  sub-contracts  had 
been  let  for  parts  of  the  work  covering  all  of  the  houses.  Held,  That 
the  indemnity  company's  liability  was  not  restricted  to  losses  incurred 
by  the  trust  company  on  the  particular  houses  on  which  it  had 
actually  issued  policies,  but  extended  to  the  entire  operation,  which 
it  had  contracted  to  see  completed. 

Over-payments  made  to  subcontractors  on  vouchers  indorsed  by 
the  indemnity  company's  principal  in  the  bond,  or  changes  in  the 
plans  made  by  him,  did  not  release  it  from  liability ;  the  purpose  of 
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the  bond  having  been  to  indemnify  the  trust  company  from  loss  by 
reason  of  its  insuring  against  his  defaults.  The  trust  company 
which  had  issued  policies  guaranteeing  the  title  of  a  number  of  lots 
upon  which  houses  were  being  constructed,  took  the  bonds  of  certain 
sub-contractors  as  additional  security.  The  indemnity  compan> 
claims  that  the  failure  of  the  trust  company  to  collect  on  the  bonds 
of  these  sub-contractors  precluded  it  from  holding  the  indemnity 
company  on  its  bond.  Held,  That  the  bonds  of  the  sub-contractors 
were  matters  entirely  outside  the  bond  of  indemnity  and^the  failure 
to  collect  them  had  no  effect  on  the  liability  of  the  indemnity  com- 
pany.— Equitable  Trust  G).  v.  Aetna  Indemnity  Co.  (U.  S.  C.  C. 
Pa.) :     i6i8  Federal  Reporter,  433. 

Service  of  Process — Statute:  N.  Y.  Gv.  G)de  of  Proc,  Sec. 
431,  provides  that  service  of  process  may  be  had  on  a  domestic  cor- 
poration by  delivering  the  summons  to  the  cashier  or  treasurer. 
Under  a  merger  agreement,  the  domestic  company  transferred  all 
of  its  books,  records  and  securities  to  a  foreign  company,  and  the 
company's  principal  offices  were  then  removed  to  the  other  state. 
For  the  purpose  of  collecting  premiums  an  office  was  maintained  in 
the  home  state,Mhe  collector  signing  as  "cashier."  Held,  That  service 
on  the  acting  cashier  was  valid  service  on  the  company.  N.  Y.  Civ. 
Code  of  Proc,  Sec.  432,  provides  that  service  of  process  may  be  had 
on  a  foreign  company  by  delivering  the  summons  to  the  managing 
agent  of  the  company.  The  company  had  not  at  the  time  any 
designated  agent  in  the  state,  but  owned  property  therein,  which 
was  under  the  general  supervision  of  one  M.,  who  collected  and 
transmitted  all  rents  to  the  company,  and  who  was  in  full  control 
of  their  entire  property  within  the  state.  Held,  That  he  was  a  "man- 
aging agent''  within  the  meaning  of  the  statute,  and  service  upon 
him  would  be  valid  service  on  the  company.  A  policyholder  of  a 
mutual  life  insurance  company  can  sue  to  restrain  the  transfer  of 
the  assets  of  the  company  to  a  corporation  doing  business  without 
the  state,  as  such  policyholder  has  a  quasi  ownership  in  such  assets. 
A  transfer  of  the  assets  of  a  mutual  life  insurance  company  to  a 
foreign  corporation  for  an  inadequate  consideration  will  be  re- 
strained and  a  receiver  appointed  pendente  lite  to  preserve  such 
assets. — Russell  v.  Pittsburgh  Life  &  Trust  Co.  et  al.  (N.  Y.  S.  C, 
Sp.  Tr.)  :    115  New  York  Supplement,  950. 

Insolvent  Company — Where,  after  the  appointment  of  a  re- 
ceiver for  an  insurance  company,  an  agreement  was  effected  by 
which  the  creditors  agreed  to  accept  30  per  cent,  of  their  claims  in 
full,  such  agreement  should  be  treated  as  a  distribution  of  the  in- 
surance company's  assets,  and  not  a  compromise  by  the  insurance 
company  itself,  in  so  far  as  it  affected  reinsurance  of  the  company's 
risks.  The  term  "double  insurance"  means  an  insurance  of  the 
same  interest,  and  is  entirely  different  from  "reinsurance,"  which  is 
a  contract  of  indemnity  to  the  person  or  corporation  reinsured  for 
the  whole  loss  sustained  in  respect  to  the  subject  of  the  insurance 
to  the  extent  to  which  he 'is  reinsured.      Where,  after  an  insurance 
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company  became  insolvent  as  the  result  of  a  Bre  andia  receiver  had 
been  appaifited,  its  creditors  ag:reed  to  accept  30  per  cent,  of  their 
prpved  claims  in  full  settlement,  reinsurers  of  the  insolvent  com- 
pany's risks  were  not  thereby  relieved  of  70  per  cent,  of  the  loss  sus- 
tained under  the  reinsured  policies,  but  were  liable  for  the  full 
atnotmt. — Providence- Washington  Fire  Ins.  Co.  et  al.  v.  Atlanta- 
Birmingham  Fire  Ins  So.  et  al.  (U.  S.  C.  C.  Ga.)  :  166  Federal 
Reporter,  548. 

Mutual  Fire  Insurance — Powers  W  Officers  :  The  powers 
of  the  officers  of  a  domestic  mutual  Hre  insurance  company  are  more 
limited  than  those  possessed  by  like  officers  of  stock  companies.  A 
mutual  fire  insurance  company  organized  under  the  laws  of  this 
state  is  an  association  of  individuals  to  provide  mutual  relief  in  case 
of  loss  by  fire.  All  policyholders  are  members,  and  each  one  has 
the  same  proportionate  interest  that  every  other  member  possesses, 
and  is  liable  to  the  same  proportionate  extent.  The  members  of 
a  mutual  fire  insurance  company  organized  under  the  laws  of  North 
Dakota  are  all  entitled  to  the  same  treatment,  and  the  officers  of 
such  a  corporation  cannot  favor  one  member  at  the  expense  of  his 
fellow-members,  as  this  would  contravene  the  principle  of  n\utuality 
which  is  at  the  foundation  of  mutual  insurance.  The  statutes  un- 
der which  a  domestic  mutual  fire  insurance  company  is  organized, 
its  articles  of  incorporation  or  charter,  and  by-laws  all  enter  into 
the  contract  of  insurance,  and  are  binding,  npt  only  on  the  organiza- 
tion, but  on  each  member  thereof.  While  the  officers  of  a  domestic 
mutual  fire  insurance  company,  the  by-laws  of  which  are  required 
by  law  to  be  adopted  by  a  vote  of  the  members,  may  waive  many 
irregularities,  they  have  no  power  to  waive  any  matter  of  substance 
contained  in  such  by-laws,  and  it  is  accordingly  Held,  That  the  secre- 
tary of  such  a  corporation  has  no  power  to  waive  definite  terms  of 
its  by-laws  which  provide  under  what  circumstances  and  for  what 
time  credit  may  be  given  members  for  premiums  or  assessments,  or 
to  give  such  credit  in  any  other  manner  than  that  provided  by  such 
by-laws.  A  section  of  the  by-laws  of  a  domestic  fire  insurance 
company  which  was  printed  upon  the  policy  in  suit  provided  that,  if 
the  premium  should  remain  unpaid  for  thirty  days  after  the  taking 
effect  of  the  policy,  such  policy  should  be  and  remain  suspended 
until  the  payment  by  the  policyholder  and  the  receipt  and  acceptance 
by  the  company  of  such  premium,  and  that  during  such  period  the 
policy  should  be  unenforceable  and  the  company  not  liable  thereon, 
and  that,  if  it  remained  suspended  for  sixty  days,  it  should  be  can- 
celed without  notice.  In  this  case  no  premium  was  ever  paid,  and 
the  policy  w«is  canceled  as  required  by  such  by-laws.  Held,  That  the 
holder  of  such  policy  cannot  recover  for  loss  occurring  after  the 
expiration  of  such  period  and  the  cancellation  of  the  policy,  and 
before  payment  of  premium. — J.  P.  I-^mb  &  Co.  v.  Merchants'  Nat. 
Mut.  Fire  Ins.  Co.  (N   D.  S.  C.)  :    itq  Northwestern  Reporter,  1048. 

Agency  Contract — A  contract  by  a  life  insurance  company, 
whereby  it  turns  over  its  property  and  business  to  a  rival  company 
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and  incapacitates  itself  to  continwe  its  insuratice  business,  is  not  a 
breach  of  a  contract  of  appointment  of  agents  which  contains  no 
agreement  fixing  the  time  such  appointment  shall  continue.  By  the 
terms  of  the  contract  of  agency,  the  agents  were  entitled  to  renewal 
commissions  after  the  termination  of  the  contract  on  the  renewal 
premiums  "as  collected  by  the  company."  The  company  turned  over 
all  of  its  business  and  property  Ho  another  company,  thereby  dis- 
abling itself  from  collecting  the  future  renewal  premiums.  Held, 
That  the  contract  of  reinsurance  was  not  an  inticipatory  breach  of 
the  agreement  with  its  agents,  as  the  agency  contract  rationally  con- 
strued, only  required  that  the  renewal  commissions  should  be  paid 
on  the  renewal  premiums  actually  paid.  There  was  no  provision 
in  the  contract  of  agency,  as  to  how  long  it  was  to  continue.  It 
was  stipulated,  however,  that  upon  the  failure  of  the  agent  to  .trans- 
mit due  or  demand  funds  within  thirty  days,  upon  the  termination 
of  the  company's  right  to  do  business  in  that  state,  and  upon  thirty 
days'  notice  for  just  and  reasonable  cause,  the  contract  could  be 
terminated.  The  agents  contend  that  the  failure  of  the  contract  to 
state  the  period  of  its  duration,  rendered  it  permanent  by  implica- 
tion. Held,  That  a  contract  of  agency  is  presumed  to  be  at  will  un- 
less otherwise  stated.  The  right  of  an  insurance  company  to  man- 
age its  business,  to  determine  the  term  of  its  continuance,  whether 
or  not  and  when,  if  at  all,  it  will  reinsure  its  risks,  turn  over  its 
business  to  another  company,  and  cea.se  to  carry  it  on,  is  vital  to  its 
existence,  success,  and  the  due  exercise  of  its  corporate  power,  and 
it  is  impliedly  reserved  in  contracts  of  agency  which  contain  no 
agreements  to  the  contrary.  The  exercise  of  this  right  and  the  con- 
sequent termination  of  the  agency  is  no  breach  of  a  contract  of 
agency  which  contains  no  agreement  forbidding  or  limiting  the  ex- 
ercise of  this  right.  The  presumption  of  the  reservation  of  the 
right  of  an  insurance  company  to  terminate  its  business  is  superior 
to  the  implication  that  the  contract  of  the  company  with  its  agents 
was  a  permanent  contract. — Moore  ct  al.  v.  Security  Trust  &  Life 
Ins.  Co.(  U.  S.  C.  C.  A.f  8th  Cir.)  :    168  Federal  Reporter,  496. 

Fidelity  Insurance — Estoppel:  As  the  making  of  certificates 
by  a  bank  cashier,  for  the  renewal  of  a  bookkeeper's  bond,  that  the 
bookkeeper's  books  and  accounts  had  been  examined  and  found  cor- 
rect as  an  act  which  he  might  properly  have  been  authorized  to  do 
by  the  board  of  directors,  and  where,  on  a  defalcation  being  dis- 
covered, the  cashier,  acting  in  behalf  of  the  bank,  presented  the 
claim  against  the  surety,  a  finding  was  warranted  that  the  cashier  \ 
had  authority  to  make  the  certificates,  and  that  his  action  in  so 
doing  was  binding  on  the  bank.  Where,  had  an  effective  audit  of  a 
bank  bookkeeper's  accounts  been  made  by  the  bank  at  any  time 
during  any  one  of  the  years  in  which  shortages  occurred,  or  had 
any  examination  which  included  a  comparison  of  the  aggregate 
footings  of  the  individual  ledger  with  those  of  the  general  ledger 
been  made,  it  would  have  shown  the  discrepancy,  and  a  careful 
scrutiny  would  have  revealed  the  fraudulent  practices  of  the  book- 
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keeper,  and  the  trial  balances,  as  taken  from  the  ledger  and  pre- 
sented from  time  to  time  by  the  bookkeeper,  were  out  of  balance, 
and  the  errors  allowed  to  go  uncorrected,  a  finding  was  demanvled 
that  certificates  by  the  bank  cashier,  to  procure  renewals  of  the 
bookkeeper's  bond,  that  his  accounts  had  been  examined  and  found 
correct  were  false,  relieving  the  surety,  which  relied  thereon,  of  lia- 
bility. In  an  action  on  a  bank  bookkeeper's  bond  to  recover  a  de- 
falcation, evidence  as  to  the  entries  made  by  the  bookkeeper  in  the 
bank  books,  and  as  to  the  character  of  the  examination  of  his  ac- 
counts by  the  board  of  directors,  and,  with  respect  to  certificates  by 
the  cashier  to  produce  renewals  of  the  bookkeeper's  bond,  that  his 
accounts  had  been  examined  and  found  correct,  was  properly  ad- 
mitted.— National  Bank  of  Tarentum  v.  Equitable  Trust  G).  of  Pitts- 
burg (Pa.  S.  C.)  :    72  Atlantic  Reporter,  794. 

Fidelity  Insurance — Where  a  bond  indemnifying  an  employer 
against  loss  by  larceny  or  embezzlement  of  an  employe  described 
him  as  a  collector  and  ticket  distributor,  and  the  original  statement 
of  the  employer  and  its  annual  certificates  thereafter  conclusively 
show  that  it  was  not  the  intention  o£  the  parties  that  the  employe's 
duties  should  be  limited  to  such  positions,  and  the  surety  company 
continued  to  accept  premiums  thereon  from  year  to  year  for  a 
number  of  years,  it  could  not  avoid  liability  on  the  grouml  that  the 
employe  had  been  given  additional  duties,  unless  it  could  show  that 
such  extra  duties  were  the  cause  of  the  defalcation  or  led  to  the 
same.  Where  a  policy  indemnifying  against  default  of  an  employe 
did  not  provide  that  the  duties  of  the  employe  should  be  limited  to 
certain  lines,  and  should  not  thereafter  be  changed,  the  statement 
in  the  application  for  the  policy  that  the  employe  was  a  collector 
and  ticket  distributor  was  a  representation  only,  and  not  a  guaranty 
that  the  employe  should  not  be  given  additional  duties.  In  an 
action  on  a  policy  of  indemnity  against  default  of  an  employe,  an  in- 
struction that  the  burden  of  proof  rested  on  the  insured  to  show 
that  the  employe  collected  money  belonging  to  the  insured  for  which 
he  failed  to  account,  and  another  instruction  imposing  on  the  insur- 
ance company  the  burden  of  showing  an  affirmative  defense  that  the 
money  alleged  to  have  been  embezzled  was  not  embezzled,  but  was 
used  by  the  employe  while  acting  as  a  solicitor  of  business  for  in- 
sured, were  not  conflicting.  In  an  action  on  a  policv  indemnifying 
against  embezzlement  or  larceny  by  an  employe,  a  preponderance  of 
evidence  as  to  the  embezzlement  or  larceny  is  sufficient.  Where 
there  is  nothing  in  the  application  for  insurance  against  default  by 
an  employe,  nor  in  the  bond  issued  requiring  the  employer  to  make 
continuous  effort  in  investigating  as  to  the  habits  and  character  of 
the  employe,  he  cannot  be  held  to  such  duty. — Fidelity  &  Deposit  Gj. 
V.  Colorado  Ice  &  Storage  Co.  (Colo.  S.  C.)  :     103  Pacific  Reporter, 

383. 

Indemnity  Insurance — Forfeiture:  A  written  statement 
made  by  an  employer  to  a  bonding  company,  to  the  effect  that  the 
accounts  of  applicant's  cashier  have  been  examined  upon  a  certain 
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date,- and  were  found  to  be  correct,  with  cash  and  securities  on  hand 
to  balance,  which  statement  is  intended  to  and  docs  enter  into  a 
contract  between  said  parties  indemnifying  the  employer  against 
said  cashier's  dishonesty,  and  ii^diices  the  execution  thereof,  is  in  the 
nature  of  a  warranty,  and,  if  false  in  a  material  part,  will  defeat  re- 
covery on  the  bond  for  the  delinquency  of  such  employe. — Sunder- 
land Roofing  4  Supply  Gj.  v.  United  States  Fidelity  &  Guaranty  Co. 
(Neb.  S.  C.) :     122  Northwestern  Reporter,  25. 

Employers'  Liability  Company — Maintenancf:  An  employ- 
ers* liability  company  in  a  policy  indemnifying  an  employer  against 
loss  for  injuries  for  employes,  has  such  an  interest  in  a  suit  against 
the  employer  for  injuries  to  an  employe  as  justifies  it  aiding  in  the 
defense,  and  so  doing  does  not  make  it  liable  for  maintenance.  A 
policy  indemnifying  in  part  an  employer  against  loss  for  injuries  to 
employes  is  not  void  as  contrary  to  public  policy,  but  is  valid  be-  ' 
cause  it  does  not  lessen  the  employer's  liability  but  increases  his 
means  of  meeting  it.  A  clause  in  a  policy  indemnifying  an  em- 
ployer against  loss  for  injuries  to  employes,  which  permits  the  in- 
surance company  to  take  charge  of  an  action  against  the  employer 
for  injuries  to  an  employe  and  forbids  settlement  as  thp  initiative 
of  the  employer,  relates  only  to  the  liability  of  the  company  to  the 
employer,  and  does  not  forbid  a  settlement  with  the  injured  em- 
ploye, provided  the  employer  takes  such  course  independently  of  his 
contract.  An  employe  recovered  judgment  against  his  employer 
for  personal  injuries,  and  the  same  was  entitled  by  an  agreement  of 
parties  by  which  the  employer  paid  the  employe  a  specified  sum  in 
full  satisfaction.  The  company  in  a  policy  indemnifying  the  em- 
ployer against  loss  for  injuries  to  employes  participated  in  defending 
the  action,  and  knew  of  the  se^lement,  and  with  employes*  knowl- 
edge furnished  the  money  with  which  the  judgment  was  ^satisfied. 
The  employer  at  the  time  was  insolvent.  Held,  That  the  settltMnent 
was  a  bar  to  an  action  by  the  employe  against  the  compaiiy  for 
maintenance. — Breeden  v.  Frankfort  Marine,  Ace.  &  Plate  Glass  Ins. 
Co.  (Mo.  S.  C.)  :    119  Southwestern  Reporter,  576. 

Fidelity  Insurance — Construction:  The  bond  insured  the 
bank  against  loss  caused  by  fraud  and  dishonesty  of  its  cashier. 
The  original  bond  was  issued  for  the  term  of  one  year;  the  renewals 
were  issued  upon  the  same  conditions.  After  default  of  the  cashier, 
.suit  was  brought  on  the  bond,  the  bank  alleging  "that  the  said 
Powell,  while  cashier  and  acting  as  such,. did,  prior  to  the  ist  day 
of  October,  1907,  and  during  the  life  of  said  bond,  fraudulently  and 
dishonestly  withdraw  and  take  of  the  funds  of  the  bank,"  etc.;  but 
there  is  no  specific  allegation  in  the  declaration  that  the  actr  done 
were  done  "during  the  continuance  of  said  term,  or  any  renewal 
thereof,  and  discovered  during  said  continuance,  or  any  renewal 
thereof,  or  within  six  months  thereafter,"  which  embraced  the  period 
of  time  fixed  by  the  bond  or  renewal  covering  the  period  when  the 
act  was  committed.    Held,  That  these  bonds  are  separate  and  dis- 
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tinct  contracts,  and  do  not  constitute  a  continuing  bond.  Each  bond 
is  liable  for  such  losses,  and  only  such  losses,  as  occur  during  its 
separate  life,  which  is  fixed  by  the  contract  for  one  year  each,  and 
discovered  during  the  continuance  or  renewal,  or  within  six  months 
after  the  expiration  of  the  year,  but  always  limiting  the  right  of  re- 
covery to  losses  which  actually  happen  within  the  life  of  the  par- 
ticular bond.  Since-  it  is  our  view  that  the  original  contract  and 
each  of  the  renewals  of  same  are  separate  and  distinct  contracts, 
and  not  one  continuous  contract  of  guaranty,  it  follows  that  the 
declaration,  in  order  to  show  liability,  must  declare  on  the  particular 
bond  or  renewal  current  at  the  time  of  the  loss,  and  further  allege 
that  the  loss  was  discovered  within  six  months  of  th^  expiration  of 
the  bond,  or,  in  case  the  party  insured  has  died,  been  dismissed,  or 
retired,  then  within  six  months  from  the  death,  dismissal,  or  retire- 
ment, as  the  case  may  be. — United  States  Fidelity  &  Guarantee  Co. 
V.  Williams  (Miss.  S.  C.) :    49  Southern  Reporter,  742. 

Rent  Insurance — Statute:  Under  Civ.  Code  Cal,  Sees.  2527, 
2.S5J»  2558,  defining  insurance  as  a  contract  whereby  one  undertakes 
to  indemnify  another  against  loss  arising  from  an  unknown  event, 
and  providing  that  the  sole  object  of  insurance  is  the  indenmit>'  of 
insured,  and  declaring  that  gaming  or  wagering  policies  shall  be 
void,  a  policy  of  insurance  is  a  contract  of  indemnity,  and,  except  in 
case  of  a  valued  policy,  insured  may  only  recover  such  loss  as  he  has 
actually  sustained,  not  exceeding  the  sum  stipulated.. 

Under  the  provisions  of  a  policy  of  rent  insurance,  it  was  agreed 
that  if  the  insured  building  should  become  untenantable  on  account 
of  fire,  the  company  would  be  liable  to  the  assured  for  the  actual 
loss  of  rent,  based  upon  the  rentals  in  force  from  the  rented  por- 
tions of  the  premises  at  the  time  o^fire,  not  exceeding  the  sum  in- 
sured. Loss  to  be  computed  from  the  date  of  the  fire  for  the  time 
it  would  require  to  put  the  premises  in  tenantable  condition.  The 
property  was  totally  destroyed  and  it  was  found  impossible  to  put 
it  in  tenantable  condition,  within  twelve  months,  the  period  of  time 
for  which  the  policy  was  issued.  In  view  of  the  fact  that  the  light, 
water,  elevator  service,  etc.,  amounted  to  $10,000  per  year,  the  com- 
pany contends  that  this  amount  should  be  deducted  from  the  rents 
in  arriving  at  the  actual  loss  to  the  insured.  Held,  That  it  is  coni- 
petent  for  the  parties  to  a  contract  of  rent  insurance  to  stipulate  for 
a  method  of  ascertaining  and  computing  the  loss  of  rent,  without 
violating  the  rule  that  insurance  shall  furnish  only  indemnity 
against  loss  and  that  policy  provision  fairly  construed,  does  provide 
that  the  loss  of  re;its  shall  be  deemed  to  be  the  amount  ot  rents 
that  would  be  collected  by  the  insured  during  the  period  tlsat  may 
be  required  to  restore  the  building  to  a  tenantable  condition.  So 
construed,  the  policy,  if  not  strictly  a  valued  policy,  may  be  re- 
garded as  analogous  to  a  valued  policy  in  so  far  as  it  prescribes  a 
method  for  determining  as  between  the  parties,  the  amount  of  loss. — 
Whitney  Estate  Co.  v.  Northern  Assur.  Co.  (Cal.  S.  C.)  •  lOi  Pa- 
cific Reporter,  911. 
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LEGISLATION  UPON  INSURANCE  IN  1909.  Farty-threc 
state  legislatures  were  in  session  in  1909.  The  following  is  a  sum- 
mary of  the  legislation  directly  or  indirectly  affecting  insurance: 

Alabama.  Fourteen  hills  were  enacted  with  one  or  two  ex- 
ceptions of  general  application,  but  all  were  amendatory  of  existing 
laws.  The  anti-rebate  law  was  amended  (see  Anti-rebate  Laws), 
and  also  the  6re  marshal  law  (see  Fire  Marshal  Laws).  A  sum- 
mary of  the  other  legislation  follows: 

An  act  to  fix  the  amount  of  capital  and  deposits  of  miscel- 
laneous insurance  companies;  amending  Section  7189  of  the  code  of 
Alabama  further  regulating  agents;  permitting  deposits  of  foreign 
life  insurance  companies  to  consist  of  any  State  bonds,  United 
States  bonds  or  mortgages. 

An  act  requiring  insurance  commissioner  to  report  violation  of 
insurslnce  laws  to  the  solicitors  of  the  circuit  wherein  violations 
occur;  authorizing  the  deposits  by  domestic  life  insurance  compa- 
nies of  securities  equal  to  or  in  excess  of  the  legal  reserve  on  the 
policies  of  such  company. 

Providing  a  method  for  discontinuation  of  mutual  aid  and 
assessment  concerns  by  advertisement  and  examination,  and  to 
amend  Section  7424  of  the  code  by  changing  the  words  State  Aud- 
itor therein  to  the  words  Insurance  Commissioner  for  the  purpose 
of  conformity. 

Providing  that  insurance  companies  shall  be  allowed  credit  for 
return  premiums;  allowing  credit  for  reinsurance  placed  in  com- 
panies authorized  to  do  business  in  Alabama  only;  allowing  publica- 
tion of  companies'  statements  in  weekly  as  well  as  daily  newspapers. 

An  act  to  amend  the  laws  relating  to  surety  companies  to  the 
extent  that  said  companies  are  now  under  the  complete  jurisdiction 
of  the  insurance  department,  heretofore  having  be^n  under  super- 
vision of  secretary  of  state  and  insurance  department. 

Providing  for  taxation  of  domestic  life  insurance  companies  by 
cities  and  towns  of  this  state  on  a  percentage  basis,  and  providing 
that  fire  insurance  agents  shall  not  make  known  to  other  agents 
rates  charged  for  insurance  except  in  cases  of  reinsurance  and  ex- 
cept in  cases  companies  are  members  of  tariff  associations. 

Arkansas.  Very  little  legislation  was  enacted,  and  the  bills 
that  became  laws  affected  domestic  companies  largely.  The  follow- 
ing is  a  summary  of  the  legislation : 

An  act  amending  Section  4394  of  Kirby's  Digest  relating  to 
surety  companies  and  fixing  fees  as  follows:  Filing  charter,  $15; 
filing  statement  preliminary  to  admission  and  each  subsequent  an- 
nual statement,  $10;  filing  certificate  of  authority,  $2,  and  each 
agent's  certificate  annually,  $2. 

An  act  providing  that  service  may  be  had  in  any  county  where 
a  company  has  a  place  of  business,  on  any  agent,  servant  or  employee 
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who  has  charge  of  such  business;  and  an  act  to  require  mutual  fire 
companies  without  capital  stock  to  pay  an  annual  franchise  tax  of 
$50. 

The  act  of  1907  relating  to  the  payment  of  charter  fees  w?is 
amended  so  as  to  require -companies  to  pay  fees  on  their  authorized 
instead  of  paid-up  capital  stock ;  also  requiring  companies  when  they 
increase  their  capital  stock  to  pay  fees  on  such  increase  on  the  same 
basis  as  the  original  stock. 

Arizona.  Only  one  bill  was  enacted  into  law,  and  that  was  an 
act  providing  that  a  copy  of  the  application  shall  be  a  part  of  every 
policy  of  insurance. 

California.  Twenty-six  different  bills  in  all  were  enacted  in 
the  state  in  1900,  but  eleven  of  the  bills  were  special  measures  ap- 
propriating money  to  pay  claims  of  certain  companies  against  the 
state  of  California.  The  most  imjiortant  law  passed  was  an  act  pre- 
scribing a  standard  tire  insurance  policy  (see  Policy  Forms  and 
Laws,  Cyclopedia  for  1908- 190Q).  Four  of  the  other  bills  enacted 
were  not  of  general  interest.  The  following  is  a  summary  of  the 
bills  of  general  interest : 

Acts  ai^iending  Sections  618  and  594A  of  the  political  code  re- 
lating to  deposHts  by  domestic  and  foreign  insurance  companies,  and 
authorizing  the  commissioner  of  insurance  to  accept  and  hold  such 
deposits. 

An  act  relating  to  the  re-licensing  of  companies  whose  license 
has  been  revoked  because  of  insolvency,  on  evidence  that  the  im- 
pairment has  been  made  good,  and  an  act  amending  section  2541  of 
the  civil  code  relating  to  assignment  to  mortgagee  of  the  thing  in- 
sured. 

An  act  relating  to  the  measure  of  indemnity  and  providing  that 
where  there  is\io  valuation  in  the  policy  the  measure  of  indemnity 
shall  be  the  expense  it  would  be  to  the  insured  to  replace  the  thing 
lost  in  the  condition  in  which  it  was  at  the  time  of  the  occurrence 
of  the  fire,  and  where  there  is  a  valuation  in  the  policy  of  fire  in- 
surance the  effect  is  the  same  as  in  a  policy  of  marine  insurance. 

An  act  defining  what  constitutes  insolvency  of  an  insurance 
company,  and  an  act  amending  section  604  of  the  political  code  con- 
cerning insolvent  insurance  companies.  An  act  relating  to  filing  fees 
in  the  insurance  commissioner's  office. 

An  act  classifying  the  insurance  business  and  specifying  the 
amotmt  of  capital  required  to  transact  the  classes  of  business  speci- 
fied in  the  classification.  The  act  makes  fourteen  classes  of  busi- 
ness, and  requires  that  fire  and  life  companies  shall  have  a  capital 
of  $200,000,  and  of  life  companies  additional  capital  for  other  classes 
of  business  transacted,  and  miscellaneous  companies  are  required  to 
have  at  least  a  capital  of  $100,000,  with  additional  capital  for  each 
class  of  insurance  transacted.  The  capital  required  must  be  fully 
paid  up. 
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Colorado.  There  was  no  insurance  legislation  in  the  state  in 
1909.  ^ 

Connecticut.  Very  little  legislation  of  a.  general  nature  affect- 
ing insurance  companies  was  enacted,  and  there  were  several  bills 
of  a  special  nature  enacted.  The  special  legislation  granted  amend- 
ments to  charters  of  companies,  or  extending  the  time  for  organiza- 
tion of  companies  previously  chartered.  The  laws  of  a  general 
nature  enacted  were  as  follows:  Giving  insurance  companies  the 
right  to  insure  against  loss  by  hail  and  windstorm;  providing  that 
authorized  insurance  agents  may  effect  insurance  and  reinsurance 
with  qualified  domestic  companies  and  their  agents  and  with  the 
agents  of  foreign  companies,  without  being  deemed  brokers,  the 
contracts  to  be  of  such  character  of  insurance  or  reinsurance  as  the 
authorized  agent  is  allowed  to  effect;  amending  the  act  as  to  ex- 
amination of  methods  of  insurance  companies,  so  as  to  provide  that 
all  e)caminations  or  inquiries  made  without  the  state  shall  be  at  the 
expense  of  the  company  examined. 

A  bill  creating  an  insurance  board  of  appeals,  with  powers  to 
adjust  differences  between  insurer  and  insured,  was  defeated,  as 
were  also  bills  creating  the  ofhce  of  fire  marshal  and  respecting 
employers*  liability  insurance. 

Delaware.  No  important  legislation  affecting  insurance  com- 
panies was  enacted  and  the  only  bills  affecting  insurance  before  the 
legislature  were  of  minor  importance  and  failed  of  passage. 

FijOrida.  But  little  legislation  was  enacted  in  the  state,  and 
most  of  the  legislation  applied  to  domestic  companies.  An  act  was 
passed  amending  the  law  relating  to  capital  stock  and  requiring 
that  capital  shall  be  divided  into  shares  of  "not  less  than  ten  dollars 
each"  nor  more  than  one  hundred  dollars.  An  act  was  also  passed 
permitting  the  insurance  commissioner  to  license  any  company  or- 
ganized in  Florida  which  shall  have  deposited  $100,000  in  securities 
with  the  state  treasurer,  and  authorizing  the  licensing  of  live  stock 
insurance  companies  which  shall  have  assets  of  at  least  $200,000 
and  by  complying  with  the  law  in  other  respects. 

An  act  prohibiting  fire  insurance  companies,  associations  or 
partnerships  from  combining  or  agreeing  as  to  the  rate  of  commis- 
sion to  be  paid  an  agent,  and  an  act  was  also  passed  requiring  fire 
insurance  companies  to  make  a  deposit  of  $10,000  in  cash  or  bonds, 
or  a  surety  lx>nd  of  $20,000,  with  the  state  treasurer. 

Georgia.  Four  bills  affecting  insurance  companies  became 
laws,  and  the  following  is  a  summary  of  the  four  bills  enacted  into 
law:  Providing  for  the  revocation  of  the  license  of  any  company 
removing  a  suit  from  a  state  to  a  federal  court. 

An  act  fixing  the  amount  of  solvent  assets  of  mutual  benefit 
and  industrial  life  companies;  providing  for  the  investment  of  such 
assets  and  for  the  examination  of  such  companies  by  the  insurance 
commissioner. 
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An  act  providing  that  when  any  insurance  company  invests  as 
much  as  one- fourth  of  its  total  assets  in  taxable  property  in  Georgia 
it  shall  be  required  to  pay  only  one-half  of  i  per  cent,  on  premium 
receipts,  and  when  it  invests  as  much  as  three-quarters  of  its  total 
assets  in  Georgia  its  premium  tax  shall  be  only  one-tenth  of  i  per 
cent.  Otherwise  the  tax  is  i  per  cent,  on  gross  premiums  less  return 
premiums  on  cancelled  policies;  and  an  act  providing  for  a  license 
tax  of  $200  for  each  insurance  company  which  is  in  lieu  of  fees 
required  for  filing  of  charter  examination,  annual  statement,  and 
agents'  licenses. 

Idaho.  Only  two  bills  were  enacted  by  the  legislature  amend- 
ing the  revised  code  of  1907.  The  principal  act  related  to  the  lia- 
bility of  employers  and  masters  in  the  state,  and  the  second  bill 
enacted  repealed  sections  2955  and  2956  of  the  code  of  1907. 

Illinois.  Fourteen  bills  affecting  insurance  were  enacted  into 
law  and  six  of  them  were  of  local  importance  only  applying  to  county 
and  town  mutuals  and  domestic  fraternal  orders,  and  one  other  bill 
created  a  commission  to  investigate  the  advisability  of  state  regula> 
tion  of  fire  insurance  rates.  A  bill  was  passed  increasing  the  salary 
of  the  superintendent  of  insurance  to  $5,000  a  year,  and  a  fire  mar- 
shal law  was  enacted  (see  Fire  Marshal  Laws).  An  act  was  also 
passed  relating  to  the  classes  of  securities  in  which  domestic  fire 
insurance  companies  may  invest,  and  another  specifying  how  do- 
mestic leg^l  reserve  companies  and  assessment  organizations  may 
consolidate  with  or  re-insure  other  Jike  companies  or  associations. 
A  bill  was  also  enacted  permitting  domestic  assessment  accident 
associations  to  transact  also  a  health  business.  The  following  is  a 
summary  of  the  other  important  bills  of  more  than  local  interest : 

An  act  amending  the  standard  provisions  law  affecting  legal 
reserve  companies  doing  business  in  Illinois  to  the  effect  that  every 
life  insurance  contract  providing  for  a  deferred  annuity  on  the  life 
of  the  insured  only  shall  (unless  paid  for  by  a  single  premium)  pro- 
vide that  in  the  event  of  the  non-payment  of  any  premium  after 
three  full  years'  premiums  shall  have  been  paid,  the  annuity  shall 
automatically  become  converted  into  a  paid  up  annuity  for  such 
proportion  of  the  original  annuity  as  the  number  of  completed  years' 
premiums  paid  bears  to  the  total  number  of  premiums  required 
under  the  contract. 

An  act  amending  the  law  governing  fraternal  insurance  societies 
and  requiring  the  insurance  superintendent  to  commence  an  action, 
seeking  to  enjoin  it  from  carrying  on  any  busnicss,  against  any 
fraternal  society  which  shall  be  three  months  in  arrears  in  the  pay- 
ment of  death  or  disability  claims,  or  which,  after  one  year's  exist- 
ence, shall  have  a  membership  of  less  than  300. 

Indiana.  A  number  of  bills  affecting  in.surance  were  enacted 
into  law,  but  few  of  general  importance.  An  anti- rebate  law  was 
passed    (see  Anti-rebate  Laws).     The  following  is  a  summary  of 
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the  other  bills  enacted:  An  act  requiring  life  insurance  agents  to 
procure  a  license  from  the  auditor  ol  state;  an  act  requiring  mutual 
insurance  companies  to  file  annual  statements  with  the  auditor  of 
state,  and  an  act  authorizing  the  auditor  of  state  to  revoke  the 
license  of  life  insurance  companies  which  circulate  false  statements 
concerning  earnings  or  other  fraudulent  advertising  matter. 

An  act  providing  that  any  person,  firm  or  corporation  making 
insurance  contracts,  or  collecting  premiums  thereon,  except  hanks 
and  trust  companies,  shall  be  termed  a  life  insurance  agent  or 
agency;  and  an  act  empowering  the  auditor  of  state  to  revoke  the 
license  of  any  defaulting  insurance  agent. 

An  act  authorizing  domestic  mutual  life  insurance  companies  to 
write  accident  and  sickness  insurance,  and  an  act  requiring  mutual 
fire  insurance  companies  to  have  $1,000,000  in  bona  fide  subscrip- 
tions before  being  allowed  to  do  business  in  the  state. 

A  €re  marshal  law  failed  of  passage. 

Iowa.  Very  little  legislation  was  enacted,  only  four  bills  be- 
coming laws,  and  three  of  them  of  local  interest  only.  These  were 
an  act  to  permit  Iowa  companies  to  write  automobile  and  marine 
risks;  defining  securities  in  which  domestic  companies  omer  th^M^ 
life  may  invest,  and  providing  that  any  fiduciary  required  to  give 
bond  may  include  the  expense  thereof  as  part  of  the  lawful  expense 
of  executing  his  trust.  The  principal  law  enacted  amended  section 
1820  of  the  code  by  substituting  the  following :  * 

Sec.  1830.  No  stipulation  or  condition  in  anj^  policy  or  con- 
tract of  insurance  or  beneficiary  certificate  issued  by  any  company 
or  association  mentioned  or  referred  to  in  this  chapter^  ItUMting  the 
time  to  a  period  less  than  one  year  after  knowledge  by  the  bene- 
ficiary within  which  notice  or  proofs  of  death  or  the  occurrence  of 
other  contingency  insured  against  must  be  given,  shall  be  valid. 

Sec.  2.  In  case  of  accident  or  health  insurance  it  shall  be  valid 
for  any  company  or  association  to  limit  by  contract  the  time  when 
notice  of  proofs  of  death,  cause  of  disability  or  other  contingency 
insured  against  shall  be  given ;  but  in  no  case  shall  said  notice  be 
limited  to  a  period  of  not  less  than  sixty  days  after  knov/ledge  by 
the  beneficiary  within  which  such  notice  or  proofs  must  be  given. 

Kansas.  Only  five  bills  of  more  than  local  interest  were 
enacted  into  law,  and  one  bill,  of  local  interest  only  relating  10  the 
organization  of  mutual  fire  companies  was  enacted.  The  follow- 
ing is  a  summary  of  the  legislation:  An  act  to  regulate  tlie  or- 
ganization of  joint  stock  insurance  companies;  imposing  a  tax  on 
assets  instead  of  the  revenue  of  companies;  an  act  prohibiting  life 
insurance  agents  from  offering  special  inducements  in  the  form  of 
stock  in  subsidiary  companies,  and  an  act  prohibiting  the  sale  of 
premium  notes  before  the  delivery  of  the  policy. 

The  most  important  act  passed  provided  for  the  control  and 
regulation  of  rates  of  fire  insurance. 
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Maine.  Only  six  bills  were  enacted  into  law.  The  following 
is  a  summary  of  the  legislation : 

An  act  permitting  insurance  companies  having  a  marine  depart- 
ment to  insure  automobiles. 

An  act  to  amend  Chapter  8  of  the  Revised  Statutes,  relating  to 
the  taxation  of  insurance  companies.  It  provides  a  tax  of  i'/^  per 
cent,  on  the  premiums  received  on  contracts  made  in  the  state  for 
insurance  on  life  and  property,  and  including  surety,  title  and  credit 
insurance  contracts. 

An  act  additional  to  Chapter  49  of  the  Revised  Statutes,  relat- 
ing to  securities  deposited  with  the  treasurer  of  state  by  domestic 
accident  and  health  insurance  companies ;  and  an  act  fixing  the  salary 
of  the  insurance  commissioner  and  deputy  commissioner,  and  the  ex- 
penses of  the  department. 

An  act  providing  that  "any  life  insurance  company  doing  busi- 
ness on  the  industrial  plan  in  ^his  state  may  issue  policies  of  life  or 
endowment  insurance,  with  or  without  annuity,  with  special  rates 
of  premiums,  less  than  the  usual  rates  of  premiums,  for  such  poli- 
cies, to  members  of  labor  unions,  lodges,  beneficial  societies  or  simi- 
lar organizations,  or  employees  of  a  single  employer  who,  through 
their  secretary  or  other  officer  or  employer,  may  take  out  insurance 
in  an  aggregate  of  not  less  than  one  hundred  members  and  pay  their 
premiums  through  such  officer  or  employer." 

An  act  in  relation  to  the  collection  of  fees  by  state  officials  and 
requiring  such  officials  to  pay  over  fees  collected  to  the  state  treas- 
urer. 

Massachusetts.  Fifteen  bills  were  enacted  into  law.  The 
following  is  a  summary  of  the  legislation: 

An  act  relating  to  loans  by  life  insurance  companies,  and  limit- 
ing the  amount  of  loans  on  a  policy  as  security  to  the  legal  reserve 
in  the  policy,  and  an  act  relating  to  investments  of  life  insurance 
coiupanies  and  amending  the  law  to  permit  companies  to  enter 
agreements  or  reorganization  syndicates  in  order  to  protect  their 
investments  lawfully  held. 

An  act  authorizing  fire  insurance  companies,  having  a  capital 
of  $400,000,  to  also  transact  marine  insurance. 

An  act  requiring  a  copy  of  the  application  to  be  attache<l  to  the 
policy,  and  an  act  relating  to  the  taxation  of  stock  insurance  com- 
panies. 

An  act  exempting  fraternal  mutual  benefit  societies,  whose 
membership  is  limited  to  the  employees  of  any  one  per. son  or  cor- 
poration, from  the  operation  of  chapter  605  of  the  acts  of  1908,  and 
an  act  providing  for  the  reorganization  of  domestic  fraternal  orders 
as  assessment  insurance  companies,  and  an  act  permitting  mutual 
benefit  societies,  which  are  not  conducted  as  a  business  or  for  profit, 
to  continue  operations  in  the  state  without  otherwise  conforming 
to  the  provisions  of  chapter  407.    An  act  relating  to  the  assets  of 
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foreign  insurance  companies,  and  amending  section  84,  chapter  576 
of  the  laws  of  1907. 

An  act  amending  the  law  relative  to  misrepresentation  in  life 
insurance  and  prohibiting  misrepresentations  for  the  purpose  of 
inducing  a  person  to  lapse,  forfeit  or  surrender  his  insurance. 

An  act  relating  to  casualty  and  other  insurance,  and  amending 
the  law  to  permit  the  writing  of  additional  lines  of  insurance  by 
companies  possessed  of  a  certain  amount  of  capital;  and  an  act 
codifying  and  amending  the  laws  relating  to  taxation. 

Michigan.  Sixteen  bills  in  all  were  enacted  into  law,  but  the 
larger  number  were  of  local  interest  only  and  related  to  mutual  fire 
insurance  companies,  or  to  mutual  benefit  societies,  and  several  of 
the  bills  repealed  the  laws  relating  to  the  organization  of  such  asso- 
ciations. The  following  is  a  summary  of  the  legislation  of  general 
application : 

An  act  prohibiting  domestic  companies  paying  officers  a  salary 
in  excess  of  five  thousand  dollars  a  year  unless  the  payment  be 
authorized  by  vote  of  the  directors,  and  prohibiting  companies  pay- 
ing a  pension  to  any  ofticer^  director  or  trustee  or  to  any  member 
of  his  family  after  his  death.  An  act  amending  the  law  defining 
what  shall  constitute  fraternal  beneficiary  societies,  and  exempting 
certain  specified  societies,  and  any  society  which  limits  its  members 
to  any  one  religious  denomination  or  to  the  employers  of  any  one 
firm  or  corporation,  from  the  requirements  of  the  law. 

An  act  to  regulate  the  filing  of  annual  statements  and  the  issue 
of  certificates  of  authority,  and  requiring  annual  statements  to  be 
filed  on  or  before  February  15,  and  certificates  of  authority  to  bear 
date  of  March  i ;  and  an  act  repealing  the  act  providing  for  •  the 
licensing  of  companies  to  insure  against  loss  or  damage  resulting 
from  burglary  or  robbery  and  the  loss  of  money  or  securities  in 
transit  by  registered  mail. 

An  act  to  allow  mutual  fire  insurance  companies  of  other  states 
to  do  business  in  Michigan,  if  possessed  of  net  cash  assets  of  $200,- 
000,  and  receiving  approval  of  the  insurance  commissioner,  and  two 
acts  were  passed  amending  the  law  prescribing  standard  provisions 
for  policies  of  life  insurance. 

An  act  amending  sections  i  and  4  of  the  act  relating  to  the 
transaction  of  business  by  life  and  accident  and  surety  bonding  com- 
panies and  specifying  the  classes  of  business. 

Minnesota.  Fourteen  bills  were  enacted  into  law.  The  most 
important  act  of  general  application  prescribed  standard  provisions 
to  be  contained  in  policies  of  accident  insurance  (see  Policy  Forms 
and  Laws).  Another  important  measure  amended  the  anti-rebate 
law  to  apply  to  fire  insurance  (see  Anti-Rebate  Laws). 

An  act  was  passed  also  amending  the  standard  fire  insurance 
policy  and  permitting  the  use  of  additional  riders  (see  Policy  Forms 
and  Laws).    The  following  is  a  summary  of  the  other  legislation: 
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An  act  providing  for  the  transfer  of  securities  deposited  with 
the  state  treasurer  to  the  insurance  commissioner;  an  act  repealing 
the  law  of  i()07  and  permitting  domestic  life  insurance  companies  to 
write  lK)th  participating  and  non-participating  policies. 

An  act  permitting  Minnesota  companies  to  write  insurance 
against  loss  of  rents  and  rental  values,  breakage  or  rupture  of  ma- 
chinery, and  of  sprinkler  systems;  against  damage  to  or  by  auto- 
mobiles, and  against  liability  for  damage  done  by  agents  of  the  in- 
sured. 

An  act  permitting  domestic  fire  insurance  companies  to  establish 
a  guarantee  fund,  and  several  other  bills  were  enacted  of  local  in- 
terest only. 

Missouri.  Eight  bills  were  enacted  into  law.  The  following  is 
a  summary  of  the  legislation : 

An  act  to  authorize  fraternal  beneficiary  associations  to  issue 
term  certificates  under  certain  conditions,  and  a  separate  act  author- 
izing fraternal  beneficiary  associations  to  establish  and  maintain 
asylums,  sanitariums  and  hospitals  for  their  distressed,  sick  or  dis- 
abled members  from  a  fund  created  for  that  pur^se. 

An  act  authorizing  insurance  companies  to  purchase  and  deposit 
with  the  insurance  department,  as  a  part  of  the  securities  required 
by  law,  bonds  issued  by  any  school  district  of  Missouri,  and  bonds 
issued  by  drainage  districts  of  this  state. 

An  act  making  it  an  offence  for  d  life  insurance  company  or 
agent  to  sell  or  dispose  of  a  note  taken  for  the  payment  of  a  pre- 
mium before  delivering  to  the  applicant  the  policy  for  which  the  note 
was  given. 

An  act  relating  to  the  service  of  notice  of  garnishment  upon  in- 
surance companies  not  incorporated  under  the  laws  of  the  state ;  an 
act  concerning  the  distribution  of  assets  of  dissolved  insurance  com- 
panies; an  act  amending  the  law  respecting  the  insurance  of  auto- 
mobiles, and  an  act  imposing  a  license  fee  of  $100  on  agents  in 
Kansas  City  and  St.  Joseph  for  each  company  represented. 

Montana.  The  following  is  a  summary  of  the  important  leg- 
islation in  the  state:  An  act  requiring  that  miscellaneous  Companies 
must  have  a  capital  at  least  of  $100,000  before  being  licensed;  and 
an  act  changing  the  date  of  expiration  of  company  licenses  from 
December  31  to  March  31. 

An  act  relating  to  the  duration  and  renewal  of  charters  of  do- 
mestic *life  insurance  companies,  and  the  number  of  directors. 

An  act  permitting  foreign  surety  companies  to  do  business  in 
the  state  and  regidating  the  transaction  of  business,  and  a  separate 
act  requiring  surety  companies  to  furnish  bonds  to  all  applicants 
"upon  the  same  terms  and  conditions  and  without  discrimination." 

An  act  repealing  sections  4065,  4068,  4071,  4126  and  4129  of  the 
revised  code  of  1907,  and  relating  to  the  examination  of  companies 
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and  providing  for  examinations  at  the  expense  of  the  companies 
examined. 

An  act  designatijig  the  "State  Auditor"  as  Insurance  G>mmis- 
sioner,  and  providing  for  the  appointment  of  a  deputy  insurance 
commissioner,  in  addition  to  the  deputy  state  auditor,  who  shall 
be  in  charge  of  the  department,  fixing  his  salary,  and  providing  also 
for  the  employment  of  an  actuary  when  required. 

An  act  was  also  passed  entitled  an  act  to  create  a  state  accident 
insurance  and  total  permanent  disability  fund,  for  coal  miners  and 
employees  at  coal  washers  in  the  state,  and  providing  for  the  main- 
tenance and  management  of  the  same  and  extending  and  defining 
the  duties  of  the  state  auditor  in  connection  therewith.  The  act 
takes  effect  October  i,  1910,  and  benefits  under  it  commence  four 
months  thereafter. 

Nebraska.  Seven  bills  were  enacted  into  law.  An  act  creat- 
ing a  state  board  of  fire  commissioners  was  passed  (see  Fire  Mar- 
shal Laws),  and  a  resident  agents'  law  was  passed  (see  Resident 
.Agents'  Laws).  Of  the  other  bills  enacted  the  most  important 
created  a  board  with  administrative  power  to  regulate  and  fix  maxi- 
mum rates  of  premium  to  be  charged  by  fidelity  and  surety  com- 
panies in  the  state.  The  law  constitutes  the  governor,  attorney- 
general  and  auditor  of  public  accounts  as  such  board.  The  rate  fixed 
By  the  board  is  the  lawful  rate  in  the  state  and  the  receiving  or 
giving  of  a  higher  rate  is  made  a  misdemeanor,  with  penalties  in- 
cluding revocation  of  license  of  the  offending  company.  The  fol- 
lowing is  a  summary  of  the  other  legislation :  An  act  requiring 
agents  of  insurance  companies  to  procure  a  license  from  the  atidttor 
of  state  before  writing  business. 

An  act  repealing  section  85,  chapter  43,  of  the  laws  of  1907,  and 
prohibiting  any  mutual  benefit  association  operating  upon  the  as- 
sessment plan,  or  any  plan  other  than  the  natural  premium  plan,  or 
stipulated  premium  plan,  promising  benefits  upon  any  other  event 
than  that  of  death  or  disability  of  the  members  resulting  from  acci- 
dent, from  doing  business  in  the  state,  and  prohibiting  such  or- 
ganizations already  doing  business  from  offering  cash  surrender 
values,  paid-up  insurance,  or  any  form  of  investment  insurance. 
The  act  further  provides  that  no  such  association  shall  be  relieved 
by  the  terms  of  the  act  from  the  fulfillment  of  any  contract  hereto- 
fore entered  into.  An  act  relating  to  domestic  accident  companies 
requiring  them  to  maintain  a  reserve  and  to  make  a  deposit  with 
the  auditor  of  state. 

Nevada.  Only  three  bills  were  enacted  in  the  state.  The  prin- 
cipal measure  was  one  entitled  an  act  to  facilitate  the  giving  of 
bonds  and  undertakings  and  prescribing  conditions  upon  which 
surety  companies  may  become  liable  thereon.  The  act  permits  any 
surety  company  on  compliance  with  the  act  to  be  accepted  as  sole 
surety;  must  appoint  the  state  controller  attorney,  and  requires  a 
deposit  with  the  secretary  of  state  negotiable  securities  to  an  amount 
equal  at  least  to  five  per  cent  of  the  total  amount  for  which  such 
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company  is  liable  in  the  state.  An  act  was  passed  extending  section 
948  of  Cutting's  Compiled  Laws  of  Nevada  as  prescribing  condi- 
tions under  ^yhich  foreign  mutual  life,  health  and  accident  assess- 
ment companies  and  mutual  live  stock  companies  may-  be  admitted 
to  the  state;  and  an  act  was  also  passed  legalizing  the  giving  by 
state,  county  and  precinct  officers  of  bonds  by  surety  companies 
authorized  to  do  business  in  the  state. 

New  Hampshire.  Very  little  legislation  was  enacted,  and  aside 
from  serveral  acts  amending  company  charters  or  chartering  new 
companies,  only  three  bills  were  cnactetl  into  law.  These  were  an 
act  providing  that  if  by  the  laws  of  any  state,  agents,  brokers  or 
companies  of  this  state  are  prohibited  from  receiving  commissions 
on  policies  of  fire  or  casualty  insurance  written  for  them  by  agents 
or  companies  doing  business  in  that  state  on  persons  or  property 
residing  or  located  therein,  the  agents,  brokers  or  companies  resi- 
dent in  that  state  shall  not  be  paid  any  commission,  brokerage  or 
other  compensation  upon  any  policy  written  by  them,  by  agents  or' 
companies  doing  business  in  this  state. 

An  act  providing  that  every  foreign  life  insurance  company 
doing  business  in  the  state  shall  pay  **a  tax  of  2  per  cent,  upon  the 
gross  premiums  received  by  it  upon  business  done  within  the  state 
during  said  year,  less  payments  to  residents  of  this  state  on  account 
of  death  losses  paid  within  the  year,  provided,  however,  that  the  tax 
assessed  upon  any  such  life  insurance  -company  shall  not  be  less 
than  an  amount  equal  to  15^2  per  cent,  of  the  gross  premiums  re- 
ceived by  it  upon  business  done  within  the  state  during  the  said 
year." 

An  act  amending  .section  12,  chapter  169,  of  the  public  laws,  re- 
lating to  filing  annual  statements  by  foreign  companies  and  adding 
to  that  section  the  following:  "For  cause  the  commissioner  may  ex- 
tend the  time  within  which  any  such  annual  statement  may  be  filed, 
but  not  to  a  date  later  than  the  first  day  of  March.  But  a  life  com- 
pany shall  not  be  required  to  file  that  part  of  its  annual  statement 
known  as  the  gain  and  loss  exhibit  until  May  i  next  succeeding." 

A  bill  extending  the  anti-rebate  law  to  other  than  life  insurance 
premiums  failed  of  passage. 

New  Jersey.  Only  six  bills  were  enacted.  The  most  important 
bill  relating  to  fire  insurance  was  the  following: 

In  any  policy  of  fire  insurance  hereafter  issued  in  this  state,  in- 
suring property  in  more  than  one  place,  it  shall  be  lawful  to  insert 
in  or  attach  thereto  an  average  or  pro  rata  distribution  clause,  which 
clause  shall  read  as  follows :  "Standard  Average  or  Pro  Rata  Dis- 
tribution Clause."  It  is  understood  and  agreed  that  the  amount 
insured  by  this  policy  shall  attach  in  each  of  the  places  named,  as 
the  value  of  the  property  covered  by  this  policy,  contained  in  each 
of  said  places,  shall  bear  to  the  value  of  such  property  contained  in 
all  of  said  places. 
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The  most  important  measure  affecting  life  insurance  was  a  bill 
authorizing  life  insurance  companies  to  issue-  policies  at  special  rates 
to  employees  in  blocks  or  groups  of  100  persons  or  more. 

The  following  is  a  summary  of  other  legislation:  An  act  re- 
lating to  employers*  liability  insurance;  an  act  relating  to  invest- 
ments by  domestic  companies  in  other  states  and  countries  in  which 
they  transact  business;  an  act  providing  that  foreign  insurance  com- 
panies which  have  deposits  'in  their  own  states  of  at  least  $250,000 
may  not  make  deposits  in  New  Jersey;  and  an  act  repealing  the  law 
of  1905  authorizing  cities  to  insure  their  own  buildings. 

New  Mexico.  Four  bills  of  general  importance  were  enacted 
into  law.  The  principal  bill  was  an  act  prescribing  a  new  code  and 
amending  chapter  5,  laws  of  1905.  The  act  relates  to  the  duties  and 
powers  of  the  insurance  commissioner,  and  regulates  the  transaction 
of  business  in  the  territory.  The  law  applies  largely  to  life  insurance 
companies,  and  prescribes  standard  policy  provisions  and  prohibits 
certain  policy  conditions  (see  Policy  Formy  and  Laws)  ;  requires 
annual  accounting  in  deferred  dividend  policies  after  the  fifth  year 
by  mutual  companies;  requires  proper  voucher  for  all  expenditures 
in  excess  of  one  hundred  dollars;  prohibits  political  contributions, 
and  the  issuance  or  circulation  of  estimates  misrepresenting  the 
terms  of  or  benefits  accruing  under  a  policy.  The  act  also  contains 
an  anti-rebate  section  (see  Anti-Rebate  Laws).  The  remainder  of 
the  act  relates  to  domestic  companies,  and  also  applies  the  provisions 
of  the  act  to  fraternal  societies. 

The  following  is  a  summary  of  the  other  legislation : 

An  act  to  provide  for  the  furnishing  of  proper  bonds  by  terri- 
torial, county  and  municipal  officers,  and  for  other  purposes. 

An  act  providing  for  the  distribution  among  the  fire  companies 
of  the  territory  of  the  2  per  cent,  fund  derived  from  taxation  of  fire 
insurance  companies. 

An  act  relative  to  the  publication  of  legal  notices,  and  providing 
that  insurance  companies  must  publish  an  annual  statement  of 
financial  condition  in  a  newspaper  in  each  county  in  which  they  do 
business. 

New  York.  Four  bills  of  general  importance  were  enacted 
into  law,  and  of  these  one  amended  the  general  insurance  laws  in 
.several  particulars.  The  more  important  amendments  contained  in 
this  act  provided  for  the  valuing  of  bonds  held  by  domestic  compa- 
nies under  the  amortization  plan;  prohibiting  re-insurance  without 
the  consent  of  the  superintendent  of  insurance;  relating  to  the 
licensing  of  agents,  and  giving  the  superintendent  of  insurance  more 
discretion  as  to  issuing  licenses.  The  act  also  amended  the  law  re- 
lating to  expenses  of  life  insurance  companies  in  relation  to  renewal 
commissions  and  collection  fees  and  extending  the  period  over  which 
renewal  commissions  may  be  paid  from  9  to  14  years,  allowing  re- 
newal commissions  during  the  additional  years  in  an  amount  not 
exceeding  five  per  cent,  and  allowing  collection  fees  for  renewal 
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premiums  of  three  per  cent,  instead  of  two  per  cent,  after  the  four- 
teenth year,  an(>  repealing  the  law  prescribing  standard  forms  of 
life  insurance  policies,  and  substituting  therefor  standard  policy  pro- 
visions, to  apply  to  all  companies  doing  business  in  the  state,  and 
providing  that  polity  forms  issued  in  the  state  shall  be  subject  to 
approval  by  the  superintendent  of  insurance.  (See  Policy  Forms 
and  Laws.) 

An  act  was  also  passed  permitting  mutual  fire  insurance  com- 
panies of  other  states  to  do  business  in  New  York,  regulating  the 
transaction  of  business  and  to  tax  the  same;  and  an  act  permitting 
the  organization  of  securities  guaranty  corporations. 

Another  important  act  provided  a  method  whereby  the  depart- 
ment of  insurance  may  apply  to  the  courts  for  an  order  to  take  pos- 
session of  insolvent  companies,  or  whose  condition  was  such  as  to 
make  such  action  necessary  for  the  protection  of  policyholders  and 
the  public,  and  to  liquidate  the  affairs  of  such  companies  where  re- 
quired. 

North  Carolina.  Very  little  legislation  was  enacted  in  the 
state,  only  two  bills  of  general  interest  out  of  many  important 
measures  before  the  legislature  becoming  laws.  One  of  the  bills 
enacted  required  life  insurance  companies  to  give  notice  of  forth- 
coming forfeiture  of  policies  not  less  than  thirty  nor  more  than 
forty-five  days  in  advance  thereof,  and  the  other  requiring  deposits 
of  from  $10,000  to  $25,000  from  fire  and  casualty  companies. 

A  measure  amending  the  general  insurance  laws,  drafted  by  the 
insurance  commissioner,  and  an  anti-compact  law,  failed  of  passage. 

North  Dakota.  The  following  is  a  summary  of  the  legislation 
in  the  state  affecting  insurance: 

An  act  allowing  companies  with  $100,000  capital  to  be  admitted 
to  the  state  where  otherwise  able  to  comply  with  the  laws. 

An  act  amending  section  4  of  chapter  140  of  the  laws  of  1907, 
with  reference  to  term  insurance  and  the  reserve  thereon,  and  pro- 
viding that  if  the  premium  charged  for  term  insurance  under  a 
limited  payment  life  preliminary  term  policy  providing  for  the  pay- 
ment of  all  premiums  thereon  in  less  than  twenty  years  from  the 
date  of  the  policy,  the  reserve  thereon  shall  not  be  less  than  the 
reserve  required  on  a  twenty  payment  life  policy. 

Art  act  requiring  all  domestic  life  insurance  companies  to  deposit 
an  amount  at  least  equal  to  the  reserve  under  policies  in  force  as 
?5hown  by  proper  valuation,  and  an  act  amending  chapter  151  of  the 
laws  of  1907,  requiring  life  companies  to  apportion  and  account  for 
surplus  on  policies  by  classes  only.  An  act  repealing  section  4465 
of  the  revised  code  of  1905,  limiting  the  risks  assumed  by  fire  com- 
panies in  any  city  or  town. 

Ohio.  The  only  bill  enacted  into  law  was  an  act  to  amend 
section  2745  of  the  revised  statutes  relating  to  insurance  companies 
and  adding  a  provision  relating  to  the  repayment  of  certain  taxes. 
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Oklahoma.  The  only  measure  passed  provided  a  new  code  of 
insurance  laws  for  the  state,  defining  the  classes  of  business  a  com- 
pany may  transact,  regulating  the  organization  of  companies,  and 
defining  the  powers  and  duties  of  the  insurance  department,  and 
providing  for  the  regulation  and  management  of  insurance  compa- 
nies, their  investments,  and  prescribing  form  of  annual  statement 
and  imposing  taxes.  The  sections  relating  to  life  insurance  compa- 
nies prescribe  standard  policy  conditions  and  contains  an  anti-rebate 
section  (see  Policy  Forms  and  Laws  and  Anti-Rebate  Laws).  The 
act  prohibits  re-insurance  without  consent  of  the  insurance  commis- 
sioner; limits  expenses,  and  payments  for  salaries  or  otherwise 
without  proper  voucher,  or  in  case  of  salaries  in  excess  of  $5»ooo 
without  authority  of  a  vote  of  the  directors;  requires  separate  ac- 
counting by  stock  companies  on  non-participating  and  participating 
business,  and  prohibits  a  mutual  company  from  issuing  non-partici- 
pating policies.  The  act  also  contains  a  resident  agent's  section. 
(See  Resident  Agents*  Laws.) 

Oregon.  Very  little  legislation  was  enacted.  The  principal 
measure  created  an  insurance  department  distinct  from  the  office  of 
secretary  of  state,  and  another  important  measure  repealed  the  law 
requiring  companies  to  make  a  deposit  before  doing  business  in  the 
state.  An  act  was  also  passed  regulating  mutual  fire  insurance  com- 
panies. 

Pennsylvania.  The  principal  bill  enacted  was  an  anti-rebate 
law  (see  Anti-Rebate  Laws),  and  only  two  other  bills  became  laws. 
An  act  was  passed  authorizing  fire  and  fire  and  marine  companies 
to  grant  insurance  against  loss  or  damage  by  lightning  or  explo- 
sions of  any  kind  when  fire  does  not  ensue,  and  against  damage 
caused  by  windstorms,  hail,  sleet,  snow  and  floods.  An  act  was  also 
passed  providing  for  service  of  legal  process  at  any  office  or  place  of 
business  maintained  by  the  company  in  any  county  wherein  cause  of 
action  may  arise.  / 

Rhode  Island.  Only  one  bill  of  general  importance  was  enact- 
ed, and  that  amended  section  22,  chapter  182,  of  the  general  laws, 
and  provided  as  follows:  "No  agent  of  any  foreign  insurance  com- 
pany doing  business  in  any  town  in  this  state  shall  be  allowed  to 
establish  any  branch  agency  in  any  other  town  in  the  state:  Pro- 
vided, however,  that  every  life  insurance  company  doing  business  in 
this  state  and  whose  premium  income  received  from  the  inhabitants 
of  this  state  in  any  one  year  shall  exceed  one  hundred  thousand 
dollars,  shall  equip  and  maintain  an  office  in  this  state  satisfactory 
to  the  insurance  commissioner  of  this  state  for  the  transaction  of 
business  in  this  state." 

An  act  was  also  passed  incorporating  the  Calumet  Life  Insur- 
ance Company. 

South  Carolina.  There  was  practically  no  legislation,  though 
many  important  bills  were  reported  favorably,  but  went  over  to  the 
1910  session  of  the  legislature. 
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South  Dakota.  Seven  bills  of  general  application  were  enacted 
into  law.  One  bill  prescribed  standard  forms  of  life  insurance  poli- 
cies, and  another  amended  the  standard  fire  insurance  policy'  (see 
Policy  Forms  and  Laws).  The  following  is  a  summary  of  other 
legislation:  An  act  to  prevent  accident  insurance  companies  from 
giving  prizes  or  any  articles  of  value  with  the  sale  of  policies;  and 
an  act  amending  section  720,  revised  code,  relating  to  fees  for  fra- 
ternal and  benevolent  insurance  societies. 

An  act  to  amend  chapter  73,  of  the  laws  of  190S,  and  chapter 
no,  of  the  laws  of  1907,  relating  to  surety,  title  guaranty,  employers' 
liability,  burglary  insurance,  fidelity  corporations  and  relating  to 
deposit  of  securities  with  the  state  treasurer. 

An  act  amending  section  695,  of  the  revised  code,  relating  to 
life  insurance  companies  doing  business  on  the  preliminary  term 
basis,  authorizing  the  commissioner  to  proceed  to  ascertain  the  net 
cash  value  of  each  policy  after  its  first  policy  year,  and  also  amend- 
ing section  703  of  the  revised  code  to  extend  the  kind  of  securities 
jn  which  such  class  of  companies  may  invest. 

An  act  amending  the  laws  relating  to  the  insurance  department 
providing  for  the  business  of  the  department  and  the  reports  of  com- 
panies thereto. 

Several  bills  affecting  mutual  fire  insurance  were  also  passed. 

Tennessee.  But  little  legislation  was  enacted  in  1909,  only 
four  bills  becoming  laws,  and  one  of  those  related  to  domestic  com- 
panies requiring  the  appointment  of  an  attorney  for  service  of  pro- 
cess. The  more  important  measure  affected  fire  insurance  and  was 
a  limited  valued-policy  law,  but  which  also  legalized  the  three- 
fourths  value  and  co-insurance  clauses. 

An  act  was  passed  amending  the  law  of  1895.  relating  to  the 
deposit  of  $200,(XX)  by  foreign  life  insurance  companies  in  the  United 
States,  by  adding  the  words  "and  said  deposit  of  $200,000  shall  be 
in  lieu  of  any  other  deposit  required  of  life  insurance  companies 
incorporated  under  the  laws  of  any  goveniment  or  state  other  than 
the  United  States,"  and  also  an  act  amending  the  act  of  1903,  im- 
posing tax  on  the  stock  of  foreign  corporations  on  filing  copies  of 
charters  in  the  office  of  the  secretary  of  state.  A  bill  amending  the 
law  prescribing  standard  provisions  and  conditions  to  be  contained  in 
policies  of  life  insurance  failed  of  passage. 

Texa.s.  The  principal  legislation  of  general  interest  was  an 
act  creating  a  state  fire  rating  board,  composed  of  the  insurance 
commissioner,  who  is  chairman,  and  two  members  appointed  by  the 
governor;  one  to  be  appointed  on  the  recommendation  of  the  fire 
underwriters  of  the  state,  but  both  shall  have  had  at  least  five  years' 
practical  experience  in  fire  underwriting.  The  act  requires  the  filing 
of  general  basis  schedules  of  rates  on  all  classes  of  risks.  The  board 
may  direct  the  filing  of  a  new  rate,  when  it  is  satisfied  that  the  rate 
filed  is  either  too  high  or  too  low,  and  the  board  has  power  to  pre- 
pare and  to  publish  for  the  information  of  the  public  specific  sched- 
ules of  fire  insurance  rates  covering  all  fire  insurance  risks  in  the 
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state  or  in  any  locality  thereof,  and  to  alter,  amend  or  revise  such 
published  schedules.  The  writing  of  business  is  prohibited  until 
such  schedules  of  rates  is  filed;  schedules  are  open  to  public  in- 
spection. Rebating  or  discrimination  in  rates  is  prohibited,  and  vio- 
lation of  the  act  subjects  the  company  to  revocation  of  license.  The 
act  requires  the  board  to  give  all  companies  notice  and  an  oppor- 
tunity to  be  heard  in  respect  to  any  regulation  or  order,  and  com- 
panies are  given  the  right  of  appeal  to  district  courts  from  the  orders 
of  the  board. 

Acts  were  passed  prohibiting  the  issuance  of  any  level  premium 
policy  in  the  state  which  provides  for  more  than  one  year  prelim- 
inary insurance;  requiring  all  policies  to  contain  the  entire  contract 
between  parties  and  permitting  the  application  to  be  made  a  part 
thereof,  and  amending  the  anti-rebate  law  (see  Anti-Rebate  Laws). 

An  act  was  also  passed  relating  to  the  reporting  and  calculat- 
ing reserve  of  employers*  liability  companies,  and  prohibiting  mis- 
representation of  the  terms  of  a  policy,  or  benefits  promised  under 
it,  and  an  act  prohibiting  officers  and  directors  of  life  insurance 
companies  transacting  business  in  this  state  from  receiving  or  con- 
tracting to  receive  any  commission  or  other  compensation  contingent 
upon  the  writing  of  business. 

An  act  was  passed  providing  for  the  incorporation  and  regula- 
tion of  fraternal  beneficiary  orders.  Other  legislation  of  general 
interest  repealed  the  security  deposit  feature  of  the  reserve  invest- 
ment law,  and  an  act  relating  to  fire  companies  requires  foreign  fire 
insurance  companies  doing  business  in  Texas  to  give  bond  or  de- 
posit in  the  state  treasury  securities  to  the  amount  of  25  per  cent,  of 
their  gross  receipts  on  their  Texas  business,  the  minimum  amount 
of  bond  or  securities  being  fixed  at  $10,000  and  maximum  amount 
at  $50,000. 

An  act  providing  for  the  incorporation  of  domestic  life,  accident 
and  health  insurance  companies  and  to  regulate  their  business.  The 
act  prescribes  standard  life  policy  provisions  and  prohibits  certain 
policy  conditions,  which  section  also  applies  to  other  state  compa- 
nies, and  also  requires  forms  of  policies,  life  and  accident,  to  be  filed 
with  the  commissioner  of  insurance. 

Acts  were  also  passed  declaring  that  any  person  who  solicits 
an  application  for  insurance  upon  the  life  of  another  person  shall 
be  deemed  the  agent  of  the  company  and  not  of  the  assured,  and  an 
act  prohibiting  the  licensing  of  a  corporation  or  stock  company  as 
an  agent  or  representative  of  any  life  company  in  soliciting  or  in 
any  manner  placing  life  insurance  policies  in  the  state,  and  prohibit- 
ing the  licensing  of  any  life  insurance  company  in  the  state  which 
has  any  valid  contract  with  any  other  corporation  by  virtue  of  which 
such  other  corporation  is  entitled  to  receive  directly  or  indirectly 
any  portion  of  the  premium  or  other  income  of  such  life  insurance 
company  for  any  period, 

Utah.  There  was  but  little  legislation  in  the  state  and  the 
principal  measure  enacted  was  entitled  "An  act  providing  for  an 
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insurance  department,  enacting  an  insurance  code,  and  regulating 
insurance  companies  and  their  business,  and  Bxing  certain  fees  to 
be  charged  and  collected  by  the*  commissioner  of  insurance." 

Vermont.  There  was  practically  no  insurance  legislation  of 
importance ;  the  only  bill  enacted  of  more  than  local  application  pro- 
vided that  misstatements,  unless  fraudulently  made,  should  not  void 
the  policy. 

Washington.  Only  one  measure  of  importance  was  passed. 
The  anti-rebate  law  was  amended  to  apply  to  fire  insurance  (see 
Anti- Rebate  Laws). 

West  Virginia.  There  was  but  little  legfislation  in  the  state. 
The  only  important  act  passed  was  a  bill  creating  the  office  of  fire 
marshal.  (See  Fire  Marshal  Laws.) 

Wisconsin.  Most  of  the  legislation  in  this  state  made  amend- 
ments in  existing  laws,  though  several  important  new  measures 
were  enacted,  some  of  which  related  only  to  domestic  companies. 
Of  this  class  was  a  measure  relating  to  domestic  mutual  companies. 
The  more  important  bills  of  general  interest  was  an  act  amending 
the  anti-rebate  bill  (see  Anti-Rebate  Laws),  and  one  relating  to 
valuation,  which  provided  that  policies  issued  by  a  domestic  com- 
pany shall  be  valued  according  to  the  expense  charges  assumed  in 
the  table  of  mortality  adopted  and  the  rate  of  interest  assumed. 
Foreign  companies'  policies  may  be  valued  as  above,  provided  that 
the  aggregate  liability  shall  not  be  less  than  that  resulting  from  the 
valuation  under  the  laws  of  its  own  state.  Policies  issu^  prior  to 
1910  on  a  plan  not  providing  for  a  yearly  full  net  level  premium  re- 
serve may  be  valued  on  such  plan  on  the  basis  of  the  American  or 
actuaries'  tables  and  at  a  rate  of  interest  not  higher  than  4}^  per 
cent.  The  commissioner  of  insurance  may  vary  the  standard  of 
interest  and  mortality  in  case  of  companies  from  foreign  countries. 
The  valuation  of  policies  by  othpr  states  is  to  be  accepted  at  a  rate 
for  valuation  to  be  i  per  cent,  on  $1,000  of  insurance.  Another  im- 
portant measure  was  an  act  prescribing  standard  provisions  for  poli- 
cies of  life  insurance.  (See  Policy  Forms  and  Laws.) 

The  following  is  a  summary  of  the  other  legislation  of  general 
interest :  An  act  refunding  the  overpayment  of  the  fire  marshal  tax 
to  certain  companies,  and  an  act  increasing  the  tax  for  the  support 
of  the  fire  marshal's  office  from  one-quarter  to  three-eighths  of  one 
per  cent. 

An  act  amending  section  1972  of  the  statutes  relating  to  fees 
for  agents'  licenses.  The  bill  provides  that  except  as  otherwise  pro- 
vided for  companies  must  pay  $25  for  filing  the  first  declaration  or 
statement,  with  certified  copy  of  charter;  for  filing  annual  state- 
ment, $25;  for  issuing  certificate  of  authority  to  an  agent,  $1.  A 
separate  certificate  shall  be  required  for  each  company  represented  by 
an  agent  and  for  each  member  of  any  firm.  A  certified  copy  filed 
in  the  office  of  the  insurance  department  costs  10  cents  per  folio. 
Corporations  combining  shall  pay  the  feQ$  1^01^4  ^bove. 
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An  act  providing  that  corporations  engaged  in  providing  for  the 
payment  of  funeral  expenses  of  deceased  members  or  holders  of 
benefit  certificates  therein  shall  be  doing  an  insurance  business. 
Benefit  certificates  issued  by  such  corporation  shall  be  payable  thirty 
days  after  maturity  to  beneficiaries  in  cash  only. 

An  act  amending  the  law  relating  to  taxation  and  license  fees 
of  fire  and  marine  insurance  companies,  and  imposing  a  tax  on  fire 
and  marine  companies  of  two  per  cent,  on  gross  premiums  less  re- 
turn premiums  and  cancellations  on  direct  insurance,  and  in  case 
of  re-insurance  requiring  the  re-insuring  company  to  pay  the  tax 
if  the  re-insured  company  has  failed  to  pay  it  on  discontinuing  busi- 
ness in  the  state. 

An  act  relating  to  election  of  directors  of  mutual  life  companies, 
and  prescribing  a  form  of  ballot  to  be  used,  and  an  act  requiring 
life  companies  to  mail  a  statement  to  policyholders  of  the  appor- 
tionmciU  of  surplus  not  less  than  thirty  nor  more  than  sixty  days 
prioi*  to  the  date  of  distribution  of  dividends  and  prescribing  the 
form  of  statement  to  policyholder,  and  an  act  prohibiting  the  ac- 
ceptance of  any  gift  or  compensation,  other  than  prescribed  by  law, 
by  any  public  officer  or  employee  of  the  state. 

Wyoming.  Only  three  bills  directly  or  indirectly  affecting  in- 
surance were  enacted  into  law.  An  act  was  passed  amending  the 
law  relating  to  surety  and  guarantee  companies  and  the  transaction 
by  them  of  business  in  the  state.  An  act  relating  to  the  duties  of  the 
insurance  commissioner,  prescribing  fees  for  filing  annual  state- 
ments and  other  papers,  and  repealing  section  3,  chapter  64,  laws  of 
1888,  and  section  3186,  of  the  revised  statutes  1899.  An  act  pro- 
hibiting the  making  or  publishing  of  false  or  exaggerated  state- 
ments concerning  the  affairs  or  pecuniary  condition  of  any  corpora- 
tion which  shall  have  a  tendency  to  give  a  less  or  greater  apparent 
value  to  bonds  or  property  of  such  corporation  than  they  in  fact 
possess. 

LEIGH,  LAMARTINE  B.,  fire  underwriter,  was  born  at  Rome, 
Ga.,  September  14,  1851,  and  is  the  son  of  the  Rev.  Richard  Leigh, 
the  well-known  minister  of  the  Methodist  Episcopal  Church  in 
Georgia.  Mr.  Leigh  became  a  local  insurance  agent  in  Little  Rock, 
Ark.,  in  1878,  and  is  now  general  agent  in  Arkansas  for  the  Home, 
Niagara  Fire,  German  Alliance,  Sun  of  New  Orleans,  Spring  Garden, 
American  Central,  New  York  Underwriters'  agency,  Pelican,  Citi- 
zens, Mo.,  and  Phoenix  of  London,  and  also  general  agent  for  the 
Pacific  Mutual  Life.  He  is  also  general  agent  in  Oklahoma  for  the 
Phcenix  of  London  and  Sun  Insurance  Company  of  New  Orleans. 
He  was  secretary  of  the  Association  of  Fire  Underwriters  from  1883 
to  1890,  and  president  from  1890  to  1900.  He  has  been  city  treasurer 
of  Little  Rock  two  terms,  and  a  member  of  the  Arkansas  legislature 
two  terms,  and  is  president  of  the  People's  Building  and  Loan 
Association  of  that  city,  and  vice-president  of  the  Bank  of  Com- 
merce. 


358  LiABaiTY  Insurance  Association. 

LENEHAN,  JOSEPH  IT.,  general  agent  of  the  western 
department  of  the  Fidelity  Insurance  Company  at  Chicago, 
III.,  was  born  at  Dubuque,  la.  After  leaving  school  he 
embarked  in  the  local  insurance  business  at  Dubuque,  his  agency 
being  that  formerly  owned  by  Abram  Williams.  Mr.  Lenehan 
organized  the  Will  county,  111.,  compact  at  Joliet  in  1885.  He  was 
afterwards  an  inspector  of  special  hazards  for  mutual  companies  and 
in  1887  Illinois  state  agent  for  the  Insurance  Company  of  North 
America  and  Pennsylvania  Fire.  He  took  an  active  part  in  the 
management  of  the  Illinois  State  Board  of  Fire  Underwriters  and 
was  elected  president  of  the  board  in  1890.  Two  years  later  he 
went  with  the  Palatine  and  assisted  in  organizing  the  western  de- 
partment. July  I,  1898,  he  was  appointed  assistant  manager  of  the 
western  department  of  the  North  British  and  Mercantile  Insurance 
Company,  and  July  i,  1899,  assistant  general  agent  of  the  Phenix 
and  on  the  consolidation  of  that  company  with  the  Fidelity  Fire 
continued  as  manager  of  the  western  department  at  Chicago,  111. 
He  was  elected  president  of  the  Fire  Underwriters*  Asso- 
ciation of  the  Northwest  in  1897,  and  president  of  the  Western 
Union  September,  1908. 

LERMIT,  GERALD  HENRY,  manager  of  the  western  de- 
partment of  the  Northern  of  London,  with  headquarters  at  Chicago, 
was  born  at  Dedham,  Essex,  England,  in  1855.  At  the  age  of 
seventeen  years  he  joined  the  staff  of  the  Northern,  and  some  years 
after,  being  assistant  secretary  at  the  company's  London  office,  the 
duty  was  delegated  to  him  of  visiting  various  countries  of  the  world 
to  examine  into  the  company's  business  or  plant  new  agencies 
therein.  In  this  capacity  he  spent  some  time  in  Egypt,  India,  Bur- 
mah,  Ceylon,  Brazil,  the  Argentine  Republic,  Chili,  continental 
Europe,  and  Canada,  as  well  as  the  United  States,  which  latter  he 
visited  several  times.  In  1891  he  passed  some  months  inspecting 
the  business  of  the  Northern  on  the  Pacific  coast.  On  the  resigna- 
tion of  Mr.  Goodwin  and  death  of  Mr.  Crooke,  in  1894,  Mr.  Lermit 
was  appointed  to  succeed  them  as  manager  of  the  western  depart- 
ment. 

LETTON,  HAROLD  WILLIS,  general  manager  of  the  United 
States  branch  of  the  Prussian  National  Insurance  Company  of  Stet- 
tin, was  born  in  Kansas  City,  Mo.,  of  American  parentage,  January 
I3»  1875-  He  was  educated  at  Phillips  Academy,  Andover,  Mass., 
graduating  in  1894,  and  at  Yale  University,  from  which  he  graduated 
in  1897.  Subsequently  he  took  a  law  course  in  the  Harvard  Law 
School,  graduating  therefrom  in  1900,  and  practiced  law  imtil  1903, 
when  he  was  appointed  assistant  manager,  becoming  general  man- 
ager October,  1908. 

LIABILITY   INSURANCE   ASSOCIATION,   was   organized 
by   representatives   of   liability   insurance   companies   at   a   meeting" 
held  in  New  York  in  October,  1908.      The  objects  and  purpose  of 


Life  Insurance  Aggregates.  359 

the  association  as  set  forth  in  the  constitution  are  "to  promote  good 
will,  harmony,  confidence  and  co-operation  between  the  companies 
and  to  devise  and  give  effect  to  measures  for  the  protection  of  their 
common  interests,  and  for  the  observance  of  the  amenities  that 
should  exist  between  companies  and  associations."  Officers  wece 
elected  as  follows:  President,  Walter  C.  Faxon,  y^tna  Life;  vice- 
president,  William  M.  Tomlins,  Jr.,  Empire  State  Surety;  secre- 
tary, F.  H.  Kingsbury,  Pennsylvania  Ca^alty. 

The  second  annual  meeting  of  the  association  was  held  in  New 
York,  October  20,  1909.  President  Faxon  presided,  and  in  his 
report  briefly  outlined  the  plan  adopted  for  carrying  on  the  work 
of  the  association,  and  in  watching  and  directing  as  far  as  possible 
workingmen's  compensation  legislation.  Reports  on  routine  busi- 
ness were  presented,  and  addresses  were  made  as  follows:  **The 
Work  of  the  Credit  Association,"  by  James  G.  Cannon;  "Working- 
men's  Compensation  Laws  Relating  to  Bodily  Injuries  Received  in 
Industrial  Accidents,"  by  George  M.  Gillette  of  Minneapolis,  presi- 
dent of  the  Minnesota  Employers'  Association ;  and  Dr.  William  H. 
Tolman,  director  of  the  Museum  of  Safety  and  Sanitation,  New 
York,  gave  an  address  outlining  the  purposes  of  the  institution. 
Officers  were  elected  as  follows:  President,  F.  W.  Lawson,  United 
States  manager  of  the  I^ndon  Guarantee  and  Accident;  vice-presi- 
dent, Dr.  R.  S.  Keelor,  Empire  State  Surety ;  secretary  and  treasurer, 
A.  W.  Reed,  Ocean  Accident;  executive  committee:  John  T,  Stone, 
Maryland  Casualty;  Walter  C.  Faxon,  Aetna  Life;  Theodore  E. 
Gaty,  Fidelity  and  Casualty;  Walter  E.  Hoag,  General  Accident. 

LIABILITY  INSURANCE.  [See  Employers'  Liability  Insur- 
ance.] 

LIBRARIES,  INSURANCE.  The  Equitable  Life  Assurance 
Society  has  for  a  number  of  years  made  especial  efforts  to  collect 
insurance  literature  of  every  class,  and  undoubtedly  has  the  largest 
and  most  valuable  insurance  library  in  the  world,  being  strongest, 
naturally,  in  works,  standard  and  fugitive,  bearing  upon  life  insur- 
ance. The  library  of  the  late  Cornelius  Walford  of  England  was 
purchased  by  the  society  and  is  a  part  of  the  collection.  Several 
of  the  general  associations  of  underwriters  have  made  efforts  to 
build  up  libraries  for  the  use  of  their  members.  [On  this  subject 
see  Insurance  Library  Association  of  Boston,  and  Fire  Under- 
writers' Association  of  the  Northwest,  Library  of.] 

LIFE  INSURANCE  AGGREGATES.  The  report  of  the  New 
York  state  insurance  department  for  1908  gave  the  following  totals 
of  life  and  casualty  insurance  business  for  the  two  years  1907-1908 
(not  including  industrial  business)  transacted  by  companies  report- 
ing to  the  department.  The  figures  of  1906  are  also  printed  for 
comparison.  Tho  returns  cover  the  business  of  all  the  large  com- 
panies of  the  United  States,  not  including  industrial  business: 
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LIFE  COMPANIES. 


Number  of  companies, 

Assets,       .... 

Reserve,    .... 

Other   liabilities, 

Total    liabilities. 

Surplus    to    policyholders. 

Capital    stock,    . 

Premiums     received,  . 

All  other   receipts, 

Total    income,    . 

Claims  paid. 

Dividends   to   policyholders, 

Paid   for  forfeited   policies. 

Expenses, 

Supplementary   contracts,    . 

Dividends  to  stockholders,  . 

Total    disbursements. 

Policies   in    force, 

Insurance  in  force,    . 


1907. 

$2,917,008,918 

A543.7fM.774 
228,152,943 

-».77».9i7.7«7 

1 45.99 1. 20 1 

<o«389tOOO 

485,632,856 

>  43.996,788 

629,629,644 

192,796,654 

45,106,923 

55.430.067 

125,466,276 

1,688,253 

741.585 

421,229,758 

5,324,517 

10,404.726,638 


1908. 

35 
$3,204,193,351 

2,082,39  ",5^7 
295,664,750 

2,978.056,277 
226,137.074 
I  o,  1 89,000 
493,872,986 
149,267,099 
643,1402085 

J  93.3  >  8:496 
52,895,469 

70,389.982 

136,073.910 

1.852,550 

1,191,480 

455.721,887 

5.437.007 

10,553,957.857 


1909. 

3S 

$3,467,474,821 

2,892.094,687 

401,773.602 

3,293.868.289 

173.606,532 

1 1,089,000 

512,055,036 

1 79,080.090 

691,135.126 

206.924,962 

62,185.533 

73.037.205 

128,948.913 

1,858,448 

843,980 

473.799.041 

5.757.447 
11,110,457,172 


[For  statistics  of  assessment  insurance,  see  Fraternal  Societies, 
and  National  Fraternal  Congress,  and  for  statistics  of  casualty 
companies  see  accident,  health,  liahility,  surety  and  fidelity  insur- 
ance,  etc.] 

LIFE  INSURANCE  ASSOCIATION  OF  NEW  YORK.  [See 
Life  Underwriters  Association  of.] 

LIFE  INSURANCE  COMPANIES,  AMERICAN,  FOREIGN 
BUSINESS  OF.      [See  Foreign  Business.] 

LIFE  INSURANCE  COMPANY  OF  VIRGINIA,  Richmond, 
Va.  Organized  1871 ;  cash  capital,  $200,000;  John  G.  Walker,  presi- 
dent; T.  Wm.  Pemherton,  first  vice-president;  W.  L.  T.  Rogerson, 
second  vice-president;  E.  D.  Harris,  secretary. 

LIFE  INSURANCE  IN  THE  COURTS.  [See  Legal  Deci- 
sions Affecting  Insurance.] 

LIFE  INSURANCE  POLICY  FORMS.  fSee  Policy  Forms, 
Life.] 

LIFE  INSURANCE;  PROOFS  OF  DEATH.  All  life  insur- 
ance companies  require  proofs  of  death  on  their  own  blanks,  which 
will  be  furnished  on  application.  These  consist,  in  most  cases,  of 
certificates  of  the  claimant  as  to  fact  and  causes  of  death,  certificate 
of  attending  physician,  certificate  of  friend  as  to  identity,  certificate 
of  undertaker  or  clergyman,  or  copy  of  record  of  burial.  These  cer- 
tificates must  be  sworn  to  and  in  some  cases  attested  by  seal  of  a 
court  of  record.  The  object  of  these  various  certificates  is  to  estab- 
lish the  identity  of  the  deceased  with  the  assured,  and  to  make  sure 
of  the  fact  of  death.  As  these  several  requirements  are  substantially 
alike,  and  as  each  company's  blanks  are  to  be  used,  the  details  in 
each  case  seem  unnecessary  in  a  work  of  this  kind. 
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LIFE  UNDERWRITERS'  ASSOCIATION  OF  BIRMING- 
HAM, ALA.,  was  organized  in  1905  with  the  following  officers: 
President  W.  J.  Cameron;  vice-president,  P.  C.  Ratliff;  secretary 
and  treasurer,  Wm.  H.  Stewart.  The*  present  officers,  elected  at  the 
annual  meeting  in  March,  1909,  are:  President,  George  T.  Sibley, 
Equitable  Life;    secretary  and  treasurer,  George  C.  Oliver,  yEtna. 

LIFE  UNDERWRITERS'  ASSOCIATION  OF  BUFFALO, 
N.  Y.,  was  organized  November  9,  1886,  and  the  following  officers 
elected:  W.  G.  Justice,  president;  J.  W.  Pressey,  vice-president: 
W.  H.  Formosa,  second  vice-president;  W.  Manning,  secretary; 
R.  Butler,  treasurer.  The  present  officers,  elected  at  the  annual 
meeting  in  February,  1910,  are:  President,  Charles  W.  Fielder, 
Northwestern  Mutual;  vice-president.  William  D.  Camp,  Berkshire; 
second  vice-president,  Calvin  S.  Elliott,  Travelers;  secretary-treas- 
urer, Charles  G.  Venneman,  Mutual  Life;  executive  committee: 
Joseph  E.  Gavin,  Equitable;  Joseph  B.  Thebaud,  Massachusetts 
Mutual;  S.  B.  Lindsay,  Connecticut  General;  H.  J.  Emerson, 
Mutual  Life. 

LIFE  UNDERWRITERS'  ASSOCIATION  OF  CENTRAL 
MASSACHUSETTS,  was  organized  at  Worcester,  Mass.,  October 
14,  1899,  with  the  following  officers :  President,  W.  A.  Bailey ;  vice- 
presidents,  H.  E.  Townsend,  H.  L.  Trafford ;  secretary,  S.  Hamilton 
Coe;  treasurer,  Herbert  P.  Hopkins.  The  following  have  served 
the  Association  as  presidents:  H.  E.  Townsend,  W.  G.  Ludlow, 
S.  Hamilton  Coe,  J.  P.  Kilgore,  Geo.  H.  Vars,  C.  E.  Greene,  Lester 
V.  Bailey.  The  officers  and  executive  committee  elected  at  the 
annual  meeting  in  1910  are:  President,  Otis  D.  Arnold;  vice-presi- 
dents. W.  Gray  Harris  and  E.  P.  Crefe;  treasurer,  Chester  E. 
Greene;  secretary,  Andrew  B.  McGown;  executive  committee:  W. 
Gray  Harris,  Otis  D.  Arnold,  Guy  F.  Wheeler,  E.  P.  Creie,  Andrew 
B.  McGown,  Chester  E.  Greene,  Eli  Bouchard,  E.  A.  Robinson  and 
Henry  A.  Magowan. 

LIFE  UNDERWRITERS'  ASSOCIATION  OF  CHICAGO 
was  organized  January  15,  1889,  the  initial  meeting  looking  toward 
the  formation  of  the  association  being  held  December  7,  i^.  The 
original  officers  were:  J.  W.  Janney,  president;  A.  L.  Chetlain, 
first  vice-president;  W.  S.  Swymmer,  second  vice-president;  John 
H.  Nolan,  secretary ;  L.  A.  Spicer,  treasurer.  The  presidents  of  the 
association  have  been :  1889,  J.  W.  Janney'J  1890,  John  H.  Nolan ; 
1891,  Charles  H.  Ferguson;  1892,  W.  H.  Wyman;  1893,  John  K. 
Stearns,  who  was  re-elected  in  1894  and  1895;  1896,  Ira  J.  Mason; 
1897,  W.  D.  Wyman;  1898  and  1899,  George  L.  Wrenn;  1900,  L. 
Brackett  Bishop ;  1901,  J.  W.  Ranney ;  1902-1903,  R.  D.  Bokum ;  1904, 
D.  M.  Baker,  1905;  L.  Brackett  Bishop,  1906;  Fred  B.  Mason,  1907- 
1908.  At  the  annual  meeting,  held  in  February,  1910,  the  following 
officers  were  elected :  President,  Jules  Girardin,  Phoenix  Mutual ; 
vice-president,  Dr.  H.  C  Castor,  Connecticut  General;  treasurer, 
H.   S.   Dale,  Union   Mutual;    secretary,   R.   F.    Palmer,   Berkshire; 
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exectitive  committee :  George  M.  Herrick,  Provident  Life  and  Trust* 
chairman;  C  F.  Bullen,  Canada  Life;  Jr  F.  Johantgen;  L.  A. 
Greenwood,  Travelers,  and  H.  C.  Hintzpeter,  Mutual  Life. 

LIFE  UNDERWRITERS'  ASSOCIATION  OF  GRAND 
RAPIDS,  MICH.,  was  organized  at  a  meeting  held  in  January,  1904. 
and  the  following  officers  were  elected:  President,  A.  B.  Donelson, 
i^tna  Life;  vice-presidents,  C.  W.  Ten  Brock,  Metropolitan,  and 
A.  M.  Ashley,  Union  Mutual;  secretary,  A.  Thorne  Swift,  Canada 
Life;  treasurer,  E.  G  Squire.s,  Prudential.  E.  G.  Squires,  Pru- 
dential, is  president  and  H.  W.  Le  Sage  Tei)  Broek,  Central  Life, 
secretary   and   treasurer. 

LIFE  UNDERWRITERS'  ASSOCIATION  OF  LOUISIANA 
was  organized  at  a  meeting  held  in  New  Orleans  in  July,  1908. 
Officers  were  elected  as  follows:  President,  Frank  L.  Levy, 
Equitable;  vice-president,  Louis  P.  Rice,  Louisiana  National; 
secretary  and  treasurer,  Edmond  J.  Jacquct,  Equitable;  executive 
committee:  C  C.  Swayze,  G.  G.  McHardy  and  the  officers.  The 
above  are  the  present  officers. 

LIFE  UNDERWRITEIIS'  ASSOCIATION  OF  MONTGOM- 
ERY (Alabama)  was  organized  at  a  meeting  of  life  insurance  agents 
in  Montgomery,  March  30,  1904.  .  The  following  officers  and  execu- 
tive committee  were  elected:  President,  R.  P.  Dexter,  Sr. ;  vice- 
president,  E.  J.  Meyer;  secretary  and  treasurer,  W.  E.  Dow.  At 
the  annual  meeting  in  March,  1910,  officers  were  elected  as  follows : 
President,  E.  G.  Brauch;  vice-president,  G.  G.  Miles;  secretary  and 
treasurer,  J.  W.  Terry. 

LIFE  UNDERWRITERS'  ASSOCIATION  OF  NEW  YORK 
was  organized  as  the  Life  Insurance  Association  of  New  York,  in 
the  city  of  New  York,  January  18,  1887,  the  first  officers  being: 
Charles  H.  Raymond  of  the  Mutual  Life,  president;  Gilford  Morse 
of  the  Massachusetts  Mutual,  first  vice-president;  L.  Spencer  Goble 
of  the  Mutual  Benefit,  second  vice-president;  Alvah  W.  Brown  of 
the  Mutual  Life,  third  vice-president;  Charles  T.  Dunwell,  of  the 
Berkshire  Life,  secretary;  George  F.  Hadley  of  the  Brooklyn  Life, 
treasurer. 


The  presidents  since  organization  have  been: 


1887 — Charles   H.    Ravmond. 
1889 — L.    Spencer   Goble. 
1890 — Gilford   Morse. 
1891 — George  P.    Haskell. 
1892— Tilden   Blodgett. 
1893 — George    F.    Hadley. 
1894 — Robert   L.    Murray. 
1895 — John   F.   Makley. 
1896 — Richard    E.   Cochran. 
1897 — ^James  Yereance. 
1898 — ^Thomas  P.   Goodrich. 


1899 — Joseph   A.    Goulden. 
1900 — Philip  H.    Farley. 
1 90 1 — Frank   K.   Kohler. 
1902 — George   A.    Brinkerhoff. 
1903 — ^Tohn   W.    Vrooman. 
1904 — M.   E.  Goulden. 
1905 — ^J.  Carlton  Ward. 
1906— T.   Reid  Fell. 
1907 — Charles    T.    Edwards. 
1908 — Robert  H.   Hardy. 
1909 — D.  G.  C.  Sinclair. 
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The  present  officers  of  the  association,  who  were  elected  at  the 
twentieth  annual  meeting,  February  24,  1910,  are:  President,  Hugh 
G.  Millar,  Connecticut  General;  vice-president,  Warren  T.  Diefen- 
dorf.  Mutual  Life;  second  vice-president,  William  McElligott,  Equi- 
table Life;  third  vice-president,  Edward  W.  Allen,  New  England 
Mutual;  secretary,  F.  C.  S.  Staniland,  Metropolitan;  treasurer,  C. 
A.  Wardle,  Phoenix  Mutual;  executive  committee:  C.  V.  Dykeman, 
chairman.  Prudential ;  W.  C.  Johnson,  Phoenix  Mutual ;  J.  S.  Myrick, 
Mutual  Life;  Edward  W.  Lee,  John  Hancock;  George  H.  Linsz, 
Fidelity   Mutual   Life. 

LIFE  UNDERWRITERS'  ASSOCIATION  OF  OREGON  was 
organized  in  1904.  Officers  were  elected  as  follows:  President, 
C.  W.  Sherman;  first  vice-president,  W.  S.  Pond;  second  vice- 
president,  H.  G.  Colton;  secretary,  R.  H.  Pickering.  The  present 
officers,  elected  at  the  annual  meeting  in  February,  1910,  are: 
President,  D.  C.  Hewin,  Equitable  Life;  vice-president,  John  Pauer, 
Prudential;  secretary  and  treasurer,  J.  G.  Bennett,  Equitable  Life; 
executive  committee,  S.  P.  Lockwood,  Columbia  Life;  Alma  D. 
Katz,  Mutual  Life,  and  E.  L.  Hannon,  Penn  Mutual. 

LIFE  UNDERWRITERS'  ASSOCIATION  OF  PEORIA  was 
organized  in  1902,  with  the  following  officers :  President,  James  W. 
Gundy;  vice-president,  N.  G.  Bourland;  treasurer,  E.  J.  B.  Hay- 
ward  ;  secretary,  H.  W.  Keith.  At  the  annual  meeting,  held  in  May, 
1909,  the  following  officers  were  elected:  President,  Harry  W 
Keith;  vice-president,  W.  S.  Darden;  secretary  and  treasurer, 
Guy  C  Goodfellow.     The  above  are  the  present  officers. 

LIFE  UNDERWRITERS'  ASSOCIATION  OF  ROCHES- 
TER, N.  Y.,  was  organized  March  ^,  1904,  and  the  following  officers 
elected:  President,  F.  E.  McMullen,  ^Etna  Life;  vice-president 
P.  B.  Van  Duesen,  Equitable;  second  vice-president,  M.  R.  Miller 
Penn  Mutual;  secretary.  Clay  Babcock,  Mutual  Life;  treasurer. 
J.  N.  Alexander,  National  Life,  Vt.  The  present  officers,  elected  at 
the  annual  meeting  in  January,  1910,  are:  President,  Clay  Babcock; 
vice-president,  H.  R.  Lewis;  second  vice-president,  Thomas  Wood; 
secretary,  S.  L.  Crabbe;  treasurer,  W.  S.  Beebe;  executive  com- 
mittee, W.  H.  Wall,  C  H.  Chesney,  B.  G.  Bennett,  J.  V.  Alexander, 
F.  E.  McMullen. 

LIFE  UNDERWRITERS'  ASSOCIATION  OF  SAVANNAH, 
GA.,  was  organized  in  February,  1906,  with  the  following  officers: 
President,  Julian  Schley;  first  vice-president,  Cornelius  F.  Moses; 
second  vice-president,  E.  S.  Stoddard;  secretary  and  treasurer,  Ben- 
jamin J.  Apple.  The  present  officers,  elected  in  1910,  are:  Presi- 
dent, C.  F.  Moses;  vice-president,  L,  T.  Doyle;  secretary  and 
treasurer.  D.   S.   Pooser. 

LIFE  UNDERWRITERS'  ASSOCIATION  OF  SPRING- 
FIELD, ILLINOIS,  was  organized  in  April,  1905.     Officers  were 
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elected  as  follows:  President,  E.  A.  Peebles,  Metropolitan;  first 
▼ice-president,  C.  W.  Walker,  Equitable;  second  vice-president, 
W.  F.  Workman.  Franklin  Life:  secretary.  H.  M.  Sollenberger, 
Mutual  Benefit;  treasurer,  J.  H.  Ruckel,  New  England  Mutual 
Life.  The  present  officers,  elected  at  the  annual  meeting  in  January, 
T910,  are:  President.  Gaylord  Davidson;  vice-president,  D.  G. 
Williams;  secretary,  Edgar  S.   Barnes;  treasurer,  W.  L.   Stagg. 

LIFE  UNDERWRITERS'  ASSOCIATION  OF  ST.  LOUIS. 
MO.  There  was  an  association  with  this  name  organized  January 
7,  1891,  which  after  a  few  years  lost  its  vitality.  An  attempt  was 
made  in  September.  1896,  and  again  in  October,  1897,  to  reorganize 
the  association,  but  the  efforts  were  short-lfved.  Another  reorgani 
zation  was  effected  in  January,  1902,  and  W.  G.  Day  was  elected 
president  and  George  Benham  secretary.  At  the  annual  meeting, 
held  in  January,  1910,  the  following  officers  were  elected:  President, 
J.  W.  Estes:  first  vice-president,  J.  J.  Kelly;  second  vice-president, 
F.  B.  Miller ;  secretary,  W.  C.  Flynn ;  treasurer,  W.  E.  Anderson ; 
executive  committee,  F.  N.  Cheney,  S.  D.  Jones,  E.  A.  Balch,  W.  O. 
Andrews  and  C.  D.  Bolin. 

LIFE  UNDERWRITERS'  ASSOCIATION  OF  TOLEDO. 
[See  Toledo  Association  of  Life  Underwriters.] 

LIFE  UNDERWRITERS'  ASSOCIATION  OF  VIRGINIA 
was  organized  March  8,  1893,  with  the  following  officers:  Presi- 
dent, John  B.  Cary;  first  vice-president,  J.  A.  Pleasants;  second 
vice-president,  Howard  S.  Wineford;  secretary  and  treasurer,  Ira 
Mowsey.  The  present  officers,  elected  at  the  annual  meeting  held  in 
Richmond  in  May,  1910.  are:  President,  D.  R.  Midyette,  Fidelity 
Mutual;  vice-president,  T.  A.  Cary,  Northwestern  Mutual;  second 
vice-president,  T.  Garnett  Tabb,  Travelers;  secretary  and  treasurer, 
R.  Peter  Jones,  Metropolitan;  executive  committee,  N.  D.  Sills, 
Sun  Life;  G.  W.  Bahlke,  Metropolitan,  and  A.  P.  Wilmer,  chair- 
man. 

LIFE  UNDERWRITERS'  ASSOCIATION  OF  WESTERN 
MASSACHUSETTS.  This  association  was  organized  at  Spring- 
field, Mass.,  October  6,  1894.  Officers  were  elected  as  follows: 
James  L.  Johnson  of  the  Massachusetts  Mutual,  president;  George 
H.  Sutton  of  the  Mutual  Life*  and  H.  K.  Simons  of  the  Equitable 
Life,  vice-presidents;  Henry  P.  Roberts  of  the  Union  Mutual  Life, 
secretary;  Archibald  Ladner  of  the  Provident  Life  and  Trust,  treas- 
urer. The  present  officers  of  the  association,  elected  at  the  annual 
meeting  in  March.  1910.  are:  President,  Frederic  W.  Fuller;  vice- 
presidents,  Henry  M.  Clarke,  J.  G.  Scliwenger;  secretary,  Edward 
O.  Sutton;  treasurer,  R.  Milton  Allis;  executive  committee,  Henry 
S.  Waldron,  William  P.  Draper,  George  D.  Baker,  William  O.  Bald- 
vin,  N.  H.  Williams,  F.  C.  Stedman,  William  L.  Richards. 
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LIFE  UNDERWRITERS'  ASSOCIATIONS.  For  a  list  of 
local  associations  composing  the  National  Association  of  Life  Un- 
derwriters, see  National  Association.  For  general  organizations  of 
life  underwriters,  see 

Actuarial   Society  of  America. 

American  Institute  of  Actuaries. 

American  Life  Convention. 

Associated  Fraternities  of  America   (Fraternal  Beneficiary  Orders). 

Association  of  Life  Insurance  Medical  Directors  of  America. 

Association  of  Life  Insurance  Presidents. 

Intemaiional  Association  of  Accident  Underwriters. 

National  Fraternal  Congress  (Fraternal  Beneficiary  Orders). 

National  Association  of  Life  Underwriters. 

New  England  Women's  Life  Underwriters*  Association. 

LIFE  UNDERWRITERS'  NATIONAL  ASSOCIATION  OF. 
[See  National  Association  of  Life  Underwriters.] 

LIMITING  CLAUSES  IN  FIRE  INSURANCE  P()LICIES 
[See  Policy  Forms,  Fire  (New  York),  Legislation  and  Coinsurance 
Clause.] 

LINCOLN  LIFE  UNDERWRITERS'  ASSOCIATION,  Lin- 
coin,  Neb.,  was  organized  February  24,  1906,  and  officers  were 
elected  as  follows:  President,  J.  H.  Mockett,  Sr. ;  vice-president, 
H.  W.  Noble;  secretary,  Frank  P.  Dwiggins;  treasurer,  E.  P. 
Bushman.  The  present  officers,  elected  in  January,  1910,  are: 
President,  H.  W.  Noble:  vice-president,  M.  L.  Palmer;  secretary, 
George  S.  Davies;  treasurer,  C.  R.  Easterday;  executive  committee, 
A.  R.  Edmiston,  F.  E.  Mockett  and  N.  H.  Gardner. 

LINCOLN  NATIONAL  LIFE  INSURANCE  COMPANY, 
Fort  Wayne,  Ind.  Organized  1905;  authorized  capital,  $300,000; 
paid  in,  $164,000.  S.  M.  Foster,  president;  Arthur  F.  Hall,  secretary 
and  manager. 

LIPFINCOTT,  HENRY  C,  manager  of  agencies  for  the  Penn 
Mutual  Life  Insurance  Company,  was  born  at  Philadelphia,  Pa., 
April  12,  1844.  He  is  a  graduate  of  the  Central  High  School  of  that 
city.  In  May,  1865,  he  was  admitted  to  the  Philadelphia  bar,  and 
practiced  law  until  1869,  when  he  removed  to  Colorado,  where  he 
taught  school,  mined,  wrote  for  the  newspapers,  and  hustled  gener- 
ally. He  found  his  true  vocation  in  life  insurance,  to  which  he  has 
devoted  the  remainder  of  his  life.  He  entered  the  office  of  the  Penn 
Mutual  February  i,  1874,  and  served  in  various  capacities  until  he 
was  appointed  manager  of  agencies  in  January,  1888.  He  is  active 
in  everything  that  pertains  to  life  insurance,  being  a  trained  con- 
troversialist who  delights  in  the  gentle  art  of  dialectics.  His  con- 
tributions to  the  business  have  been  many  and  influential,  and  he 
has  been  in  frequent  request  as  a  speaker  by  various  associations. 
He  has  made  the  excellent  canvassing  material  of  the  Penn  Mutual 
and  has  much  to  do  with  its  devebpment  as  a  company. 


3^  '  Lloyds. 

LITTLE,  RUSSELL  A.,  secretary  of  the  Glens  Falls  Insurance 
Company,  is  a  native  of  the  New  York  village  of  Glens  Falls  and 
the  son  of  the  late  Russell  M.  Little,  many  years  the  president  of 
the  company.  He  was  born  March  14,  1849,  ^"^  ^^s  educated  in 
the  common  schools,  and  on  leaving  them  went  into  the  fire  insur- 
ance business  as  a  clerk  in  a  local  agency  office.  He  was  afterward 
special  agent  for  the  Royal  and  special  and  general  agent  for  the 
Glens  Falls,  and  in  January,  1893,  was  elected  its  secretary  and 
was  elected  vice-president  in  January,  1908. 

LITTLEJOHN,  WILEY  J.,  western  manager  for  the  North 
British  and  Mercantile  Insurance  Company,  wiSi  headquarters  at 
Chicago,  was  born  of  Scotch  ancestry  at  Memphis,  Tenn.,  March 
I,  1849.  He  was  educated  in  the  common  schools  and  the  Jesuit 
College  (St.  Louis  University)  at  St.  Louis,  Mo.  After  leaving  college 
he  studied  law,  but  drifted  into  lire  insurance,  which  he  then  made 
the  vocation  of  his  life.  He  entered  the  local  agency  at  Memphis 
of  H.  A.  Littleton,  and  after  his  death  succeeded  him  in  business. 
In  1874  he  became  general  agent  of  the  Merchants  of  St.  Joseph, 
Mo.,  which  he  afterward  reinsured  in  the  Connecticut  Fire.  The 
latter  company  employed  Mr.  Little  John  as  adjuster  and  special 
agent  in  the  western  field.  He  was  at  one  time  president  of  the 
Association  of  Fire  Underwriters  of  Missouri,  Kansas,  and  Nebra- 
ska, and  was  president  of  the  Fire  Underwriters'  Association  of 
the  Northwest  in  1894-95.  When  the  western  department  of  the 
Connecticut  Fire  was  established  in  1884  under  the  command  of 
Abram  Williams,  Mr.  Littlejohn  was  appointed  assistant  manager. 
He  continued  in  that  position  until  he  was  appointed  to  his  present 
one  in  July,  1894. 

LIVERPOOL  AND  LONDON  AND  GLOBE  INSURANCE 
COMPANY  of  Liverpool,  Eng.  Henry  W.  Eaton,  manager.  New 
York. 

LIVERPOOL  AND  LONDON  AND  GLOBE  INSURANCE 
COMPANY  of  New  York.  Organized  1897;  capital,  $200,000. 
Henry  W.  Eaton,  president,  and  George  W.  Hoyt,  secretary. 

LLOYDS.  [For  a  history  of  the  Lloyds  movement  in  the 
United  States,  from  its  rise  in  1892  to  the  extinction  of  the  specula- 
tive class  engaged  in  this  form  of  fire  underwriting  in  New  York 
by  the  action  of  the  courts,  see  the  Cyclopedia  of  Insurance  for 
1897-98  and  1898-99.1  The  New  York  Lloyds  in  active  operation 
and  reporting  to  the  New  York  department  in  1909  were  the  fol- 
lowing: 

Allied  Underwriters,  E.  A.  G.  Intcmann,  Jr.,  Attorney. 
American   Exchange  Underwriters,  Weed  &  Kennedy,  Attorneys. 
American   Lloyds,   Hall  &  Trowbridge,   Attorneys. 
Great  Western  Lloyds,  Hall  &  Trowbridge,  Attorneys. 
Indemnity   Exchange,   Wm.  &  R.   W.   Williamson,  Attorneys. 
Individual  Underwriters,  John   R.   Waters,  Attorney. 
International  Fire  Office,  Charles  F.  Mitchell,  Attorney. 


LocKwooD,  Benoni  367 

Lumber  Underwriters,   Eugene   F.    Perry,  Attorney. 

Manufacturers*  Lloyds,  Janneson  &  Frelinghuysen,  Attorneys. 

Merchants*    Fire    Lloyds,    Jameson    &    Frelinghuysen,    and    Henry    Griffin, 

Attorneys. 
National  Underwriters  of  America,  Hall  &  Trowbridge,  Attorneys. 
,New  York  &  Boston   Lloyds,   Willard   S.   Brown  &  Co.,  Attorneys. 
New  York  Commercial  Underwriters,  Henry  Stewart  &  Son,  Attorneys. 
New  York  Insurance  Association,   Daniel  Woodcock  &  Co.,  Attorneys. 
New  York  Reciprocal  Underwriters,  John  R.   Waters,   Attorney. 
North  American   Inter-Tnsurers,   Benedict  &   Benedict,   Attorneys. 
United  States  Lloyds,  Hiegins  and  Cox,  Attorneys. 
Union  Underwriters,  Hall  &  Trowbridge,  Attorneys. 

The  New  York  legislature  in  1902,  passed  an  act  placing  all 
Lloyds  organizations  under  the  supervision  of  the  New  York  state 
insurance  department,  and  the  legislature  of  1910  enacted  legislation 
regulating  still  further  the  transaction  of  business  by  Lloyds  and 
placing  them  directly  wider  the  supervision  of  the  insurance  depart- 
ment. The  New  York  department  in  1909  began  an  investigation 
into  the  Lloyds  concerns  transacting  business,  and  later  began  pro- 
ceedings to  clo^e  up  the  affairs  of  several  and  to  establish  the  right 
of  others  to  continue  business. 

The  Individual  Underwriters  of  St.  Louis,  W.  H.  Markham  & 
G>.,  is  a  notable  Lloyds  association  outside  New  York. 

LLOYDS  PLATE  GLASS  INSURANCE  COMPANY  of  New 
York.,  Organized  1882:  capital,  $250,000.  W.  T.  Woods,  president; 
C.  E.  W.  Chambers,  secretary. 

LOCKE,  SIDNEY  E.,  secretary  of  the  Hartford  Fire  in- 
surance company,  was  born  in  Glens  Falls,  N.  Y.,  February  5, 
1866.  He  was  educated  in  the  Glens  Falls  Academy,  and  began 
his  insurance  career  in  a  local  agency  in  that  city  in  1884.  Later 
he  accepted  a  position  in  the  home  office  of  the  Orient  insurance 
company,  and  also  represented  the  company  as  special  Bgent  in 
New  York  state.  In  1896  he  was  appointed  special  agent  for  the 
Philadelphia  Underwriters  in  the  Middle  department  territory,  and 
was  later  assistant*  secretary  of  the  Reading  insurance  company. 
He  was  elected  an  assistant  secretary  of  the  Hartford  Fire  in  1908, 
and  secretary  iii    1910. 

LOCK,  FRANK,  New  York,  resident  manager  of  the  Atlas 
Assurance  Company  of  London,  was  born  on  the  Isle  of  Wight. 
England,  January  10,  1855.  Practically  all  his  business  life  has 
been  passed  in  insurance.  He  was  eleven  years  in  the  home  office 
of  the  Commercial  of  London,  four  years  foreign  superintendent 
of  the  Fire  Insurance  Association  of  London,  two  years  United 
States  manager  of  that  comoany.  and  since  July,  1891,  he  has  been 
connected  with  his  present  company.  He  also  took  an  active  part 
in  organizing  the  General  Adjustment  Bureau,  of  which  he  was 
the  first  president. 

LOCKWOOD,  BENONI,   [See  Death  Roll]. 
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LOEB,  LEO  A.,  member  of  the  firm  of  Adolph  Loeb  &  Sons, 
Inc.,  Chicago,  fire  insurance  agents,  and  son  of  the  late  Adolph  Loeb, 
was  born  at  Memphis,  Tenn.,  in  1867.  He  is  prominent  in  Jewish 
charitable  and  philanthropic  work,  being  a  member  of  the  board  of 
trustees  of  the  United  Hebrew  Charities,  vice-president  of  the 
Home  for  Jewish  Friendless  and  Working  Girls,  and  a  member  of 
the  executive  committee  of  the  National  Jewish  Hospital  for  Con- 
sumptives, Denver,  Colo.;  trustee  of  the  Jewish  Agriculturalists 
Aid  Society,  Chicago,  and  a  member  of  the  Standard  and  Hamilton 
clubs. 

LONDON  AND  LANCASHIRE  FIRE  INSURANCE  COM- 
PANY,  Liverpool.  A.  G.  Mclllwaine,  Jr.,  Hartford,  Conn.,  manager 
of  the  United  States  branch. 

LONDON  ASSURANCE  CORPORATION  of  London,  Eng- 
land. Charles  L.  Case,  New  York  City,  manager  for  the  United 
States;   John  H.  Packard,  agency  secretary. 

LONDON  GUARANTEE  AND  ACCIDENT  COMPANY, 
LTD.,  of  London.  Established  1869;  entered  United  States  in  1892. 
F.  W.  Lawson,  United  States  manager,  Giicago.  111.  Assets  Decem- 
ber 31,  iqo(),  $2,651,945;  liabilities,  $2,023,636.73;  surplus  to  policy- 
holders, $628,308.27. 

LONG,  HARRY  C,  special  agent  of  the  London  and  Lan- 
cashire and  Orient,  is  a  native  of  Suffield.  Conn.,  where  he  was 
born  December  19,  1851.  He  learned  the  jeweler's  trade  and  later 
devoted  himself  to  mechanical  and  architectural  drawing.  In  1877 
he  entered  the  fire  insurance  agency  business  and  ten  years  later 
was  New  England  special  agent  for  the  United  States  Fire  of  New 
York.  In  1895  he  was  appointed  special  agent  of  the  Orient  for 
Connecticut,  a  part  of  New  York  and  New  Jersey,  and  now  repre- 
sents thlit  company  and  the  London  and  Lancashire  in  New  Jersey, 
Pennsylvania,  Maryland,  Virginia,  and  West  Virginia,  with  head- 
quarters at  New  York. 

LONG,  WILLIAM  PENN,  special  agent  of  the  Franklin  Fire 
Insurance  Company  of  Philadelphia,  was  born  in  Carbon  county, 
Pennsylvania,  May  30,  1855.  His  earliest  vocation  was  that  of  a 
clerk  in  the  coal  freights  department  of  the  Lehigh  Valley  Rail- 
road Company.  After  fourteen  years  with  this  company  he  en-' 
gaged  in  the  local  fire  and  life  insurance  agency  business  at  Lehigh- 
ton.  Pa.  In  1892  he  was  appointed  special  agent  of  the  Farmers' 
of  York  for  New  York  state,  and  in  1897  joined  the  field  force  of  the 
American  Fire  as  special  agent  in  the  middle  department.  He  resigned 
as  special  agent  for  the  American  Fire  in  December,  1905,  and  ac- 
cepted a  position  with  Hamburg-Bremen,  as  special  agent  in  south- 
ern New  Jersey,  eastern  Pennsylvania,  Delaware,  and  Maryland. 
He  resigned  as  special  agent  of  the  Hamburg-Bremen  February  i, 
1909,  and  has  since  been  with  Franklin  Fire  Insurance  Company  of 
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Philadelphia  as  special  agent  in  New  Jersey,  and  the  New  York 
Suburban  and  Philadelphia  Suburban  field  with  headquarters  at 
No.  421  Walnut  street,  Philadelphia,  Pa. 

LOOKER,  OSCAR  R.,  president  of  the  Michigan  Mutual  Life 
Insurance  Company,  was  born  at  Columbus,  Ohio,  June  19,  1846,  and 
passed  a  part  of  his  boyhood  upon  a  farm  near  that  city.  Although 
but  fifteen  years  of  age  at  the  time  the  Civil  War  broke  out  he  en- 
listed in  the  Union  army  and  served  throughout  the  entire  war. 
After  its  close  he  studied  law  at  Columbus,  but  in  1869  he  became 
connected  with  the  Cleveland  office  of  the  Berkshire  Life.  In  187 1 
he  joined  the  staff  of  the  Michigan  Mutual  Life  at  its  home  office  in 
Detroit,  and  in  1883  he  was  elected  secretary  and  general  manager 
of  the  company.    Mr.  Looker  was  elected  president  in  1893. 

LOOMIS,  JAMES  LEE,  assistant  secretary  of  the  Connecticut 
Mutual  Life  insurance  company,  was  born  at  Granby,  Conn.,  Novem- 
ber 3,  1878.  He  was  educated  at  the  New  York  Military  Academy, 
Cornwall  on  Hudson,  and  at  Yale  University,  from  which  he  gradu- 
ated with  the  degree  B.  A.,  in  1901.  He  was  admitted  to  the  bar 
in  1905,  and  practiced  law  imtil  he  was  elected  to  his  present  position 
with  the  Connecticut  Mutual  in  1909. 

LOPEZ,  JOSEPH,  secretary  of  the  Continental  Insurance  Com- 
pany of  New  York,  was  born  at  Uniontown,  Alabama,  September 
27,  1862,  and  received  a  college  education,  graduating  from  the 
University  of  Tennessee  in  the  class  of  1882.^  Prior  to  entering  the 
service  of  the  Continental  he  was  engaged  in  civil  engineering. 

LOS  ANGELES  LIFE  UNDERWRITERS'  ASSOCIATION 
was  organized  at  a  meeting  held  Septettiber  17,  1904,  and  the  fol- 
lowing officers  were  elected:  President,  W.  N.  Holley;  vice-presi- 
dent, J.  C.  Guy;  second  vice-president,  W.  P.  Trumbower;  secre- 
tary, C.  I.  D.  Moore;  treasurer,  H.  Haskell.  The  present  officers, 
elected  at  the  annual  meeting  in  December,  1909,  are:  President, 
I.  J.  Munia,  Travelers;  secretary,  John  R.  Morris.  President  Muma 
and  Secretary  Morris  later  resigned,  and  George  A.  Rathburn, 
Equitable  Life,  was  elected  president,  and  J.  C.  Robertson,  National 
Life  of  Chicago,  secretary. 

LOTT,  EDSON  S.,  president  of  the  United  Sutes  Casualty 
Company,  New  York,  was  born  in  Yates  county,  N.  Y.,  of  American 
parentage,  November  10,  1858.  He  was  educated  in  the  public 
schools  and  the  Penn  Yan,  N.  Y.  Academy  and  began  his  business 
life  in  newspaper  work  in  which  his  experience  was  varied,  and  he 
was  one  of  the  incorporators  of  the  United  States  Investor  of  Bos- 
ton. He  first  entered  the  accident  insurance  business  in  1892,  and 
became  superintendent  of  agents  of  the  Manufacturers  Accident 
Indemnity  Company  of  Geneva,  N.  Y.,  and  two  years  later,  on  the 
organization  of  the  United  States  Casualty  Company,  he  Dbcame 
assistant  secretary  of  the  company.    He  became  secretary  in  1897; 
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was  made  general  manager  as  well  in  1901,  and  was  elected  to  his 
present  position  in  1908.  Mr.  Lott  is  an  active  member  of  associa- 
tions pertaining  to  accident  and  liability  underwriting,  was  elected 
president  of  the  International  Association  of  Accident  Underwriters 
in  1903,  and  re-elected  in  1904;  was  vice-president  of  the  Alliance 
Against  Accident  Frauds,  1904-1906;  was  elected  president  of  the 
Board  of  Casualty  and  Surety  Underwriters  in  1908;  was  elected 
vice-president  of  the  Casualty  &  Surety  Social  Club  of  New  York 
in  1908.  Mr.  Lott  was  also  the  lecturer  on  accident  insurance  at 
the  University  of  Pennsylvania  in  1905. 

LOUISIANA  ASSOCIATION  OF  LOCAL  FIRE  INSUR- 
ANCE AGENTS  was  organized  in  April,  1899.  A  meeting  was 
held  in  1900,  but  the  association  became  disorganized,  and  was  re- 
vived at  a  meeting  in  1902.  J.  W.  Alexander  is  president  and  Sol 
Weil,   secretary. 

LOUISIANA  FIRE  INSURANCE  COMPANY  of  Baton 
Rouge,  La.  Organized  1891 ;  capital  stock,  $61,565.28.  O.  B.  Steele, 
president;  R.  N.  Ross,  secretary. 

LOUISIANA  FIRE  PREVENTION  ASSOCIATION  was 
organized  in  September,  1904,  and  its  objects  are  to  inspect  and 
promote  the  protection  of  property  against  fire,  and  the  association 
also  publishes  advisory  rates.  Charles  Janvier  was  the  first  presi- 
dent and  Sol  Bloodworth,  secretary.  The  present  officers  and 
executive  committee  elected  in  September,  1909,  are:  President, 
J.  D.  Kitchen;  vice-president,  Fred  C.  Stockdell;  secretary,  Sol 
Bloodworth. 

LOUISIANA,  INSURANCE  SUPERVISION  IN.  The  sec- 
retary of  state  is  charged  with  the  supervision  of  insurance  interests 
m  Louisiana.  He  is  authorized  to  appoint  an  assistant  secretary  of 
state,  who  has  in  recent  years  been  given  charge  of  the  insurance 
department.  The  assistants  who  have  served  since  1884  are: 
Simeon  Toby,  from  1884  to  1891 ;  William  B.  Spencer,  from  18^1 
to  1894;  George  Spencer,  in  1894  and  1895;  Simeon  Toby  agam 
in  1895,  and  John  J.  McCann  in  1896.  The  present  secretary  of 
state  is  John  T.  Michel,  and  his  official  address  is  Baton  Rouge.  The 
assistant  secretary  of  state  in  charge  of  the  insurance  department 
is  Eugene  J.  McGivney,  Baton  Rouge. 

LOUISIANA  NATIONAL  LIFE  ASSURANCE  SOCIETY, 
New  Orleans,  La.  Organized  1906.  Gustave  Lemle,  president; 
Henry  Kahn,  secretary. 

LOUISVILLE  BOARD  OF  FIRE  UNDERWRITERS,  of 
Louisville,  Ky.,  was  organized  February  15,  1854,  with  William 
Riddle,  president,  and  B.  H.  Gwathmey,  secretary  and  treasurer. 
The  association  commemorated  its  fortieth  anniversary  January  13, 
1904.  The  present  officers,  elected  at  the  annual  meeting  in  Janu- 
ary, 1910,  are:  President,  Howard  W.  Hunter;  vice-president,  Fred 
J.  Hummel;  secretary,  W.  W.  Boomer. 
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LOUISVILLE  INSURANCE  COMPANY,  Louisville,  Ky. 
Organized  1872;  capital,  $100,000.  John  H.  Leathers,  president; 
S.  M.  Huston,  secretary. 

LOVELAND,  CHARLES  A.,  actuary  of  the  Northwestern 
Mutual  Life  Insurance  Company,  was  born  at  Troy,  N.  Y.,  October 
3,  1841.  He  served  for  three  years  in  the  army  during  the  Civil 
War;  entered  the  office  of  the  Northwestern  Mutual  in  1870,  and 
has  advanced  through  various  grades  to  his  present  position.  He  is 
one  of  the  charter  members  of  the  Actuarial  Society  of  America. 

LOWDEN,  WILLIAM  H.,  was  appointed  manager  of  the 
Pacific  coast  department  of  the  Norwich  Union  of  England  January 
I,  1896.  He  was  previously  with  the  North  British  and  Mercantile 
Insurance  Company  twenty-one  years.  Mr.  Lowden  was  president 
of  the  Fire  Underwriters'  Association  of  the  Pacific  in  189 1. 

LOWELL  MUTUAL  FIRE  INSURANCE  COMPANY,  Low- 
ell, Mass.  Organized  1832.  Chas.  A.  Stott,  president;  Joseph  Pea- 
body,  secretary. 

LUCKETT,  DAINGERFIELD  G.,  secretary  of  the  United 
States  Casualty  company,  New  York,  is  a  native  of  Maryland  and 
was  born  at  Rockville,  of  American  parentage,  June  6,  1873.  He 
was  educated  in  the  Rockville  Academy.  From  1891  to  1897 
was  private  secretary  to  David  B.  Hill,  United  States  senator  from 
New  York.  In  the  latter  year  he  became  connected  with  the 
United  States  Casualty,  and  held  successively  the  positions  of 
assistant  superintendent  of  agencies,  and  superintendent  of  agencies, 
personal  accident  department,  and  was  appointed  assistant  secretary 
in  1 901.      He  was  elected  to  his  present  position  in  1908. 

LUDLUM,  CLARENCE  ALLEN,  assistant  secretary  of  the 
Home  Insurance  Company  of  New  York,  was  born  in  East  Jamaica, 
Long  Island,  N.  Y.,  September  4,  1865.  He  received  a  public  school 
education,  and,  until  accepting  a  position  with  the  Home  in  Decem- 
ber, 1890,  was  engaged  in  railroading  and  Pullman  service.  He 
was  appointed  to  his  present  position  in  December,  1903. 

LUMBER  INSURANCE  COMPANY  OF  NEW  YORK,  New 
York.  Organized  1904;  capital,  $200,000.  G.  A.  Mitchell,  president; 
R.  H.  McKilvey,  secretary. 

LUMBERMEN'S  INSURANCE  COMPANY,  Philadelphia, 
Pa.  Organized  1873;  capital,  $250,000.  Lewis  Davis,  president; 
Oliver  H.  Hill,  vice-president  and  secretary. 

LUMBERMEN'S  MUTUAL  INSURANCE  COMPANY, 
THE,  Mansfield,  O.  Organized  1895.  E.  S.  Nail,  president;  W.  H. 
G.  Kegg,  secretary.  This  company  insures  lumber  yards,  saw  and 
planing  mills. 
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LUNGER,  JOHN  B.,  vice-president  of  the  Travelers  Insurance 
G>nipany,  was  born  in  Warren  county,  New  Jersey,  in  1864.  He  re- 
ceived his  early  education  in  the  public  schools  and  at  the  Cen- 
tenary Collegiate  Institute,  Hackettstown,  N.  J.  In  1880  he  entered 
the  <iervice  of  the  Prudential  Insurance  Company  and  was  soon  put 
m  charge  of  the  mathematical  work,  and  as  the  company  grew  he 
developed  the  actuary's  department.  The  company  opened  an  ordi- 
nary branch  in  1886,  of  which  he  supervised  both  the  office  and  field 
work.  In  February,  1897,  he  accepted  the  position  of  managing 
actuary  of  the  New  York  Life  Insurance  Company.  Five  years 
later,  on  February  i,  1902,  he  resigned  this  office  to  accept  bis  present 
position. 

LYMAN,  HENRY  D.,  president  of  the  American  Surety  Com- 
pany of  New  York,  was  born  April  12,  1852,  at  Parkman,  O.  He 
was  educated  in  the  common  schools  of  that  place  and  first  came 
into  prominence  as  a  special  agent  of  the  post-office  department  of 
the  United  States.  Under  President  Garfield's  administration  he 
was  chief  clerk  of  the  contract  office  of  the  post-office  department, 
and  under  President  Arthur,  second  assistant  postmaster-general. 
In  1885  he  was  elected  secretary,  and  1886  vice-president,  and  April 
12,  1899,  president  of  the  American  Surety  Company;  also  trustee 
of  North  River  Savings  Bank,  New  York. 
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MACAULAY,  THOMAS  BASSETT,  secretary  and  actuary  of 
the  Sun  Life  Assurance  Company  of  Canada,  is  a  son  of  the  veteran 
president  of  that  institution,  Robertson  Macaulay,  and  was  born  at 
Hamilton,  Ontario,  June  6,  i860.  He  entered  the  service  of  the  Sun 
Life  in  October,  1877.  He  was  appointed  actuary  in  1880,  secretary 
in  1891,  and  became  director  also  of  the  company  in  1898,  and  manag- 
ing director  in  1908.  Mr.  Macaulay  is  a  Fellow  (by  examination)  of 
the  Institute  of  Actuaries  of  Great  Britain,  and  supervisor  at  IVf  ontreal 
in  connection  with  the  examinations  of  the  Institute.  He  is  a  charter 
member  of  the  Actuarial  Society  of  America,  and  was  in  1899  elected 
president  of  the  society  and  re-elected  in  1900.  He  is  also  a  Fellow  of 
the  Royal  Statjstical  Society  of  England,  and  a  corresponding  member 
of  the  Institute  des  Actuaires  Francias,  Paris.  He  was  one  of  the 
representatives  of  the  Actuarial  Society  of  America  at  the  Inter- 
national Congress  of  Actuaries  in  Brussels  in  1895,  in  London  in 
1898,  in  Paris  in  1900,  and  in  Berlin  in  1906.  He  was  elected  vice- 
president  of  the  Congress  for  the  United  States  and  Canada  at 
the  Paris  Congress  and  again  at  Berlin. 

MACDONALD,  WILLIAM,  of  the  firm  Macdonald  &  Miles, 
general  agents  of  the  Westchester  Fire  Insurance  Company  for  the 
Pacific  coast,  was  born  in  New  York,  January  31,  1838.  He  began 
business  life  in  New  York  city  in  the  dry  goods  jobbing  business. 
In  1861  he  removed  to  California.  In  1867  he  was  appointed  local 
agent  of  the  i^tna  and  Phoenix  of  Hartford  in  San  Francisco,  and  a 
year  later  special  agent  for  the  former  company,  which  position  he 
held  for  a  number  of  years.  He  was  the  first  surveyor  of  the  Board 
of  Fire  Underwriters  of  San  Francisco,  and  established  the  business 
of  the  Scottish  Union  and  National  on  the  Pacific  coast.  For  a 
number  of  years  he  had  the  management  of  that  company,  in  con- 
nection with  that  of  the  Connecticut  Fire.  In  1888  he  was  elected 
vice-president  and  manager  of  the  Anglo-Nevada.  On  the  reinsur- 
ance-of  the  Pacific  coast  business  of  that  company  with  the  London 
and  Lancashire,  Mr.  Macdonald  was  made  Pacific  coast  manager  for 
the  latter  office.  He  resigned  this  position  in  August,  1906,  and  in 
November  of  the  same  year  formed  a  co-partnership  with  D.  E. 
Miles,  who  had  also  resigned  as  assistant  manager  of  the  London 
and  Lancashire,  and  together  they  accepted  the  general  agency  of 
the  Westchester  Fire  Insurance  Company.  Before  entering  the  in- 
surance business  Mr.  Macdonald  was  secretary  of  the  San  Francisco 
and  Oakland  Railway,  now  a  portion  of  the  Central  Pacific  system. 
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* 
He  was  colonel  of  the  Second  Regiment  of  Artillery  in  the  National 
Guard  of  California  for  a  number  of  years,  and  on  the  consolidation 
of  the  three  regiments  in  San  Francisco  was  elected  the  first  colonel 
of  the  new  regiment. 

MACDONALD,  THEODORE  H.,  insurance  commissioner  of 
G>nnecticut,  was  born  of  American  parentage  in  New  Haven,  Conn., 
March  ii,  1862.  He  was  educated  in  the  common  schools  of  his 
native  city,  and  started  his  business  career  in  newspaper  work^  He 
was  appointed  insurance  commissioner  in  1907,  and  was  appointed 
Quartermaster  General  on  the  staff  of  Governor  Roberts  in  1905-6. 
He  has  held  other  public  offices,  and  is  a  member  of  several  frater- 
nities notably  the  Masons,  Knights  of  Pythias  and  Elks. 

MACKAY,  WILLIAM  J.,  secretary  of  the  Springfield  Fire 
and  Marine  Insurance  Company  of  Springfield,  Mass.,  was  bom  at 
Hamilton,  Ont.,  March  29,  1852,  of  Scotch  parentage.  He  was 
educated  in  the  common  and  private  schools  of  Niagara  Falls,  K 
Y.,  and  began  his  business  career  as  a  clerk  in  the  ofRce  of  the  New 
York  Central  and  Hudson  River  Railroad.  In  1873  he  became  con- 
nected with  the  firm  of  Smith  &  Germain,  general  agents  of  the 
Fire  Association  of  Philadelphia  for  the  state  of  New  York.  He 
started  an  insurance  agency  at  Niagara  Falls  in  1878,  which  grew 
to  be  the  largest  in  the  place.  Among  other  companies  he  repre- 
sented the  Springfield,  and  in  1884  President  Damon  offered  him 
the  position  of  special  agent  for  western  and  northern  New  York. 
In  the  spring  of  1885  he  was  appointed  special  agent  and  in  1895 
was  elected  assistant  secretary.  On  the  death  of  Secretary  Hall  in 
1900  he  was  elected  secretary.  He  has  filled  numerous  political 
offices  and  been  director  in  several  corporations. 

MACK,  WILFRED  WHALEY,  insurance  journalist,  was  bom 
at  Ithaca,  N.  Y.,  April  17,  1879,  and  received  a  public  and  high 
school  education.  He  studied  two  years  at  the  College  of  the  City 
of  New  York,  and  two  years  also  at  Cornell  University.  After 
leaving  Cornell  he  was  a  reporter  on  the  New  York  Sun,  until 
joining  the  Weekly  Underwriter  as  assistant  editor  in  1902.  He 
joined  the  Insurance  Field  of  Louisville  in  1905,. as  associate  editor, 
with  headquarters  in  Atlanta,  Ga. 

MAC  SWEEN,  JOHN  FERGUSON,  Omaha,  Neb.,  western 
special  agent  of  the  Franklin  Insurance  Company  of  Philadelphia, 
was  born  March  25,  1848,  at  Glasgow,  Scotland.  He  was  educated 
in  Scotland  and  Canada,  and  at  the  University  of  Michigan.  He 
taught  school,  was  principal  of  a  high  school,  and  was  a  practicing 
physician  for  seven  years  before  entering  the  insurance  business. 

MADISON  INSURANCE  COMPANY,  Madison,  Ind.  Or- 
ganized 1848;  capital,  $100,000.  W.  H.  Powell,  president;  J.  K. 
Weyer,  secretary. 

MAGEE,  JOSEPH  FRANCIS,  fire  underwriter,  San  Francisco, 
Cal,  is  a  native  of  California  and  was  born  in  San  Francisco,  Cal., 
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April  14,  1872  He  received  a  public  school  education,  and  graduated 
from  the  law  department  »f  Lake  Forest  University,  Illinois,  in  1902. 
His  business  career  has  been  spent  in  fire  insurance,  and  was  for  ten 
years  an  examiner  and  special  agent  for  the  Continental  Insurance 
Company,  and  was  later  assistant  secretary  of  the  National  Union 
Fire  Insurance  Company  for  two  years.  He  is  president  of  the  Asso- 
ciated Underwriters,  Inc.,  San  Francisco,  and  is  a  member  of  the 
Olympic  Club,  Union  League  Club  and  Merchants'  Exchange  Gub 
of  that  city,  and  is  also  prominent  in  Masonic  circles. 

MAGILL,  ROBERT  H.,  district  manager  for  Alameda  and 
Contra  Costa  counties,  California,  of  the  Home  Insurance  Com- 
pany of  New  York,  was  born  in  Westport,  Ireland,  February  22, 
1832.  Removed  to  Canada  in  1841,  and  to  Covington,  Ky.,  in  1853. 
In  this  latter  year  he  entered  the  employ  of  the  ^tna  of  Hartford 
under  J.  B.  Bennett.  In  1857  R.  H.  and  H.  M.  Magill  organized 
the  western  department  of  the  Phoenix  of  Hartford  at  Cincinnati, 
Ohio.  In  1862  Robert  H.  became  a  resident  of  California,  organiz- 
ing the  Pacific  coast  department  of  the  Phoenix  and  Home  of  New 
York,  and  was  the  first  manager  to  appoint  recording  agents 
throughout  the  Pacific  states.  In  1875  he  became  the  manager  of 
the  Home  Mutual  of  California.  In  1897  he  accepted  the  manage- 
ment of  the  Western  and  British  America  Assurance  Company  of 
Toronto  for  Alameda  and  Contra  Costa  counties,  resigning  at  the 
close  of  1905  to  accept  his  present  position  with  the  Home  of  New 
York.  Mr.  Magill  has  been  continuously  in  the  business  for  over 
fifty  years,  is  a  thorough  and  popular  underwriter  and  adjuster 
and  transacts  a  large  and  profitable  businesf. 

MAINE  ASSOCIATION  OF  LOCAL  FIRE  INSURANCE 
AGENTS  was  organized  May  24,  1899,  at  Portland,  Me.,  with  the 
following  officers:  President,  Gen.  S.  D.  Leavitt  of  Eastport;  vice- 
presidents,  M.  S.  Bird  of  Rockland,  L.  C.  Tyler  of  Bangor,  E.  H. 
Gove  of  Biddeford;  secretary  and  treasurer,  Thomas  J.  Little  of 
Portland.  The  association  was  reorganized  at  a  meeting  held  Sep- 
tember 25,  1906,  and  the  present  officers  are :  President,  F.  C.  Lynam , 
Bar  Harbor ;  vice-presidents,  ^ J.  W.  McClure,  Frank  Nelson,  J.  C. 
Little ;  secretary  and  treasurer,  Convers  E.  Leach,  Portland. 

MAINE  INSURANCE  SUPERVISION  IN,  1868-1910.  The 
insurance  department  in  Maine  was  organized  by  act  of  the  legisla- 
ture in  1868,  the  chief  official  being  the  insurance  commissioner,  who 
is  appointed  by  the  governor  for  three  years.  The  following  is  a 
list  of  these  officials  up  to  date : 


Albert  W.  Paine,       .     .  1868- 1873 

Joshua   Nye 1873-1879 

William  Philbrick,     .     .  1879- 1880 

Joseph  B.  Peaks,       .     .  1880- 1883 


Oramandal  Smith,  .  .  1883-1884 

Frank  E.  Nye,     .  .  .  1884-1885 

Joseph  O.  Smith,  .  .  1885-1893 

Stephen  W.  Carr,  .  .  1893- 1908 


The  present  commissioner  is  Beecher   Putnam,  appointed   for 
the  term  beginning  January  i,  1909. 
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MAINE  LIFE  UNDERWRITERS'  ASSOCIATION  was 
founded  in  1887.  At  the  annual  meeting  of  the  association,  held  in 
February,  1910,  the  following  officers  were  elected :  President,  Qiarles 
M.  Bradley,  Metropolitan;  vice-president,  G.  Mortimer  Barney, 
Travelers;  secretary,  Frank  M.  Bradley,  Provident  Life  &  Trust; 
treasurer,  J.  Putnam  Stevens,  Massachusetts  Mutual;  executive 
committee:  Ernest  E.  Decker,  Connecticut  Mutual;  Arthur  G. 
Eaton,  Prudential;  Charles  A.  Bradley,  Metropolitan;  Freeman  M. 
Grant,  Provident  Life  &  Trust;  Ira  S.  Sawyer,  New  England 
Mutual. 

MAJESTIC  LIFE  ASSURANCE  COMPANY,  Indianapolis. 
Ind.  Organized  1905;  capital,  $100,000.  R.  D.  Hughes,  president; 
M.  M.  Mahoney,  secretary. 

MANHATTAN  LIFE  INSURANCE  COMPANY,  THE,  of 
New  York,  was  organized  in  1850,  under  the  general  act  of  1849, 
with  a  guaranteed  capital  of  $100,000.  The  government  of  the  com- 
pany is  a  mixed  one,  each  share  of  the  guaranteed  capital  being 
entitled  to  a  vote  for  directors,  and  each  person  insured  for  life 
paying  a  premium  of  not  less  than  $75  is  entitled  to  vote.  The 
officers  are:  Henry  B.  Stokes,  president;  W.  B,  Lane,  vice-presi- 
dent; J.  H.  Giffin,  second  vice-president;  M.  W.  Torrey,  secretary 
and  actuary.  The  policies  issued  by  the  company  are  written  with 
standard  provisions,  and  contain  extremely  liberal  tables  of  cash 
loan,  paid-up  and  extended  insurance  value. 

MANNHEIM  INSURANCE  COMPANY  of  Mannheim,  Ger- 
many.   Franz  Herrmafin,  New  York,  United  States  manager. 

MANN,  HENRY  R.,  Pacific  coast  insurance  manager,  was 
born  at  Marshall,  Mich.,  in  1842,  and  went  to  California  when  but 
ten  years  of  age.  He  has  been  a  fire  insurance  agent  thirty-five 
years.  Mr.  Mann  was  vice-president  and  chairman  of  the  execu- 
tive committee  of  the  Pacific  Insurance  Union  from  its  organiza- 
tion in  1885  to  1893,  and  president  in  that  year. 

MANTON  MUTUAL  FIRE  INSURANCE  COMPANY, 
Philadelphia,  Pa.  Organized  1894.  Frederick  A.  Downes,  presi- 
dent and  treasurer;   William  M.   Burgess,   secretary. 

MANUFACTURERS'  MUTUAL  FIRE  INSURANCE  COM- 
PANY OF  RHODE  ISLAND,  Providence,  R.  I.  Organized  1835. 
Tohn  R  Freeman,  president;  Theodore  P.  Bogert,  secretary. 

MARINE  BOARD  OF  UNDERWRITERS.  [See  Boards  of 
Underwriters  of  New  York,  Boston  Board  of  Marine  Underwriters, 
Marine  Underwriters'  Association  of  San  Francisco,  Inland  Marine 
Underwriters,  and  Institute  of  Marine  Underwriters.] 

MARINE  INSURANCE.  The  principal  companies  doing  ma- 
rine insurance  business  report  to  the  New  York  insurance  depart- 
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ment.  Their  statements  of  business,  where  they  do  both  ocean  and 
inland  marine  insurance,  do  not  show  the  two  classes  separately. 
The  following  are  the  aggregates  .of  marine  business  written  in 
IQCO  by  seventeen  fire  and  fire  and  marine  and  three  marine  com- 
panies of  the  United  States,  and  the  United  States  branches  of 
seventeen  foreign  fire  and  marine  and  marine  companies;  thirty- 
seven  companies  in  all. 

Risks  written  in  1909, $8,810,329,374 

Risks  in  force  December  31,  1909, 620,781,590 

Premiums    written,             .        \ 20,937,308 

Losses   paid,               10,547.362 

MARINE  UNDERWRITERS.  INSTITUTE  OF.  [See  Insti- 
tute of  American  Marine  Underwriters.] 

MARKHAM,  GEORGE  D.,  senior  member  in  the  firm  of  W. 
H.Markham  &  Co.  at 'St.  Louis,  Mo.,  was  born  at  New  Haven, 
Conn.,  July  25,  1859.  He  was  educated  at  Kinne's  School,  Ithaca, 
N.  Y.,  and  was  graduated  from  Harvard  University  with  the  de- 
gree of  A.  B.  in  1881,  and  from  Washington  University  of  St. 
Louis  with  the  degree  of  LL.B.  in  1891.  He  was  president  of  the 
National  Association  of  Local  Fire  Insurance  Agents  from  1900  to 
1902,  and  is  president  of  the  Missouri  Association  of  Local  Fire 
Insurance  Agents.  He  is  director  of  the  St.  Louis  Business  Men's 
League,  the  Mercantile  Trust  Company,  and  the  Mercantile  Library 
Association,  and  was  a  member  of  the  St.  Louis  City  Council, 
1901-5. 

MARSHALL,  ELBERT  PIKE,  vice-president  of  the  Union 
Central  Life  Insurance  Company  of  Cincinnati,  was  born  near  Hamil- 
ton, Butler  county,  Ohio,  June  15,  1845,  his  father  Dr.  John  G. 
Marshall,  being  a  prominent  physician  of  that  place.  Mr.  Marshall 
was  graduated  from  Farmer's  College,  Ohio,  in  1863,  and  soon 
after  graduation  received  an  appointment  from  the  Secretary  of 
the  Navy  and  was  assigned  to  duty  in  the  Mississippi  Squadron. 
At  the  close  of  the  war  in  1865,  he  resigned  his  position  in  the  Navy 
and  located  in  Cincinnati  to  enter  upon  a  business  career.  He 
accepted  in  1869,  the  position  of  assistant  secretary  of  the  Union 
Central  Life,  was  elected  secretary  in  1881,  actuary  in  1888,  and 
vice-president  of  the  company  in  1906.  Mr.  Marshall  is  a  charter 
member  of  the  Actuarial  Society  of  America. 

MARSHALL,  JOHN  JR.,  joint  manager  of  the  central  depart- 
ment of  the  Fireman's  Fund  Insurance  Company  of  San  Francisco 
in  Chicago,  was  born  at  Glasgow,  Scotland.  He  was  taken  to  San 
Francisco  when  a  youth,  and  at  the  age  of  sixteen  years  went  into 
the  office  of  the  Imperial,  I-ondon,  Northern  &  Queen  Insurance 
Companies,  where  he  learned  the  rudiments  of  the  fire  insurance 
business.  In  1888  he  became  fieldman  for  the  Queen,  Connecticut 
Fire  and  Royal  Exchange  insurance  companies  on  the  Pacific  Coast. 
In  1896  he  was  placed  in  charge  of  the  western  department  of  the 
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Royal  Exchange  with  headquarters  at  Chicago,  and  early  in  1900 
was  transferred  to  New  York  as  assistant  U.  S.  manager  for  the 
company  last  mentioned.  In  May,  1900,  he  accepted  his  present  posi- 
tion. In  igo8  he  was  elected  president  of  the  Fire  Underwriters' 
Association  of  the  Northwest  and  was  secretary  of  the  Western 
Union  from  1902  to  1909. 

MARSHALL,  WILLIAM  A.,  vice-president  and  actuary  of  the 
Home  Life  Insurance  G>mpany  of  New  York,  is  a  director  in  this 
company  and  the  Nyack  National  Bank.  At  the  time  he  entered 
the  service  of  the  company  in  1866  he  was  a  teacher  of  mathe- 
matics. His  whole  business  life  has  been  devoted  to  this  company. 
He  was  born  in  the  city  of  New  York  and  educated  in  Gmnecticut 
and  New  York  schools.  Mr.  Marshall  is  a  charter  member  of  the 
Actuarial  Society  of  America,  member  of  the  Hamilton  and  other 
clubs. 

MARTIN,  FRANK  E.,  secretary  of  the  New  Hampshire  Fire 
Insurance  G>mpany,  Manchester,  N.  H.,  is  a  native  of  that  city, 
where  he  was  born  of  American  parentage  in  1S63.  He  received  a 
public  school  education,  and  entered  the  service  of  the  company  as 
an  office  boy  in  1883,  and  worked  his  way  up  to  his  present  position, 
traveling  through  the  middle  and  western  states  for  the  company, 
and  being  appointed  assistant  secretary  in  1894,  with  supervision  over 
the  western  interests  of  the  company,  and  secretary  in  1905. 

MARTIN,  HENRY  C,  insurance  journalist,  publisher,  and 
editor  of  Rough  Notes,  Indianapolis,  was  born  at  Harbor  Creek, 
Erie  county.  Pa.,  April  16,  1833.  He  was  educated  as  a  physician 
at  Castleton  Medical  College,  Vt,  and  the  University  Medical  Col- 
lege of  New  York  city,  graduating  from  the  latter  institution  in 
1856-7.  For  several  years  Dr.  Martin  practiced  his  profession  at 
McGregor,  la.  He  entered  the  service  of  the  Nofthwestern  Mutual 
Life  of  Milwaukee  in  1859,  and  was  the  first  special  agent  of  the 
company  west  of  the  Mississippi  River,  planting  its  first  agencies 
in  a  number  of  northwestern  states.  Dr.  Martin  was  with  the 
Northwestern  Mutual  over  twenty-one  years,  twelve  of  which  he 
was  in  charge  of  the  Indiana  state  agency  at  Indianapolis.  He  was 
the  first  Indiana  state  agent  of  the  Travelers.  He  established 
Rough  Notes  in  November,  1878,  and  has  since  been  its  manager 
and  editor.  He  was  one  of  the  incorporators  and  a  director  of  the 
Indianapolis  Fire  Insurance  Company,  also  its  secretary  for  five 
years  preceding  February,  1907,  when  the  control  of  the  company 
was  changed. 

MARYLAND  CASUALTY  COMPANY  of  Baltimore,  Md. 
Organized  1898;  capital,  $1,000,000.  John  T.  Stone,  president;  James 
F.  Mitchell,  secretary. 

MARYLAND,  INSURANCE  SUPERVISION  IN,  1872-1910. 
The  Maryland  insurance  department  was  established  by  act  of  legis- 
lature of  1872,  the  appointment  of  insurance  commissioner  being 
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vested  in  the  board  of  public  works,  composed  of  the  governor, 
state  treasurer,  and  state  comptroller.  The  term  of  office  is  four 
years.    The  commissioners  since  organization  have  been: 


Charles  A.  Wailes,    .  .  1872-1876 

John  M.  Miller,   .     .  .  1876- 1877 

Jesse  K.  Hines,   .     .  .  1877-1891 

J.  Frederick  C.  Talbot,  .  1 891- 1893 


I.   Freeman   Raisin,   .  .  1893-1895 

Thomas  B.  Townsend,  .  1895-1896 

F.  Albert  Kurtz,  .      .  .  1896-1900 

Lloyd  Wilkinson,       .  .  1 900-1905 


Frank  I.  Duncan  was  appointed  in  1905,  but  resigned  in  October, 
ippS*  and  was  succeeded  by  B.  F.  Crouse,  who  is  the  present  com- 
missioner. 

MARYLAND  LIFE  INSURANCE  COMPANY,  Baltimore, 
Md.  Organized  1865;  capital,  $100,000.  Wm.  H.  Blackford,  presi- 
dent; John  W.  Hanson,  secretary. 

MASSACHUSETTS  ASSOCIATION  OF  LOCAL  FIRE  IN- 
SURANCE AGENTS  was  organized  at  a  meeting  held  in  Worcester 
October  10,  1906.  Officers  were  elected  as  follows:  President, 
William  Gilmour,  Boston;  vice-presidents,  Fred  C.  Church,  Lowell, 
C.  H.  Cornish,  New  Bedford,  W.  S.  Warriner,  Springfield,  C.  B. 
Russell,  Marlboro,  T.  H.  Raymond,  Cambridge;  secretary  and  treas- 
urer, E.  P.  Ingraham,  Worcester.  The  present  officers,  elected  in 
October,  1909,  are:  President,  Clinton  H.  Cornish,  New  Bedford; 
vice-presidents,  William  Gilmour,  E.  P.  Ingraham,  T.  H.  Raymond, 
A.  C.  E.  Stimson,  J.  M.  Stevenson;  secretary  and  treasurer,  C.  B. 
Russell,  Marlboro;  executive  committee,  F.  S.  Hamlin,  Clarence  C. 
PufFer,  Oliver  Walker,  Alfred  H.  Nash,  G.  H.  Pendergast,  Charles 
F.  Wilson  and  W.  B.  M.  Chace. 

MASSACHUSETTS  BONDING  AND  INSURANCE  COM- 
PANY, Boston,  Mass.  Or^nized  1907;  capital,  $500,000;  surplus. 
$250,000.  T.  J.  Falvey,  president;  John  T.  Burnett,  secretary.  The 
company  writes  surety  bonds  of  every  description  and  burglary  and 
theft  insurance. 

MASSACHUSETTS,  INSURANCE  SUPERVISION  IN, 
1855-1910.  The  insurance  department  in  Massachusetts  was  organ- 
ized in  1855.  There  were'  three  commissioners  originally.  By 
Chapter  177,  Acts  of  1858,  the  board  of  three  commissioners  was 
abolished,  and  a  board  of  two  substituted.  The  latter  was  abolished 
by  Chapter  255,  Acts  of  1866.  Since  that  time  the  duties  of  super- 
vision have  been  performed  by  one  official,  termed  insurance  com- 
missioner, who  is  appointed  by  the  governor  and  confirmed  by  the 
council,  for  a  term  of  three  years.  The  commissioners  who  have 
served  since  the  organization  of  the  department  in  1855  are  as 
follows : 


Augustus  O.  Brewster, 
Nathaniel  R.  Allen, 
Charles  L.   Putnam, 
Elihu  C.  Baker,  . 
John  Field, 
George  T.  Steams, 


April  3,  1855— April  3,  1859 
April  3,  1855 — ^April  3,  1856 
April  3,  1856 — Sept.  30,  1856 
June  6,  1856 — April  3,  1859 
Sept.  30,  1856— April  3,  1858 
May   30,  1857 — ^April    3,  i860 
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Elizur  Wright,    . 
G«or|(e  W.   Sarsent, 
John  E.  Sftzifora, 
Julius  L.  Clarice, 
Stephea  H.  Rhodes, 
Julras  L.  Clarke, 
John  K.  Tarhox, 
George  S.  Merrill. 
Frederick  L.  Cutting, 


The  deputy  commissione 


George  W.  Sargent, 
Stephen  H.  Rhodes, 
Benjaintn  C.    Dean, 
George  H.  Long, 
William  S.  Smith, 
Frederick  L.   Cutting, 
Frank    H.    Hardison, 
Charles    W.    Fletcher, 


April  28, 
April  a8, 
June  ao, 
Oct.  aS, 
Dec.  8, 
Majr  3. 
April  ai, 
Tunc  3» 
Sept  30, 


1858— April 
1859 — ^April 
1866 — Not. 
1869— Tan. 
1874 — ^Mch. 
1879 — Feb. 
1883 — May 
1887— Sept. 
1897 — ^NoY. 


a8,  1867 

a8.  1867 

z,  1869 

I,  1875 

I  a.  1879 

14.  1803 

a8,  1887 

30,  1897 

1907 


s  have  been : 


May  17,  1 87 1 — ^June  16,  187a 

tune  17,  187a — ^Uec.  31,  1874 

[ch.  4,  1875 — Mch.  21,  1876 

Aoril  I,  1876 — Feb.  19,  1877 

Mch.  20,  1877 — Aug.  30,  1894 

Aug.  30,  1894 — Sept.  30,  1897 

Oct.  7,  1897 — Nov.  1907 

1907 — Aug.  I,  19 10 


Frederick  L.  Cutting  who  had  been  commissioner  since  1894, 
resigned  in  November,  1907,  owing  to  ill-health,  and  Frank  H. 
Hardison,  who  was  deputy  commissioner,  was  appointed  to  succeed 
him,  and  is  the  present  commissioner.  Lemuel  G.  Hodgkins  is 
deputy  commissioner. 

MASSACHUSETTS  MUTUAL  FIRE  INSURANCE  UNION. 
This  is  an  organization  of  domestic  mutual  fire  insurance  com- 
panies which  have  been  in  successful  operation  for  from  fifty  to 
seventy-five  years.  It  is  distinct  from  and  has  no  affiliation  with  the 
mill  or  manufacturers'  mutuals.  About  the  beginning  of  1879  offi- 
cers of  the  Massachusetts  mutuals,  realizing  that,  while  the  compe- 
tition of  the  stock  companies  was  very  great,  there  was  much  lack 
of  harmony  among  themselves,  and  believing  that  the  mutual  sys- 
tem was,  through  intention  or  misunderstanding,  misrepresented, 
resolved  to  form  an  association  that  would  enable  the  mutuals  tc 
present  a  solid  front  to  their  competitors. 

In  June,  1879,  a  call  for  a  meeting  to  consider  the  advisability 
of  forming  a  union  was  issued,  signed  by  three  of  the  managers, 
Charles  A.  Howland  of  the  Quincy  Mutual,  E.  M.  Tucke  of  the 
Traders  and  Mechanics,  and  Alfred  L.  Barbour  of  the  Cambridge 
Mutual.  In  response  to  the  call  the  representatives  of  seven  of 
the  companies  appeared,  and  a  temporary  organization  was  made, 
with  H.  C.  Bigelow  as  chairman  and  Alfred  L.  Barbour  as  secre- 
tary. 

On  September  10,  1879,  the  Massachusetts  Mutual  Fire  Insur- 
ance Union  was  organized  by  the  choice  of  E.  B.  Stoddard  of  the 
Merchants  and  Farmers  of  Worcester  as  president,  Charles  B. 
Cummings  of  the  Massachusetts  Mutual,  and  George  B.  Faunce  of 
the  Dedham  Mutual  as  vice-presidents,  and  Alfred  L.  Barbour  of  the 
Cambridge  Mutual,  secretary.  George  Heywood  of  the  Middlesex 
Mutual,  Charles  M.  Miles  of  the  Worcester  Mutual,  L.  H.  Bradford 
of  the  Fitchburg  Mutual,  E.  M.  Tucke  of  the  Traders  and  Mechanics 
Mutual,  and  Charles  A.  Howland  of  the  Quincy  Mutual  were  elected 
an  executive  committee. 
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The  object  of  the  union,  as  stated  in  the  preamble,  was  "to  con- 
sider all  matters  affecting  mutual  companies  and  adopt  all  things 
that  will  work  for  the  benefit  of  that  system  of  insurance;"  "for 
social  and  fraternal  purposes,  to  the  end  that  peace,  harmony,  and 
good  fellowship  may  reign." 

The  headquarters  of  the  mutual  are  at  No.  loi  Milk  Street,  Bos- 
ton, where  they  have  a  large  room  for  their  meetings  every  Sat- 
urday, and  a  small  room  for  conference,  and  where  the  secretary 
attends  three  times  per  week.  They  support  a  general  inspector  of 
risks.  They  believe  in  the  social  element,  and  every  quarter  a  ban- 
quet follows  the  business  meeting.  Once  a  year  an  excursion  to 
some  prominent  place  is  taken,  usually  attended  by  from  sixty  to 
eighty  members,  friends  and  ladies.  The  union  stands  relatively 
to  the  mutuals  as  the  New  England  Insurance  Exchange  stands  to 
the  stock  companies. 

The  present  officers,  elected  at  the  annual  meeting  in  Septem- 
ber. 1909.  are:  President.  W.  L.  Harris;  vice-presidents,  Francis 
H.  Lincoln,  and  James  Y.  Noyes;  secretary  and  treasurer,  Charles 
F.  Danforth;  executive  committee:  W.  L.  Harris,  Francis  H. 
Lincoln,  James  Y.  Noyes.  Henry  W.  Gushing,  George  W.  Hinklcy, 
Edward  M.  Tucke  and  John  M.  Stevenson. 

In  1894  an  understanding  was  reached  by  the  union  with  the 
New  England  Insurance  Exchange  whereby  the  two  organizations 
act  in  harmony  in  numerous  matters  of  rates,  permits,  and  time 
limitations  of  policies. 

They  now  have  a  standing  committee  of  conference,  by  which 
matters  of  importance  are  considered,  and  the  questions  of  rates, 
overhead  writing,  and  rules  have  been  amicably  arranged. 

MASSACHUSETTS  MUTUAL  LIFE  INSURANCE  COM- 
PANY of  Springfield.  Mass..  was  incorporated  May  15,  1851.  Wm, 
W.  McClench,  president;  Wheeler  H.  Hall,  secretary. 

MASSACHUSETTS  TITLE  INSURANCE  COMPANY  of 
Boston,  Mass.  Organized  1885;  capital,  $300,000.  Eugene  O'Brien, 
president;  Chas.  M.  Olcott,  secretary. 

McADAM,  LUCIUS,  actuary  of  the  United  States  Annuity  and 
Life  Insurance  Company  of  Chicago,  is  a  native  of  the  city  of  New 
Vork.  He  was  graduated  from  the  College  of  the  City  of  New 
York,  and  entered  the  service  of  the  former  Guardian  Life  Insur- 
ance Company  of  that  citv,  of  which  he  became  actuary  and  secre- 
tary. He  was  subsequently  admitted  to  the  bar  in  New  York,  and 
practiced  law  in  connection  with  life  insurance  in  all  the  courts  of 
that  state.  In  1896  he  connected  himself  with  the  Hartford  Life 
Insurance  Company  as  actuarv  and  counsel,  and  there  remained 
nine  years,  until  Februnry,  1906,  when  he  was  elected  to  his  present 
position.  He  was  the  first  president  of  the  newly  formed  American 
Institute  of  Actuaries,  embracing  in  its  membership  the  actuaries 
of  western  and  southern  companies. 
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McAllister,  JAMES  W.,  president  emeritus  of  the  Franklin 
Fire  Insurance  Company  of  Philadelphia,  was  born  May  15, 1836,  and 
entered  the  office  of  that  company  as  a  clerk  when  seventeen  years 
old.  He  advanced  by  successive  promotions  to  the  presidency  of 
the  company,  to  which  he  was  elected  in  1881,  succeeding  the  late 
Alfred  G.  Baker,  who  resigned  in  December  of  that  year.  He 
resigned  as  president  of  the  Franklin  Fire  in  1908,  and  was  ap- 
pointed president  emeritus,  and  he  is  also  a  director  of  the  company. 

McBURNEY,  WILLIAM  ROSS,  insurance  journalist,  asso- 
ciate editor  of  the  Insurance  Post,  and  secretary  of  the  Insurance 
Post  Publishing  Company,  Chicago,  was  bom  in  Chicago  of  Sotch- 
Irish  parentage,  March  8,  1877.  He  was  educated  in  Sie  grammar 
schools  of  Chicago,  and  after  a  year  spent  in  the  service  of 
Marshall  Field  &  Co.,  entered  the  services  of  the  Insurance  Post, 
in  September,  1892.  He  is  active  in  church  affairs  and  an  officer 
in  the  Christian  Endeavor  and  other  church  societies  and  organiza< 
tions. 

McCALL,  JOHN  CHAPMAN,  second  vice-president  of  the 
New  York  Life  Insurance  Company,  was  born  January  24th,  1875,  at 
Albany,  N.  Y.'  He  was  graduated  from  Harvard  University  in  1899, 
and  immediately  entered  the  service  of  the  New  York  Life  as  a  clerk. 
He  was  made  Recorder  of  the  Company  in  1899,  elected  assistant 
secretary  in  November,  1900,  elected  junior  secretary  in  May,  1903; 
on  the  death  of  ihe  senior  secretary  of  the  company,  Mr.  C.  C. 
Whitney,  in  1904,  he  was  elected  to  the  office  of  senior  secretary,  and 
on  October  13,  1909,  he  was  elected  to  the  office  of  second  vice-presi- 
dent. 

McCLENCH,  WILLIAM  W.,  president  of  the  Massachusetts 
Mutual  Life  Insurance  Company,  was  bom  in  Chicopee,  Mass., 
April  6,  1854.  He  was  educated  in  the  public  schools  of  his 
native  town,  and  in  Tufts  College,  graduating  therefrom  in 
1875.  His  early  vocation  was  that  of  teaching,  which  he  left 
to  take  up  the  practice  of  law.  As  counsel  for  the  Massa- 
chusetts Mutual  Life  he  became  connected  with  life  insurance,  and 
was  elected  a  director  of  the  company  in  1899,  and  second  vice- 
president  in  1905.  He  was  elected  president  on  October  28,  1908, 
to  fill  the  vacancy  caused  by  the  death  of  John  A.  Hall.  He  was 
elected  mayor  of  Chicopee  in  1892,  and  was  president  of  the  Spring- 
field Board  of  Trade  in  1903-1904. 

McCLTNTOCK,  EMORY,  vice-president  and  actuary  of  the 
Mutual  Life  Insurance  Company  of  New  York,  was  the  son  of  the 
late  Rev.  Dr.  John  McClintock,  president  of  the  Madison,  N.  J., 
Theological  Seminary.  He  was  educated  at  Columbia  College  and 
the  University  of  Gottingen,  Germany.  After  returning  to  America 
he  served  as  United  States  counsel  at  Bradford,  England,  three 
years.  Adopting  the  profession  of  life  insurance,  he  was  appointed 
actuary  of  the  Asbury  Life  Insurance  Company  of  New  York  in 
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1868.  In  1871  he  transferred  his  actuarial  services  to  the  North- 
western Mutual  Life  of  Milwaukee,  and  on  the  retirement  of  Pro- 
fessor Bartlett  as  actuary  of  the  Mutual  Life  in  1888  was  appointed 
to  succeed  him.  He  was  elected  vice-president  in  1906.  Mr.  Mc- 
Clintock  is  an  ex-president  of  the  Actuarial  Society  of  America, 
and.  of  the  American  Mathematical  Society,  and  is  a  fellow  of  the 
Institute  of  Actuaries  of  England.  He  has  received  the  degree  of 
LL.D.  from  Columbia  and  Yale  Universities.  , 

McCORD,  JOSEPH,  vice-president  and  secretary  of  the  Han- 
over Fire  Insurance  Company,  of  New  York,  is  a  native  of  Penn- 
sylvania, and  was  born  in  Cumberland  county  of  American  parentage,. 
March  21,  1847.  He  received  a  public  school  education,  and  has 
spent  most  of  his  business  life  in  Are  insurance.  He  was  elected  to 
his  present  position  in  January,  1906. 

McCULLOCH*  SAMUEL  W.,  insurance  commissioner  of 
Pennsylvania,  was  born  at  McCulloch*s  Mills,  Pa.,  October  30, 
1857,  of  Scotch-Irish  parentage.  He  received  a  common  school  and 
academic  education.  In  1883  he  entered  the  insurance  department, 
was  appointed  deputy  commissioner  in  1894  and  insurance  commis- 
sioner December  27,  1909. 

McELHONE,  F.  H.,  joint  manager  of  the  central  department 
of  the  Fireman's  Fund  Insurance  Company  of  San  Francisco,  in 
Chicago,  was  born  April  28,  1859,  at  Ellenville,  N.  Y.  After  leav- 
ing school  he  was  several  years  learning  the  tanning  business,  but 
eventually  abandoned  it  for  fire  insurance,  and  in  1^5  entered  the 
New  York  office  of  the  Washington  Fire  and  Marine  Insurance 
Company.  He  passed  considerable  time  in  the  service  of  this  com- 
pany, and  in  a  special  agency  of  the  Pennsylvania  Fire  for  Texas 
and  Arkansas,  which  he  resigned  in  1890  to  enter  the  service  of  the 
Fireman's  Fund  as  special  agent  for  Texas,  Arkansas,  and  Louisiana, 
with  headquarters  at  Dallas.  In  November,  1899,  he  was  made 
second  assistant  manager,  and  in  May,  1900,  joint  manager  of  the 
central  department  of  the  company. 

McGregor,  peter  DUNCAN,  manager  of  the  western  de- 
partment of  the  Queen  Insurance  Company,  was  born  at  Inverness- 
shire,  Scotland,  of  Scotch  parentage,  January  13,  1865.  He  was 
educated  in  the  public  schools  of  Chicago  and  started  his  business 
career  in  the  office  of  J.  O.  Wilson  in  iSiBi,  and  remained  with  him 
until  the  western  department  of  the  Union  of  Philadelphia  was 
taken  up  in  1885,  when  he  became  connected  with  the  western  de- 
partment of  the  Connecticut  Fire,  of  which  he  was  successively 
clerk,  special  agent,  assistant  manager,  and  associate  manager.  He 
was  appointed  to  his  present  position  in  October,  1899.  He  was 
president  of  the  Fire  Underwriters'  Association  of  the  Northwest 
in  1900-1901. 

McILWAINE,  ARCHIBALD  G.  JR.,  United  States  manager 
of  the  London  and  Lancashire  Fire  Insurance  Company,  and  presi- 
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dent  of  the  Orient  Insurance  G>nipany  of  Hartford,  G)nn.,  was 
born  at  Petersburg,  Va.,  of  Scotch-Irish  extraction,  September  5, 
1859.  He  was  educated  in  the  public  schools  and  University  School 
of  Petersburg,  and  in  youth  entered  the  service  of  the  Petersburg 
Savings  and  Insurance  Company,  from  which  he  went  to  the  New 
York  Underwriters*  Agency,  to  be  its  special  agent  in  the  solith. 
Subsequently,  he  was  for  several  years  general  agent  for  the  London 
and  Lancashire  at  Atlanta,  and  in  1893  was  called  to  the  New  York 
office  to  take  the  position  of  assistant  manager.  He  succeeded  Jef- 
frey Beavan  as  manager  in  1894. 

McKIAN,  P.  J.  v.,  was  born  in  Perth,  Ont,  July  12,  1865. 
He  was  educated  in  the  public  schools  and  the  Perth  Collegiate 
Institute,  graduating  with  first  honors  and  winning  the  gold  medal. 
In  1881,  he  removed  to  Chicago  and  learned  the  printer's  trade, 
being  employed  at  times  in  the  largest  offices  of*the  city.  For  two 
years  he  managed  the  Chicago  office  of  the  Baltimore  and  Ohio 
District  Telegraph  Company.  His  preference  was  newspaper  work, 
however,  and,  going  east  was  attached  to  the  local  staff  of  the  New 
York  IVorld  for  a  year  and  a  half.  Returning  to  Chicago,  he  was 
appointed  manager  of  the  Jewelers'  Journal,  and  after  spending 
five  years  with  it  he  turned  his  attention  to  insurance  writing,  enter- 
ing the  service  of  The  Argus  in  September,  1899.  For  two  years 
he  represented  that  journal  in  the  field,  when  he  became  associate 
editor,  serving  in  that  capacity  until  January  i,  1902,  when  he  was 
chosen  editor.  Mr.  McKian  resigned  as  editor  of  The  Argus  and 
retired  from  journalism  in  November,  1904.  In  May,  1905,  he 
re-entered  the  journalistic  field,  becoming  editor  and  manager  of 
The  Canadian  Bookseller  at  Toronto,  Canada.  He  returned  to  The 
Argus  as  editor  on  January  i,  1909. 

McKNIGHT.  ALEXANDER,  vice-president  Fidelity  Mutual 
Life  Insurance  Company,  Philadelphia,  was  bom  in  Philadelphia, 
August  25,  1856  of  Scotch  Irish  ancestry.  He  was  educated  in  the 
public  schools  of  his  native  city,  and  taught  school  for  some  years 
before  entering  upon  life  insurance  work.  He  is  active  in  social  and 
business  affairs  in  Philadelphia,  and  was  for  many  years  a  member 
of  the  Board  of  Education  of  the  city. 

McMASTER,  FITZ  HUGH,  insurance  commissioner  of 
South  Carolina,  was  born  at  Winnsboro,  Fairfield  -county,  S.  C, 
July  22,  1867,  and  was  educated  in  Mt.  Zion  Academy  and  the 
University  of  South  Carolina,  from  which  he  graduated,  and  from 
which  he  received  the  degree  of  A.B.  in  1888  and  LL.B.  in  1889. 
His  early  business  experience  was  acquired  in  a  life  insurance  general 
agency,  and  later  engaged  in  newspaper  work.  He  was  business 
manager  of  the  Charleston  Evening  Post  for  eight  years  and  cir- 
culation manager  for  The  State  of  Columbia.  S.  C.  He  has  served 
as  a  member  of  the  state  legislature  from  Charleston  county,  and 
was  for  several  years  a  member  of  the  South  Carolina  Historical 
commission.     He  is  a  director  of  the  Palmetto  National  Bank  of 
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Columbia,  S.  C. ;  a  member  of  the  Sons  of  the  Revolution,  and 
other  historical,  social  and  fraternal  organizations.  He  was  ap- 
pointed to  his  present  position  on  the  creation  of  the  department 
in  1908. 

McNeill,  GEORGE  Leonard,  president  Massachusetts  Ac- 
cident Company,  is  a  son  of  the  late  George  E.  McNeill,  founder  of 
the  company  and  for  years  prominent  in  insurance  and  labor  circles, 
and  was  born  in  Boston,  Mass.,  November,  29,  1866.  He  was 
educated  in  the  public  schools  of  Cambridge  and  Somerville,  Mass., 
and  learned  the  printer's  trade  after  leaving  school.  He  began  his 
insurance  career  as  a  clerk  in  the  office  of  the  company  of  which 
he  is  now  president,  and  occupied  successively  the  positions  of 
bookkeeper,  cashier  and  secretary.  Upon  the  reorganization  of  the 
company  on  a  stock  basis  in  1908  he  was  elected  president  and 
general  manager.  He  was  secretary  for  several  years  of  the  Inter- 
national Association  of  Accident  Underwriters,  and  is  chairman  of 
the  Geo.  E.  McNeill  Medal  Committee  of  the  association. 

McNeil,  nelson  a.,  fire  underwriter,  was  born  at  Salisbury, 
Litchfield  county,  Conn.,  July  9,  1852.  His  education  was  received 
at  the  district  schools  previous  to  his  fourteenth  year,  at  which  time 
he  was  given  a  clerkship  in  a  mining  office.  He  engaged  as  a  Ibcal 
agent  in  the  insurance  business  in  1874,  and  at  one  time  had  agencies 
at  Bridgeport,  New  Haven,  and  Lime  Rock,  which  latter  he  still 
retains.  He  was  for  three  years  special  agent  of  the  Washington 
Fire  and  Marine  of  Boston  and  six  years  of  the  Niagara  Fire,  part 
of  which  time  he  also  represented  the  Caledonian  for  Connecticut. 
He  was  appointed  assistant  United  States  manager  for  the  Cale- 
donian in  July,  1894,  and  was  vice-president  and  secretary  of  the 
Caledonian-American  Insurance  Company  of  N^w  York.  He  re- 
signed the  assistant-managership  of  the  Caledonian,  December  30, 
1905,  and  as  vice-president  and  secretary  of  the  Caledonian-American 
in  November,  1905. 

MECHANICS  AND  TRADERS  INSURANCE  COMPANY, 
New  Orleans,  La.  Organized  1869;  capital,  $300,000.  James 
Nichols,  president;  T.  L.  Macon,  and  H.  A.  Smith,  vice-presidents; 
R.  L.  Emery,  secretary;  T.  B.  Norton  and  G.  H.  Tryon,  assistant 
secretaries.  The  company  is  controlled  by  interests  closely  allied 
with  the  National  Fire  of  Hartford. 

MECHANICS  INSURANCE  COMPANY,  Philadelphia,  Pa. 
Organized  1854;  capital,  $250,000.  S.  J.  Martin,  president;  J.  A. 
Snyder,  secretary. 

MECHANICS'  MUTUAL  FIRE  INSURANCE  COMPANY, 
Providence,  R.  I.  Orzanized  1871.  John  R.  Freeman,  president; 
Theodore  P.  B'ogert,  secretary. 

MEDCRAFT,  R.  C,  fire  underwriter,  San  Francisco,  Cal.,  is  of 
English-Irish  descent,  and  was  born  on  the  Island  of  Malta,  Febru- 
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ary  13,  1861.  He  received  a  private  school  education  and  graduated 
from  the  University  of  Malta  in  1882.  He  hegan  his  business  career 
in  fire  insurance  and  was  connected  with  the  head  office  of  the 
Royal  Insurance  Q>mpany,  Liverpool,  and  with  the  home  office  of 
the  Imperial,  Ix^ndon,  and  later  became  assistant  manager  at  San 
Francisco  for  the  latter  company.  He  was  appointed  general  agent 
for  the  Scottish  Union  and  National  at  San  Francisco,  subsequently 
becoming  assistant  manager  of  the  general  agency  of  Catton,  Bell 
&  Co.,  San  Francisco,  representing  the  Union  of  London,  and  he  is 
at  present  manager  of  that  general  agency.  He  is  active  in  church 
affairs,  being  a  vestryman  of  Christ's  Episcopal  Church,  Alameda, 
Cal. 

MEDICAL  DIRECTORS,  ASSOCIATION  OF  LIFE  INSUR- 
ANCE.    [See  Association  of  Life  Insurance  Medical  Directors.] 

MEDLICOTT,  WILLIAM  BLISS,  general  agent  for  the  Atlas 
Assurance  Company,  limited,  of  London,  for  the  eastern  and  south- 
ern departments,  was  born  of  English-American  parentage  in  Long- 
meadow,  Hampden  county,  Mass.,  September  4,  1857.  He  was  edu- 
cated in  the  public  and  high  schools  of  Springfield,  Mass.,  and  Wor- 
cester Tech,  Worcester,  Mass.,  from  which  he  graduated  in  1876. 
He-  taught  school  for  two  years,  then  entered  manufacturing  busi- 
ness, and  began  his  insurance  career  in  1892.  He  has  been  active  in 
the  affairs  of  the  New  England  Insurance  Exchange,  serving  on 
different  important  committees  and  as  an  officer,  and  represented 
the  Atlas  in  the  adjustment  of  its  losses  by  the  San  Francisco  con- 
flagration. He  is  a  director  or  trustee  of  a  number  of  business  and 
educational  institutions,  and  for  the  past  three  years  has  been  the 
lecturer  on  insurance  economics  at  Harvard  University. 

MEMPHIS  ASSOCIATION  OF  LIFE  UNDERWRITERS 
was  organized  at  a  meeting  held  in  Memphis  in  March,  1910.  Offi- 
cers were  elected  as  follows:  President,  Boiling  Sibley,  Penn 
Mutual;  vice-president,  W.  H.  Wood,  New  York  Life;  secretary, 
S.  B.  Love,  Mutual  Life;  treasurer,  A.  E.  Wailes,  Home  Life; 
executive  committee :  C.  G.  Caruthers,  Phoenix  Mutual ;  R.  H.  Lake, 
Equitable;  J.  W.  McKinney,  Michigan  Mutual,  and  J.  M.  Ray, 
Northwestern  Mutual. 

MEINEL,  EDWARD,  was  born  in  Chicago,  III.,  January  28, 
1869.  He  was  educated  in  the  public  schools  and  in  1884  associated 
himself  with  the  Underwriters*  Exchange,  now  the  Chicago  Fire 
Underwriters  Association,  as  office  boy,  where  he  remained  five 
years,  subsequently  becoming  chief  clerk  and  accountant  in  the 
Chicago  city  department  of  the  Northern  Assurance  Company. 
Later  he  was  connected  with  the  office  of  Ducat  &  Lyon,  then  man- 
agers of  the  Home  Insurance  Company  at  Chicago,  soliciting,  in- 
specting, and  adjusting.  In  1892  he  became  special  agent  of  the 
Manchester  inr  the  west  and  south,  and  in  1896  was  made  special 
agent  of  the  Continental  in  New  York  ^W^    On  January  i,  1891^ 
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he  was  appointed  assistant  manager  of  the  Manchester  and  assistant 
secretary  of  the  American  Fire  of  New  York.  These  positions  he 
resigned  in  April,  190 1,  to  accept  the  secretaryship  of  The  Eagle 
Fire  Company  of  New  York.  He  is  now  a  member  of  the  local 
agency  firm  of  Fred  S.  James  &  Co.,  New  York. 

MERCANTILE  FIRE  AND  MARINE  INSURANCE  COM- 
PANY, Boston,  Mass.  Organized  1823;  capital,  $200,000.  E.  T. 
Campbell,  president ;  H.  T.  Campbell,  vice-president ;  J.  Simpson, 
secretary. 

MERCANTILE  FIRE  INSURANCE  COMPANY,  Denver, 
Col.  Organized  1907;  capital,  $50,000.  W.  J.  Galligan,  president; 
J.  R.  Gardner,  secretary. 

MERCHANTS  AND  BANKERS  FIRE  INSURANCE  COM- 
PASIY,  Des  Moines,  Iowa.  Organized  1907;  capital,  $34,950.  This 
company  was  merged  with  the  Capital  Insurance  Company  in  1909. 

MERCHANTS  AND  FARMERS'  MUTUAL  FIRE  INSUR- 
ANCE COMPANY,  Worcester,  Mass.  Organized  1846.  President, 
Henry  M.  Witter;  secretary,  Harry  S.  Myrick. 

MERCHANTS  AND  MANUFACTURERS  INSURANCE 
COMPANY,  Cincinnati,  Ohio.  Organized  1838;  capital,  $150,000. 
William  H.  Calvert,  president;  W.  S.  Hukill,  Jr.,  secretary. 

MERCHANTS'  INSURANCE  COMPANY,  Bangor,  Me.  Or- 
ganized 1885;  capital,  $100,000.  Transacts  a  marine  insurance  busi- 
ness only.    W.  B.  Snow,  president;  C,  D.  Pearson,  secretary. 

MERCHANTS  INSURANCE  COMPANY,  Denver,  Col. 
Organized  1907;  capital,  $200,000.  W.  J.  Galligan,  president;  J.  R. 
Gardner,  secretary. 

MERCHANTS'  MUTUAL  FIRE  INSURANCE  COMPANY, 
Providence,  R.  I.  Organized  1874.  William  McBee,  president; 
Ernest  W.  Brown,  secretary. 

MERIDIAN  LIFE  INSURANCE  COMPANY,  Indianapolis, 
Ind.  Organized  1897;  capital  $200,000.  Arthur  Jordan,  president; 
Thos.  J.  Owens,  secretary. 

MERRIMACK  MUTUAL  FIRE  INSURANCE  COMPANY, 
Andover,  Mass.  Organized  1828.  Joseph  A.  Smart,  president; 
Burton  S.  Flagg,  secretary. 

MESSENGER,  HIRAM  J.,  actuary  of  the  Travelers  Insurance 
Company,  was  born  in  Canandaigiia,  N.  Y.,  July  6,  1855,  and  re- 
ceived his  early  education  in  the  state  normal  school  at  Cortland, 
N.  Y.  At  the  completion  of  his  course  he  entered  Cornell  Univer- 
sity, graduating  in  the  class  of  1880  with  the  degree  of  LitB.,  and 
again  returned  to  Cortland  as  professor  of  mathematics.     In  iBSi 
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Mr.  Messenger  accepted  the  position  of  professor  of  mathematics 
at  Napa  College,  California,  where  he  remained  for  two  years, 
leaving  to  pursue  an  advanced  course  in  mathematics  at  Cornell, 
where  he  received  a  mathematical  fellowship  and  the  degree  of  Ph.D 
in  course.  In  1886  Mr.  Messenger  was  appointed  associate  profes- 
sor of  mathematics  in  the  University  of  the  City  of  New  York, 
which  position  he  held  until  1890,  when  he  went  abroad  to  pursue 
a  course  of  study  in  the  Institute  of  Actuaries  in  London.  On  his 
return  he  entered  the  employ  of  the  Metropolitan  Life  Insurance 
Company  of  New  York,  where  he  remained  until  1898,  when  he 
was  elected  to  his  present  position.  Mr.  Messenger  is  a  fellow  of 
the  Actuarial  Society  of  America,  fellow  of  the  American  Asso- 
ciation for  the  Advancement  of  Science,  and  fellow  of  the  American 
Statistical  Society.  He  is  also  a  member  of  the  American  Mathe- 
matical Society,  of  the  honorary  society  of  Phi  Beta  Kappa,  of  the 
National  Geographical  Society,  of  the  Metropolitan  Museum  of  *Art, 
New  York  city,  of  the  American  Museum  of  Natural  Histor>', 
New  York  city,  and  a  trustee  of  the  American  Scenic  and  Historic 
Preservation  Society.  He  was  non-resident  lecturer  on  life,  ac- 
cident, liability,  and  health  insurance  at  Cornell  University  in  1901. 
He  is  the  author  of  various  pamphlets  on  life  and  health  insurance, 
including  "Health  Insurance  in  the  United  States,"  "The  Rate  of 
Sickness,"  "The  Gain  and  Loss  Exhibit."  Mr.  Messenger  is  a  mem- 
ber of  the  Cornell  University  Council,  of  the  consulting  committee 
of  actuaries  for  the  census  bureau  in  regard  to  the  taking  of  the 
19 10  census  and  of  the  committee  of  one  hundred  of  the  American 
Association  for  Advancement  of  Science  on  National  Health. 

METROPOLITAN  CASUALTY  COMPANY  of  New  York. 
Organized  1874;  capital,  $200,000.  E.  H.  Winslow,  president;  S.  W. 
Burton,  secretary.  [Formerly  Metropolitan  Plate  Glass  Insurance 
Company.] 

METROPOLITAN  FIRE  INSURANCE  COMPANY,  Chi- 
cago, 111.  Organized  1902;  capital,  $200,000.  Thomas  F.  Keeley, 
president;  George  Essig,  secretary. 

METROPOLITAN  LIFE  INSURANCE  COMPANY  of  New 
York  was  originally  chartered  as  a  casualty  company,  and  began 
business  as  the  National  Travelers  Insurance  Company.  The  act 
of  incorporation  was  passed  May  5,  1866.  The  title  was  changed 
by  an  act  passed  March  24,  1868,  becoming  the  Metropolitan  Life 
Insurance  Company.  The  casualty  feature  of  the  business  was 
omitted  and  regular  life  insurance  adopted  under  the  general  act 
of  June  24,  1853,  embracing  insurance  upon  the  lives  of  individuals 
and  annuity  transactions. 

In  1879  the  Metropolitan  adopted  the  working  methods  of  the 
system  of  insurance  known  as  the  English  industrial  plan,  as  ex- 
emplified by  the  London  Prudential,  which  had  attained  great  popu- 
larity in  Great  Britain. 
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The  issue  of  industrial  policies  was  commenced  in  November, 
and  the  total  number  in  force  December  31,  1879,  was  5,i43i  covering 
insurance  to  the  amount  of  $440,049. 

The  system  developed  with  great  rapidity  and  success,  and  the 
principal  insurance  departments  discussed  it  in  annual  reports  with 
much  favor. 

With  the  beginning  of  1892  the  company  instituted  an  important 
advance  movement.  Announcement  was  made  that  every  industrial 
policy  issued  after  that  time  would  be  entitled  to  a  paid-up  polic> 
in  the  event  of  lapse,  after  being  in  force  five  or  more  years.  This 
feature  was  also  extended  to  all  existing  industrial  policies,  con- 
ditioned on  their  remaining  in  force  five  years  from  January  i,  1802, 

In  the  summer  of  1893  the  company  ma^e  important  conces- 
sions to  industrial  policy-holders.  It  instructed  its  superin- 
tendents that  the  non-forfeiture  rule  should  be  put  in  immediate 
operation,  instead  of  deferring  the  time  to  1897. 

Since  1896  numerous  additional  concessions  have  .been  granted 
to  policy-holders,  including  cash  dividends,  revival  of  lapsed  policies, 
granting  policies  on  the  lives  of  children  which  mature  as  endow' 
ments  for  larger  sums  than  were  previously  given  on  whole  lif*' 
policies,  etc. 

Various  attacks  have  been  made  on  child  insurance  in  the  legis- 
latures of  different  states.  In  1895  there  was  a  hearing  before 
the  Massachusetts  legislature,  lasting  six  weeks.  Testimony  was 
taken  by  the  committee  running  into  thousands  of  pages;  society 
was  much  stirred  up  on  the  subject  pro  and  con,  and  newspaper  dis- 
cussion was  full ;  the  result  of  the  vote  was  149  to  23  against  the  bill 
to  prohibit  insurance  on  the  lives  of  children  under  ten  years  of 
age.  The  legislatures  of  Pennsylvania,  Connecticut,  Tennessee, 
Michigan,  Georgia,  Delaware,  Missouri,  and  Illinois,  have  (most  of 
them  repeatedly)  refused  to  pass  bills  preventing  child  insurance. 
In  1896  and  1898,  bills  to  prohibit  child  insurance  in  Ohio  were  in- 
troduced, but  failed  of  passage.  Another  determined  attempt  in 
this  direction  was  made  in  1900,  and  although  the  plan  was  to 
force  the  passage  of  the  bill  without  granting  a  hearing  to  the  com- 
panies interested,  it  was  recommitted,  and  when  it  came  up  for  a 
vote  in  the  senate  the  only  member  to  vote  for  it  was  the  one  who 
introduced  it. 

During  the  past  fourteen  years  with  no  stipulation  in  the  policies, 
expressed  or  implied,  the  company  has  paid  to  industrial  policy- 
holders in  cash  dividends,  mortuary  dividends,  and  other  conces- 
sions nearly  $16,000,000,  and  during  the  year  1909,  $2,600,000,  will  be 
disbursed  upon  non-participating  industrial  policies  in  the  form  of 
cash  dividends,  mortuary  dividends,  increases  of  benefits  upon  exist 
ing  policies  and  the  granting  of  free  policies  to  all  holders  of  whole 
life  policies  who  have  attained  the  age  of  seventy-five. 

All  the  infantile  policies  written  by  this  company  from  January, 
1896,  to  January,  1907,  were  endowments  and  for  amounts  cor- 
responding with  the  life  policies  of  other  industrial  companies.    The 
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The  official  heaa  is  the  commissioner  of  insurance,  who  is  appointed 
by  the  governor  for  a  term  of  two  years.  The  corfmiissioners  have 
been : 


Samuel  H.  Row,   . 
Eugene  Pringle,     . 
Henry  S.  Raymond, 
William  E.   MaeilU 
Tberon  E.  Giddings, 
Milo  D.  Campbell, 
H.  H.  Stevens, 
James  V.   Barry,    . 


April,  1 87 1 — ^Jan.,  1883 

Tan.,  188.^ — ^Jan.,  1885 

Tan.,  1885— July,  1891 

[uly.  1891— July,  1893 

[uly,  1893— July,  1897 

July,  1897— July,  1899 

fuly,  1899— Jan.,  1901 

fan.,  S901 — 


Mr.  Barry  was  reappointed  in  1903,  1905,  1907,  and  1909.  M.  O 
Rowland  is  deputy  commissioner. 

MICHIGAN  MILLERS'  MUTUAL  FIRE  INSURANCE 
COMPANY,  Lansing,  Mich.  Organized,  1881.  Robert  Henkel, 
president;  A.  D.  Baker,  secretary. 

MICHIGAN  MUTUAL  LIFE  INSURANCE  COMPANY, 
Detroit,  Mich.  Organized  1867.  O.  R.  Looker,  president;  A.  h. 
Moore,  secretary. 

1\«ICHIGAN  STATE  LIFE  INSURANCE  COMPANY, 
Detroit,  Mich.  Organized  1907;  capital,  $100,000.  Frederic  Apps, 
president;  Franklin  B.  Mead,  secretary. 

MIDDLE  DEPARTMENT,  UNDERWRITERS'  ASSOCIA- 
TION  OF.  [See  Underwriters'  Association  of  the  Middle  Depart- 
ment] 

MIDDLEBROOK,  LOUIS  F.,  assistant  secretary  of  the  Hart- 
ford Steam  Boiler  Inspection  and  Insurance  Company,  was  born 
in  Trumbull,  Conn.,  May  28,  1866,  and  received  his  education  in  the 
public  schools  of  Trumbull,  and  the  Connecticut  Literary  Institute 
of  Suffield,  Conn.  He  began  his  business  career  with  the  Hartford 
Steam  Boiler  in  1885,  and  was  elected  to  his  present  position  in 
1897.  He  was  commissioned  ensign,  United  States  Navy,  June 
22,  1898,  and  served  as  watch  and  division  officer  on  board  U.  §. 
S.  Enquirer,  and  U.  S.  S.  Jason,  third  district,  coast  defense  system, 
during  the  Spanish-American  war,  and  was  honorably  discharged 
September  9,  1898.  He  was  appointed  captain  and  naval  aide  on 
the  staff  of  Governor  McLean  of  Connecticut  in  1901. 

MIDDLESEX  MUTUAL  ASSURANCE  COMPANY,  Middle- 
town,  Conn.  Organized,  1836.  O.  Vincent  Coffin,  president;  C.  W. 
Harris,  secretary. 

MIDDLESEX  MUTUAL  FIRE  INSURANCE  COMPANY, 
Concord,  Mass.  Organized  1826.  Richard  F.  ^Barrett,  president; 
Adams  Tolman,  secretary. 

MIDDLE  STATES  INSPECTION  BUREAU.  The  officers 
are:  F.  O.  Affcld,  chairman;  Otto  E.  Schaefer,  vice-chairman;  C.  J. 
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Holman,  treasurer;  William  S.  Wensley,  secretary.  A  governing 
committee  of  twelve  members  is  elected  at  each  annual  meeting. 
The  office  of  the  Bureau  is  at  No.  58  William  Street,  New  York. 

MIDDLEWEST  FIRE  INSURANCE  COMPANY,  Valley 
City,  North  Dakota.  Organized  1906;  capital,  $200,000.  Frank 
White,  president;  W.  A.  Gordon,  secretary. 

MIDLAND  MUTUAL  LIFE  INSURANCE  COMPANY. 
Columbus,  Ohio.  Organized  1906.  W.  O.  Thompson,  president; 
B.   F.  Reinmund,  secretary. 

-    MILLERS'  MUTUAL  FIRE  INSURANCE  ASSOCIATION, 
Alton,   111.     Organized   1877.     Geo.    Postel,  president;   A.   R.   Mc 
Kinney,  secretary  and  treasurer. 

MILLERS'  NATIONAL  INSURANCE  COMPANY,  Chicago, 
111.  Organized  1865;  (mutual).  C.  H.  Seybt,  president;  M.  A. 
Reynolds,  secretary. 

MILLIGAN,  EDWARD,  vice-president  of  the  Phoenix  Insur- 
ance Company  of  Hartford,  Conn.,  was  born  at  Haddonfield,  N.  J.. 
June  I,  1862.  At  the  age  of  seventeen  years  he  went  into  the  insur- 
ance agency  office  of  J.  B.  Kremer  &  Durban,  Philadelphia,  as  a 
clerk.  When  he  left  the  service  of  that  firm  years  later,  it  was  to 
assume  the  position  of  surveyor  in  the  Philadelphia  office  of  the 
-.Etna  of  Hartford;  Here  he  remained  until  1888,  when  he  was 
offered  and  accepted  the  special  agency  of  the  Phoenix  of  Hartford, 
with  headquarters  at  Philadelphia.  On  September  15,  1896,  Mr. 
Milligan  was  appointed  secretary  of  the  company,  und  in  January, 
1907,  vice-president. 

MILL  OWNERS'  MUTUAL  FIRE  INSURANCE  COM- 
PANY, Chicago,  111.  Organized  1895.  H.  N.  Wade,  president; 
P.  J.  Halla,  secretary. 

MILWAUKEE  BOARD  OF  FIRE  UNDERWRITERS  was 
organized  in  January,  1876.  It  is  a  rating  bureau  and  has  also  es- 
tablished and  controls  fire  insurance  patrols  in  Milwaukee.  The 
present  officers,  elected  at  the  annual  meeting  in  October,  1908, 
are:  President,  PVank  J.  Meyer;  vice-president,  Walter  Greene; 
secretary,  J.  O.  Myers;  treasurer,  Emil  Ph.  Hunkel.  George  E. 
Heaney  is  superintendent  of  the  rating  bureau,  and  there  is  a  board 
of  directors  of  nine.    The  board  also  conducts  a  fire  patrol. 

MILWAUKEE  FIRE  INSURANCE  COMPANY,  Milwaukee, 
Wis.  Organized  1898;  capital,  $200,000.  William  L.  Jones,  presi- 
dent; Oscar  Griebling,  secretary. 

MILWAUKEE  MECHANICS'  INSURANCE  COMPANY  of 
Milwaukee,  Wis.  Organized  1852;  capital,  $500,000.  William  L. 
Jones,  president;  Oscar  Griebling,  secretary. 
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MIN-DAKO-WIS  TRIBE  is  a  social  organization,  member- 
ship in  which  is  confined  to  those  who  have  been  engaged  in  field 
work  in  Wisconsin,  Minnesota,  and  the  Dakotas.  A  temporary 
organization  was  effected  August  14,  1899,  with  the  following  offi- 
cers: J.  J.  McDonald,  president;  W.  ll  King,  secretary;  E.  G. 
Halle,  S.  E.  Gate,  and  W.  E.  Page,  executive  committee.  The 
name,  suggested  by  Mr.  Walter  H.  Cobban  of  Minneapolis,  is  a 
combination  of  the  abbreviations  of  the  names  of  the  states  to  which 
the  membership  is  limited.  The  annual  meetings  are  held  in  Chi- 
cago on  the  evening  of  the  first  day's  session  of  the  Fire  Under- 
writers* Association  of  the  Northwest.  New  members  are  not 
admitted  and  the  organization  is  kept  alive  for  social  purposes  and 
to  continue  the  relations  brought  about  among  those  who  formerly 
did  field  work  in  those  three  states. 

MINER,  FRANK  LEDYARD,  proprietor  of  the  Underwriters' 
Review  of  Des  Moines,  la.,  was  born  of  English  parentage  in  Groton, 
Conn.,  February  23,  1861.  His  education  was  obtained  in  the  public 
schools,  and  he  worked  for  a  time  in  a  country  mercantile  store  and 
wholesale  city  stores.  He  spent  several  years  ranching  in  Wyoming, 
and  later  was  in  the  grocery  business  in  Omaha  and  Chicago.  From 
1892  to  1900  he  was  with  the  Insurance  Post,  leaving  that  paper 
January  i,  1900,  to  become  joint  proprietor  of  the  Philadelphia 
Intelligencer.  On  January  i,  1903,  Mr.  Miner,  having  sold  his 
interest  in  the  latter  journal,  bought  the  Underwriters'  Review  of 
Des  Moines,  Iowa,  to  which  place  he  removed  to  take  charge  as 
manager.  On  February  10,  1908,  was  elected  president  of  the 
Bankers'  Accident  Insurance  Company  of  Des  Moines. 

MINNEAPOLIS  ASSOCIATION  OF  LIFE  UNDER- 
WRITERS was  organized  June  25,  1896,  by  life  insurance  agents 
in  Minneapolis,  Minn.,  most  of  whom  had  been  members  of  the 
Minnesota  Association  of  Life  Underwriters.  The  convenience  of 
Minneapolis  agents  in  attendance  upon  meetings  was  given  as  the 
reason  for  cleavage,  the  headquarters  of  the  older  organization  being 
virtually  at  St.  Paul.  C.  W.  Van  Tuyl  was  chosen  chairman,  and 
W.  M.  Horner,  secretary.  The  officers,  elected  at  the  annual  meet- 
ing in  January,  19 10,  are:  President,  William  J.  Keating,  Equitable 
of  N.  Y. ;  vice-president,  Lorin  Lord;  secretary,  D.  E.  McCauley, 
State  Mutual  of  Worcester;  treasurer,  J.  J.  Ahern,  Massachusetts 
Mutual :  executive  committee :  C.  W.  Van  Tuyl,  State  Mutual ;  P.  C. 
Rutts,  John  Hancock;  B.  H.  Timberlake,  Prudential. 

MINNEAPOLIS  UNDERWRITERS'  INSPECTION  OF- 
FICE. Organized  1882;  reorganized  1897.  This  organization  makes 
all  the  rates,  inspections,  and  carries  on  the  work  of  associations 
known  as  Boards  of  Fire  Underwriters.  This  office  is  now  con- 
ducted under  the  System  known  as  the  Independent  Rating  System. 
J.  A.  Brant  is  manager.  The  Minneapolis  Board  of  Fire  Under- 
writers,   organized    1895,    is    a    separate   organization,    whose    only 
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purpose  is  to   maintain   the   salvage   corps    (or  fire   patrol).     The 
officers  are  C  B.  Shove,  president;  Jacob  Stone,  secretary. 

MINNESOTA  AND  DAKOTA  FIRE  UNDERWRITERS 
was  organized  April  23,  1885,  being  the  successor  of  the  Wiscqnsin, 
Minnesota,  and  Dakota  Union.  The  first  meeting  was  held  at  Min- 
neapolis, and  J.  J.  McDonald  was  elected  president,  A.  J.  Trum- 
bull, vice-president,  and  A.  K.  Murray,  secretary  and  treasurer.  The 
presidents  since  organization  have  been:  1885  J.  J.  McDonald; 
1886,  A.  J.  Trumbull;  1887,  j!  H.  Griffith;  1890,  E.  M.  Hitchcock; 
1892,  George  G.  Williams;  1893,  Samuel  J.  Johnson;  1894,  Walter 
H.  Cobban;  1895,  Howard  DeMott;  1896,  R.  A.  Overpeck;  1897, 
R.  R.  Briggs;  1898,  Otto  E.  Greely;  1900,  D.  F.  Vail;  1901,  Walter  C. 
Leach;  1902,  Clarence  D.  Hayes;  1903,  George  C.  Main;  1904. 
Frank  A.  Mannen;  1905,  Hugh  R.  Loudon;  1906,  R.  L.  Bruen: 
C907,  J.  F.  Stafford. 

The  organization  up  to  1908  was  a  rating  and  supervising  body,* 
having  charge,  practically,  of  the  states  of  Minnesota  and  North 
Dakota,  excepting  the  towns  under  the  jurisdiction  of  the  St.  Paul 
and  Minneapolis  inspectorship,  the  Winona  inspectorship,  and^'thc 
Duluth  inspectorship.  The  association  originally  had  jurisdiction 
over  South  Dakota. 

The  present  officers  elected  at  the  annual  meeting  in  July,  1910, 
are:  President,  E.  A.  Davis,  National  L'nion;  vice-president,  George 
A.  Mowr>',  German  American;  secretary,  Mrs.  E.  S.  Latta;  treas- 
urer, Wni.  M.  Higley,  Hanover;  executive  committee:  E.  C.  Bowe, 
Springfield;  R.  J.  Hirsch,  Prussian  National;  A.  M.  Shellito,  Con- 
tinental; C.  W.  Cartwright,  Northern  of  England,  and  J.  L.  King, 
Pennsylvania. 

MINNESOTA  ASSOCIATION  OF  LIFE  UNDERWRITERS 
of  St.  Paul  was  organized  November  4,  1886,  and  re-organized  in 
April,  1906.  Ihe  present  officers  are:  President,  Max  Strouse; 
secrctarv  and  treasurer,  John  K.  Robinson;  executive  committee, 
W.  F.  Peet,  N.  P.  Langford,  Jr.,  R.  J.  Fry,  and  J.  J.  Bullis. 

MINNESOTA  ASSOCIATION  OF  LOCAL  FIRE  INSUR- 
ANCE AGENTS  was  organized  in  June,  1898,  with  the  following 
officers:  President,  John  Rogers,  Jr.;  William  Ffaender,  H.  M. 
Wheelock,  D.  M.  Baldwin,  and  H.  B.  Prince,  vice-presidents; 
C.  P.  Preston,  secretary  and  treasurer.  The  present  officers,  elected 
at  the  annual  meeting  in  1909,  arc:  President,  J.  P.  Thomson, 
Minneapolis;  vice-president,  Joseph  A.  Rogers;  secretary  and  treas- 
urer, W.  Ti.  Hart,  St.  Paul. 

MINNESOTA,  INSURANCE  SUPERVISION  IN,  1872-1910. 
The  insurance  department  was  organized  under  act  approved  Feb^ 
ruary  29,  1872,  the  supervising  official  being  termed  insurance  com- 
missioner. He  is  appointed  by  the  governor  for  two  years.  The 
commissioners  have  been . 
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March  i,  187a — ^Dec.  15,  1873 

Dec.  15,  1873 — Jan.  6,  1887 

Jan.  6,  1887 — Jan.  22.  1889 

Jan.  22,   1889— Jan.  5,  1891 

an.  9,  1891 — June  18,  1896 

an.  I,  1897 — rcb.  25,  1899 

reb.  25,  1899 — Feb.  as,  1901 

Feb.  as,  1901 — Feb.  as,  1905 


Peanodc  Pusey,  .... 

A.    R.   McGill 

Charles    Shandrew, 
Calvin   P.    Bailey, 
Christopher  H.   Smith, 
Elmer  H.   Dearth, 
T.  A.  O'Shaughnessy,   . 
Elmer  H.  Dearth, 

T.  D.  O'Brien  was  appointed  commissioner  in  February.  1905, 
but  resigned  in  1907,  and  John  A.  Hartigan  was  appointed  his  suc- 
cessor and  was  re-appointed  in  1909.    • 

MINNESOTA  MUTUAL  LIFE  INSURANCE  COMPANY 
St.  Paul,  Minn.  Organized  in  1880;  reorganized  on  a  legal  reserve 
basis  in  1901.    E.  W.  Randall,  president. 

MINNESOTA  TITLE  INSURANCE  AND  TRUST  COM- 
PANY, Minneapolis,  Minn.  Organized  1885;  capital,  $200,000.  J. 
W.  Barnes,  president ;  William  S.  Jenkins,  secretary. 

MISSISSIPPI  ASSOCIATION  OF  LOCAL  FIRE  INSUR- 
ANCE AGENTS  was  organized  at  Vicksburg,  June  14,  1899.  The 
following  officers  were  elected:  C.  H.  Campbell.  Winona,  presi-^ 
dent;  J.  M.  Klein,  Vicksburg,  vice-president;  J.  K.  Moore,  Vicks- 
burg, secretary.  At  a  meeting  held  in  June.  1910,  officers  were 
elected  as  follows :  President,  B.  F.  Grimes,  Meridian ;  vice-presi- 
dent. F.  B.  Becker;  secretary  and  treasurer,  Jas.  K.  Moore,  Vicks- 
burg. 

MISSISSIPPI,  INSURANCE  SUPERVISION  IN.  Under 
the  revised  code  of  1857  the  auditor  of  public  accounts  was  charged 
with  the  supervision  of  insurance  of  Mississippi.  The  auditor  is 
appointed  for  a  term  of  four  years.  Those  who  have  served  since 
1880,  when  the  insurance  law  was  amended,  are  Sylvester  Gwin. 
whose  term  expired  in  1886,  and  W.  W.  Stone,  wh<i  continued  in 
office  until  1896,  when  he  was  succeeded  by  W.  D.  Holder.  The 
legislature  in  1902  enacted  a  new  code  of  insurance  laws  and  created 
a  department  of  insurance.  W.  Q.  Cole,  who,  as  auditor  of  state, 
had  charge  of  insurance,  was  appointed  insurance  commissioner  to 
serve  until  January  i,  1904,  a  commissioner  to  be  elected  by  the 
people  at  the  general  election  of  1903  to  succeed  him.  At  the  gen- 
eral election  of  1903  he  was  elected  commissioner.  T.  M.  Henry 
is  the  present  commissioner  elected  in  1907,  for  the  term  of  four 
years. 

MISSOURI  ASSOCIATION  OF  LOCAL  FIRE  INSUR- 
ANCE AGENTS  was  organized  at  Sedalia.  Mo.,  January  28,  1897. 
with  the  following  officers:  William  G.  Baird  of  Kansas  City, 
president  ;and  John  A.  Bryant  of  Kansas  City,  secretary  and 
treasurer.  The  association  was  reorganized  at  a  meeting  held  in 
Kansas  City,  June  13,  1907,  and  at  the  annual  meeting  held  in  St. 
Louis  in  November,  IQ09,  officers  were  elected  as  follows :  President. 
C.  C.  Jones,  Kansas  City;  vice-president,  Samuel  D.  Capen;  second 
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vice-president,  W.  D.  Hemingway;  third  vice-president,  Homer  B. 
Mann;  secretary  and  treasurer,  H.  E.  Gray,  Joplin. 

MISSOURI  FIRE  PREVENTION  ASSOCIATION  was  or- 
ganized at  a  meeting  of  special  agents  held  in  Kansas  City,  Mo.,  in 
September,  1903,  and  the  following  officers  were  elected:  President 
J.  D.  Fleming,  Connecticut  Fire;  vice-president,  S.  E.  Cate,  North 
British  and  Mercantile;  secretary,  W.  L.  Ely,  Insurance  Company  of 
North  America;  treasurer,  Howard  Hudler,  Union  of  Philadelphia. 
The  present  officers,  elected  at  the  annual  meeting  in  September, 
IQ09,  are:  President,  P.  J.  Heffernan,  Scottish  Union  and  National; 
vice-president,  F.  T.  M.  Mcnie,  Williamsburg  City;  secretary  and 
treasurer.  A.  H.  Grupe,  Georgia  Home ;  executive  committee :  Chair- 
man, F.  W.  Bowers,  Phoenix  of  Hartford;  S.  E.  Cate,  North  British 
and  Mercantile;  Raynolds  Barnum,  Agricultural;  H.  E.  Minty, 
Queen. 

MISSOURI,  INSURANCE  SUPERVISION  IN,  1869-1910. 
The  act  creating  the  insurance  department  in  Missouri  was  approved 
March  4,  1869.  The  superintendent  of  insurance  is  appointed  by 
the  governor  for  a  term  of  four  years.  The  superintendents  since 
the  organization  of  the  department  have  been : 


Wyllys  King,     . 
Miles  Sells, 
William   Selby, 
Francis  P.  Blair,  Jr., 
Celsus    Price,    . 
William  S.   Relfe,     . 
John   F.  Williams,     . 
Alfred    Carr,     . 
Christopher  P.    Ellcrbe, 
John   R.   Waddill,      . 
Ed.  T.  Orear,   . 
Thomas  H.   Wagner, 
EUlward  E^  Yates, 
Robert  G.  Yates, 
W.   D.  Vandivcr, 
John  Kennish,   . 


March, 

June, 
farch, 
October, 
July. 
March, 
March, 
March, 
March, 
March, 
March, 
March, 
Tune, 

November, 
March, 
Feb., 


1869 — ^Tune, 
1872 — March, 
1873 — October, 
1873— July, 
1875 — March, 


1872 

«87.1 
1873 
1875 
1877 
1877 — March,  1881 
1 88 1 — March,  1885 
1885 — March,  1889 
1889 — March,  1893 
1893 — March,  1897 
i897^March,  1901 
1901 — June,'  1902 

1902 — November,  1902 
1902— March,  1905 
1905 — March,  1909 
1909 — October,     1909 


Frank  Blake  is  the  present  superintendent  appointed  in  October, 
1909,  and  T.  O.  Towles  is  deputy  superintendent. 

The  following  is  a  list  of  the  deputy  superintendents: 

Charles   £.    King, 
D.   P.  Wallingford.   . 
Charles    E.    King, 
Martin   L.   Hubble,    . 
S.  A.  Gilbert,   . 
Edward  W.   Knott,    . 
Andrew  Van   Wormer, 
O.  K.  Clardy,   . 
W.  D.  Murray, 
T.  O.  Towles,   . 


March, 

March, 

October, 

Marcfr, 

March, 

March, 

March, 

March, 

December, 

March, 


1869 — March, 

1873 — October, 

1873 — March, 

1877 — March, 

1878 — March, 

1881 — March, 

1889 — March, 

1893 — December,  1894 

1894 — March,        1897 

1897— 


1823 
1873 
1877 
1878 
1881 
18S9 
1S93 


The  office  of  the  insurance  department,  which  was,  from  the 
establishment  of  the  department  in  1869,  located  at  St.  Louis,  was 
removed  to  Jefferson  City  in  1897. 
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MISSOURI  STATE  LIFE  INSURANCE  COMPANY,  St. 
Louis,  Mo.  Organized  1892;  capital,  $100,000.  E.  P.  Melson,  presi- 
dent; R.  B.  Nucske,  secretary. 

MOIR,  HENRY,  associate  actuary.  Home  Life  Insurance  Com- 
pany of  New  York,  was  born  in  Midlothian,  Scotland,  February  22, 
1871.  He  was  educated  in  a  country  village  school  and  George 
Watson's  College,  Edinburgh,  and  became  a  Fellow  of  the  Faculty 
of  Actuaries  in 'Scotland  by  examination  in  1892,  and  a  Fellow  of 
the  Institute  of  Actuaries,  London,  in  1899;  was  vice-president  of 
the  Actuarial  Society  of  Edinburgh  in  1899- 1900.  On  removing  to 
America  in  1 901,  he  was  elected  an  associate  of  the  Actuarial 
Society  of  America,  becoming  a  fellow  by  examination  in  1903. 
He  is  now  vice-president  of  the  society.  Mr.  Moir  was  editor  of 
the  latest  edition  of  "Principles  and  Practice";  also  author  of  the 
"Life  Assurance  Primer,"  and  of  several  pamphlets  treating  of 
actuarial  subjects  and  general  questions  in  life  assurance;  prize 
essayist  at  the  Institute  of  Actuaries. 

MONROE,  ALEXANDER  R.,  assistant  manager  of  the  west- 
ern department  of  the  Queen  Insurance  Company  at  Chicago,  was 
born  in  Tain,  Ross  Shire,  Scotland,  July  12,  1862.  and  was  educated 
in  the  public  schools  and  Gillespie  College,  Edinburgh,  Scotland. 
In  1883,  shortly  after  his  arrival  in  the  United  States,  he  entered 
the  employ  of  the  Franklin  Fire  of  Indianapolis,  serving  as  assistant 
bookkeeper,  daily  report  clerk,  and  city  solicitor  successively.  In 
September,  1886,  he  joined  a  local  agency  firm  at  Indianapolis, 
where  he  continued  until  July,  1889,  when  he  became  manager  of  the 
insurance  department  of  Robert  Zener  &  Co.,  remaining  in  this 
position  up  to  January  i,  1895.  On  the  latter  date  he  was  appointed 
special  agent  for  the  Connecticut  Fire  in  Indiana  and  Kentucky, 
and  in  1898  became  Indiana  state  agent  for  the  same  company.  In 
January,  1900,  he  was  appointed  special  agent  for  the  Queen  in  the 
same  territory,  and  on  January  ist,  1905,  was  appointed  to  his  present 
position. 

MONONGAHELA  INSURANCE  COMPANY,  Pittsburg,  Pa. 
Organized  1854;  capital.  $300,000.  Wm.  G.  Whildcn,  president;  W. 
K.  Reifsnyder,  secretary. 

MONTANA  ASSOCIATION  OF  LOCAL  FIRE  INSUR- 
ANCE AGENTS  was  organized  at  a  meeting  held  in  Butte,  March 
7,  1907.  At  a  meeting  held  in  Billings,  May  18,  the  organization 
was  perfected  and  the  following  officers  elected :  President,  Thomas 
J.  Bouton,  Billings;  vice-president,  Fred  C.  Stoddard;  secretary  and 
treasurer,  J.  T.  O'Brien,  Butte.  The  present  officers  elected  at  the 
annual  meeting  in  1908,  are:  President,  H.  G.  Pickett;  vice-presi- 
dent, G.  P.  Wellcome;  secretary  and  treasurer,  E.  L.  Ensign, 
Helena.    The  above  are  the  present  officers. 

MONTANA,  INSURANCE  SUPERVISION  IN,  1883-1910. 
Under  the  territorial  insurance  act  of  March  8,  1883,  the  territorial 
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auditor  was  made  the  official  to  whom  insurance  companies  and 
agents  should  report.  When  Montana  was  admitted  to  the  Union 
as  a  state,  in  November,  1889,  the  state  auditor  succeeded  the 
territorial  auditor  as  insurance  supervisor.  The  auditors  since  1883 
have  been: 

T.  P.  Woolman,  Territorial  Auditor 1883-1888 

James  SuUiyan,  Territorial  Auditor,     ......  1888- 1889 

Edward  A.  Kenney,  State  Auditor 1889- 1893 

Andrew  B.  Cook,  State  Auditor, 1893- 1897 

T.  W.  Poindexter,  Jr.,  State  Auditor,           .....  1897-1901 

J.  H.  CaMcrhead,  State  Auditor,         ......  1 901- 1905 

H.  R.  Cunningham,  State  Auditor, 1905- 

The  state  auditor  is  elected  by  the  people  for  a  term  of  four 

years.    Charles, M.  McCoy  is  the  deputy  commissioner  of  insurance. 

The  legislature  in  1909  passed  a  law  designating  the  state  auditor, 

'Commissioner  of  Insurance,  ex-officio,''  as  well,  and  provided  for 

the  appointment  of  a  deputy  commissioner  of  insurance. 

MOORE,  A.  F.,  secretary  of  the  Michigan  Mutual  Life  Insur- 
ance Company,  was  born  at  Buckeye  Cottage,  Perry  county,  Ohio, 
June  10,  i860.  He  was  educated  in  the  public  schools  and  at  Madi- 
son Academy,  and  began  teaching  school  at  the  age  of  sixteen. 
Later  he  published  The  Independent,  at  New  Lexington,  Ohio. 
He  entered  the  service  of  the  Michigan  Mutual  Life  as  clerk  in  the 
investment  department  in  1892,  and  was  promoted  to  manager  of 
that  department  in  1894.  He  was  elected  to  his  present  position 
in  1901. 

MOORE,  C  I.  D.,  secretary  of  the  Pacific  Mutual  Life  Insur- 
ance Company,  Los  Angeles,  Cal.,  is  of  Irish-Canadian  descent  and 
was  born  near  Toronto,  Canada,  February  16,  1865.  He  received  a 
high  school  and  collegiate  education,  graduating  from  Victoria 
University  in  1S88.  He  engaged  in  teaching  and  was  for  three 
years  an  instructor  in  a  boy's  academy  in  Tokyo,  Japan,  and  later 
was  in  charge  of  the  public  schools  of  Santa  Monica,  Cal.  He 
entered  the  life  insurance  business  in  1902,  entering  the  service  of 
the  Conservative  Life  Insurance  Company  of  Los  Angeles,  and  after 
several  years  spent  in  field  and  office  work,  was  appointed  assistant 
secretary  of  the  Pacific  Mutual  Life,  and  was  elected  to  his  present 
position  in  1908. 

MOORE,  FRANCIS  C,  former  president  of  the  Continental 
Insurance  Company  of  New  York,  is  a  native  of  Houston,  Tex.  His 
early  years  were  passed  in  Philadelphia.  He  was  educated  in  its 
public  schools  and  high  school,  and  studied  the  profession  of  law 
in  the  University  of  Pennsylvania,  but  did  not  seek  admission  to 
the  bar.  In  1863  he  was  superintendent  of  a  lumber  and  planing 
mill,  and  in  1868  was  in  the  employ  of  a  wholesale  manufacturer  of 
paper  and  envelopes.  Later,  Mr.  Moore  became  interested  in  fire 
underwriting  as  a  broker,  and  in  1869  joined  the  Continental,  which 
appointed  him  manager  of  agencies  in  1880.    In  1881  he  was  elected 
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second  vice-president,  and  on  the  death  of  Mr.  Hope,  in  1885,  he 
became  first  vice-president.  On  the  retirement  of  Mr.  Lamport 
from  the  presidency,  in  1888,  Mr.  Moore  was  elected  president. 
He  has  written  a  great  deal  upon  fire  underwriting^,  and  is  the 
author  of  several  text-books  on  the  subject.  His  "Guide  to  Agents" 
has  had  a  very  large  circulation,  as  well  as  his  later  work,  "Fire 
Insurance  and  How  to  Build."  The  "Universal  Mercantile  Schedule" 
is  largely  his  work,  and  he  was  chairman  of  the  committee  which 
prepared  it.  He  resigned  the  presidency  of  the  Continental  January 
I,  1903.  and  retired  from  active  business. 

MOORE,  FRANKLIN  J.,  vice-president  and  secretary  of  the 
General  Accident  Insurance  Company  of  Philadelphia,  and  United 
States  manager  of  the  General  Accident,  Fire  and  Life  Assurance 
Corporation  of  Perth,  Scotland,  was  born  in  Morrow,  O.,  De- 
cember II,  1861.  He  obtained  his  education  in  the  public  schools, 
after  leaving  which  he  was  for  three  years  a  stenographer.  Since 
1885  he  has  been  in  the  personal  accident  insurance  business,  becom- 
ing in  that  year  New  York  agent  for  the  New  England  Mutual 
Accident  Association  of  Boston.  In  1889  he  became  superintendent 
of  agencies,  with  headquarters  in  Boston,  and  in  1896  secretary 
and  general  manager  of  the  company,  until  its  business  was  re- 
insured with  the  General  Accident,  Fire  and  Life  Assurance  Cor- 
poration in  April,  1899,  when  he  accepted  the  position  of  assistant 
United  States  manager,  and  the  position  of  United  States  manager 
in  1906.  He  was  elected  president  of  the  International  Associa- 
tion of  Accident  Underwriters  at  its  meeting  in  1902,  and  is  also 
president  of  the  Moore  Manufacturing  Company.  He  was  elected 
president  of  the  Board  of  Casualty  and  Surety  Underwriters  in  1909, 
and  is  active  in  the  aflfairs  of  accident  underwriters'  associations  as 
a  member  of  important  committees. 

MOORE,  GEORGE  H.,  assistant  secretary  of  the  Chicago 
branch  of  the  Liverpool  and  London  and  Globe  Insurance  Com- 
pany, began  his  insurance  career  in  1878  as  a  special  agent  of  the 
Manhattan  Fire  Insurance  Company  of  New  York,  for  Michigan, 
Ohio,  Illinois,  Indiana,  and  West  Virginia.  In  1882  he  accepted  the 
Michigan  state  agency  for  the  Liverpool  and  London  and  Globe, 
and  in  1893  was  transferred  by  the  company  to  his  present  position. 
He  was  president  of  the  Underwriters*  Association  of  the  North- 
west in  1896- 1897. 

MOORE,  J.  THOMAS,  superintendent  of  agencies  of  the  Provi- 
dent Life  and  Trust  Company  of  Philadelphia,  was  born  in  that 
city  May  9,  1861.  He  was  graduated  from  the  Central  High  School 
of  that  city.  He  was  soon  afterward  employed  in  Chicago  by  the 
Illinois  Central  Railroad  soliciting  freight.  He  entered  the  service 
of  the  Provident  in  its  Chicago  general  agency  July  i,  1886,  removed 
to  Philadelphia  February,  1888,  doing  special  work  for  the  com- 
p-^ny  until  April  i,  1901,  when  he  was  appointed  to  his  present  posi- 
tion. 
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MOORE,  WILLIAM  A.,  first  vice-president  of  the  Phoenix 
Mutual  Life  Insurance  G)mpany  of  Hartford,  was  born  in  Ohio  in 
1854.  He  was  in  the  Albany,  N.  Y.,  office  of  the  company  some 
years  before,  being  transferred  in  1874  to  the  home  office.  He  was 
elected  assistant  secretary  in  1897,  director  in  1902,  secretary  in 
1903,  and  first  vice-president  in  December,  1904. 

MORRIS,  JOHN  E.,  formerly  secretary  of  the  Travelers  Insur- 
ance Company  was  born  at  Springfield,  Mass.,  November  3a,  1843. 
He  was  in  the  employ  of  the  Charter  Oak  Bank  of  Hartford,  with 
the  exception  of  nine  months'  absence  with  the  Twenty-second  Con- 
necticut Regiment  in  the  war,  from  i860  to  1864.  In  the  latter 
year  he  obtained  a  clerkship  in  The  Travelers,  and  remained  con- 
tinuously with  the  company  until  1907.  He  was  elected  assistant 
secretary  in  May,  1874,  and  secretary  and  director,  July  5,  1898,  but 
resigned  the  secretaryship  in  January,  1907. 

MORRISON,  EDWIN  CHESTEJ^,  San  Francisco,  Pacific 
Coast  general  agent  for  the  Aetna  Insurance  Company,  was  born  in 
Penn  Van,  New  York,  July  12,  1850.  He  was  educated  in  the 
academy  at  Le  Roy,  N.  Y.,  and  began  his  business  career  in  banking. 
He  has  been  connected  with  the  Pacific  Coast  department  of  the 
Aetna  for  twenty-one  years,  serving  the  company  as  special  agent, 
supervisor  of  agencies  and  assistant  general  agent,  until  appointed 
to  his  present  position  in  May,  1909. 

MORTON,  JOHN  BENJAMIN,  second  vice-president  of  the 
Fire  Association  of  Philadelphia,  was  born  in  Philadelphia,  April  i, 
1848,  and  was  educated  in  the  public  and  high  schools  of  his  native 
city.  He  began  his  business  career  in  fire  insurance,  and  was  a 
clerk  in  a  local  agency  office,  and  entered  the  agency  department  of 
the  Fire  Association  as  clerk  in  1873. 

MORTON,  PAUL,  president  of  the  Equitable  Life  Assurance 
Society,  was  born  in  Detroit,  Mich.,  May  22,  1857.  He  received 
a  common  school  education  and  began  his  business  life  as  an  office 
boy  in  the  freight  office  of  the  Chicago,  Burlington  &  Quincy  Rail- 
road. He  filled  successively  the  positions  of  clerk,  rate  clerk,  general 
cJerk,  and  general  passenger  agent,  and  was  for  two  years  general 
freight  agent  of  the  road.  In  1890  he  became  vice-president  of  the 
Colorado  Fuel  and  Iron  Company.  In  1896  he  was  appointed  third 
vice-president  of  the  Atchison,  Topeka  and  Santa  Fe  Railroad,  and 
two  years  later  became  second  vice-president.  He  retained  this 
position  until  appointed  secretary  of  the  navy,  July  i,  1904.  He 
resigned  as  secretary  of  the  navy  July  i,  1905,  and  was  elected  to 
his  present  position. 

MOSCOW  FIRE  INSURANCE  COMPANY,  Moscow,  Russia, 
entered  the  United  States  in  January,  1900,  making  a  deposit  in 
New  York  state,  and  it  has  been  licensed  in  several  states.  Paul  E. 
Rasor,  New  York  City,  is  resident  manager. 
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MOUNTAIN  FIELD  CLUB.  This  association  was  organized 
by  fire  insurance  general  and  special  agents  in  the  mountain  field  at 
a  meeting  held  in  Denver,  Col,  June  29,  1905.  Its  purposes  arc 
social  and  educational,  and  its  membership  includes  resident  man- 
agers and  general  agents  and  special  agents  having  jurisdiction  in 
Colorado,  Wyoming^  and  New  Mexico.  Its  affairs  are  conducted  by 
an  executive  committee  of  five,  as  follows :  C.  D.  Cobb,,  chairman ; 
O.  E.  Lane,  treasurer;  A.  T.  Bailey,  secretary;  L.  S.  Day  and 
Charles  S.  Hill. 

MOVER,  ROBERT  B.,  secretary  of  the  C  C  Hine's  Sons  Com- 
pany, was  born  at  Peru,  111.  August  29,  1870.  He  entered  the  office  of 
the  Life  Indemnity  and  Investment  Company  of  Waterloo,  la.,  which 
became  the  Iowa  Life  Insurance  Company,  and  was  for  five  years  the 
president's  confidential  clerk.  He  came  to  New  York  and  became  con- 
nected with  the  home  office  of  the  Metropolitan  Life  in  1893.  In 
1894  he  was  associate  editor  of  the  Insurance  Advocate,  which  posi- 
tion he  resigned  in  July,  1895,  to  take  a  responsible  place  in  a  large 
manufacturing  establishment.  His  strong  taste  for  journalism  led 
him  to  return  to  that  field  a  year  later  as  New  York  correspondent 
for  the  Standard  and  the  Chicago  Tribune,  and  editorial  writer  for 
several  monthlies,  and  in  1899  became  connected  with  the  Insurance 
Monitor,  of  which  he  was  for  sometime  business  manager. 

MUNICH  REINSURANCE  COMPANY  of  Munich,  Bavaria, 
entered  the  United  States  in  1898,  making  a  deposit  with  the  New 
York  department.  Ernest  Thalmann,  and  Isaac  Seligman,  and 
George  Frederick  Victor  are  trustees  for  the  United  States.  The 
United  States  manager  is  Carl  Schreiner. 

MUNN,  JOHN  PIXLEY,  president  of  the  United  States  Life 
Insurance  Company  of  New  York,  was  born  in  1847  at  Gates,  near 
Rochester,  N.  Y.  After  graduating  from  the  University  of  Roches- 
ter, he  entered  the  Bellevue  Medical  College,  securing  a  degree 
therefrom  in  1876.  Locating  in  New  York  city  Dr.  Munn  beg^n  and 
continued  the  practice  of  his  profession.  His  connection  with  the 
United  States  Life  dates  from  1877,  when  he  entered  its  employ  as 
examining  physician.  For  many  years  he  was  its  medical  director 
and  member  of  the  board  of  directors.  In  1902  Dr.  Munn  was 
elected  president  of  the  company  in  succession  to  George  H.  Bur- 
ford,  resigned. 

MUTUAL  ASSURANCE  COMPANY  FOR  INSURING 
HOUSES  FROM  LOSS  BY  FIRE,  Philadelphia,  Pa.  Organized 
1784.     Henry  W.  Biddle.  chairman;  Clifford  Lewis,  treasurer. 

MUTUAL  ASSURANCE  SOCIETY  OF  VIRGINIA,  Rich- 
mond,  Va.  Organized  1794.  Edwin  A.  Palmer,  president;  T.  Boi- 
ling, Jr.,  assistant  secretary. 

MUTUAL  BENEFIT  LIFE  INSURANCE  COMPANY.  THE, 
of  Newark,  N.  J.  The  Mutual  Benefit  was  chartered  by  the  state 
of  New  Jersey  by  an  act  approved  January  31,  1845,  and  began 
business  in  the  April  following.     Its  charter  provides  that  all  per- 
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sons  who  shall  hereafter  insure  shall,  while  they  continue  so  in- 
sured, be  members  of  the  corporation,  and  that  twelve  directors,  a 
majority  of  whom  shall  be  citizens  and  residents  of  New  Jersey 
and  members  of  the  corporation,  shall  have  its  management.  The 
first  policy  issued  by  the  company  was  dated  May  6,  1^5.  The  first 
premium,  however,  was  not  paid,  and  the  policy  was  never  in  force. 
Policy  No.  2  was  issued  May  20,  1845,  on  the  life  of  Mr.  Benjamin 
C.  Miller  of  Newark,  N.  J.,  and  was  an  ordinary  life  policy  for 
$1,500,  issued  at  age  forty-two  with  an  annual  premium  of  $51.  In 
1898  the  insured  attained  the  age  of  ninety-six,  the  tabular  Ihnit  by 
the  American  Experience  Mortality,  when  that  and  his  subsequent 
policies  were  paid  by  the  company  in  full.  Premiums  upon  policies 
issued  in  1845  were  based  upon  the  Carlisle  table  of  mortality  with 
four  per  cent,  interest.  The  company  continued  to  use  the  Carlisle 
table  until  1870,  when  it  adopted  premium  rates  based  upon  the 
American  Experience  Mortality  and  four  per  cent,  interest.  On 
January  i,  1900,  it  adopted  new  premium  rates  based  ugon  the 
American  Experience  Mortality  and  three  per  cent,  interest* 

Until  1862  none  of  the  company's  policies  contained  any  non- 
forfeiture provisions,  although  the  company  was  accustomed  to 
allow  what  was  considered  a  reasonable  value  if  application  was 
made,  and  the  policy  surrendered  in  due  season.  Aiitr  1862  the 
company  issued  endowment  policies  and  limited  premium  policies 
which  contained  a  provision  that  in  case  of  non-payment  of  premium 
they  should  stand  good  by  their  terms  as  paid-up  policies  for  pro 
rata  amounts.  Ordinary  life  policies  with  continuous  premiums  had 
no  non-forfeiture  clause  until  1868,  when  a  provision  was  inserted 
in  the  policies  to  the  effect  that  the  company  would  purchase  th* 
policies  on  surrender  within  three  months  from  date  of  lapse  for 
an  equitable  value  either  in  cash  or  in  paid-up  insurance,  provided 
two  years'  premiums  had  been  paid.  In  1879  the  company  adopted 
a  uniform  non-forfeiture  system,  applicable  to  all  participating 
policies,  old  as  well  as  new,  except  old  limited  premium  and  en- 
dowment policies  calling  for  paid-up  insurance  for  pro  rata  amounts, 
referred  to  above.  Under  this  nonforfeiture  system,  provided  two 
years'  premiums  had  been  paid,  the  insured  was  entitled  to  auto- 
matic extended  insurance  for  the  full  amount  of  the  policy  for  such 
time  as  the  reserve  upon  the  policy  would  purchase  at  the  com- 
pany's regular  published  single  premium  term  rates.  If  preferred, 
iipon  surrender  of  the  policy  within  three  months  from  date  of 
lapse,  a  value  was  allowed  in  the  form  of  paid-up  insurance.  In 
1887  the  company  adopted  what  was  known  as  the  convertible 
policy,  which  provided  for  yearly  guaranteed^  cash  surrender  values 
-^qual  to  the  full  American  experience  four  per  cent,  reserve,  in  ad- 
dition to  the  values  in  extended  and  paid-up  insurance.  Under 
these  policies  the  first  ten  years'  dividends  had  to  be  applied  to  the 
purchase  of  additional  participating  insurance  payable  with  the 
policy.  The  guaranteed  values  in  paid-up  and  extended  insurance 
were  at  all  times  increased  by  the  full  value  of  the  dividend  addi- 
tions, and  upon  surrender  of  convertible  policies  at  the  end  of  the 
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tenth  or  of  any  succeeding  fifth  policy  year,  the  full  reserves  of  the 
policy  and  dividend  additions  was  to  be  paid  as  a  cash  surrender 
value.  In  1895  the  company  modified  its  non-forfeiture  system  of 
1879  by  incorporating  in  all  its  regular  policies  a  provision  for  yearly 
guaranteed  cash  surrender  values. 

The  company*s  computations  of  reserves  and  dividends  are 
based  upon  the  American  Experience  Mortality  with  four  per  cent, 
mterest  for  all  policies  issued  prior  to  1900,  and  on  the  American 
Experience  Mortality  and  three  per  cent,  interest  for  all  policies 
issued  after  1899. 

The  company  has  always  paid  dividends  annually,  such  divi- 
dends being  applied  either  in  reduction  of  premiums  or  to  the  pur- 
chase of  additional  insurance  payable  with  the  policies  at  maturity, 
or  to  the  conversion  of  the  policies  into  endowments  payable  at  a 
specified  and  gradually  diminishing  age.  The  company  has  never 
issued  any  policies  on  the  tontine  or  deferred  dividend  plan. 

A  volume  containing  the  mortuary  experience  of  the  company 
was  published  in  1881.  The  present  condition  of  the  company,  as 
well  as  a  summary  of  its  past,  can  best  be  illustrated  by  the  follow- 
ing figures: 


Premium 

Total 

Total 

Paid  Policy- 

Aec^tfi. 

Years. 

Receipts. 

Income. 

Expenditure. 

holders. 

1880 
1890 

$3,866,379 
5.977,870 

$5,801,482 
8,470,998 

$5,631,992 
6,528,808 

$4,787,387 
5.378,799 

$33,851,303 
46,654.893 

1900 

10,4  ".362 

13.942,583 

10,256,216 

8,020,451 

72,958,022 

1901 

11,006,985 

14,659.703 

10,827,629 

8,344,3' 5 
8,668,884 

76,839.028 
81,497,976 

1903 

11.932,942 
12,672,876 

15.605,0x9 

",167,951 

1903    / 

16,603.434 

11,926,788 

9.297,789 

86,195.907 

1904 

13,702,831 
14,83^,018 
iS.7o6,9is 

17,847.767 

12,648,026 

9.854,781 

91,840.745 

1905 

19,250,265 

13,429,066 

10,300,023 

97.793.728 
104,858,396 
112,586.494 

1906 

20,434,289 

13.556,012 

10,372,162 

1907 

16,664,430 

21,676,262 

14.315.365 

11.135.673 

1908 

17.344,898 

23,956,206 

16,382,317 

12.820,310 

120,376,062 

1909 

18,310,730 

24,509,055 

16,158.641 

12.463,655 

128,986.850 

111  1908  the  Company's  non- forfeiture  system  was  further  modi- 
fied. The  requirement  that  two  years'  premiums  must  be  paid 
before  policies  had  any  value  in  case  of  lapse,  was  eliminated,  and 
policies  now  have  a  value  in  cash  or  in  paid-up  or  extended  insurance 
whenever  the  reserve  at  time  of  lapse  exceeds  $10.00  per  $1,000 
insurance.  Under  this  rule,  with  a  few  exceptions,  policies  which 
lapse  during  the  first  year  are  entitled  to  surrender  values.  The 
surrender  charge  is  gradually  reduced,  and  disappears  altogether  at 
the  end  of  the  15th  year. 

Premium  receipts  from  organization  to  January,  TQio,  $347,448,- 
595-34  Of  this  sum  there  has  already  been  returned  to  policy- 
holders: 

For    policy    claims 45.6  percent.,     $158,528,286.43 

For  surrendered  policies 12.4         *'  43,076,301.62 

For    dividends 21.3         "  74.155, 7i6.35 


Total    79.3  per  cent.,     $275,760,304.40 
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The  first  president  of  the  company  was  Robert  L.  Patterson,  who 
remained  in  office  until  1862,  when  he  was  succeeded  by  the  vice- 
president,  Lewis  C.  Grover.  Mr.  Grover  resigned  in  ifS^i,  and  was 
succeeded  by  Theodore  Macknet.  In  January,  1882,  Amzi  Dodd  was 
chosen  president,  and  remained  at  the  head  of  the  company  until 
1902,  when  he  declined  re-election  on  account  of  advancing  age. 
Frederick  Frelinghuysen  was  elected  to  succeed  Mr.  Dodd,  who  still 
retains  his  connection  with  the  company  as  general  counsel  and 
director. 

The  officers  of  the  company  are  as  follows:  Frederick  Freling- 
huysen, president;  Edward  L.  Dobbins,  vice-president;  Edward  E. 
Rhodes,  vice-president  and  mathematician;  J.  William  Johnson, 
secretary;  Samuel  W.  Baldwin,  treasurer;  Percy  C.  H.  Papps, 
actuary;  Alfred  A.  Drew,  supt.  of  agencies,  Richard  J.  Carey, 
auditor;  C.  Wilbur  Sandford,  comptroller;  George  W.  Case,  and 
Frank  L.  Sage,  assistant  secretaries;  Lewis  A.  Momifigstern  and 
Charles  A.  Woodruff,  registrars;  Benjamin  F.  Lord,  supervisor 
policy  claims;  Clinton  G.  Halsey,  head  accountant;  Amzi  Dodd, 
general  counsel;  David  Kay,  Jr.,  associate  counsel;  Abram  H. 
Cornish,  attorney;  George  A.  Van  Wagenen,  M.D.,  and  Joseph  C. 
Young,  M.D.,  medical  board. 

Directors:  Amzi  Dodd,  Edward  H.  Wright,  Marcus  L.  Ward, 
Frederick  M.  Shepard,  Frederick  Frelinghuysen,  Albert  B.  Carlton, 
Edward  L.  Dobbins,  J.  William  Clark,  John  O.  H.  Pitney,  John  R. 
Hardin,  Peter  Campbell,  William  M.  Johnson. 

MUTUAL  BOILER  INSURANCE  COMPANY,  Boston,  Mass. 
Organized  1877.  D.  W.  Lane,  president  and  treasurer ;  J.  A.  Collins, 
secretary. 

MUTUAL  FIRE  INSURANCE  COMPANIES  RETIRED  IN 
1909.     [See  Reinsured  and  Failed  Companies.] 

MUTUAL  LIFE  INSURANCE  COMPANY,  THE,  of  New 
York.  Organized  1843.  Charles  A.  Peabody,  president ;  William  J. 
Easton,  William  F.  Dix,  secretaries. 

MUTUAL  LIFE  INSURANCE  COMPANY  of  Baltimore, 
Md.  Organized  1870.  M.  S.  Brenan,  president;  Henry  Roth, 
secretary. 

MUTUAL  PLATE  GLASS  INSURANCE  COMPANY  OF 
CONNECTICUT,  Unionville,  Conn.  Organized  1895.  H.  C.  Hart, 
president;  G.  E.  Taft,  secretary. 
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xMARRAGANSETT  MUTUAL  FIRE  INSURANCE  COM- 
PANY, Providence,  R.  I.  Organized  1895.  William  S.  Granger, 
president;    Stephen  M.  Pitman,  secretary. 

NASSAU  FIRE  INSURANCE  COMPANY,  Brooklyn,  N.  Y. 
Organized  1852 ;  capital,  $200,000.  William  Harkness,  president ;  T. 
M.  Harris,  secretary. 

NATIONAL  ACCIDENT  COMPANY,  New  York  city.  Or- 
ganized 1885.  Edward  A.  Barnum,  president;  J.  I.  Barnum, 
secretary. 

NATIONAL  ASSOCIATION  OF  FIRE  ENGINEERS.  [Sec 
International  Association  of  Fire  Engineers.] 

NATIONAL  ASSOCIATION  OF  LIFE  UNDERWRITERS. 
As  early  as  1869  there  were  scattered  efforts  to  form  local  asso- 
ciations of  life  insurance  agents.  There  is  a  record  of  a  Life  Under- 
writers* Association  of  Chicago,  organized  November,  1869,  "for 
mutual  protection,  improvement,  and  acquaintance."  Merrill  Ladd 
of  the  Mutual  Life  of  Chicago  was  the  president,  and  H.  R.  Thomp- 
son of  the  John  Hancock  the  secretary.  A  prominent  rule  of  this 
association  was:  "No  subject  which  involves  or  provokes  dis- 
cussion of  rival  plans  *  of  companies  shall  be  introduced  into  the 
meetings  of  this  association."  In  August,  1870,  the  Life  Insurance 
Association  of  Pittsburgh,  I.  F.  Loomis  of  the  Charter  Oak  Life 
president,  and  in  June,  1872,  the  Cincinnati  Life  Underwriters' 
Association,  M.  Grosvenor  of  the  iCtna  Life,  president,  were 
formed,  followed  the  next  year  by  a  state  organization  at  Columbus. 
Ohio,  and  there  were  others  that  occasionally  appeared  and  sub- 
sided. None  of  these  early  attempts  at  association  seem  to  have 
been  other  than  ephemeral  in  their  nature.  They  were  heard  of 
once  or  twice,  and  no  more.  The  Ohio  organization  was  the  longest 
lived,  but  it  went  into  decay  some  time  before  the  present  substan- 
tial movement  began. 

The  pioneer  of  modern  development  of  association  by  life  insur- 
ance agents  was  the  Boston  Underwriters*  Association,  which 
saw  the  light  in  April,  1883.  The  idea  of  bringing  together  in 
more  enduring  bonds  of  amity  the  competitive  elements  of  the 
agency  business,  and  of  giving  to  association  a  broader  basis  and 
deeper  purpose  than  it  had  known  before,  originated  with  C.  M. 
Ransom,  editor  of  the  Boston  Standard.    The  new  movement  began 
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in  the  editor's  office.  It  appealed  to  the  judgment  of  the  best  men 
in  the  business  everywhere,  for  they  saw  in  it  a  means  to  purge  the 
business  of  rapidly  growing  evils  and  lift  it  to  the  plane  of  honor- 
able and  intelligent  effort.  It  spread,  therefore,  with  celerity, 
stimulating  in  the  course  of  a  few  years  the  formation  of  organiza- 
tions similar  to  the  Boston  association  in  the  principal  cities  of  the 
Union.  While  these  centers  of  energy  were  warm  and  progressive, 
their  relations  with  each  other  were  so  far  but  formal.  It  was 
felt  that  much  more  important  results  were  possible  by  a  wider 
application  of  the  principle  of  community.  And  so  when  1890  came 
and  twenty  of  these  societies  were  in  active  operation  in  their  re- 
spective localities,  the  time  was  rip  for  the  national  association. 

The  present  organization  was  the  outgrowth  of  a  conference  of 
representatives  of  the  Boston,  New  York,  and  Philadelphia  associa- 
tions, held  at  Boston  April  8,  1890.  It  was  decided  to  call  a  con- 
vention of  all  the  associations  in  the  United  States,  to  be  held  at 
Boston  June  i8th.  This  meeting  was  held  and  the  National  Asso- 
ciation of  Life  Underwriters  was  organized.  Fourteen  local  asso- 
ciations were  represented.  George  N.  Carpenter  of  Boston  was  the 
first  president.  [For  report  of  the  proceedings  of  the  first  conven- 
tion, see  the  Cyclopedia  of  Insurance  for  1^0.]  The  second  an- 
nual convention  was  held  at  Detroit,  beginning  June  17,  1891. 
Twenty-three  associations  were  represented.  Charles  H.  Raymond 
of  New  York  was  elected  president.  [For  report  of  the  second  con- 
vention, see  tb^  Cyclopedia  fori89i.l 

The  third  annual  convention  was  held  in  the  city  of  New  York 
September  21,  22  and  23,  1892,  at  Carnegie  Music  Hall.  Twenty- 
six  local  associations  were  represented,  the  rolls  bearing  tile  names 
of  147  delegates  and  85  alternates.  A  majority  of  these  were  pres- 
ent. C.  E.  Tillinghast  of  Cleveland,  Ohio,  was  elected  president. 
[For  report  of  the  third  convention,   see  Cyclopedia  for   1892-3.] 

The  fourth  annual  convention  was  held  at  Cleveland,  Ohio,  Sep- 
tember 6,  7  and  8,  1893.  Twenty  associations  were  represented  by 
delegates,  and  several  sent  letters.  Charles  H.  Ferguson  of  Chicago 
was  elected  president.  [For  report  of  the  fourth  convention,  see 
the  Cyclopedia  for   1893-94.] 

The  fifth  annual  convention  was  held  at  the  Recital  Hall  of 
the  Auditorium  Hotel  at  Chicago  June  21,  22  and  23;  1894.  Dele- 
gates fron?  thirty-five  associations  responded  to  the  roll  call.  Three 
associations  were  unrepresented.  E.  H.  Plummer  of  Philadelphia 
was  elected  president.  [For  report  of  the  fifth  convention,  see  the 
Cyclopedia  for  1894-95.] 

The  sixth  annual  convention  was  held  in  Philadelphia,  Pa.,  on 
October  23,  24  and  25,  1895.  Twenty-nine  associations  were  repre- 
sented, two — ^those  of  San  Francisco  and  Western  Massachusetts — 
being  new  organizations.  Ben.  F.  Calef  of  Boston  was  elected 
president.  [For  report  of  sixth  convention,  see  the  Cyclopedia 
for  1895-96.] 

The  seventh  annual  convention  was  held  at  Washington,  D.  C, 
October  7,  8  and  9,   1896,  in  the  banquet  room  of  the  Arlington 
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Hotel.  Representatives  of  twenty-nine  associations  were  present 
D.  S.  Hendrick  was  elected  president.  [For  report  of  the  seventh 
convention,  see  the  Cyclopedia  for  1896-97.] 

The  eighth  annual  convention  was  held  at  Milwaukee,  Wis., 
September  13,  14  and  15,  1897,  the  Masonic  Temple  being  the  place 
of  meeting.  Twenty-two  associations  were  represented.  Thomas 
H.  Bowles  was  elected  president.  [For  report  of  the  eighth  con- 
vention, see  the  Cyclopedia  for  1897-98.] 

The  ninth  annual  convention  was  held  in  the  Century  Hall,  at 
Minneapolis,  Minn.,  August  17,  18,  19,  1898.  Nineteen  associa- 
tions were  represented.  Richard  E.  Cochran  was  elected  president. 
[For  report  of  the  ninth  convention,  see  Cyclopedia  for  1898-9.] 

The  tenth  annual  convention  was  held  in  the  hall  of  the  Women's 
Educational  and  Industrial  Union,  Buffalo,  N.  Y.,  July  12,  13,  14, 
1899.  Twenty  associations  were  represented.  James  L.  Johnson 
was  elected  president.  [For  report  of  tenth  annual  convention,  see 
Cyclopedia  for  1899- 1900.] 

The  eleventh  annual  convention  was  held  in  the  town  hall, 
Saratoga,  N.  Y.,  September  11  and  12,  1900.  Twenty  associa- 
tions were  represented.  I.  Layton  Register  was  elected  president. 
[For  report  of  the  eleventh  annual  convention,  see  Cyclopedia  for 
1900-1901.] 

The  twelfth  annual  convention  was  held  in  the  city  hall,  Port- 
land, Me.,  September  11,  12  and '13,  1901.  Twenty-five  associations 
were  represented.  William  D.  Wyman  was  elected  president.  [For 
report  of  the  twelfth  annual  convention,  see  Cyclopedia  for  1901- 
1902.] 

The  thirteenth  annual  convention  was  held  at  the  Grand  Hotel, 
Cincinnati,  October  15,  16  and  17,  1902.  Thirty-three  associations 
were  represented  on  roll-call  Philip  H.  Farley  was  elected  presi- 
dent. [For  report  of  the  thirteenth  annual  convention,  see  Cyclo- 
pedia for  1902- 1903.] 

The  fourteenth  annual  convention  was  held  in  Baltimore,  Octo- 
ber 13,  14  and  15,  1903.  Twenty-seven  associations  were  repre- 
sented. H.  H.  Ward  was  elected  president.  [For  report  of  the 
fourteenth  annual  convention,  see  Cyclopedia  for  1903-1904.] 

The  fifteenth  annual  convention  was  held  in  Indianapolis,  Ind., 
October  12,  13  and.  14,  1904.  Twenty-four  associations  were  repre- 
sented. John  Dolph  was  elected  president.  [For  report  of  the 
tifteenth  annual  convention  see  Cyclopedia  for  1904-1905.] 

The  sixteenth  annual  convention  was  held  in  Hartford,  Conn., 
September  19,  20  and  21,  1905.  Forty-six  associations  were  repre- 
sented. C.  W.  Scovel  of  Pittsburg,  was  elected  president.  [For 
report  of  the  sixteenth  annual  convention,  see  Cyclopedia  for  1905- 
T906.] 

The  seventeenth  annual  convention  was  held  in  St.  Louis, 
October  23,  24  and  25,  1906.  Forty-six  associations  were  repre- 
sented. Frank  E.  McMullen  of  Rochester,  N.  Y.,  was  elected  presi- 
dent. [For  report  of  the  seventeenth  annual  convention  see  Cyclo- 
pedia for  1906-7.] 
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The  eighteenth  annual  convention  was  held  in  Toronto,  Canada, 
August  21,  22  and  23,  1907.  Chas.  Jerome  Edwards  was  elected 
president.  [For  report  of  the  eighteen tji  annual  convention  see 
Cyclopedia  for  1907-8.] 

The  nineteenth  annual  convention  was  held  in  Los  Angeles, 
Cal.,  August  18,  19  and  20,  1908.  Charles  Jerome  Edwards  was 
elected  president.  [For  report  of  nineteenth  annual  convention  see 
Cyclopedia  for  1908-9.] 

The  twentieth  annual  convention  was  held  in  Louisville,  Ky., 
October  7,  8  and  9,  1909.  President  Edwards  called  the  meeting  to 
order,  and  addresses  of  welcome  were  made  by  Mayor  Grinstead, 
Insurance  Commissioner  Bell  of  Kentucky  and  James  M.  Johnson, 
president  of  the  Louisville  association.  President  Edwards  in  his 
annual  address  alhided  briefly  to  the  membership  in  local  associa- 
tions and  to  the  new  associations  formed  during  the  year,  and  to  the 
publication  of  the  Association  News,  ^nd  advocated  the  consideration 
of  measures  to  increase  the  membership,  and  earnestly  advocated 
continuing  the  publication  of  the  Association  News  as  the  official 
organ  of  the  association.  The  president  briefly  referred  to  insurance 
legislation,  expressing  the  belief  that  the  last  of  legislation  limiting 
the  earning  power  of  agents  had  been  seen,  and  referring  to  "field 
ethics"  he  said  much  improvement  had  been  shown  in  the  past  few 
years,  and  expressed  the  wish  that  "life  underwriting  may  be  main- 
tained as  a  worthy  profession  where  each  member  will  deal  hon- 
orably with  one  another,  differing  in  some  matters  of  management 
or  policy,  but  recognizing  always  that  in  addition  to  loyalty  to  one's 
own  company,  and  its  officers,  he  owes  the  business  at  large  a 
loyalty  which  will  not  permit  him  to  disturb  the  confidence  of  the 
public  by  casting  suspicion  upon  any  goo<l  company."  President 
Edwards  continuing  discussed  twisting  and  the  part-time  agent, 
whom  he  hoped  to  see  entirely  eliminated  from  the  business,  and 
endorsed  the  laws  passed  in  New  York  respecting  twisting  and  also 
the  licensing  of  agents.  In  conclusion  the  president  discussed  agency 
conditions  and  agency  organization  and  said  that  "agency  organiza- 
tion, education,  co-operation,  business  building,  the  study  of  princi- 
ples, the  fitting  of  one's  self  to  do  the  work  that  is  before  you,  is 
necessary  in  order  to  bring  to  a  greater  degree  of  perfection  the 
agent's  opportunity,  and  as  such  it  is  one  of  the  most  important  sub- 
jects, if  not  the  most  important,  which  this  convention  can  discuss." 

Following  the  president's  address  a  report  was  submitted  by 
Secretary  Waite,  regarding  the  membership,  and  the  executive  com- 
mittee in  its  report  reviewed  the  work  of  the  year  and  recommended 
the  continued  publication  of  Life  Insurance  News,  the  association's 
official  organ.  Following  the  reports  the  subject,  "Should  the  Prac- 
tice of  Employing  Part-Time  Agents  be  Abolished,"  was  discussed 
under  the  five-minute  rule,  and  the  first  day's  session  was  concluded 
with  the  reading  of  papers  by  William  C.  Johnson,  New  York  man- 
ager of  the  Phoenix  Mutual  Life  Insurance  Company,  on  "Co- 
operation," and  by  John  W.  Whittington,  Los  Angeles,  on  "Reflec- 


410  National  Assocfation  of  Life  Underwriters. 

tions  and  Reverberations  from  the  West."  The  second  day's  ses- 
sion opened  with  the  reading  of  a  paper  on  "Taxation"  by  George 
H.  Noyes,  counsel  for  the  Northwestern  Mutual  Life  Insurance 
Company,  Milwaukee.  Mr.  Noyes  discussed  the  question  of  taxa- 
tion and  the  methods  of  the  states  in  taxing  insurance  companies,  and 
stated  the  following  conclusions: 

First:  For  the  purj>oses  of  state  revenue,  a  proper  classification  of  cor- 
porations doing  business  in  a  state  would  put  insurance  companies,  both  do- 
mestic and  foreign,  in  a  class  by  themselves. 

Second'  This  class  would  include  all  level  premium,  all  assessment  and 
all  fraternal  life  insurance  companies,  and  also  all  fire,  marine,  accident  and 
surety  companies. 

Third:  An  annual  license  fee  should  be  imposed  upon  each  such  corpo- 
ration, to  be  in  lieu  of  all  taxes  and  all  other  fees,  except  taxes  on  real 
estate. 

Fourth:  This  fee  should  be  measured  by  a  percentage  of  the  amount  of 
gross  premiums  or  assessments  collected  during  the  preceding  year  from 
residents  of  the  state. 

Fifth:  The  rate  per  cent,  of  the  license  fee  should  be  uniform  as  applied 
to  each  kind  oi  inburance  and  should    in  no  case  be  more  than  i  per  cent. 

Sixth:  This  method  of  raising  revenue  by  a  license  fee  on  domestic 
premium  receipts  should  be  followed  in  every^  state,  so  that  all  reciprocal  and 
retaliatory  laws  may,  as  they  should,  be  speedily  repealed. 

This  system,  if  uniformly  adopted,  wouM  yield  a  fair  and  reasonable 
revenue  to  the  state  over  and  above  the  cost  of  insurance  supervision,  would 
work  no  hardship  on  any  insurance  corporation  and  would  result  in  a  saving 
to  policyholders  every  year  of  many  millions  of  dollars. 

On  the  conchtsion  of  Mr.  Noyes*  address  discussions  under  the 
five  minute  rule  were  resumed,  and  addresses  were  made  during  the 
remaining  sessions  of  the  convention  as  follows:  "The  Science  of 
Business  Building,"  by  A.  F.  Sheldon,  Chicago,  111.;  "Agency  Or- 
ganization," by  S.  R.  Elson,  Omaha,  Neb.,  and  by  William  J.  Tully, 
New  York. 

Alfred  C.  Newell  of  Atlanta,  Ga.,  was  announced  as  the  winner 
of  the  Calef  Loving  Cup,  and  Edward  D.  Horgan  of  Buffalo,  of  the 
Ben  Williams  Memorial  Vase  in  the  prize  essay  contest.  The  sub- 
ject was  **The  Life  Insurance  Agent  as  a  Public  Benefactor." 

Officers  were  elected  as  follows:  President,  John  W.  Whitting- 
ton,  Los  Angeles,  Cal. ;  vice-president,  Henry  J.  Powell,  Louisville; 
second  vice-president,  C.  R.  Bradley,  Portland,  Me. ;  third  vice- 
president,  E.  R.  Machum,  St.  Johns,  N.  B.;  secretary,  Will  A. 
Waite,  Detroit,  Mich.;  recording  secretary,  E.  N.  Ensign,  New 
York;  treasurer,  Eli  D.  Weeks;  chairman  executive  committee, 
Ernest  J.  Clark,  Baltimore. 

The  following  resolution  was  adopted: 

Resolved,  That  the  National  AssociatiQn  of  Life  Underwriters  realizing 
the  responsibilities  oif  the  field  representative  and  the  necessity  for  safe- 
(^uardinK  the  interests  of  both  the  public  and  our  profession,  hereby  cm- 
phaticalty  records  its  belief  that  life  underwriting  should  be  limited  to  those 
men  only  who  are  regularly  and  permanently  under  contract  and  who  arc 
recognized  as  bona  fide  agents  of  their  respective  communities. 
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We  particularly  recommend  to  each  constituent  association  that  they  take 
action  whereby  there  shall  be  eliminated  from  asency  relations  that  class  of 
part-time  agents  and  one-cai^e  brokers  who  neitncr  educate  a  prospect  nor 
create  an  applicant,  who  arc  not  agents  in  any  true  sense  and  whose  only 
relation  to  the  business  has  been  to  undo  or  take  advantage  of  the  work  of 
some  regular  agent. 

^  And,  further,  that  local  associations  should  adopt  such  measures  as  will 
limit  the  issuing  of  licenses  to  bona  fide  agents  only  and  to  prevent  the  pay- 
ment of  commissions  or  any  compensation  whatever  in  connection  with  the 
procurement  of  an  application  of  a  premium  for  life  insurance  to  any  other 
than  a  regularly  licensed  agent  under  written  contract. 

The  following  is  a  list  of  the  local  associations  which  were 
members  of  the  National  Association  May  i,  1910: 

Arkansas  Life  Underwriters'  Association. 

Baltimore  Life  Underwriters'  Association. 

Boston   Life   Underwriters'   Association. 

Cleveland  Association  of  Life  Underwriters. 

Colorado  Association  of  Life  Underwriters. 

Connecticut  Life  Underwriters'  Association. 

Delaware  Association   of   Life   Underwriters. 

Dajrton  Association  of  Life  Underwriters. 

Detroit   Life  Underwriters'  Association. 

Erie  Association  of  Life  Underwriters, 

Georgia  Association   of  Life   Insurers. 

Hudson  Vallesr  Life  Underwriters'  Association. 

Indiana  Association   of  Life  Underwriters. 

Inland  Empire  Association  of  Life  Underwriters. 

Kansas  Association  of  Life  Underwriters. 

Kansas  City  Life  Underwriters'  Association. 

Life  Underwriters*  Association,  Grand  Rapids. 

Life  Underwriters'  Association  of  Sacramento. 

Life  Underwriters'  Association  of  Nebraska. 

Life  Underwriters'  Association  of  New  York. 

Life  Underwriters'  Association  of  Chicago. 

Life  Underwriters'  Association  of  Louisiana. 

Life  Underwriters'  Association  of  Peoria,  III. 

Life  Underwriters*  Association  of  Cincinnati. 

Life  Underwriters'  Association  of  Central  Massachusetts. 

Life  Underwriters'  Association  of  Ruflfalo. 

Life  Underwriters'  Association  of  Texas. 

Life  Underwriters'  Association  of  Oregon. 

Life  Underwriters'  Association  of  Western  Massachusetts. 

Life  Underwriters'  Association  of  St.  Louis. 

Life  Underwriters'  Association  of  Springfield,   111. 

Life  Underwriters*  Association  of  Virginia. 

Life  Underwriters'  Association  of  Savannah;  Ga. 

Life  Underwriters'  Association  of  Montgomery,  Ala. 

Life  Underwriters'  Association  of  Canada. 

Life  Underwriters'  Association  of  Birmingham,  Ala. 

Life  Underwriters'  Association  of  Rochester. 

Life  Underwriters'  Association  of  San  Francisco. 

Lincoln  Life  Underwriters*  Association. 

Los  Angeles  Life  Underwriters'  Association. 

Louisville  Association  of  Life  Underwriters. 

Maine  Life  Underwriters'  Association. 

Minneapolis  Association  of  Life  Underwriters. 

Minnesota  Association  of  Life  Underwriters. 

Newark   Life  Underwriters'  Association. 

New  Hampshire  Life  Underwriters'  Club. 

New  England  Women's  Life  Underwriters'  AsscciaAon. 

New   Mexico  Life  Underwriters'   Association. 

Northern    Indiana  Life  Underwriters*    Associatim. 

Oklahoma  Life  Underwriters'  Association. 
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PhiUdelpbia  ABSoctation  of  Life  Underwriters. 
Pittsburg  Life  Underwriters*  Association. 
Syracuse  Life  Underwriters'  Association. 
Toledo  Association  of  Life  Underwriters. 
Utah  Association  of  Life  Underwriters. 
Washington  Life  Underwriters'  Association. 

A  number  of  associations  have  been  organized  but  have  not 
affiliated  with  the  national  body  and  do  not  appear  in  the  above  list 

NATIONAL  ASSOCIATION  OF  LOCAL  FIRE  INSUR- 
ANCE AGENTS.  This  association  was  organized  by  a  meeting  of 
local  agents  from  various  states,  at  Chicago  111.,  September  29,  and 
30,  1896.  A.  G.  Simrall  of  Covington,  Ky.,  was  elected  president, 
and  R.  S.  Brannen  of  Denver,  CoL,  secretary  and  treasurer.  Mem- 
bership is  composed  of  local  fire  insurance  agents  wherever  located 

The  second  annual  meeting  was  held  at  St.  Louis,  Mo.,  May 
S  and  9,  1897.  A.  G.  Simrall  was  elected  president,  and  R.  S. 
Brannen,  secretary  and  treasurer. 

The  third  annual  meeting  was  held  at  Detroit,  Mich.,  July  15 
and  16,  1898.  C.  H.  Woodworth,  Buffalo,  wa«  elected  president, 
and  R.  S.  Brannen  secretary  and  treasurer. 

The  fourth  annual  meeting  was  held  at  Buffalo,  N.  Y.,  August 
9,  10,  II  and  12,  1899.  C.  H.  Woodworth  was  elected  president, 
and  F.  H.  Holmes  secretary. 

The  fifth  annual  meeting  was  held  at  Milwaukee,  Wis.,  August 
30  and  31,  and  September  i,  1900.  George  D.  Markham  of  St.  Louis 
was  elected  president,  and  F.  H.  Holmes  secretary. 

The  sixth  annual  meeting  was  held  at  Put-in-Bay,  Ohio,  Sej)- 
tember  11,  12  and  13,  1901.  George  D.  Markham  was  elected  presi- 
dent, and  F.  H.  Holmes  secretary. 

The  seventh  annual  meeting  was  held  at  Louisville,  Ky.,  October 
21,  22  and  23,  1902.  Thomas  H.  Geer,  Cleveland,  was  elected  presi- 
dent, and  F.  H.  Holmes  secretary. 

The  eighth  annual  meeting  was  held  in  Hartford,  Conn.,  October 
20,  21  and  22,  1903.  John  C.  North,  New  Haven,  Conn.,  was  elected 
president,  and  Frank  F.  Holmes  secretary. 

The  ninth  annual  meeting  was  held  in  the  Festival  Hall  building. 
Exposition  Grounds,  St.  Louis,  October  18,  19,  20  and  21,  1904. 
A.  H.  Robinson,  Louisville,  Ky.,  was  elected  president,  and  H.  H. 
Putnam,  Boston,  secretary. 

The  tenth  annual  meeting  was  held  at  Denver,  Colo.,  August  16, 
17  and  18,  1905.  E.  J.  Tapping,  Milwaukee,  was  elected  president, 
and  H.  H.  Putnam,  Boston,  secretary. 

The  eleventh  annual  meeting  was  held  at  Indianapolis,  Ind., 
October  17,  18  and  19,  1906.  Charles  F.  Wilson,  Denver,  was 
elected  president,  and  H.  H.  Putnam,  Boston,  secretary. 
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The  twelfth  annual  meeting  was  held  at  Richmond,  Va.,  Sep- 
tember 25,  26  and  27,  1907.  F.  W.  OflPenhauser,  Texarkana,  Texas, 
was  elected  president,  and  H.  H.  Putnam  re-elected  secretary. 

The  thirteenth  annual  meeting  was  held  at  St.  Paul,  Minn., 
August  II,  12  and  13,  1908.  Edward  W.  Bcardsley,  Hartford,  was 
elected  president,  and  H.  H.  Putnam,  Boston,  secretary. 

The  fourteenth  annual  meeting  was  held  in  Atlantic  City,  N.  J., 
September  21,  22  and  23,  1909.  President  Beardsley  presided,  and 
after  an  address  of  welcome  by  Mayor  Stoy  and  response  in  behalf 
of  the  association,  delivered  his  address.  The  president  said  much 
had  been  accomplished  during  the  past  year  to  strengthen  the  or- 
ganization, and  he  briefly  reviewed  the  measures  adopted  to  improve 
the  financial  condition  of  the  association  and  its  work.  He  gave  a 
brief  account  of  the  meetings  he  had  attended  during  the  year,  and 
spoke  of  the  increasing  interest  manifested  in  the  work  and  purposes 
of  the  national  body.  Continuing  he  said  the  correspondence  and 
intercourse  with  the  companies  during  the  past  year  had  been  most 
agreeable,  and  company  officials  generally  appreciate  the  value  of 
the  •  association's  work  and  were  more  and  more  disposed  to  co- 
operate in  its  efforts  to  bring  about  better  practices  in  fire  under- 
writing. In  negotiating  with  companies  on  important  matters 
diplomacy  should  be  the  rule,  and  the  full  reason  for  the  inquiries 
given,  and  continuing  he  said :  "The  good  feeling  which  now  exists 
between  the  great  fire  insurance  companies  and  ourselves  will  con- 
tinue so  long  as  the  National  Association  is  conducted  upon  its 
present  dignified  plane  and  along  conservative  lines,  but  any  devia- 
tion from  this  course  would,  in  my  opinion,  prove  most  disastrous 
to  the  welfare  of  this  organization.  It  is  imperative,  therefore,  that 
we  avoid  anything  that  could  be  construed  as  dictation  or  an  at- 
tempt to  secure  results  through  coercion.  If  our  association  is  to 
maintain  its  high  standing,  and  broaden  its  sphere  of  usefulness,  it 
must  recognize  the  fact  that  the  really  great  achievements  of  modern 
times  come  through  concession  and  arbitration  rather  than  by  too 
free  a  display  of  what  is  known  as  'the  big  stick'." 

On  the  conclusion  of  the  president's  address  the  executive  com- 
mittee, Charles  B.  Weil  chairman,  presented  an  extensive  report 
reviewing  questions  coming  to  the  attention  of  the  committee  dur- 
ing the  year,  and  the  action  taken  with  respect  thereto,  and  made 
several  suggestions  looking  to  a  closer  co-operation  between  the 
association  and  state  and  local  associations  in  respect  to  matters 
coming  up,  and  especially  in  reference  to  furthering  anti-rebate  and 
other  legislation.  The  committee  said  the  work  of  the  association 
is  not  being  done  in  vain,  and  the  association  could  bring  about 
worthy  reforms.  The  report  of  the  grievance  committee,  J.  H. 
Southgate  chairman,  stated  that  an  unusual  number  of  complaints 
had  been  handled  during  the  year  relating  to  expirations,  which  had 
been  satisfactorily  terminated,  and  the  committee  also  reviewed 
briefly  other  complaints  dealt  with  which  involved  dual  agencies, 
overhead  writing  and  non-board  competition. 
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The  report  of  the  committee  on  legislation,  George  D.  Mark- 
ham  chairman,  stated  that  there  had  come  a  change  in  legislation 
affecting  insurance,  and  where  hostile  legislation  had  ceased  to  ap- 
pear almost  there  was  shown  a  tendency  towards  constructive  legis- 
lation ;  and  the  committee  suggested  that  agents  should  refrain  from 
stirring  up  legislation  which  was  not  approved  by  the  state  and 
national  association.  The  committee  stated  that  agents  and  com- 
panies could  not  shirk  responsibility  for  coming  legislation,  and 
continuing,  the  committee  discussed  briefly  state  rating  laws,  and 
the  defeat  of  the  efforts  in  Missouri  to  re-establish  local  board  rat- 
ing, and  referring  to  anti-compact  legislation,  which  was  increas- 
ing, said  that  such  legislation  could  be  traced  to  the  indignation  of 
the  public  over  "rigid  and  unexplained  conditions  in  the  insurance 
business,"  and  added:  "It  is  no  answer  to  this  statement  to  say 
that  men  in  business  do  not  attempt  to  justify  their  prices.  Men  in 
business  must  justify  their  prices  if  they  suspend  competition. 
These  anti-compact  states  will  never  permit  insurance  companies 
to  operate  under  agreed  pricing  unless  the  public  is  satisfied  that 
the  pricing  is  just.  Time  was  when  the  public  could  have  been 
satisfied  through  local  agents  had  the  local  agents  been  themselves 
educated  and  convinced;  now  it  may  be  that  the  public  idea  has 
advanced,  and  that  nothing  less  than  state  supervision,  if  not  state 
control,  of  insurance  rates  must  be  the  price  of  freedom  to  agree 
on  rates,  and  yet  such  agreement  must  be  had  if  the  business  is  to 
be  kept  solvent.  Concealed  and  illegal  rate  agreements,  if  such 
exist,  are  both  dangerous  and  temporary.  Looking  forward  into  a 
future  so  alarming,  can  any  man  question  the  imperative  necessity 
for  the  most  straightforward,  loyal  and  considerate  co-operation 
between  all  the  elements  of  the  insurance  business — company 
officials,  district  managers,  special  agents  and  local  agents?" 

Reports  from  the  secretary  outlining  the  work  of  the  year,  and 
reporting  on  the  finances  of  the  association  was  presented,  and  re- 
ports were  also  presented  by  the  joint  conference  committee;  and 
committees  on  uniform  blanks,  and  the  special  working  capital 
committee,  and  the  committee  on  constitution  and  by-laws. 

The  committee  on  resolutions  presented  its  report,  which  was 
adopted  and  in  the  main  was  as  follows : 

Traction  Lines  and  Allied  Property — The  question  of  the  rating  of  electric 
street  railways,  electric  light  and  power  jplants,  and  gas  plants,  upon  a  uniform 
basis,  is  of  great  interest  to  this  association,  because  of  the  possibility  that 
in  the  workini;  out  of  the  plan  brokers  might  have  an  unjust  advantage  over 
local  agents,  and  that  the  pledges  of  the  companies  not  to  write  this  business 
over  the  heads  of  their  local  agents  might  be  overlooked;  we  therefore  com- 
mend the  action  of  our  president  and  sccretarv,  and  respectfully  call  the 
attention  of  our  companies  to  their  individual  pledges  to  our  association  cover- 
ing these  matters. 

Co-operation  Companies — The  executive  committee  is  instructed  to  drop 
from  the  co-oj>erating  list  any  company  wilfully  violating  the  rules  of  this 
association  or  persistently  refusing  to  co-operate  with  the  association  in  pro- 
moting good  practices:  the  names  of  said  companies  to  be  bulletined  to  the 
members  of  the  association  with  the  reasons  for  the  action  taken. 
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Grievances — The  National  Association  shall  not  consider  grievances  from 
members  of  state  associations  except  when  they  come  upon  appeal  from  said 
state  associations. 

Anti-Rebate  Laws— State  associations  should  confer  with  the  National 
Association  before  drafting  anti-rebate  laws  in  order  to  insure  uniformity. 

State  legislation — In  view  of  the  serious  situation  in  respect  to  state 
legislation  there  is  an  imperative  need  for  closer  co-operation  between  com- 
pany officers,  district  managers,  si)ecial  agents  and  local  agents. 

Incorporated  Agencies — The  executive  committee  is  instructed  to  advise 
state  associations  to  have  insurance  commissioners  insist  that  each  stockholder 
in  an  incorporated  agency  shall  be  licensed  as  an  individual  to  transact  the 
business. 

Telegraphic  Code — The  association  recommends  the  adoption  of  a  tele- 
graphic code,  which  will  greatly  diminish  the  cost  of  telegraphing  insurance 
mformation. 

Fiscal  Year-^To  facilitate  the  business  of  the  association  we  recommend 
that  state  associations  make  June  30  the  close  of  their  fiscal  year.  The 
finance  committee  is  requested  to  bring  this  matter  to  the  attention  of  state 
associations,  and  urge  its  acceptance. 

Field  Agent — We  regard  with  favor  the  employment  of  a  field  man  for 
the  Bulletin,  and  recommend  that  it  be  referred  to  the  incoming  executive 
committee,  with  power. 

Working  Capital  Fund  Committee — We  comply  with  the  request  of  the 
committee  to  be  discharged,  and  request  that  any  further  business  in  connec- 
tion with  the  work  of  the  committee  be  handled  by  the  treasurer. 

A  resolution  was  also  adopted  urging  closer  affiliation  of  the 
national  and  state  associations  and  increased  support  by  individual 
members  of  the  work  of  the  organization.  Resolutions  were  also 
reported  and  adopted,  leaving  in  the  hands  of  the  incoming  execu- 
tive committee,  with  power,  the  question  of  an  investigating  bureau ; 
continuing  the  committee  on  uniform  blanks  for  another  year  and 
authorizing  the  president  to  appoint  a  committee  to  continue  the 
work  in  connection  with  the  Credit  Men's  Association. 

Officers  and  chairmen  of  committees  were  elected  as  follows: 
President,  Fred  Guenther,  Detroit,  Mich.;  vice-presidents,  J.  W. 
Alexander.  Alexandria,  La. ;  B.  L.  Baldwin,  Omaha,  Neb. ;  E.  B.  Case, 
Chicago,  Hi. ;  L.  W.  Qiildrey.  Norfolk,  Va. ;  E.  H.  Ferry,  Indianapo- 
lis, Ind. ;  C.  C.  Jones,  Kansas  City,  Mo. ;  B.  F.  Kauffman,  Des  Moines, 
Ta. ;  F.  G.  Lumpkin,  Columbus,  Ga. ;  J.  N.  Manson,  Wausau,  Wis. ;  A. 
W.  Neale,  Cleveland,  Ohio;  H.  H.  Pinkham,  Portland,  Maine;  secre- 
tary-treasurer, H.  H.  Putnam,  Boston,  Mass. ;  chairman,  executive 
committee,  W.  E.  Metzger,  Nashville,  Tenn. ;  chairman,  grievance 
committee,  J.  H.  Southgate,  Durham,  N.  C. ;  chairman,  legislative 
committee,  George  D.  Markham,  St.  Louis,  Mo.;  chairman,  or- 
ganization committee,  F.  W.  LeBallister,  Oakland,  Cal. 

NATIONAL  BOARD  OF  FIRE  UNDERWRITERS  was  or 
ganized  July  18,  1866,  in  the  city  of  New  York.      [For  a  history  of 
the  National  Board  from  its  organization  and  a  list  of  the  original 
members,  see  the  Cyclopedia  of  Insurance  for  1891.] 

The  following  is  a  list  of  the  officers  of  the  National  Board  to 
the  present  time : 


Board  of  Fixe  Unuerwbitus. 


>  M.  McLean, 

I  M.  Mcl^m, 

y  A.  OMty, 

1  A.  Oiblcy. 

y  A.  Oiiklry, 

r  A.  Qikin, 

V  A.  Oakley, 

y  A.  Oakley, 

le  1-  ChjK. 


Daniel  A.     .._ 
1>.  W.  C.  Skill. 

n.  w.  c.  Skill! 


George  P.  Sheldon. 
(George  P.  Sheldon, 
Robert  D.  Be.lh, 
Henry  H.  Hill. 
John  H.  Washburn. 
John  H,  Washburn. 
Oeor^e  W.   BurcheTl. 


Benoni  Lock*! 


I>.  W.  C.  Sfcillon. 
T.  H.  Montgomery 

T.  H.  Montgomery 
T.  H.  Montgomery 
William  B.  Clark, 
William  B.  U.ik. 
Henry  W.  Eaton, 


J.  Nlontgomery  Hi 
J.  Montgomery  Hi 
A.   W.    Damon. 


J.  S.  Parish  of  Providence,  R.  I.,  was  treasurer  from  the  organi- 
Kition  of  the  board  until  the  time  of  his  death  in  November.  1889. 
when  Fred  W.  Arnold,  also  of  Providence,  was  appointed  by  the 

executive  committee.  He  was  re-elected  by  the  board  yearly  until 
1904,  when  he  declined  re-election  and  was  succeeded  by  Marshall 
S.  Driggs.  Thomas  H.  Montgomery  was  general  agent  from  1872  to 
1878,  and  Henry  K.  Miller  received  that  title  in  1899.  The  chair- 
men of  the  executive  committee  during  the  thirty-one  year^  were: 

D.  A  Hcald,  E.  W.  Crowell,  Rudolph  Garrigue.  Stephen  Crowell, 
George  T,  Hope.  B.  Lockwood.  E.  A.  Walton,  George  P.  Sheldon. 
and  Peter  Notman  of  New  York;  J.  N.  Dunham  of  Springfield; 
Jotham  Goodnow  of  Hartford ;  H.  W.  Eaton  of  New  York ;  E.  F. 
Beddell  of  New  York ;  Marshall  S.  Driggs  of  New  York,  and  Henry 

E.  Bowers  of  New  York.    Henry  K.  Miller  was  secretary  of  the 


t 
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cotnmittee  from  1873  to  iSgg^  his  predecessors  having  been  W.  H. 
Post.  A.  J.  Smith,  C  B.  Whiting,  and  Frank  W.  Ballard. 

The  forty-fourth  annual  meeting  of  the  Board  wa*  held  in  New 
York  city,  May  26,  1910.  President  Hare  called  the  meeting  to  or- 
der and  in  his  annual  address,  after  a  word  of  welcome  to  the 
members,  said  the  results  for  the  year  might  be  cause  for  congratu- 
lation, as  there  were  no  conflagrations,  but  there  were  events  which 
might  cause  anxiety,  among  which  was  the  apparent  failure  to  en- 
lighten the  public  on  the  underlying  principles  of  the  business,  and 
whether  the  fault  was  theirs  or  not,  one  thmg  was  certain,  he  said: 
"The  people  speaking  through  the  press  and  their  legislative  bodies 
do  not  understand  the  principles  that  must  guide  us  if  wcv  are  to 
give  undoubted  protection  in  all  and  every  condition  that  arises 
whether  it  be  in  the  number  of  every  day  losses  we  must  expect  or 
in  the  sweeping  conflagrations."'  To  lessen  the  number  of  fires  and 
prevent  sweeping  conflagrations  the  state  and  municipal  govern- 
ments should  enact  laws  which  would  have  that  effect,  and  under- 
writers should  help,  as  with  proper  building  laws  and  other  protec- 
tive measures  losses  and  expenses  would  be  reduced  and  rates  of 
premium  correspondingly  lowered.  There  was,  he  said,  no  other 
way  to  meet  the  situation,  yet  what  was  witnessed  was  laws  passed 
to  govern  the  business  that  cripple  it  without  any  benefit  to  the 
assured. 

Referring  to  state  control  of  rates,  the  president  said  no  state 
could  name  rates  based  on  the  experience  of  that  state  alone;  the 
field  was  too  narrow,  and  no  competent  underwriters  expected  each 
year  to  find  profit  in  the  same  class  of  business.  "Average  results 
is  the  key  to  success;  therefore,  every  localit>'  must  participate  in 
the  good  or  bad  results  of  every  other  locality  and  disaster  to  the 
companies  must  follow  an  arbitrary  reduction  because  some  par- 
ticular place  has  had  few  or  no  losses."  While  the  above  statements 
were  true,  said  the  president,  underwriters  should  not  lose  sight 
of  the  obligations  in  return  for  the  franchise  granted,  and  he  added : 
"Adjustments  of  rates  so  that  they  may  be  as  equitable  as  is  possible 
and  retrenchments  in  expenses  should  be  our  effort.  The  former 
will  come  about  by  the  natural  competition  in  the  business;  the 
latter  requires  our  serious  attention,  for  if  expenses  are  too  high, 
rates  must  be  made  that  will  carry  them.  The  expenses  of  local 
boards  and  agents'  commissions,  including  those  paid  to  the  broker, 
are  our  weak  points,  and  steps  should  be  taken  to  regulate  them." 
The  president  referred  in  complimentary  words  to  the  efforts  made 
by  various  associations  to  reduce  the  fire  waste,  and  referring  to 
uniform  legislation,  he  said  it  was  yearly  becoming  more  burden- 
some to  carry  on  the  business  because  of  the  existing  dissimilarity 
of  requirements  placed  in  the  statutes,  imposing  conditions  which 
are  contrary  to  sound  public  policy,  and  are  alike  embarrassing  to 
the  assured  as  well  as  to  the  insurer.  The  president  deprecated 
legislation  prescribing  new  contracts  or  changing  the  standard 
policy  contract,  and  he  favored  the  adoption  of  the  New  York 
form  in  states  which  might  seek  to  adopt  forms  of  their  own.  and 
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touching  on  the  question  of  taxation,  said  any  tax  levied  for  other 
than  regulative  purposes  was  unjustifiable,  and  gave  figures  show- 
ing a  ratio  of  taxes  to  preniiunw,  less  losses,  of  6.45  per  cent. 

The  following  is  the  statistical  matter  contained  in  the  presi- 
dent's report  showing  the  underwriting  results  for  1909: 

Premiums,  fire,  marine  and  inland    $271,760,361 

Losses  paid,  fire,  marine  and  inland $131,184,351 

Increase    in     liabijities    during    the    year     (out- 
standing    losses,     unearned     premiums     and 

all    other   claims)    18,520,586 

Expenses    104,628,486 

Profit  (6  4T-100  fH-r  cent,  of  premiums) 17,426,938 

$271,760,361       $271,760,361 

The  ten  year  table  shows  a  loss  of  2  8-100  per  cent,  for  the 
period  1900  to  igog,  inclusive,  as  follows : 

Premiums,   fire,   marine  and  inland    $2>  1591695,029 

Losses  paid,  fire,  marine  and  inland $1,251,628,708 

Increase    in    liabilities    during    the    period     (out- 
standing    losses,     unearned     premiums     and 

all   other   claims)    ....'. 136,729,669 

Expenses 816,348,441 

Loss   (2  8-100  per  cent.)    45,011.789 

$2,204,706,818    $2,204,706,818 

The  executive  committee  presented  a  brief  report,  reviewing 
the  work  of  the  year  and  announcing  the  appointment  of  Ira  J. 
Woolson,  as  an  expert  on  building  materials,  to  represent  the  Board 
before  the  various  municipalities  and  advocate  the  adoption  of  the 
Board's  building  code.  The  secretary  reported  a  membership  of  124 
companies,  seven  companies  being  elected  members  at  the  meeting, 
and  the  treasurer  reported  receipts  for  the  year  of  $158,388.33,  and  a 
balance  in  the  treasury  of  $39,506.36. 

The  committee  on  construction  of  buildings,  C.  G.  Smith  chair- 
man, stated  that  the  committee  had  observed  increased  activity  for 
structural  improvement  throughout  the  country,  and  said  that  1350 
copies  of  the  Board's  code  had  been  distributed  during  the  year. 
Other  features  of  the  committee's  work,  both  as  to  what  it  had 
done  during  the  year,  and  planned  to  do  in  the  future,  were  briefly 
outlined.  The  committee  on  laws  and  legislation  submitted  a  brief 
report  of  its  work  respecting  legislation,  and  contesting  laws  in  the 
courts,  and  the  committee  on  incendiarism  and  arson,  J.  J.  Guile 
chairman,  reported  that  during  the  year  ending  April  i,  1910,  there 
were  123  rewards  offered  for  incendiaries,  amounting  to  $40,150. 
Four  rewards  were  paid,  aggregating  $750  in  amount.  The  number 
of  rewards  offered  since  TCS73  was  5,075.  aggregating  $1,982,225  in 
amount.    The  number  of  convictions  secured  by  the  board  was  392. 

The  committee  on  statistics  and  origin  of  fires,  George  W.  Babb 
chairman,  reported  statistics  of  fires  in  278  cities  out  of  a  total  of 
283  cities  having  a  population  of  over  20,000  from  which  statistics 
were  sought.     The  statistics  were  unusually  complete  and  for  the 
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cities  reporting  showed  a  total  loss  of  $65,490,557,  giving  an  average 
per  capita  loss  of  $2.21  as  compared  with  a  loss  per  capita  of  $2.14 
for  the.  whole  country  in  1909.  The  committee  on  fire  prevention, 
George  W.  Hoyt  chairman,  presented  a  list  of  cities  that  had  been 
inspected  by  the  Board's  engineers,  and  asked  an  appropriation  to 
continue  the  work  of  inspecting  and  re-inspecting  cities  for  another 
year.  The  Irommittee  reported  an  increasing  interest  in  matters 
pertaining  to  fire  prevention,  and  a  large  number  of  requests  for 
information  and  advice  on  such  matters  had  been  received  and 
answered.  Officers  were  elected  as  follows:  President,  A.  W. 
Damon,  Springfield  Fire  and  Marine;  vice-president,  George  W. 
Babb,  Northern  Assurance;  secretary,  Charles  G.  Smith,  German 
American;  treasurer,  Marshall  S.  Driggs,  Williamsburg  City  Fire; 
members  of  the  executive  committee,  R.  B.  Fuller,  Boston  Insur- 
ance Company;  E.  D.  Jennison,  Commerce  of  Albany;  E.  L.  Elli- 
son, Insurance  Company  of  North  America;  Charles  R.  Peck, 
County  Fire  of  Philadelphia.  E.  Winchester,  Old  Colony  Insurance 
Company,  has  succeeded  R.  B.  Fuller  as  a  member  of  the  committee, 
and  William^  N.  Kramer,  of  the  German  American,  is  chairman. 
W.  E.  Mallalieu  is  general  agent  of  the  Board. 

NATIONAL  BREWERS  INSURANCE  COMPANY,  Chica- 
go, 111.  Organized  1906;  capital,  $200,000.  W.  H.  Rehm,  presi- 
dent; E.  G.  Rhoads,  secretary. 

NATIONAL  CASUALTY  COMPANY,  Detroit,  Mich.  Or- 
ganized 1904;  capital  $100,000.  W.  G.  Curtis,  president;  F.  S. 
Dewey,  secretary  and  treasurer. 

NATIONAL  ELECTRICAL  INSPECTORS'  ASSOCIATION 
was  organized  at  a  meeting  held  in  Detroit  in  July,  1903.  The  pur- 
poses of  the  organization  are  to  bring  about  greater  uniformity  in 
interpretation  and  enforcement  of  the  national  electrical  code,  and 
for  discussion  of  electrical  questions,  and  the  membership  is  com- 
posed of  electrical  inspectors  in  the  fire  insurance  field  and  municipal 
inspectors.  The  officers  are:  President,  James  E.  Cole,  Boston, 
Mass;  vice-president,  James  Bennett,  Montreal,  Que.;  secretary- 
treasurer,  Thomas  Henry  Day,  Hartford,  Conn.;  National  Con- 
ference Representative,  James  E.  Cole;  executive  committee:  James 
Bennett,  Montreal,  Que.;  James  B.  McCarthy,  Detroit,  Mich.; 
George  G.  Hankins,  Philadelphia,  Pa.;  H.  A.  Knight,  Worcester, 
Mass.;  Arthur  Lewis,  Wilkes-Barre,  Pa.;  J.  H.  Montgomery, 
Detroit,  Mich.,  and  James  E.  Cole,  Boston,  Mass. 

NATIONAL  FIRE  AND  MARINE  INSURANCE  COM- 
PANY, Elizabeth,  N.  J.  Organized  1865;  capital,  $100,000.  H. 
R.  Chambers,  president;  E.  N.  Marsh,  secretary. 

NATIONAL  FIRE  INSURANCE  COMPANY  of  Hartford, 
Conn.  Organized  1871;  capital,  $1,000,000.  James  Nichols,  presi- 
dent; H.  A.  Smith,  vice-president;  B.  R.  Stillman,  secretary;  G.  H. 
Tryon,  and  Frank  D.  Layton,  assistant  secretaries.  Assets  Decem- 
ber 31,  1909,  $9,328,707.25;  surplus  to  policyholders,  $3,840,291.01. 
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NATIONAL  FIRE  PROTECTION  ASSOCIATION.  At  a 
meeting  of  inspectors  representing  associations  and  boards  of  fire 
underwriters,  and  others  engaged  in  the  business  of  fire  insurance, 
held  in  the  city  of  New  York,  November  5,  1896,  an  organization 
was  effected  of  an  association  with  the  above  title.  Its  purposes 
were  set  forth  in  the  following  articles: 

This  organization  shall  be  known  as  the  National  Fire  ProtecttTe  Associa- 
tion. 

The  objects  of  the  association  are  to  promote  the  science  and  improve  the 
methods  of  fire  protection;  to  obtain  and  circulate  information  on  this  subject 
and  to  secure  co-operation  of  its  members  in  establishing  proper  safeguards 
against  loss  of  life  and  property  by  fire. 

The  membership  is  divided  into  four  classes:  Active,  associate,  subscribing, 
and  honorary.  Active  members  consist  of  insurance  boards  ana  asaociations 
having  primary  jurisdiction  and  national  institutes,  societies,  and  associations 
interested  in  fire  protection.  Associate  members  are  individuals  en^ged  in  the 
fire  insurance  business,  or  members  of  the  associations  represented  m  the  active 
membership.  Individuals,  firms,  and  corporations  interested  in  protection  of 
life  and  property  against  loss  bv  fire  are  eligible  to  become  subscribing  members, 
and  honorary  membership  is  bestowed  on  ex-members,  prominent  in  the  pro- 
motion of  the  objects  of  the  association  and  provided  tney  are  not  identified 
with  fire  protection   from   a   commercial   standpoint. 

Officers  and  executive  committee  were  chosen  as  follows :  C.  C 
Little,  president;  E.  U.  Crosby,  secretary;  U.  C.  Crosby,  F.  E. 
Cabot,  W.  H.  Stratton,  W.  A.  Anderson,  William  Bonner,  Robert 
Jardine,  Albert  Blauvelt,  executive  committee,  with  three  more 
to  be  named  respectively  by  the  South  Eastern  Tariff  Association, 
Philadelphia  Fire  Underwriters'  Association,  and  Underwriters' 
Association  of  the  Middle  Department. 

[For  summary  of  subsequent  meetings  see  Cyclopedia  for  1898- 
99,  1899-1900,  1900-1901,  1901-1902,  1902-1903,  1903-1904,  1904-1905. 
1905- 1906,  1906- 1907,  1907- 1908,  and  1 908- 1909.] 

The  fourteenth  annual  meeting  of  the  association  was  held  in 
Chicago,  111.,  May  17,  18  and  19,  1910.  President  Goddard  presided, 
and  in  his  annual  address  quoted  from  a  recent  bulletin  of  the 
United  States  Geological  Survey  in  respect  to  the  cost  of  tfie  fire 
waste  in  the  United  States,  and  said  the  legislative  and  municipal 
authorities  should  devote  their  time  to  enacting  laws  which  would 
tend  to  reduce  the  fire  waste,  and  until  such  laws  are  enacted  and 
enforced  this. country  would  continue  to  be  an  example  of  a  woeful 
fire  waste  largely  due  to  carelessness  and  recklessness.  Referring 
to  the  neglect  to  promptly  enact  su^  laws  and  to  enforce  them 
efficiently  when  enacted,  he  said  the  answer  might  bring  to  light 
a  new  fire  hazard  which  might  be  designated  as  the  "Fire  Hazard  of 
a  Republican  Form  of  Government,"  and  in  the  fact  that  whenever 
legislation  was  proposwl  that  seemed  to  interfere  with  the  liberty,  or 
license,  of  the  individual,  opposition  was  immediately  aroused 
and  the  cry  of  paternalism  raised,  and  in  this  indifference  to  the 
public  weal — the  selfishness  of  the  individual — was  the  principal 
reason  why  properly  drawn  building  regulations  were  not  enacted, 
or  if  enacted,  not  enforced.    The  president  briefly  referred  t;p  ft.Q 
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work  of  education,  carried  on  by  the  association,  which  for  the  past 
year  consisted  largely  of  the  use  of  the  press  and  through  addresses 
before  associations  of  business  men.  Great  results  could  be  reached 
he  thought  by  continuing  this  line  of  woik,  but  a  marked  falling  off 
in  the  fire  loss  could  not  be  looked  for  this  year  or  next,  but  he  be- 
lieved success  would  be  achieved. 

Secretary  Wentworth  reported  a  total  membership  of  1,547  and 
reports  were  presented  by  standing  committees  on  the  following 
subjects:  "Manufacturing  Risks  and  Special  Hazards,*'  W.  D.  Grier, 
chairman;  "Devices  and  Materials,"  \V.  C.  Robinson,  chairman; 
"Automatic  Sprinklers,"  E,  P.  Boone,  chairman;  "Fire  Protection 
Coverings  for  Window  and  Door  Openings,"  W.  C.  Robinson, 
chairman;  "Hose,"  H.  W.  Forster,  chairman;  "Pumps,"  E.  V. 
French,  chairman ;  "Private  Fire  Supplies  from  Public  Mains,"  E. 
V.  French,  chairman;  "Standard  Hose  Couplings  and  Hydrant  Fit- 
tings," F.  M.  Griswold,  chairman;  "Automobile  Garages,"  F.  E. 
Cabot,  chairman;  "Fire  Proof  Construction,"  E.  T.  Cairns, 
chairman;  "Theatre  Construction  and  Equipment,"  C.  A. 
Hexamer,  chairman;  "Uniform  Requirements,"  Gorham  Dana, 
chairman;  "Signaling  Systems,"  Ralph  Sweetland,  chairman; 
"Pneumatic  Conveyors  of  Stock  and  Refuse,"  H.  L.  Phillips,  chair- 
man; "High  Pressure  Fire  Service  Systems,"  A.  G.  Patton,  chair- 
man. Addresses  were  also  made  by  F.  S.  Baker,  of  the  Royal 
Architectural  Institute,  Canada,  on  "P'ire  Insurance  versus  Pre- 
ventive Measures  in  Building,"  and  by  Irving  K.  Pond,  president 
American  Institute  of  Architects,  on  "The  Architect  and  Fire  Pro- 
tection."   The  following  resolutions  were  adopted: 

"The  National  Fire  Protection  Association  assembling  for  its  fourteenth 
annual  meeting,  while  enjoying  the  consciousness  of  many  years  of  work  well 
done,  faces  the  future  with  no  diminution  either  of  its  sense  of  _  public  re- 
sponsibility, or  its  obligation  to  prosecute  to  the  utmost  its  campaign  against 
the  fire  waste. 

"Although  the  past  two  years  show  property  losses  by  fire  slightly  less  in 
volume  than  the  mon&trous  average  of  the  five  years  which  immediately  pre- 
ceded them,  the  waste  of  our  created  resources  is  still  so  stupendous  as  to 
threaten  the  impoverishment  of  our  people  and  contrast  us  more  unfavorably 
with  the  more  prudent  countries  of  Europe. 

"Conscious  of  these  vital  facts  and  serious  and  deplorable  conditions,  we 
once  more  publicly  emphasize  the  principles  for  which  ^  we  stand  and  the 
objects  for  which  we  are  striving,  to  wit:  The  conservation  of  both  natural 
and  created  resources  by  the  prevention  of  the  same  from  destruction  by  fire. 
With  this  object  we  advocate: 

I.  The  continued  encouragement  of  fire  resistive  building  construction 
and  the  adoption  of  suitable  building  codes  by  all  cities  and  towns. 

**2.  The  rigorous  state  and  municipal  regulation  of  the  transportation  and 
storage  of  all  inflammable  oils  and  explosives. 

"3.  The  especial  safeguarding  of  schools,  theatres,  factories  and  all  other 
places  in  which  numbers  of  people  congregate  or  are  employed. 

"4.  The  adoption  of  the  automatic  sprinkler  svstem  as  a  fire  extinguish- 
ing agent  in  all  commercial  establishments  and  city  blocks. 

"5.     The  universal  adoption  and  use  of  the  safety  match. 

"6.     A  safe  and  intelligent  celebration  of  Independence  Day. 
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"7.  Special  education  of  children  and  their  parents  in  habits  of  care  re- 
garding  fire. 

In  the  furtherance  of  these  objects  we  solicit  the  co-operation  of  all  public 
spirited  citizens  in  the  extension  of  our  membership  and  the  dissemination  of 
our  valuable  literature  to  the  end  that  the  substance  and  lives  of  our  people 
shall  not  continue  to  be  dissipated  by  a  reckless  and  easily  preventable  waste." 

Officers  were  elected  as  follows:  President,  William  H.  Merrill, 
Chicago;  vice-president,  C.  H.  Phinney,  Boston;  secretary  and  treas- 
urer, Franklin  H.  Wentworth,  Boston;  executive  committee,  Henry* 
L,  Phillips,  chairman;  C.  A.  Hexamer,  F.  E.  MacKnight,  L.  Weider- 
hold,  Jr.,  G.  W.  Cleveland,  C.  A.  Hague,  W.  H.  Merrill,  W.  S. 
Wensley,  W.  E.  Mallalieu,  Sol.  Bloodworth,  F.  J.  T.  Stewart, 
Charles  E.  Meek,  H.  C.  Henley  and  W.  G.  Sanderson. 

The  active  members  of  the  association  are  as  follows: 

American   Institute  of  Architects. 

American    Institute   of    Electrical    Engineers. 

American    Street  and    Interurban    Railway   Association. 

American  Societv  of  Heating  and  Ventilating  Engineers. 

American    Warehousemen's  Association. 

American  Water  Works  Association. 

Associated  Factoi^  Mutual  Ins.  Co.'s  Inspection  Bureau. 

Association   of  Fire  Underwriters  of  Baltimore  City. 

Board  of  Fire  Underwriters  of  AUeghensr  County. 

Board   of   Fire   Underwriters  of  the    Pacific. 

Board  of  Fire  Underwriters  of  the  Territory  of  Hawaii. 

Boston    Board   of   Fire   Underwriters.  ^ 

Buffalo  Association   of  Fire  Underwriters. 

Canadian    Fire    Underwriters*   Association. 

Chicago  Board  of  Underwriters  of  Chicafo. 

Cincinnati   Fire  Prevention   Bureau. 

Cleveland    Inspection   Bureau. 

Cotton  Insurance  Association. 

Factory   Insurance  Association. 

Factory   Mutual   Laboratories. 

Fire  Underwriters'  Electrical  Bureau. 

Fire   Underwriters'   Inspection   Bureau. 

Hudson  Inspection  Bureau. 

Indiana    Inspection    Bureau. 

Insurance   Associatioi^  of   Providence. 

International   Association   of   Fire   Engineers. 

Iowa  State  Fire  Prevention  Bureau. 

Kansas  Fire  Insurance  Inspection  Office. 

Kentucky   Inspection    Bureau. 

Louisiana  Fire   Prevention   Bureau. 

Louisville  Board  of  Underwriters. 

Mainland  Fire  Underwriters'  Association  of  B.  C. 

Massachusetts  Mutual   Fire   Insurance  Union. 

Michigan   Inspection  Bureau. 

Middle  Slates  Inspection   Bureau. 

Milwaukee   Board  of   Fire   Underwriters.  ^ 

Minnesota  and  North  Dakota  Fire  Underwriters. 

Miss.   Inspection  and  Advisory  Rating  Company. 

Missouri  Inspection   and    Survey    Bureau. 

National  Association  of  Cement  Users. 

National  Association  of  Credit  Men. 

National  Association  Factory    Mutual   Insurance   Companies. 

National   .Association   Master  Gravel  and  Slag  Roofers  of  America. 

National  Association  of  Manufacturers   of   U.    S.,    The.  ■  • 

National  Association  of  Local  Fire  Insurance  Agents,  The.  I 

National  Assn.  of  Master  Sheet  Metal  Workers  of  U.  S. 
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National   Board   of  Fire   Underwriters. 

National    Electric   Light   Association. 

National    Electrical    Contractors'    Association. 

National  Hardware   Association   of  United   States. 

Nebraska  Inspection  Bureau. 

Newark  Inspection  Bureau. 

New   Brunswick   Board   of   Fire   Underwriters. 

New  England  Bureau  of  United  Inspection. 

New  England  Insurance  Exchange. 

New  Hampshire  Board  of  Fire   underwriters. 

New    Vork  Board  of  Fire  Underwriters. 

New  York  Fire  Insurance  Exchange. 

Nova  Scotia  Board  of  Fire  Underwriters. 

Ohio  Inspection   Bureau.^ 

Ohio  State  Fire  Prevention  Association. 

Philadelphia   Fire  Underwriters'   Association. 

Philadelphia   Suburban   Underwriters'  Association. 

RocW  Mountain  Fire  Underwriters'  Association. 

Royal  Architectural  Institute  of  Canada. 

South   Extern   Tariff  Association. 

St  Louis  Fire  Prevention  Bureau. 

Suburban  Fire  Insurance  Exchange. 

Tennessee  Inspection   Bureau. 

Texas  Fire  Prevention  Association. 

The  Union. 

Underwriters'   Association    of    Middle    Department, 

Underwriters'  Association  of  New  York  State. 

IJnderwriters'  Bureau  of  Middle  and   Southern   States. 

Underwriters*   Bureau  of  New  England. 

Underwriters*   Laboratories,    Inc. 

Western  Canadian  Fire  Underwriters'  Association. 

Western   Factory  Insurance  Association. 

West  Virginia  Inspection  Bureau. 

Wisconsin  State  Fire  Prevention  Association. 

NATIONAL  FRATERNAL  CONGRESS.  This  organization 
is  composed  of  most  of  the  principal  fraternal  beneficiary  orders, 
and  holds  an  annual  session.  The  objects  are  declared  to  be  "the 
uniting  permanently  of  all  legitimate  fraternal  beneficiary  societies 
for  purposes  of  mutual  information,  benefit,  and  protection."  The 
first  annual  meeting  was  held  at  Washington,  D.  C,  November  10, 
1886,  sixteen  orders  being  represented.  The  first  officers  were 
Leroy  Andrus  of  Buffalo,  president;  W.  H.  Barnes  of  San  Fran- 
cisco, first  vice-president;  J.  Haskell  Butler  of  Boston,  second  vice- 
president;  R.  C.  Hill  of  Buffalo,  recording  secretary;  O.  M.  Shedd 
of  Poughkeepsie,  N.  Y.,  corresponding  secretary;  Halvor  Nelson  of 
Washington,  treasurer. 

The  twenty-third  annual  session  was  held  in  Boston,  Mass., 
August  16,  T7,  18  and  19,  1909.  President  Piper  presided,  and,  after 
addresses  of  welcome  and  responses  in  behalf  of  the  Congress,  re- 
viewed fraternal  conditions  and  problems  confronting  societies  at 
some  length.  The  report  of  the  committee  on  statistics  for  1908 
stated  that  the  figures  wtre  for  fifty-five  societies,  the  same  number' 
as  for  the  year  before,  but  the  figures  of  the  Ancient  Order  of 
Workmen  and  the  Modern  Woodmen  of  America,  which  were  rep- 
resented in  the  figures  for  1907,  did  not  report  in  1908,  and  the 
elimination  of  the  figures  of  these  two  societies,  with  their  com- 
bined membership  of  about  eleven  hundred  thousand,  would  have 


424  National  Insur\nce  Convf.ntion. 

an  important  bearing  on  certain  features  of  the  report.  The  com- 
mittee reported  438,122  new  members  admitted  to  the  fifty- five 
orders  during  the  year,  and  the  total  benefit  membership  at  the  close 
of  the  year  was  3,296,590,  a  net  increase  of  80,189.  The  total  pro- 
tection written  during  the  year  amounted  to  $461,037,147,  and  the 
amount  in  force  at  the  close  of  the  year  was  $4,121,017,495.  The 
total  benefits  paid  amounted  to  $48,521,623.84.  There  were  30,176 
deaths  reported  for  the  year ;  the  death  rate  being  9.26  per  thousand ; 
a  difference  in  comparison  with  1907  due  largely  to  the  elimination 
from  the  1908  figures  of  the  two  orders  mentioned.  There  were 
330.428  lapses,  a  ratio  of  loi  per  thousand,  and  the  management 
expenses  were  $2.09  in  1908  compared  with  $1.93  in  1907.  Reports 
from  other  committees  were  presented,  and  addresses  were  read  by 
S.  D.  Williams  on  "The  Legal  Status  of  Fraternal  Publications," 
and  by  Sidney  H.  Pipe  on  "Reserves  for  Fraternal  Societies,"  and 
the  questions  of  reserves  and  valuation  and  rates  were  discussed 
by  Actuaries  George  D.  Eldridge  and  Walter  C.  Wright.  Officers 
were  elected  as  follows:  President,  Thomas  H.  Cannon,  Chicago; 
vice-president,  John  J.  Haynes,  Buffalo;  secretary  and  treasurer, 
C.  A.  Gower,  I^nsing,  Mich. 

NATIONAL  INSURANCE  COMPANY,  Allegheny  City,  Pa 
Organized  1866;  capital,  $500,000.  John  Thompson,  president;  H. 
M.  Schmitt,  secretary. 

NATIONAL  INSURANCE  COMPANY.  Cincinnati,  Ohio. 
Organized  185 1;  capital,  $100,000.  G.  W.  Pohlman,  Jr.,  president; 
Edward  A.  Winter,  secretary. 

NATIONAL  INSURANCE  CONVENTION.  The  first  gath 
ering  of  the  state  insurance  officials  was  in  1871,  at  the  instance 
of  George  W.  Miller,  then  superintendent  of  the  New  York  state 
insurance  department.  He  issued  invitations  to  the  officials  of  other 
states  and  territories,  and  they  met  at  New  York  May  24,  1871. 
Eighteen  states  were  represented.  Mr.  Miller  was  chosen  president, 
and  Col.  Henry  S.  Olcott,  then  a  New  York  journalist,  was  chosen 
secretary.  Mr.  Miller,  on  taking  the  chair,  stated  that  the  object 
proposed  in  calling  these  officials  together  was  to  secure,  if  possible, 
uniformity  of  action  in  those  matters  which  were  discretionary  with 
them  in  the  supervision  of  insurance,  and  to  promote,  through  their 
efforts,  such  legislation  as  was  desirable  to  improve  and  protect 
the  business.  The  title  of  the  organization  adopted  was  the  "National 
Insurance  Convention." 

The  first  session  lasted  nine  days,  and  there  was  a  second  ses- 
sion held  in  October  of  the  same  year.  A  report  of  the  proceed- 
ings, which  were  long  and  varied,  was  prepared  by  the  secretary. 

Colonel  Olcott,  and  published  in  two  volumes  of  about  800  octavo       

pages. 

The  following  table  gives  the  names  of  the  officers  of  the  con- 
vention elected  at  each  meeting  since  its  organization,  and  the  sue-  ^ 
cessive  places  of  meeting: 
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Officers  Elected  at  Each  Meeting. 


;8zi  New  York. 

1 87 1  Harrisburg, 

1872  St.  Paul, 

1873  Providence, 

1 874  St.   Louis. 

1875  Chicago, 
[876  Detroit, 
1877  New  York, 

878  New  York, 

1879  New  York. 

1880  Boston, 

1881  Niagara  F'lls, 

1882  Detroit, 

1883  Columbus, 

1884  Chicago, 

1885  Chicago. 

1 886, St.  Paul, 

1887  Niap'ara  F'lls, 

1888  Madison, 

1889  Denver, 

1890  Cleveland, 
1 891 1  St.  Louis, 
1 892' St.  Paul, 

1893  Chicago, 

1894  Alexandria 

Bay,  N.  Y.. 
189s  Mackinac 

Isl.,  Mich., 

1896  Philadelphia, 

1897  Old  Point 

Comrt,  Va., 

1898  Milwaukee, 

1899  Detroit, 

1900  r  Tart  ford, 

1901  Buffalo, 

1902  Columbus, 

1903  Baltimore, 
[904  Trdianapolis, 
1905  Brett  on 

Woods,  N.H. 

190C  VVaBhinpton, 

I  D.   C. 

1907  Richmond,  Va. 

1908  Detruit. 

1909  Colorado 

I      Springs. 


President. 

Geo.  W.  Miller,  N.  Y. 
Geo.  W.  Miller,  N.  Y. 
L.  Brcese,  Wis. 
O.  W.  Chapman,    N.Y. 
O.  W.  Chapman,    N.Y. 
S.  R.  Row,  Mich. 
S.  R.  Row,  Mich. 
O.  Pillsbury,  N.  IL 
O.  Pillsbury.  N.  H. 
A.  R.  McGill,  Minn. 
J.   L.  Clarke,  Mass. 
J.   L.  Clarke,  Mass. 
O.   Pillsbury,   N.  H. 
T.  A.McCalf.Tr.,  N.Y. 
J.  A.McCalKJr..  N.Y. 
C.  P.  Swigert,  111. 
J.  K.  Tarbox,  Mass. 
Phil.  Cheek,  Jr.,  Wis. 
O.  R.   Fyler,  Conn. 
G.   S.   Merrill,  Mass. 
C.  P.  Ellerbc,  Mo. 
Geo.  B.  Luper,  Pa. 

.  C.  Linehan,  N.  H. 

as.  P.  Pierce,  N.  Y. 


Vice-President. 


] 


B.  K.  Durfec,  111. 

W.  M.  Hahn,  O. 
J.  R.  Waddill.  Mo. 

Stephen  W.  Carr.   Me. 
K.  H.  Dearth,  Minn. 

E.  T.  Orear,  Mo. 

J.  A.  O'Shaughnessy, 
Minn. 
William  H.  Hart,  Ind. 
Arthur  L  Vorys,  Ohio. 
John  L.   Bacon,  Vt. 

F.  L.  Cutting,  Mass. 
James  V.  Barry,    Mich. 


L.  Breese,  Wis. 
L.  Breese,  Wis. 
J.  W.  Foard,  Cal. 
S.  R.  Row,  Mich. 
S.  R.  Row,  Mich. 
O.   Pillsbury,   N.  H. 
O.   Pillsbury,   N.H. 
A.  R.  McGill,  Minn. 

A.  R.   McGill,   Minn. 
L   L.  Clarke,  Mass. 
P.  L.   Spooner,  Wis. 
J.  A.McCall,Jr.,  N.Y. 
C.  P.  Swi«ert,  111. 
Chas.  H.  Moore,   Ohio 
Eugene  Prindle,  Mich. 
H.  J.  Reinmund,  O. 
S.  H.  Cross,  R.  I. 

O.  R.   Fyler,  Conn. 
Samuel  E.  Kemp,  O. 
Samuel  E.  Kemp,  O. 
Geo.  B.  Luper,  Pa. 
W.  H.  Kinder,  O. 
C.   H.   Smith,  Minn. 

B.  K.  Durfee,  111. 

W.  M.  Hahn,  O. 

J.  R.  Waddill,  Mo. 
Stephen  W.  Carr,    Me. 


Secretary. 


G.  IL  Adams,  N,  IL. 

Reau  E.  Folk,  Tenn. 
B.   F.  Crouse,  Md. 
J.  A.  Ilartigan,  Minn. 


H.  S.  Olcott,  N.  Y. 
H.  S.  Olcott,  N.  Y. 
O.  Pillsbury,  N.H. 
O.   Pillsbury.  N.H. 
O.   Pillsbury,  N.   H. 
S.  H.  Rhodes.  Mass. 
S.  H.  Rhodes,  Mass. 
Orrin  T.  Welch,  Kan. 
Orrin  T.  Welch,  Kan. 
Orrin  T.  Welch,  Kan. 
Orrin  T.  Welch,  Kan. 
Orrin  T.  Welch,  Kan. 
IJ.  W.  Brooks,  Conn. 
Chas.  P.  Swigert,   111. 
.Chas.  P.  Swigert,   111. 
iC.    Shandrew,    Minn 
:R.   B.   Brinkerhoff,  O. 
:J.  A.   McEwen,  Ohio. 
Geo.  B.  Luper,  Pa. 
Geo.  B.  Luper,  Pa. 
C.  B.  Allen,  Neb. 

BrinkerhofF,   111. 

BrinkerhofF,   111. 

BrinkerhoflF,   111. 


n 


P.    L.   Cutting.   Mass 


P.    L.   Cutting,   Mass. 
P.    L.    Cutting,    Mass. 


Wm.  R.  Fricke,  Wis.  P. 
M.  D.  Campbell,  Mich.  J. 
W.  S.  Matthews,   Ohio.  J. 

E.  L.  Scofield,  Conn.   J. 

I 

F.  A.  Howland,  Vt.    IT. 


John  L.  Bacon,  Vt. 
James  V.  Barry,  Mich. 
James  V.  Barry,  Mich. 
Theron   Upson,  Conn 

Reau  E.  Folk,  Tenn. 

B.  F.  Carroll,  la. 
F.  W.  Potter,  111. 
E.  T.  McGivi  tv.  La. 


J. 
T. 
T. 
J. 


L.    Cutting.   Mass. 

T.   BrinkerhoflF,  111. 

r.   BrinkerhoflF,  111. 

r.   BrinkerhoflF,  111. 

BrinkerhoflF,  111. 

Brinkerhoff,  111. 

[.   BrinkerhoflF,  111. 

r.   Brinkerhoff,  111. 

[.   BrinkerhoflF.  Ill 


J.  J.   BrinkerhoflF,   111. 

T.   T.   BrinkerhofF,   111 
J.   J.   BrinkerhoflF,   111 
IL  R.  Cunningham, 
Montana. 


The  fortieth  annual  convention  was  held  in  Colorado  Springs, 
Colo.,  .August  24,  25,  26  and  2y,  tqoq.  President  Crou-se  called  the 
meeting  to  order,  and  on  roll-call  thirty-five  states  were  shown  to  be 
represented  as  follows : 

Alabama — Frank  N.  Julian,  Commissioner. 
Arkansaf — John  R.  JoIk*,  .Auditor  of  State. 
California — E.   Myron   Wolf,  Commissioner. 
Colorado — W.  L.  Clayton,  Commissioner. 
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Connecticut — ^T.  H.  Macdonald,  Commissioner. 
District  of  Columbia — Thomas   E.    Drake,   Superintendent. 
Idaho — J.   W.  Keefe,   Deputy  Commissioner. 
Illinois — Frederick  W.   Potter,   Superintendent. 
Iowa — 1.  L.   Bleakly,  Auditor  of  State. 
Kentucky — Charles  W.  Itell,  Commissioner. 
Louisiana — E.  J.   McGivney,  Deputy  Secretary  of  State. 
Maine — Beecher  Putnam,   Commissioner. 
Maryland — Benjamin  F.  Crouse,  Commissioner. 
Massachusetts — F.   H.   Hardison,  Commissioner. 
Michigan — J.  V.   Barry,  Commissioner. 
Minnesota — John  A.   Hartigan,  Commissioner. 
Mississippi — T.   M.   Henry,  Auditor  of  Public  Accounts. 
Missouri — John   Kennish,   Superintendent. 
Montant — H.   R.  Cunningham,  Commissioner. 
Nebraska— -S.  A.   Barton,  Auditor  of  Public  Accounts. 
New  Mexico — P.  M.  A.  Lineau,  Superintendent. 

New   York — William  H.   Hotchkiss,   Superintendent;   H.   D.   Appleton,   First 
Deputy  Superintendent. 

North  Carolina — James  R.  Young,  Commissioner. 
Ohio — C.  C.  Lemert,  Commissioner. 
Oklahoma — T.  J.   McComb,  Commissioner. 
Oregon — S.^  A.  Kozer,  Commissioner. 
Pennsylvania — S.   W.   McCuUoch,   Deputy  Commissioner. 
I    Rhode  Island — Felix  Hcbtfrt,    Deputy  Commissioner. 
South  Dakota — O.  S.  Basford,  Commissioner. 
Tennessee — Reau  El.  Folk,  Commissioner. 
Texas — Thomas  B.  Love,  Commissioner. 
Utah — George  B.   Squires,  Commissioner. 
Virginia — Joseph  Button,  Commi^ioner. 
West  Virginia — ^J.   S.   Darst,  Auditor. 
Wisconsin — L.  A.  Anderson,  Actuary. 

President  Crouse  in  his  annual  address  briefly  reviewed  the 
happenings  of  the  year  as  affecting  the  convention,  paying  a  tribute 
to  former  Secretary  BrinkerhofF  and  other  members  who  through 
the  exigencies  of  politics  had  been  called  to  other  fields,  and  to  the 
insurance  press,  insurance  agents  and  other  influences  which  had 
played  a  part  in  the  progress  of  the  insurance  business.  Speaking 
of  taxation.  President  Crouse  favored  continued  action  looking  to  a 
reduction  of  taxation  on  insurance  along  the  lines  favored  in  the 
report  presented  by  the  special  committee  to  the  convention  the 
year  previouF,  and  continuing  briefly  referred  to  fidelity  and  surety 
insurance,  and  bespoke  for  the  report  of  the  committee  on  that  class 
of  insurance,  as  well  as  the  report  of  the  committee  on  fire  insur- 
ance, careful  consideration  by  the  convention,  and  in  conclusion,  re- 
ferring to  fraternal  insurance,  said  there  should  be  no  conflict  be- 
tween that  and  other  classes  of  insurance,  but  one  of  the  troubles 
that  confronted  all  departments  was  how  to  deal  with  the  great 
number  of  associations  styling  themselves  fraternals  whose  conduct 
towards  their  members  was  of  the  most  un fraternal  character.  They 
were  doing  great  harm  to  the  legitimate  fraternal  associations,  and 
some  plan,  he  said,  should  be  devised  to  eradicate  these  concerns, 
and  laws  enacted  to  prohibit  the  formation  of  these  so-called  "fra- 
ternals." 

Following  the  president's  address  reports  from  standing  and 
special  committees  were  presented,  and  were  for  the  most  part  con- 
sidered in  executive  session.     Changes  were  adopted  in  statement 
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blanks,  and  the  report  of  the  committee  on  standard  provisions  for 
accident  and  health  policies,  which  included  a  model  bill  embodying 
the  provisions  agreed  upon  was  presented  and  adopted.  The  pro- 
posed blank  reported  by  the  special  surety  committee  also  was 
adopted.  Insurance  Commi.ssioner  Young  of  North  Carolina  de- 
livered an  address  on  "The  Fraternal  Insurance  Situation."  Com- 
missioner Young  said  he  had  nothing  against  fraternals,  and  while 
recognizing  the  difficulties  of  supervision,  plainly  and  at  some 
length  discussed  the  weak  points  in  the  system.  The  lack  of  uni- 
formity in  management  among  such  associations  was  one  considera- 
tion which  made  it  difficult  to  regulate  them,  but  present  conditions 
could  not  continue,  and  if  the  day  of  supervision  and  regulation 
was  delayed  there  would  be  an  upheaval  which  even  the  best  orders 
could  not  stand  with  profit.  The  commissioner  argued  for  better 
laws  and  closer  regulation  which  would  promote  better  practices 
in  the  conduct  of  fraternal  societies. 

Other  papers  were  read  by  Insurance  Commissioner  Love  of 
Texas,  on  "Taxation  of  Insurance  Companies;  by  Commissioner 
Button  of  West  Virginia,  on  "Mutualizing  of  Stock  Companies," 
and  by  Commissioner  Clayton  of  Colorado  on  "Insurance  Legisla- 
tion." Commissioner  Love  discussed  the  subject  of  taxation  at 
length,  comparing  the  methods  of  taxation  in  the  United  States  and 
European  countries,  and  expressed  himself  as  not  at  all  in  sym- 
pathy with  the  argument  that  insurance  companies  should  be 
exempt  from  taxation  on  their  business,  nor  did  he  accept  the  view 
that  insurance  companies  were  excessively  taxed  as  regards  their 
property,  other  than  real  estate,  as  compared  with  other  property. 
The  commissioner  gave  figures  showing  the  rate  of  taxation  and 
the  aggregate  of  the  taxes  raised,  and  claimed  that  the  form  of  the 
tax  was  unimportant;  the  end  to  be  sought  being  the  imposition  of 
a  fair  tax  to  be  levied  and  collected  by  the  most  convenient  and 
economical  method,  and  which  would  work  the  least  possible  damage 
to  the  life  insurance  business.  He  favored  a  percentage  tax  on 
gross  premium  receipts,  and  said  the  rate  should  be  the  same  in 
each  state.  Commissioner  Button  reviewed  the  laws  and  court  de- 
cisions defining  the  relations  between  policyholders  and  companies, 
both  stock  and  mutual,  and  took  the  position  that  the  issuance  of 
participating  and  non-participating  business  by  the  same  company 
should  not  be  permitted,  and  Commissioner  Clayton  discussed  legis- 
lation, and  expressed  the  opinion  that  there  was  too  much  legisla- 
tion and  that  uniform  legislation  in  all  states  was  feasible. 

The  following  resolution,  presented  by  Commissioner  Love  of 
Texas,  was  adopted : 

Be  it  resolved  by  the  National  Convention  of  Insurance  Commissioners  of 
the  United  States: 

That  in  view  of  the  widespread  traffic  which  has  come  into  existence  in 
many  of  the  states,  consisting  of  the  sale  to  the  public,  through  soliciting 
agents,  of  the  stocks  of  newly-organized  or  projected  insurance  corporations, 
or  of  holding  companies  or  so-called  investment  or  securities  companies  whose 
principal  assets  consists  of  such  stocks,  and  by  reason  of  our  peculiar  oppor- 
tunities for  information  upon  the  subject,  we  deem  it  our  duty  to  call  the 
attention  of  the  public  to  the  following  suggestion: 
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J.  The  sale  of  such  stocks  through  soliciting  agents  necessarily  involves 
a  large  promotion  expense,  which  must  come  out  of  the  amount  invested  by 
the  purchaser  and  cannot  go  into  the  treasury  of  the  company  for  its  use  and 
benefit.  Most  of  the  plans  now  being  followed  in  the  sale  of  such  stocks  pro- 
vide for  the  payment  out  of  the  shareholder's  contribution  of  twenty  per 
centum  or  more  of  the  amount  contributed  b^  the  purchaser  to  the  selling 
agent  and  his  employing  promoter  as  promotion  expenses  and  profits,  from 
which  it  must  necessarily  follow  that  wheh  the  corporation  begins  business  the 
book  value  of  the  stock  purchased  shall  be  only  eighty  per  centum  or  less  of 
the  amount  which  has  been  paid  in.  In  other  words,  the  owners  of  a  company 
so  promoted  must  sustain  a  loss  of  twenty  per  centum  or  more  of  the  amount 
they  have  invested  before  the  corporation  begins  the  transaction  of  insurance 
business.  In  order  that  there  may  be  a  reasonable  prospect  of  a  newly- 
organized  insurance  corporation  complying  with  le^al  requirements  in  main- 
taining its  solvency  and  earning  a  fair  return  for  its  stockholders  upon  their 
investment,  from  the  nature  of  the  business  it  is  essential  that  substantially 
every  dollar  contributed  by  shareholders  should  go  into  the  treasury  of  the 
corporation  and  be  conserved  for  use  and  benefit.  The  ,raere  fact  that  the 
stock  of  an  insurance  corporation  is  being  sold  by  soliciting  agents  should 
warn  the  public  of  an  improvident  promotion  expense.  We  deem  it  improbable 
and  well  nigh  impossible  that  an  investment  in  the  stock  of  a  new  insurance 
corporation  wbich  is  being  sold  through  soliciting  agents  will  prove  a  orofitable 
or  prudent  one  to  the  purchaser,  nor  do  we  believe  that  a  man  of  average 
judgment  and  prudence  would  make  such  an  investment  if  he  fairly  under- 
stood its  nature  and  import  and  the  reasonable  prospect  as  to  profit  and  loss. 

2.  Even  if  the  total  contribution  of  the  shareholders  in  a  newly-organized 
insurance  corporation  go  into  the  treasury^  of  the  comi)anv  and  no  considerable 
loss  through  oromotion  expenses  is  sustained  before  it  begins  the  transaction 
of  insurance  Dusiiiess,  still,  capable  conservative  and  economical  management 
is  absolutely  essential  not  only  to  insure  reasonable  returns  to  stockholders 
upon  their  investments,  but  to  prevent  them  sustaining  severe  losses.  For 
such  management  sound  business  judgment  and  at  least  some  knowledge  of  the 
proper  methods  of  conducting  the  business  of  an  in.surance  corporation  are 
indispensable,  and  the  fact  that  a  man  is  an  experienced  and  successful  in- 
surance agent  or  salesman  does  not  prove  that  he  possesses  the  capacity  and 
training  necessary  to  successful  company  management.  Where  stock  in  a  pro- 
posed insurance  company  is  purchased  from  a  soliciting  agent  the  purchaser 
can  have  practically  no  assurance  as  to  the  personnel  or  the  capability  or 
character  of  its  management,  as  the  laws  of  most,  if  not  all.  the  states  require 
that  the  ofi^cers  shall  be  chosen  by  the  directors,  who  shall  be  chosen  by  the 
stockholders,  whoever  they  may  be,  when  a  sufficient  amount  of  stock  has  been 
sold  to  permit  organization  to  be  effected.  For  this  reason  we  believe  that 
investments  in  such  stocks  made  through  soliciting  agents  are  imprudent  and 
will  in  many  cases   result  in   disappointment  and  loss  to   investors. 

3.  We  fully  recognize  that  new  insurance  corporations  can  be,  as  they 
have  been  and  are  being,  organized  and  conducted  so  that  they  will  conserve 
the  interests  of  their  patrons  and  after  some  years  earn  fair  dividends  for 
their  stockholders,  and  that  the  formation  of  such  companies,  organized  upon 
sound  lines  and  to  be  conducted  under  proper  management,  is  desirable  an^ 
should  he  encjuraged  in  many  sections,  but  the  stock-selling  scheme  and  sub- 
stantial promotion  exjx"nses  or  profits  are  wholly  unnecessary  to  the  organiza- 
tion of.  such  companies.  This  is  amply  proved  by  the  number  of  such  or- 
ganizations which  have  been  formed  during  recent  years  without  the  use  of 
such  methods  and  without  any  considerable  expense  of  promotion.  We  believe 
that  the  promotion  of  insurance  corporations  ^  on  the  plan  of  selling  stock 
through  soliciting  agents  is  not  due  to  or  inspired  by  any  desire  on  the  part 
of  promoters  to  subserve  the  public  welfare  by  providing  needed  insurance 
corporations  for  any  locality  or  section,  but  that  such  promotions  have  been 
anci  are  being  made  chiefly,  if  not  altogether,  for  the  purpose  of  enabling  the 
promoters  to  reap  rich  harvests  of  profits  from  the  sale  of  stock.  We  believe 
that  there  is  no  room  for  any  profit  to  be  legitimately  derived  from  the  or- 
ganization of  a  new  insurance  corporation  if  its  stock  is  sold  upon  such  terms 
as  that  its  purchase  is  a  prudent  investment  or  one  which  would  be  made  by 
a  reasonably  prudent  man  who  fairly  understood  its  nature  and  import. 

4.  The  representations  made  by  promoters  and  agents  in  their  efforts  to 
sell  such  stocks  and  in  the  literature  used  by  them  are  in  many  cases  mis- 
leading and  deceptive   in   that   they  -call   attention   to  the   present  value   of  the 
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stocks  of  a  few  successful  insurance  corporations  and  the  dividends  earned  by 
them,  while  making  no  mention  of  the  large  number  of  such  corporations 
whose  shareholders  have  suflFered  great  losses  through  their  operation.  While 
under  the  reserve  laws  that  have  long  been  in  force  the  losses  to  the  public 
through  the  failure  of  insurance  companies  to  meet  their  obligations  have 
been  comparatively  small,  the  losses  of  the  stockholders  of  such  companies 
have  been  many  and  severe. 

Be  it  further  resolved  that  we  pledge  ourselves  to  put  forth  our  best 
endeavors  in  all  practicable  and  proper  ways  to  put  an  end  to  this  traffic, 
which  we  believe  is  pernicious  and  wholly  indefensible  and  will  result  in 
widespread  disappointment  and  financial  loss  to  the  public  and  the  serious 
injury  and  demoralization  of  the  legitimate  insurance  business,  doing  a  special 
harm  to  the  legitimate  progress  and  development  of  the  smaller  and  younger 
companies. 

Be  it  further  resolved  that  we  recommend  the  passage  by  the  various  states 
of  laws  requiring  that  the  capital  stock  of  all  insurance  corporations  shall  be 
fully  paid  up  in  cash  before  a  charter  is  issued,  and  prohibiting  the  licensing 
to  transact  insurance  business  of  any  corporation  hereafter  formed  if  the  ex- 
pense of  its  organization  and  of  placing  its  stock  has  exceeded  five  per  cent,  of 
the  total  sum  contributed  by  itd  stockholders. 

The  following  resolution,  offered  by  Commissioner  Barry  of 
Michigan,  also  was  adopted:  "Resolved,  That  in  the  judgment  0/ 
the  National  Convention  of  Insurance  Commissioners  the  practice 
of  life  insurance  companies  obligating  themselves  under  contract  to 
make  loans  to  any  policyholder  on  demand  is  unwise,  unbusiness 
like  and  dangerous." 

Officers  were  elected  as  follows:  President,  John  A.  Hartigan, 
Minnesota;  vice-president,  E.  J.  McGivney,  Louisiana;  secretary, 
H.  R.  Cunningham,  Montana'  executive  committee:  W.  H.  Hotch- 
kiss,  New  York;  T.  H.  Macdonald,  Connecticut;  James  R.  Young, 
North  Carolina;  Frank  H.  Hardison,  Massachusetts. 

NATIONAL  LIFE  AND  ACCIDENT  INSURANCE  COM- 
PANY, Nashville,  Tenn.  Organized  igoo;  capital,  $150,000.  C.  A. 
Craig,  president;  C.  R.  Clefnents,  secretary. 

NATIONAL  LIFE  INSURANCE  COMPANY,  Montpelier, 
Vt.  This  company's  charter  was  granted  by  the  state  of  Vermont 
November  13,  1848,  and  was  amended  October  26,  1849,  after  which 
the  company  organized  and  began  to  do  business,  January  17,  1850. 
On  October  30,  1850,  another  act  was  approved  which  reduced  the 
number  of  directors  from  twenty-tive  to  thirteen,  and  made  it  un- 
lawful for  the  company  to  loin  money  to  any  of  its  officers  or  direc- 
tors. Three  subsequent  acts  have  modified  the  original  charter; 
that  of  November  12,  1852,  provided  for  a  secure  investment  of 
the  company's  assets  and  the  right  to  establish  agencies  in  foreign 
states;  that  of  November  18,  1856,  defined  the  beneficiary  rights  of 
married  women  and  other  persons;  that  of  October  27,  1858,  altered 
the  name  of  the  company  by  abbreviation,  making  it  simply  "Na- 
tional Life  Insurance  Company."  The  gtiarantee  capital  has  long 
since  been  eliminated,  and  the  plan  of  insurance  is  now  purely 
mutual. 

The  company  entered  Massachusetts  in  1850;  New  York, 
1850;  Ohio  and  Illinois,  1869;  Michigan,  1872;  Iowa,  1873; 
Pennsylvania,  1874;  Minnesota,  1875;  Pacific  Coast,  1884;  Missou*^ 
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1889.  It  now  occupies  every  important  northern  state  and  is  estab- 
lished in  some  southern  states.  The  present  officers  and  directors 
are:  Joseph  A.  De  Boer,  president;  Fred  A.  Howland,  vice-presi- 
dent 1  James  B.  Estee,  second  vice-president;  Osman  D.  Clark,  secre- 
tary; Harry  M,  Cutler.  tr2asurer;  A,  B.  Bisbee.  M.D.,  medical 
director ;  and  Clarence  E.  Moulton,  actuary ;  George  Brings,  Wil- 
liam P.  Dillingham,  Joseph  A.  De  Boer,  John  G.  McCullough, 
Harry  M.  Cutler,  James  B.  Estee,  Wltlliam  W.  Slickney,  James 
L.  Martin,  George  H.  Olmsted,  Fletcher  D.  Proctor,  Charles  P. 
Smith,  Fred  A.  Howland  and  Charles  W.  Gammons,  directors. 

The  amount  of  insurance  in  force  December  31,  1909,  was  $161,- 
423,1 15.  The  following  items  are  lakcn  from  ils  annual  statements, 
iQoo  to  igog,  inclusive: 
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The  National  works  upon  the  level  premium  system,  writes 
both  participating  and  no n -participating  forms,  issues  term,  life, 
limited  payment  life,  endowment  and  installment  benefit  policies, 
and  indorses  and  guarantees  liberal  cash,  paid-up  and  extended 
insurance  values  on  all  its  forms.  Surplus  December  31,  1909.  was 
$5,829,868,86.  Business  issued  since  January  i,  1901,  upon  three  per 
cent,  interest  basis. 

NATIONAL  LIFE  INSURANCE  COMPANY  OF  THE 
UNITED  STATES  OF  AMERICA,  Chicapo.  This  compiny 
was  originally  chartered  by  Congress  in  1868,  but  was  reincorporated 
under  the  laws  of  Illinois,  March  3,  1904,  Capital,  $500,000.  A.  M. 
lohnson,  president;  Robert  E.  Sackett,  vice-president;  Robert  D. 
Lay,  secretary.  Assets  January  I.  igio,  $9,666,188.40;  liabilities. 
$8,450,948.63;  surplus,  including  capital.  ?t.2i5,2.1[|77. 

NATIONAL  LUMBER  INSURANCE  COMPANY.  Buffalo, 
N.  Y.  Orgatiiied  1905 ;  capital,  $200,000.  Morris  S.  Tremaine, 
president ;  William  P.  Haines,  secretary. 

NATIONAL  MUTUAL  ASSURANCE  COMPANY.  Phila- 
delphia, Pa.  Oi^nized  19DI.  F.  A.  Downes,  president;  Wm.  M. 
Burgess,  secretary. 
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NATIONAL  SURETY  COMPANY  OF  NEW  YORK.     In 
corporated    1897;    capital,   $750,000.      William    B.   Joyce,   president; 
David  W.  Armstrong,  Jr.,  secretary. 

NATIONAL  UNION  FIRE  INSURANCE  COMPANY,  Pitts- 
burgh, Pa.  Organized  1901 ;  capital,  $900,000.  E.  E.  Cole,  presi- 
dent; B.  D.  Cole,  secretary. 

NATIONAL  UNION  FIRE  INSURANCE  COMPANY. 
Washington,  D.  C.  Organized,  1865;  capital,  $100,000.  Albert  F. 
Fox,  president;   Philip  F.  Larner.  secretary. 

NEAL,  ROBERT  W.,  insurance  journalist,  is. a  native  of  San 
Francisco,  Cal.,  where  he  was  born  September  14,  1864.  He  was 
educated  in  the  public  schools  of  that  city,  and  became  a  printer  at 
an  early  age.  In  1890  Mr.  Neal,  being  then  the  owner  of  the 
PaciHc  Underwriter,  published  at  San  Francisco,  assumed  the  edi- 
torial and  business  charge  of  that  paper. 

NEBRASKA  ASSOCIATION  OF  LOCAL  FIRE  INSUR- 
ANCE AGENTS,  was  organized  in  July,  1899.  Daniel  H.  Wheeler, 
Sr.,  Omaha,  was  elected  president,  and  John  W.  Robbins,  Omaha, 
'  secretary  and  treasurer.  At  the  annual  meeting  in  September,  1909, 
officers  were  elected  as  follows:  President,  Paul  Colson,  Fremont; 
vice-president,  W.  S.  Clapp,  Kearney;  second  vice-president,  B.  L. 
Baldwin,  Omaha;  third  vice-president,  Alfred  White;  Plattsmouth; 
foiirth  vice-president,  O.  W.  Palm,  Lincoln;  fifth  vice-president, 
Fred  Heller,  Nebraska  City;  sixth  vice-president,  T.  F.  Horn, 
Auburn ;  secretary  and  treasurer,  C.  O.  Talmage,  Omaha. 

NEBRASKA,  INSURANXE  SUPERVISION  TN,  1865-1910. 
In  Nebraska  the  auditor  of  public  accounts,  who  is  elected  by  the 
people  for  a  term  of  two  years,  is  charged  with  the  supervision  of 
insurance.    The  auditors  who  hav^  held  the  office  have  been: 


i- 


ohn   Gillespie, 

.  B.  Weston, 

\  W.  Leidlke,       . 

John  Wallichs, 

H.  A.  Babcock, 

Thomas  H.  Benton, 

Eugene   Moore, 

J.   F.  Cornell, 

Charles  Weston, 

Edward  M.  Searle,  Jr., 


■October  10, 
January  1 3, 
Tanuarv  9, 
November  i, 
January       3, 

Fanuary       3, 

[anuary, 

[anuary, 

Fanuary, 

January, 


1865 — ^January 
1873 — ^Tanuarv 
1 879 — November 
1880 — ^January 
1885 — ^January 
1889 — ^January 
^893 — ^January, 
1897 — ^January, 
1 90 1 — ^January, 
1905 — ^January, 


12.  «873 
9,  1879 

12,  1880 
3.  1885 
3.  »889 
I,  1893 

1897 
1901 

«905 
1909 


Silas  R.  Barton  is  the  present  commissioner. 


NEBRASKA  LIFE  UNDERWRITERS'  ASSOCIATION  was 
organized  March,  1890,  the  original  officers  being  W.  J.  Fisher, 
president;  H.  D.  Neely  and  O.  H.  Jeffries,  vice-presidents,  and 
E.  H.  Mayhew,  secretary.  The  present  officers  and  executive  com- 
mittee  elected  at  the  annual  meeting  in  January,  1910,  are:  Presi- 
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dent,  John  Steel,  Northwestern  Mutual ;  vice-president,  F.  B.  Burch- 
more,  Connecticut  Mutual;  secretary,  C.  T,  Piatt.  Penn  Mutual; 
treasurer,  W.  H.  Squier,  Mutual;  executive  committee:  John  Dale, 
chairman,  Aetna;  H.  D.  Ncely,  Equitable;  G.  W.  Noble,  New  Eng- 
land Mutual;  W.  L.  Killy,  Metropolitan;  H.  R.  Gould,  Prudential. 

NEBRASKA  UNDERWRITERS'  INSURANCE  COMPANY, 
Omaha,  Neb.  Organized  1902;  capital,  $100,000.  This  company  was 
re-insured  by  the  Farmers  and  Merchants'  Insurance  Company  of 
Lincoln,  Nebraska,  as  of  November  ist,  1909. 

NEELY,  HENRY  D.,  Nebraska  state  manager  for  the  Equita- 
ble Life  Assurance  Society,  was  born  at  Platteville,  Wis.,  D**- 
cember  25,  185 1.  His  earliest  vocation  was  that  of  teaching  school, 
but  he  became  a  solicitor  for  the  Equitable  in  Minnesota  in  1875. 
The  following  year  he  turned  aside  to  study  law,  and  in  1877  he 
was  admitted  to  the  bar  at  Baraboo,  Wis.  But  he  returned  to  life 
insurance  after  two  years*  practice,  taking  a  special  agency  for  the 
Equitable  in  .the  northwestern  department,  and  in  1891  he  was 
appointed  manager  for  Nebraska.  Mr.  Neely  was  elected  president 
of  the  Nebraska  Life  Underwriters'  Association  in  1894. 

NEILEY,  GEORGE,  fire  underwriter,  was  born  in  Boston. 
July  I,  i860,  and  received  his  education  in  the  Boston  public 
schools.  He  served  a  clerical  apprenticeship  in  a  lawyer's  office 
for  over  five  years,  after  which  he  entered  the  office  of  Scull  & 
Bradley  as  a  loss  clerk.  In  1889  he  was  appointed  special  agent 
of  the  Royal  and  Pennsylvania  in  Connecticut,  with  headquarters 
at  Hartford,  and  a  year  later  became  New  England  special  agent 
for  the  same  companies  with  Field  &  Cowles  of  Boston.  He  was 
elected  president  of  the  New  England  Fire  Insurance  Exchange  in 
January,  1901,  and  re-elected  in  January,  1901,  his  term  expiring  in 
1902.  He  now  represents  the  Royal  Insurance  Company  for  New 
England. 

NEUBURGER,  JACOB  MARTIN,  former  manager  of  the 
western  department  of  the  Atlas  Assurance  Company  of  London,  was 
born  at  St.  Louis,  Mo.,  July  4, 1840,  of  German  parentage.  He  received 
his  education  in  the  public  schools  of  Cincinnati,  Ohio,  and  was  a 
clerk  and  merchant  until  he  entered  into  the  local  insurance  agency 
business  at  Laporte,  Ind.,  in  1870.  Two  years  later  he  became  a 
special  agent  for  the  Imperial  of  London,  and  then,  beginning  in 
1873,  he  was  for  eighteen  years  a  special  agent  for  the  German- 
American  Insurance  Company  of  New  York.  In  1891  he  became 
manager  of  the  western  department  of  the  Atlas  Assurance  Com- 
pany of  London,  but  resigned  in  1908,  and  retired  from  active 
business. 

NEVADA,  INSURANCE  SUPERVISION  IN,  1864-1910.  In 
Nevada  the  state  comptroller  is  ex  officio  insurance  commissioner 
The  comptrollers  since  the  admission  of  the  state  in  1864  have  been : 
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A.   W.   Nightingale, 
W.   _K.  Parkinson, 
Lewis    Doron, 
W.   W.    Hobart, 
I    F.    Hallock,    . 
R.    L.    Horton,    . 
C.  A.   LaGravc, 
Samuel   P.   Davis, 
J.    Eggers, 


November  i,  1864 — ^January  i,  1867 

January  i,  1867 — ^January  i,  1868 

January  i,  1868 — ^Jannary  1,  187* 

January  1,  1^71 — January   1,   1879 

January  1,  1879 — January  1,   1891 

'January  1,  1891 — January  1,   1895 

January  i,  1895 — January  1,   1899 

January  1,  1899 — ^January        1907 

January  1907 — 


The  official  term  of  the  comptroller  is  four  years. 

NEW  AMSTERDAM  CASUALTY  COMPANY,  NEW 
YORK.  Organized  1898;  capital,  $314,400.  W.  F.  Moore^  presi- 
dent; George  E.  Taylor,  secretary. 

NEWARK  FIRE  INSURANCE  COMPANY,  THE,  Newark, 
N.  J.  Chartered  181 1;  capital,  $250,000.  John  J.  Henry,  president; 
Charles  M.  Henry,  secretary. 

NEWARK  FIRE  INSURANCE  EXCHANGE  was  organized 
at  Newark,  N.  J.,  May  15,  1902,  by  fire  insurance  companies  for  the 
regulation  of  rates  and  the  enforcement  of  correct  practices.  The 
officers  and  executive  committee  elected  were  as  follows:  Presi- 
dent, Ross  M.  Wickham;  vice-president,  James  E.  Garabrant. 
secretary  and  treasurer,  C.  S.  Dodd.  The  Exchange  was  held  to 
be  an  illegal  combination  and  enjoined  from  exercising  its  functions 
by  decision  of  the  New  Jersey  Supreme  Court,  and  was  dissolved 
in  December,  1909. 

NEWARK  LIFE  UNDERWRITERS'  ASSOCIATION  was 
re-organized  in  February,  1906.  Officers  Vere  elected  in  1909,  but 
the  association  has  since  disbanded. 

NEW  BRUNSWICK  FIRE  INSURANCE  COMPANY,  New 
Brunswick,  N.  J.  Organized  1826;  capital,  $200,000.  G.  A.  Vieh- 
mann,  president;  D.  L.  Morrison,  vice-president;  Charles  D.  Ross, 
secretary;  E.  B.  Wycoff,  assistant  secretary.  Assets,  December 
31,  1909,  $653,557.38;  liabilities,  except  capital,  $372,776.91;  net  sur- 
plus, $80,780.47. 

NEWELL,  WILLIAM  H.,  assistant  secretary  of  the  .^tna 
Life  Insurance  Company  of  Hartford,  was  born  in  Hartford,  Feb- 
ruary 20,  1852.  He  received  a  grammar  and  high  school  education, 
and  began  his  business  career  in  the  office  of  the  i^tna  Life  in 
1888.     He  was  elected  to  his  present  position  in  November,  1905. 

NEW  ENGLAND  BUREAU  OF  UNITED  INSPECTION. 
Tjie  New  England  Bureau  of  United  Inspection  was  organized  at 
Boston  in  December,  1887,  for  the  purpose  of  making  frequent  and 
complete  surveys  of  important  risks  in  New  England,  the  reports 
to  be  furnished  to  subscribing  companies.    The  bureau  is  in  charge 
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of  a  governing  committee  of  twenty-five,  the  list  being  elected  an- 
nually. 

At  the  annual  election  held  at  Boston  in  January,  19 lo,  the 
following  officers  were  elected  to  serve  for  the  ensuing  year: 
Edward  C.  Brush,  chairman;  Walter  Adlard,  vice-chairman;  Clif- 
ford H.  Rice,  treasurer;  R.  W.  Hilliard,  secretary  and  manager. 
The  executive  committee  elected  comprises  Messrs.  Edward  C 
Brush,  A.  K.  Simpson,  Walter  Adlard,  Clifford  H.  Rice,  Samuel 
G.  Howe,  H.  L.  Hiscock,  Chas.  D.  Palmer,  W.  H.  Winkley,  H.  J.  Ide 
and  W.  T.  Furness.    The  following  are  the  subscribing  companies : 


Aachen  ft  Munich  Fir€  Ins.  Co. 

£tna  Ins.  Co. 

Agricultural  Ins.  Co. 

Albany  Ins.  Co. 

Alliance  Ins.  Co. 

American  Ins.  Co.  of  N.  J. 

American  Central  Ins.  Co. 

Atlas  Assurance  Co. 

Boston  Ins.  Co. 

British  America  Assurance  Co. 

Camden  Fire  Ins.  Association. 

City  of  New  York  Ins.  Co. 

Commercial  Union  Assurance  Co. 

Commercial  Union  Fire  Ins.  Co. 

Connecticut  Fire  Ins.  Co. 

Continental  Ins.   Co. 

County  Fire  Ins.  Co. 

Delaware  Ins.  Co.  of  Philadelphia. 

Detroit  F.  ft  M.  Ins.  Co. 

Equitable  F.  ft  M.  Ins.  Co. 

Fidelity  Fire  Ins,  Co. 

Fire  Association  of  Philadelphia. 

Fireman's  Fund  Ins.  Co. 

Franklin  Fire  Ins.  Co.  • 

Germania  Fire  Ins.  Co. 

Glens  Falls  Ins.  Co. 


Granite  State  Fire  Ins.  Co. 
Hamburg  Bremen  F.  Ins.  Co. 
Hanover  Fire  Ins.  Co. 
Hartford  Fire  Ins.  Co. 
Home  Insurance  Co. 
Ins.  Company  of  North  America. 
Ins.  Co.  of  the  State  of  Pa.^ 
London  Assurance  Corporation. 
Mercantile  F.  ft  M.  Ins.  Co. 
National  Union  Fire  Ins.  Co. 
New  York^  Underwriters*  Agency. 
Niagara  Fire  Ins.  Co. 
Old  Colony  Ins.   Co. 
Palatine   Ins.   Co. 
Pelican  Assurance  Co. 
Pennsylvania  Fire  Ins.  Co. 
Phcenix  Ass'ce  Co. 
Providence-Washington  Ins.  Co. 
Securitv  Ins.  Co. 
Springneld  F.  ft  M.  Ins.  Co. 
Spring  Garden  Ins.  Co.,  Phila. 
Sun  Ins.  Office. 
Westchester   Fire   Irs.   Co. 
Western  Assurance  Co. 
Western   Ins.   Co.   of   Pennsylvania. 


The  inspectors  of  the  bureau  are:  Chief  Inspector  E.  A. 
Northey,  Geo.  H.  Robinson,  Alex.  C.  Jenkins,  J.  H.  L.  Coon,  M. 
F.  Jones,  F.  K.  Mitchell,  C.  B.  Coburn,  William  H.  Warner, 
J.  L.  Morton,  J.  M.  Glen,  F.  H.  Metcalf,  Edward  M.  Coffin,  W.  E. 
Watkins,  W.  S.  Brown,  W.  R.  Thompson,  H.  R.  Thurston,  and 
A.  G.  Prescott.  The  governing  committee  is  composed  of  the  follow- 
ing companies:  Aachen  &  Munich  Fire,  i^tna,  Agricultural, 
American  of  N.  J.;  Commercial  Union,  Connecticut  Fire,  Con- 
tinental, Delaware,  Equitable  F.  &  M.,  Fire  Association,  Fire- 
man's Fund,  Hamburg-Bremen  Fire,  Hanover  Fire,  Hartford  Fire, 
Home,  Insurance  Company  of  North  America,  London  Assurance 
Corporation,  Pennsylvania  Fire,  Niagara  Fire,  Phoenix  Assurance 
Company,  Providence-Washington,  Spring  Garden,  Sun  Fire 
Office,  Westchester  Fire,  Western. 

The  inspectors  of  the  biireau  made  inspections  during  the  year 
to  the  number  of  7.3^  nnd  found  6.602  defects,  divided  as  follows : 
under  construction,  598;  in  hazards,  1,136;  administration  and 
special    features,    181;    electrical   equipment,    1,259;   fire   protection, 
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2,211;  sprinkler  systems,  1,213;  which  were  corrected.  Tests  of 
fire  apparatus  and  sprinkler  systems  to  the  number  of  2095  were  also 
made  during  the  year. 

NEW  ENGLAND  INSURANCE  EXCHANGE  was  organized 
by  special  agents  of  fire  insurance  companies  at  Boston,  January  6, 
1883.  Prior  to  this  anything  like  order  or  cohesion  in  rates  in  New 
England,  outside  of  Boston,  was  practically  unknown,  and  very 
few  local  boards  were  in  existence.  The  first  attempt  to  make 
rates  beyond  the  limits  of  Boston  was  in  November,  1882,  when  a 
meeting  of  special  agents  was  held  to  consider  paper  mills.  It  re- 
sulted in  sending  out  a  circular  to  companies  askmg  them  if  they 
would  stand  by  a  scheme  of  rates  on  this  class  of  risks  if  they 
were  made,  and  forty-four  companies  answered  that  they  would. 
This  success  encouraged  hope  of  a  closer  organization,  and  resulted 
a  few  months  later  in  the  formation  of  the  Exchange. 

Membership  in  the  organization  is  entirely  personal  and  is  open 
to  all  persons  whose  principal  occupation  is  the  New  England 
field  work  of  any  stock  fire  insurance  company.  The  objects  of 
the  Exchange  are  declared  by  the  constitution  to  be  ''the  systematic 
interchange  of  information  and  co-operation  among  field  men." 
The  Exchange  is  a  rating  and  supervising  body.  Its  preliminary 
work  is  mainly  done  through  standing  committees,  of  which  there 
are  (July  i,  1910)  eleven  of  the  Exchange  and  121  in  charge  of  as 
many  localities  in  New  England,  all  committees  being  composed 
of  members  of  the  Exchange.  These  committees  report  to  the  Ex- 
change at  its  weekly  meetings,  and  their  action  is  approved  or  dis- 
approved by  that  body. 

The  jurisdiction  of  the  Exchange  covers  New  England  with 
the  exception  of  Boston  and  Providence  (which  are  controlled  by 
their  Boards  of  Fire  Underwriters)  and  the  state  of  New  Hamp- 
shire (which  has  its  own  state  board). 

The  presidents  of  the  Exchange  since  organization  have  been 
as  follows:  1883,  U.  C.  Crosby  (two  terms)  ;  1885,  George  P.  Field; 
1886,  George  W.  Taylor;  1887.  Henry  E.  Hess;  1888,  Henry  R. 
Turner;  1889,  Benjamin  R.  Stillman;  1890,  Frank  A.  (3olley;  1891, 
U.  C.  Crosby  (third  term)  ;  1892,  Moses  R.  Emerson ;  1893,  Charles 
B.  Fowler;  1894,  A.  C.  Adams;  1895,  G.  W.  Hinkley;  1896,  Wil- 
liam H.  Smith  (two  terms);  1898,  F.  A.  Wetherbee;  1899,  J.  B. 
Cornish;  1900,  (jeorge  Neilcy  (two  terms);  1902,  G.  A.  Furness 
(two  terms) ;  1904,  C.  D.  Palmer  (two  terms)  ;  1906,  G.  T.  For- 
bush;  1907,  F.  A.  Wetherbee  (second  term)  ;  1908-9,  Wm.  F.  Rice. 

The  secretaries  have  been :  1883,  Jtmes  Bruerton ;  1884,  Arthur 
A.  Clarke;  1888,  Oliver  P.  Clarke;  1891,  C  M.  Goddard. 

The  present  officers,  elected  at  the  annual  meeting  in  January, 
igro,  are  as  follows :  J.  W.  Grover,  president ;  Walter  Adlard,  W.  T. 
Furness  and  George  Shaw,  vice-presidents;  C.  M.  Goddard,  secre- 
tary and  treasurer.*     The  executive  committee  are:  W.  H.  Lewis, 

*rhe  secretary  and  treasurer  is  appointed  by  the  executive  committee. 
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chairman;  H.  L.  Hiscock,  W.  H.  Hellyar,  A.  H.  Mills  and  A.  L 
Bliss. 

The  following  is  a  list  of  the  Companies  having  representatives 
as  members  of  the  organization: 


Aachen  and  Munich. 

^tna. 

Affricultural. 

Albany. 

Allemania. 

Alliance  Insurance. 

American  Central. 

American,  N.  J. 

AtlaSt  London. 

Den    Franklin. 

Boston. 

British  America. 

Caledonian. 

Caledonian  American. 

California. 

Cal  timet. 

Camden. 

Citizens,  St  Louis. 

City  of  New  York. 

Commerce. 

Commercial  Union. 

Commonwealth. 

Concordia. 

Connecticut. 

Continental. 

County  Fire. 

Delaware. 

Detroit. 

Dixie. 

Dutchess. 

Equitable  Fire  and  Marine. 

Farmers. 

Fidelity-Phcnix, 

Fidelity   Underwriters. 

Fire  Association  of  Philadelphia. 

Fireman's  Fund. 

Franklin   Fire,   Philadelphia. 

Franklin,  W.  Va. 

German  Alliance. 

German  American. 

German,  Pittsburgh. 

Germania. 

Girard. 

Granite  State  Fire. 

Glens  Falls,  New  York. 

GIobe-Rutgcrs. 

Hamburg-Bremen. 

Hanover  Fire. 

Hartford  Fire. 

Home,  New  York. 

Hudson     Underwriters.  , 

Humboldt. 

India  Mutual. 

Ins.  Company  of  North  America. 

Jefferson. 

Liverpool  and  London  and  Globe. 


London  Assurance. 

London  and  Lancashire. 

Massachusetts   F.   M. 

Mechanics  and  Traders,  La. 

Mercantile  Fire  and  Marine. 

Michigan  Commercial. 

Milwaukee  Fire. 

Milwaukee  Mechanics. 

Nassau. 

National,  Hartford. 

National,    Penn. 

National   Union. 

Newark  Fire,  N.  J. 

New  Hampshire  Fire. 

New  York  Underwriters*  Agency. 

Niagara  Fire. 

North  British  and  Mercantile. 

Northern,   London. 

Northern  New  York. 

North  River. 

Northwestern  National. 

Norwich  Union. 

Old  Colony. 

Orient,   Hartford. 

Palatine. 

Pennsylvania  Fire. 

People's  National. 

1  hiladelphia  Underwriters. 

Photnix,  Tendon. 

Phoenix,  Hartford. 

Pittsburgh  Underwriters. 

Providence- Washing*'»o. 

Prussian   National. 

gueen.  New  York, 
eliance,   Philadelphia. 
Rhode  Island. 
Richmond. 
Rochester  German. 
Royal,  Liverpool. 
Royal  Exchange. 
St.  Paul  Fire  and  Marine. 
Scottish  Union  and  National. 
Security,  New  Haven. 
Shawnee. 

Springfield  Fire  and  Marine. 
Spring  Garden. 
State,  Eng. 
.State  of  Penn. 
Sun,  London. 
Svea. 
Teutonia. 

Union,  Philadelphia. 
N'irginia   F.   M. 
Westchester. 
Western,  Canada. 
Western,  Penn. 
Williamsburg. 


Commillti.  Chairman. 

Chemical  Haarila.       W.  H,  Winkley. 
Cnnfcrsoce  (BiMton  Boaril). 

T.    W.   Grover. 
ice  (Gei»rBl>,GeD.   Ncilcy. 
1cc(Schcdulc)G.  T.  Forbu^li. 
utvicti  mi  Materials,  a  T.  Farbush. 
Executive,  W.    H.    Lewis. 

Railway  and  LigbtingiGeorge  Neiley. 
Scbeduled  Riski.  C.    H.   Rice. 

"-        C.  F.  HawcB. 

H.  L.    MiKock. 


ConferencelS 


[  the  standing  committees  and  the 


Chairman. 
W.  H.  Sou  tell. 
W.  T.  FurneM 
W.  P.  Rice. 
E.  H.  Hitdielh. 
W.  F.  Dearbon 
H.  J.  HilL 


Slean^oats, 


Hotel*. 


M.'F.B,«ie«: 

CumberUnd  Ci>.. 

H.  L.  Hiscock. 

Franklin  Co., 

C.  E.  North. 

Hancock  Co., 

J.  W.  McCiure. 

&zft... 

A.  W.  Scwall. 

F.  W.  Mstthewi 

North'n  Kennebec  Cd. P.  F.  Turner. 

^t^^^to.. 

J.   H.   Campbell 

^•^S^t^Si-: 

W.    n.  Vart. 

M.  P.  Banlett. 

SoT^tstt  Co.. 

A.  j.  Weed. 
0.?.  C.  Burrow). 

Sonih-a   Kennebec  C 

Waldo  Co., 

E.  S.  Anderson. 

Waabington  Co.. 

W.   H.   Watt. 

York  Co., 

G.  E.  Macomber 

Addiran.  etc,  Co'a,  W.   H.  Wart. 

Benninston  Co.,  C.  K.   Brooks. 

Franklin  Co.,  E.   B.  Bailey. 

Lamoille  Co.,  J.   W.    Monroe. 

Monipelfcr  W.  T.   Furnesi. 
HortlieutemVemiont,R.  T.  Builer. 

Orl«i»  Co..  W.   H.   Wan. 

Rutland  Co.,  E.    B.    Bailey. 

Windham  Co.,  E.   H.  Hlldreth. 

Windwr  Co.,  G.   HcAllaater. 


Cape  Ann, 
CbelKi. 


J.   I.   Downey. 
T.  B.  Cornish. 
R.  Bennett. 
j.  W.  Grover. 
1„  W.  Cottrell. 


T.'  P."  Barley. 
W.  H.  Winkley. 


dl. 


.exinrton 


.:.  H.  Bi 

W.  A.  Lauier. 
J.  J.  Downey. 
Geo.  Neiley. 
C.  K.  Brooki. 
T.  H.  Dooley. 
C.  H.  Witklns. 
C.    K.    Brooks. 


Nitick. 
New  Bedford 
Newburyport, 
NortbampUm, 
Northern   Bei 


Southern   beriishiri 

Sprinifield, 

Stougnton. 

Tsunton. 
Waltham, 
Ware, 
WcBlAcld, 
Wat  Norfolk. 

wSES^""'' 


C.  H.  Bice, 
W.   F.   Rice. 

orth)H.    K.    Plummer. 

>uIb)W.  H.  Hellyar. 


Bristol  and  Prov.  Coi..!.  W.  DeWoK. 

Neipor?"  L  j.  Cor^k  ' 

Pawtueket,  F.   H.   Batiilana. 


d  Milford.W.   F.   Rice. 


J.   W.    DeWoH. 
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Committer. 


Chairman. 


Farmin^on    Valley,    G.  G.  Bulklcy. 
Greenwich,  S.  C.  Avery. 

Hartford,  W.   P.   Rice. 

Hartford  Co.  (North), E.   H.   Hildreth. 
Hartford  Co.   (Wcst).H.  B.  Sly. 
Flousatonic  Valley,      J.    L.    Holt. 
Meridea,  1.  J.  Cornish. 

Middletown,  li.    M.    Fenton. 

Naugatuck  Valley,       A.  T.  Hatch. 
New  Britain,  £.  H.  Hildreth. 


New  Haven, 
New  London, 


W.   F.   Rice. 
E.  S.  Archer. 


Committee. 


Chairman. 


Norwalk,  J.  J.  Cornish. 

Norwich,  C.  H.  Wilkins. 

Rockville,  W.  B.  Cruttendec. 
Southern  Middlesex,  C.  H.  Rice. 

Stafford   Springs,  W.  B.  Cruttenden. 

Stamford,  W.    E.  Crittenden. 

Stonington,  E.   S.  Archer. 

Torrington,  R.  B.  Ives. 

Wallingford,  J.  W.  DeWolf. 

'Waterbury,  C.  D.  Palmer. 

Willi  man  tic,  Chas.  Haas. 

Winsted,  S.  C.  Avery. 


Local  boards  exist,  with  few  exceptions,  in  the  counties  and 
towns,  under  the  captions  of  states  in  the  above  list.  Each  board 
has  a  local  secretary,  and  there  are  stamp  clerks  in  the  following 
places:  Addison  and  Chittenden  counties,  Vermont;  Bridgeport. 
Conn.;  Franklin  and  Grand  Isle  counties,  Vermont;  Hartford, 
Conn.;  Lawrence,  Mass.;  PittsBeld,  Mass.;  Lowell,  Mass.;  Brock- 
ton, Mass.;  Lynn,  Mass.;  Meriden,  Conn.;  New  Haven,  Conn.; 
Norwich,  Conn. ;  Rutland  county,  Vermont ;  Springfield,  Mass. ; 
Worcester,  Mass.;  Androscoggin  county,  Maine;  York  county^ 
Maine;  Penobscot  county,  Maine;  Waterbury,  Conn.;  Danbury, 
Conn.;  New  London,  Conn.;  Willimantic,  Conn.;  Middletown, 
Conn. ;  New  Britain,  Conn. ;  Norwalk,  Conn. ;  Stamford,  Conn. ; 
Greenwich,  Conn.;  Haverhill,  Mass.;  Oxford  county,  Maine;  Som- 
erset county,  Maine,  Hancock  county,  Maine;  Newburyport,  Mass.; 
Cumberland  county,  Maine;  Winsted,  Conn.,  Salem,  Mass.,  and  New 
Bedford,  Mass.;  Fall  River,  Mass.;  North  Adams,  Mass.;  Paw- 
tucket,  R.  I. 

NEW  ENGLAND  MUTUAL  LIFE  INSURANCE  COM- 
PANY was  chartered  April  i,  1835,  and  began  business  December 
'  I,  1843.  A  guarantee  capital  of  $100,000  was  required  under  the 
charter,  one-half  of  the  amount  to  be  paid  in  cash  before  the  com- 
mencement of  operations.  One- fourth  of  the  surplus  was  to  be  set 
apart  for  the  establishment  of  a  fund  with  which  the  capital  stock 
might  be  redeemed  at  any  time  after  ten  years,  the  assured  bejng 
authorized  to  vote  on  the  question.  As  a  matter  of  fact  the  capital 
was  eliminated  in  1853,  and  from  that  time  forward  the  management 
was  purely  mutual.  The  company  was  the  pioneer  of  life  insurance 
in  New  England.  Judge  Willard  Phillips,  one  of  the  original  in- 
corporators, was  the  first  president,  and  under  his  administration, 
says  a  New  York  insurance  superintendent,  "the  life  policy  was 
popularized  in  the  offices  and  counting-rooms,  banks,  workshops, 
and  firesides  east  of  the  Hudson;  and  no  bank  bill  nor  state  bond 
was  ever  more  sacredly  regarded  than  the  policies  underwritten  by 
Judge  Phillips."  The  New  England's  first  policy  was  issued  Feb- 
ruary I,  1844,  and  at  the  end  of  the  fiscal  year,  November  30,  1844, 
the  total  number  of  policies  outstanding  was  340.  No  non-partici- 
pating policies  were  issued.  At  the  end  of  five  years  a  cash  dis- 
tribution of  20  per  cent.,  equaling  nearly  one-half  of  the  premium 
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receipts  for*the  year,  was  declared.  Five  years  later  a  second  dis- 
tribution was  declared,  amounting  to  30  per  cent.,  and  the  third 
was  a  36  per  cent,  division.  These  distributions  were  payable  at 
the  option  of  the  policy-holders  in  cash,  or  could  be  used  in  the 
reduction  of  future  premiums. 

In  1866  the  quinquennial  system  of  distributions,  as  provided 
for  in  the  charter,  was  supplanted  by  the  annual  method,  a  general 
law  being  passed  that  year  authorizing  the  change.  In  1S64  the 
office  of  vice-president  was  created,  and  Benjamin  F.  Stevens,  whfv 
had  been  the  company's  secretary  practically  from  the  time  thai 
it  began  business,  was  elected  to  the  position.  Judge  "Phillips  re- 
tired from  the  presidency  in  1865,  and  was  succeeded  by  Vice-presi- 
dent Stevens,  who  remained  at  the  head  of  the  company  until  his 
death  in  1908.  Joseph  M.  Gibbens  was  elected  secretary  at  the  time 
of  Mr.  Stevens'  advancement,  and  retained  the  position  until  1887, 
when  he  was  elected  vice-president.  The  New  England  has  had  only 
two  presidents  since  its  organization,  up  to  1908.  The  present 
officers  of  the  company  are:  Alfred  D.  Foster,  president;  D.  F. 
Appel,  vice-president ;  Jacob  A.  Barbey,  secretary ;  William  F.  Davis, 
and  James  G.  Wildman,  assistant  secretaries;  Herbert  B.  Dow, 
actuary;  Glover  S.  Hastings,  superintendent  of  agencies;  Edwin 
W.  Dwight,  MD.,  medical  director;  Reginald  Foster,  counsel.  The 
directors  are:  Warren  Sawyer,  Alfred  D.  Foster,  Thomas  Sher- 
•win,  Nathaniel  J.  Rust,  Henry  Parkman,  Wallace  L.  Pierce. 
Reginald  Foster,  Charles  E.  Cotting,  Gordon  Abbott,  Philip 
.Stockton. 

The  total  premiums  received  by  the  company  from  its  organiza- 
tion until  January  i,  19  ro,  amounted  to  $145,576,568.24;  total  re- 
ceipts from  all  sources,  $192,520,965.26;  total  paid  to  policyholders, 
$^3,997,749.55;  total  payments,  $143,120,972.48.  The  balance,  or 
net  invested  assets,  amounts  to  $49>399f992.78.  The  premium  re- 
ceipts for  1909  were  $6,808,312.40,  and  the  total  income  $9,162,783.59. 
The  payments  to  policyholders  for  losses,  matured  endowments, 
and  surrendered  policies  in  1909  were  $3,565,001.09;  distribution  of 
surplus,  $1,129,553.84;  total  payments  to  policyholders  for  the  year, 
$4,694,554.93.  The  number  of  policies  in  force  at  the  end  of  the 
year  was  83,223,  the  amount  of  insurance  being  $197,492,772. 

NEW  ENGLAND  WOMEN'S  LIFE  UNDERWRITERS' 
ASSOCIATION  was  organized  at  the  Parker  House,  Boston, 
Mass.,  November  29,  1898,  by  a  number  of  women  engaged  in  the 
life  insurance  and  kindred  business.  The  following  officers  were 
elected  for  the  first  year:  Mrs.  M.  A.  F.  Potts  of  the  Mutual  Life, 
president;  Mrs.  M.  V.  Perkes  of  the  New  York  Life,  first  vice- 
president;  Mrs.  Flora  A.  BarKer  of  the  Phoenix  Mutual  Life,  second 
vice-president;  Miss  Agnes  McGuffy  of  the  Mutual  Life,  secretary: 
Miss  Frances  Van  Ballen  of  the  New  York  Life,  treasurer.  At  the 
annual  meeting  held  in  Boston,  in  February,  1910,  the  following 
officers  v/ere  elected:  President,  Mrs.  Florence  E.  Shaal,  Equitable 
Life ;  vice-president,  Miss  Lucy  M.  Morrill,  Equitable  Life ;  secretary, 
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Miss  Imogene  Burnham,  Equitable  Life;  treasurer,  Miss  Care  F. 
Coibume,  New  York  Life,  executive  committee,  Miss  Emily  A. 
Ransom,  chairman;  Mrs.  Annie  M.  F.  Sherman,  Equitable  Life; 
Mrs.  Lisbeth  Edwards,  Equitable  Life;  Mrs.  H.  B.  Berthrong,  State 
Mutual,  and  Mrs.  Alice  S.  Whitcomb,  Equitable. 

NEW  HAMPSHIRE  ASSOCIATION  OF  LOCAL  FIRE  IN- 
SURANCE AGENTS  was  organized  August  2,  1899,  and  the  offi- 
cers elected  were:  President,  Charles  C,  Hayes;  vice-presidents, 
George  D.  Barrett,  G.  M.  Stevens,  H.  C.  Aldrich;  secretary,  A 
J.  Tuck;  treasurer,  L.  C.  Merrill.  The  present  officers,  elected 
at  the  annual  meeting  in  December,  1909,  arc:  President,  Louis  C. 
Merrill,  Concord;  vice-presidents,  S.  H.  Brigham,  F.  J.  Shepard, 
F.  T.  Pollard;  secretary  and  treasurer,  Arthur  S.  Bunton,  Man- 
chester; execiUive  committee:  William  G.  Berry,  Arthur  P.  Morrill, 
True  E.  Prcscott,  Fred  S.  Sise,  James  E.  Crowley. 

NEW  HAMPSHIRE  BOARD  OF  UNDERWRITERS  was 
organized  by  New  Hampshire  companies  February  10,  1886,  at 
Concord,  N.  H.  It  is  a  rating  and  supervising  organization.  Its 
presidents  have  been  Oliver  Pillsbury,  from  organization  to  Sep- 
tember, 1886;  S.  B.  Stearns,  to  March,  1894;  A.  F.  Howard,  to 
1909.  A.  F.  Howard,  president;  F.  W.  Sargeant,  vice-president; 
Samuel  C.  Eastman,  secretary;  F.  W.  Cheney,  treasurer.  Executive 
committee,  A.  F.  Howard,  chairman;  S.  C.  Eastman,  E.  G.  Leach, 
Lyman  Jackman,  O.  Morrill,  F.  W.  Sargeant,  George  Blanchette 
and  Charles  L.  Jackman. 

NEW  HAMPSHIRE  FIRE  INSURANCE  COMPANY  of 
Manchester,  N.  H.  Organized  in  1869;  capital,  $1,100,000.  Frank 
W.  Sargeant,  president;  Frank  E.  Martin,  Lewis  W.  Crockett  and 
Wm.  B.  Burpee,  secretaries. 

NEW  HAMPSHIRE,  INSURANCE  SUPERVISION  IN 
1852- 1910.  The  insurance  department  in  New  Hampshire  was  es- 
tablished in  1852.  Originally  the  board  consisted  of  three  mem- 
bers, and  afterward  of  two.  In  1870  the  statute  was  modified,  pro- 
viding for  the  appointment  of  but  one  commissioner.  The  incum- 
bents of  the  office  have  been : 


Uri  Lamprey    Warren  L.  Lane,  Charles  F.  Brooks,  . 
Uri  Lamprey,  Warren  L.  Lane,  Timothy  Hoskins,     . 
Warren  L.  Lane,  Uri  Lamprey,  Timothy  Hoskins, 
Warren  L.   Lane,  Timothy  Hoskins,  John   E.  Stanyan, 
Albert  S.  Scott,  Jacob  H.  Ela,  G.  W.  Conant,  . 
Albert  S.  Scott,  Jacob  H.  Ela,  Lorenzo  Day, 
Oliver  C.  Fisher,  Otis  F.  R.  Waite,  Benjamin  M.  Colby, 
C.  V.  Dearborn,  G.  W.  Conant,  James  Gordon, 
James  Gordon,  F.  S.  Greenleaf,         .... 
P.  S.  Greenleaf,  Joseph  Gilman,         .... 
Joseph  Gilman,  E.  M.  TopliflF,  John  Felch, 

E.   M.  TopliflF,  John   Felch 

John  Felch,  A.  B.  Wyatt,  Francis  Winch,  .    • 

A.  B.  Wyatt,  Francis  Winch 

Oliver  Pillsbury  (died  in  office),       .... 

Henry  H.  Huse,  (died  in  office) 

John  C.  Linehan,  (died  in  office),       .... 
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George  H.  Adams  was  appointed  to  succeed  Mr.  Linehan  and 
is  the  present  commissioner.  The  tenure  of  the  office  is  three 
years,  the  appointment  being  made  by  the  governor  and  executive 
council. 

NEW  HAMPSHIRE  LIFE  UNDERWRITERS'  CLUB  was 
organized  at  Concord,  May  31,  1889.  The  original  officers  were: 
John  J.  Dillon,  president;  George  A.  McKellar  of  Concord  and 
]6hn  D.  Chandler  of  Nashua,  vice-presidents;  Charles  E.  Staniels 
of  Concord,  secretary;  Charles  S.  Parker  of  Concord,  treasurer. 
The  officers  elected  at  the  annual  meeting  in  February,  1910,  are: 
President,  George  A.  Dickey,  Provident  Life  and  Trust;  vice-presi- 
dent, R.  T-I.  Cheney,  Mutual  Life,  N.  Y. ;  secretary  and  treasurer, 
H.  S.  Holbrook,  Conn.  Mutual;  executive  committee:  Edgar  L. 
Martin,  Massachusetts  Mutual ;  James  F.  Whitney,  Mutual  Benefit ; 
Frederick  A.  Colton,  State  Mutual. 

NEW  JERSEY  ASSOCIATION  OF  FIRE  UNDERWRIT- 
ERS was  organized  at  Trenton,  N.  J.,  in  May,  1893,  by  some  fifty 
representatives  of  fire  insurance  companies,  the  purpose,  as  stated, 
being  "the  promotion  of  harmony  in  underwriting,  the  protection 
of  our  interests  in  our  several  territories,  and  the  securing  of  united 
action  in  such  directions  as  may  be  required  to  secure  these  results." 
The  following  officers  were  elected:  R.  P.  Conlon  of  Newark, 
president;  R.  R.  Miller  of  Camden,  vice-president,  and  Irvin  W. 
Rogers  of  Trenton,  secretary  and  treasurer.  The  present  officers 
elected  in  May,  1909,  are:  President,  John  H.  Ward,  Jersey  City; 
vice-president,  Crawford  Miller,  Camden;  secretary  and  treasurer, 
S.  Merchant  Meeker,  Elizabeth. 

NEW  JERSEY,  INSURANCE  SUPERVISION  IN,  1875- 
1910.  Under  the  general  insurance  law  enacted  April  9,  1875,  Henry 
C.  Kelsey,  secretary  of  the  state,  became  insurance  commissioner 
ex  officio,  and  he  had  charge  of  the  supervision  of  the  insurance 
business  in  the  state  until  April  i,  1891,  when  the  act  of  February  10, 
1891,  creating  a  department  of  banking  and  insurance,  went  into 
effect.  The  commissioners  of  banking  and  insurance  have  been 
as  follows: 

G«orge  B.  M.  Harvey, April         i,  1891 

George   S.   Duryea,            .......  1""^        'St  1891 

George  Wurts,          ........  October  ig,  1896 

William    Bettle,         ........  March       2,  1897 

David  O.  Watkins,            .......  March  1903 

Vivian  M.  Lewib  is  the  present  commissioner,  being  appointed 
in  March,  1909.  Mr.  Wurts,  upon  his  appointment  as  secretary 
of  state,  was  succeeded  by  Mr.  Bettle  in  1897,  and  Mr.  Bettle  was 
reappointed  in  1900.  Mr.  Walking  was  appointed  in  1903  and 
re-appointed  in  1906.  The  salary  of  the  commissioner  is  $4,000  per 
annum,  and  his  term  of  oflice  is  three  years. 
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NEW  JERSEY  PLATE  GLASS  INSURANCE  COMPANY. 
Newark,  N.  J.  Organized  1868;  capital,  "$200,000.  Samuel  C 
Hoagland,  president;  H.  C  Hedden,  secretary.  Assets,  December 
31,  1909,  $602,044.70;  surplus  to  policyholders,  $564,392.53;  net  cash 
premiums  received  in  1909,  $378,457. 

NEW  LONDON  COUNTY  MUTUAL  FIRE  INSURANCE 
COMPANY,  Norwich,  Conn.  Organized  1840.  H.  H.  Gallup, 
president;  W.  F.  Lester,  secretary. 

NEW  MEXICO,  INSURANCE  SUPERVISION  IN.  The 
territorial  act  of  February  18,  1882,  required  insurance  companies 
to  report  to  the  territorial  auditor.  He  is  chosen  for  a  term  of 
two  years.  Trinidad  Alarid  was  auditor  from  1882  to  1891,  Dcmc- 
trio  Perez  from  1891  to  1895,  Marcelino  Garcia  from  1895  to  1899. 
Luis  M.  Ortiz  from  1899  to  1901,  and  W.  G.  Sargent  from  1901  to 
1905.  A  separate  insurance  department  was  created  in  1905  and  the 
superintendent  is  appointed  by  the  governor  for  a  term  of  two  years 
at  a  salary  of  $2,400.  Pedro  Perea  was  appointed  superintendent, 
but  died  January  11,  1906,  and  the  present  superintendent  is  Jacobc: 
Chavez. 

NEW  MEXICO  LIFE  UNDERWRITERS  ASSOCIATION 
was  organized  in  January,  1909,  with  the  following  officers:  Presi- 
dent, Thomas  Seward,  Albuquerque;  vice-president,  E.  S.  Parker; 
second  vice-president,  C.  A.  Bishop;  secretary  and  treasurer, 
F.  B.  Schwentker.    The  above  are  the  present  officers. 

NEW  YORK  BOARD  OF  FIRE  UNDERWRITERS  was 
organized  May  8,  1868.  [For  an  extended  history  of  the  New  York 
city  associations  of  fire  underwriters  from  1819  to  the  present  time 
and  of  the  present  board,  see  the  Cyclopedia  of  Insurance  for  1891.] 
.At  the  annual  meeting  in  May,  1910,  the  following  officers  and  com- 
mitteemen were  elected: 

President,  William  N.  Kremer:  vice-president,  Henrjr  W.  Eaton;  secretary 
and  treasurer,  A.  M.  Thorburn;  assistant  secretary,  Curtis  C.  Wayland;  assist- 
ant treasurer,  Wilbur  F.  Bingham. 

Committee  on  Finance,  F.  O.  Affeld,  Marshall  S.  Drig^,  Charles  A.  Hull, 
John  H.  Kelly,  John  M.  Whiton,  A.  H.  Wray,  Thomas  A.  Ralston. 

Committee  on  Fire  Patrol,  Geo.  B.  Edwards,  M.  J.  Ennis,  Howard  Hanip- 
ton,  J.  G.  Hilliard,  E.  E.  Pearce,  Charles  H.  Post,  E.  G.  Snow. 

Committee  on  Laws  and  Legislation,  .M.  O.  Brown,  George  W.  Burchell. 
E.  H.  A.  Correa,  U.  C.  Crosby,  Henry  Evans.  Harold  Herrick,  C.  G.  Smith. 

Committee  on  Losses  and  Adjustments,  Louis  P.  Bayard,  Charles  L.  Case, 
J.  Montgomery  Hare.  Harold  Herrick,  George  W.  Hoyt,  Joseph  McCord,  W.  L. 
Perrin,  Wallace  Reid,  John  M.  Talbot,  S.  R.  Weed,  A.  H.  Wray. 

Committee  on  Surveys,  Frederick  H.  Crum,  Howard  Hampton,  J.  F. 
Hastings,  Frank  Lock,  W.  L.  Perrin,  C.   F.   Shallcross,  F.  H.  Way. 

Committee  on  Electricity,  James  A.  Alexander,  N.  S.  Bartow,  R.  C. 
Christopher,  H.  E.  HeM,  A.  D.  Irving,  Jr.,  Joseph  McCord,  S.  R.  Weed. 

The  following  is  a  tabulated  list  of  the  officers  of  the  New 
York  Board  of  Fire  Insurance  Companies  from  its  organization  in 
1858  to  1867,  and  of  the  New  York  Board  of  Fire  Underwriters 
from  that  date  to  the  present  time: 
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NEW  YORK  CASUALTY  COMPANY,  New  York.  Or- 
^nized  1SS6.  William  T.  Roberts,  president;  H.  V.  Huckcr, 
secretary. 
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NEW  YORK  FIRE  INSURANCE  EXCHANGE.  [For  an 
account  of  the  causes  which  led  to  the  organization  of  this  body, 
March  8,  1899,  and  for  the  full  text  of  the  agreement  upon  which 
it  was  based,  see  the  Cyclopedia  of  Insurance  for  1898^.]  The 
present  officers  of  the  Exchange,  who  were  elected  at  the  annual 
meeting  in  March,  1910,  are  as  follows:  President,  Charles  L. 
Case,  manager  London  Assurance;  vice-president,  R.  Emory  War- 
field,  president  Hanover  Fire;  secretary  and  treasurer,  A.  M.  Thor- 
burn.  Sun  Insurance  Office. 

The  manager  of  the  Exchange  is  W.  O.  Robb,  who  assumed 
the  duties  of  his  office  July  i,  1910. 

NEW  YORK  FIRE  PATROL.  The  present  effective  organi- 
zation known  as  the  New  York  Fire  Patrol  was  created  by  the  New 
York  Board  of  Fire  Underwriters  under  the  authority  of  the  charter 
granted  to  the  board  by  the  legislature  in  1867,  but  it  was  preceded 
by  organizations  having  substantially  the  same  purposes  as  far  back 
as  thirty-two  years.  In  1835  the  Association  of  Fire  Insurance 
Companies  employed  four  men  whose  duty  it  was  to  attend  all 
fires  and  protect  the  interests  of  fire  underwriters  by  preserving 
property  exposed  to  Rre  and  damage  by  water.  They  received  a 
salary  of  $250  per  annum  each.  In  1859  the  association  employed 
forty  men  as  a  fire  police  in  the  mercantile  district.  The  men 
were  firemen  or  ex-firemen,  and  wore  red  fire  caps.  They  gave 
the  alarm  to  each  other  by  means  of  whistles  and  rattles.  The 
first  covers  for  the  protection  of  merchandise  from  water  were 
used  in  1845.  George  T.  Hope  was  chairman  of  the  fire  patrol  com- 
mittee in  1853,  and  was  instrumental  in  the  preparation  of  the  first 
code  of  rules  placed  in  the  hands  of  every  member  of  the  force. 
A  second  patrol  company  was  organized  in  1855,  and  a  third  in 
1867. 

In  1867  the  New  York  Board  of  Fire  Underwriters  was 
chartered  by  an  act  of  the  legislature,  by  which  power  was  granted 
this  corporation  "to  provide  a  patrol  of  men  and  a  competent  per- 
son to  act  as  superintendent  to  discover  and  prevent  fires,  with 
suitable  apparatus  to  save  and  to  preserve  property  or  life  at  and 
after  a  fire ;  and  the  better  to  enable  them  so  to  act  with  promptness 
and  efficiency  full  power  is  given  to  such  superintendent  and  to 
such  patrol  to  enter  any  building  on  fire  or  which  may  be  exposed 
to  or  in  danger  of  taking  fire  from  other  burning  buildings,  to 
at  once  proceed  and  protect  and  endeavor  to  save  the  property 
therein,  and  to  remove  such  property,  or  any  part  thereof,  from 
the  ruins  after  a  fire."  By  the  same  act  every  fire  insurance  com- 
pany doing  business  in  the  city,  whether  a  member  of  the  board  or 
not,  was  compelled  to  pay  a  per  centum  tax  upon  its  premium  in- 
come within  the  city  limits  for  the  support  of  the  fire  patrol,  which 
heretofore  had  been  supported  by  voluntary  contributions. 

•  The  patrol  was  and  continues  to  be  under  the  government  of 
the  committee  on  fire  patrol  of  the  board,  elected  annually.  In 
1876  fire  patrol  No.  4,  in  1893  fire  patrol  No.  5,  in  igoi  fire  patrol 
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No.  6,  and  in  ipojS  fire  patrol  No.  7  were  put  in  operation.  Each 
command  is  supplied  with  two  wagons  and  five  horses;  also  porta- 
ble fire  extinguishers,  oiled  canvas  covers,  axes,  and  other  necessary 
implements,  with  a  code  of  signals,  telegraph,  etc.  In  addition  it 
has  a  steam  fire  engine  and  two  powerful  hand  pumps  for  draining 
water  from  cellars.  The  force  consists  of  169  men,  composed  of  a 
superintendent,  officers,  and  men,  of  whom  6n  are  auxiliary  or  call- 
men.  The  locations  of  the  six  companies  are  as  follows:  Patrol 
No.  I,  No.  41  Murray  Street;  patrol  No.  2,  No.  84  West  Third 
Street;  patrol  No.  3,  No.  240  West  Thirtieth  Street;  patrol  No.  4, 
No.  113  East  Ninetieth  Street:  patrol , No.  5,  No.  307  West  121st 
Street,  patrol  No.  6,  No.  838  Cortlandt  Avenue;  patrol  No.  7,  No. 
133  Norfolk  Street.  The  whole  force  is  under  the  immediate  com- 
mand of  Superintendent  Frederick  S.  Groves. 

The  committee  on  fire  patrol  elected  at  the  last  annual  meeting 
of  the  board,  in  May,  1910,  is  as  follows:  M.  J.  Ennis,  Charles  H. 
Post,  E.  G.  Snow,  George  B.  Edwards,  E.  E.  Pearce,  J.  G.  Hilliard; 
ex  officio  members:  Wm.  N.  Kremer,  president,  Henry  W.  Eaton, 
vice-president;  and  Alfred  M.  Thorburn,  treasurer,  respectively  of 
the  New  York  Board  of  Fire  Underwriters. 

NEW  YORK  LIFE  INSURANCE  COMPANY,  THE.  Or- 
ganized 1845.  Darwin  P.  Kingsley,  president;  Seymour  M.  Ballard, 
secretary. 

NEW  YORK  LIFE  UNDERWRITERS'  ASSOCIATION. 
[See  Life  Underwriters*  Association  of  New  York.] 

NEW  YORK  PLATE  GLASS  INSURANCE  COMPANY, 
New  York.  Organized  1891;  capital,  $200,000.  Major  A.  White, 
president;  J.  Carroll  French,  secretary. 

NEW  YORK  STATE  ASSOCIATION  OF  LOCAL  FIRE 
INSURANCE  AGENTS  was  organized  by  representatives  of  local 
boards  in  the  state  of  New  York,  outside  the  metropolitan  dis- 
trict, at  a  meeting  held  at  Syracuse  March  22,  1893.  The  first 
title  adopted  was  "New  York  State  Association  of  Local  Boards 
of  Fire  Underwriters."  The  present  title  was  adopted  at  the  annual 
meeting  in  1897.  The  constitution  states  the  purpose  of  the  asso- 
ciation to  be  the  "promotion  of  harmony  in  underwriting,  the  pro- 
tection of  our  interests,  and  those  of  our  companies  in  our  several 
territories,  and  the  securing  of  united  action  in  such  direction  as 
may  be  required  to  obtain  these  results."  The  officers  chosen  at 
this  meeting  were:  M.  G.  Thompson  of  Utica,  president;  James 
E.  Reed  of  Warsaw,  C.  T.  Goodrich  of  Newburgh,  and  H.  B.  Boss 
of  Binghamlon,  vice-presidents:  William  T.  Ford  of  Cohoes,  secre- 
tary; John  L.  Getman  of  Gloversville,  treasurer.  The  present 
officers  of  the  board,  who  were  elected  at  the  annual  meeting  held 
in  June,  1910.  are:  President,  William  E.  Richards,  Utica;  vice- 
presidents,  L.  G.  Morgan,  Buffalo:  G.  T.  Amsden,  Rochester;  C.  F. 
Pecks,   Watertown;   Glenn  H.  Johnson,   Syracuse;   F.   C.   Horton, 
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Oswego;  Charles  W.  Cool.  Glens  Falls;  secretary-treasurer,  Charles 
C.  McNitt,  Norwich. 

NEW  YORK  STATE  ASSOCIATION  OF  SUPERVISING 
AND  ADJUSTING  FIRE  INSURANCE  AGENTS  was  organized 
at  Syracuse,  N.  Y.,  July  23,  1872,  under  the  name  of  the  New 
York  State  Board  of  Supervising  and  Adjusting  Fire  Insurance 
Agents.  The  first  officers  were:  Thomas  P.  Stowell,  president; 
Charles  R.  Knowles,  first  vice-president;  C.  F.  Paige,  second  vice- 
president;  A.  J.  Woodworth,  secretary  and  treasurer;  Messrs.  C 
B.  Whiting,  John  Marr,  Samuel  L.  Talcott,  J.  N.  Dunham,  J.  G. 
Welch,  Clinton  F.  Paige,  and  D.  C.  Osman,  executive  committee. 
The  first  annual  meeting  of  the  association  was  held  in  New  York 
city  July  15,  1873.  Clinton  F.  Paige  was  elected  president,  and  L. 
L.  Barney,  secretary  and  treasurer.  December  5,  1873,  pursuant 
to  a  call  issued  by  General  Agent  Montgomery,  the  members  of 
the  New  York,  Pennsylvania,  and  New  Jersey  state  boards  met 
in  New  York  city  to  consider  a  project  for  the  consolidation  of 
these  organizations  under  the  title  of  "The  Atlantic  Board  Auxiliary 
to  the  National  Board  of  Fire  Underwriters."  A  resolution  in 
favor  of  this  idea  had  been  adopted  at  the  meeting  of  the  national 
board  executive  committee  in  Philadelphia  during  the  prior  month. 
The  opposition  to  the  scheme,  however,  proved  of  a  decisive  charac- 
ter in  the  state  boards  concerned,  the  New  York  representatives 
voting  it  down  by  an  overwhelming  majority. 

July  15,  1874,  the  annual  meeting  of  the  association  was  held  at 
Syracuse.  At  this  meeting  a  niemorandum  was  adopted,  16  to  i, 
that  it  was  expedient  to  reorganize  the  board  upon  a  new  basis,  but 
not  as  an  auxiliary  to  the  national  board.  A  new  constitution  and 
by-laws  and  the  present  title  were  adopted,  and  the  officers  elected 
were:  A.  Newton  Locke,  president;  J.  H.  Van  Buren,  vice-presi- 
dent; Alfred  Rowell,  secretary  and  treasurer;  C  B.  Whiting, 
Charles  R.  Knowles,  A.  J.  Woodworth,  Clinton  F.  Paige,  and  E.  T. 
Atwood,  executive  committee.  The  organization  is  continued  as 
a  social  body,  and  a  promoter  of  the  best  interests  of  fire  insurance, 
but  the  supervision  and  making  of  rates  are  relegated  to  the  Under- 
writers* Association  of  the  State  of  New  York. 

The  present  officers  and  executive  committee  of  the  New  York 
State  Association  of  Supervising  and  Adjusting  Fire  Insurance 
Agents,  elected  at  the  thirty-eighth  annual  meeting  held  July  12, 
igio,  at  Round  Island,  N.  Y.,  are:  President,  A.  E.  H.  Honibostel; 
vice-president,  H.  G.  Morgan;  secretary  and  treasurer,  Frank  J. 
Sullivan:  executive  committee:  J.  M.  Carothers,  chairman;  F.  S. 
Tyler,  C.  W.  Phelps,  F.  E.  Burke.  Frank  E.  Tyler,  W.  W.  Lennox, 
J.  H.  Vreeland,  P.  W.  Clark  and  J.  A.  Jordan. 

NEW  YORK  STATE,  INSURANCE  SUPERVISION  IN, 
1859-1910.  Prior  to  1859  the  comptroller  of  New  York  state  was 
charged  with  the  duties  of  insurance  supervision.  The  first  reports 
were  made  in  1831,  being  from  local  companies.  In  1848  there  were 
twenty-two   insurance   companies   in   the   state   exempt  by   chatter 


Nichols,  James 


447 


from  making  returns  to  the  comptroller.  It  was  not  until  1849  that 
companies  from  other  states  and  foreign  countries  were  required  to 
make  annual  or  other  statements,  except  of  premiums  received, 
which  were  subject  to  state  taxation.  In  1853  all  insurance  com- 
panies were  required  under  law,  for  the  first  time,  to  make  and  file 
annual  statements  of  their  condition  and  affairs.  The  present  insur- 
«mce  department  was  established  under  act  of  April  15,  1859,  which 
became  operative  January  i,  i860.  The  superintendents  of  insur- 
ance have  been: 


William  Barnes,    . 

January 
February 

George  W.  Miller, 

George  B.  Church, 

May 

Orlow  W.  Chapman, 

November 

William  Smyth,     . 

February 

John  F.  Smyth,     . 

February 

Charles  G.   Fairman, 

April 

John  A.  McCall,  . 
Robert  A.    Maxwell.      . 

April 

January 
February 

James  F.  Pierce,  . 

Louis  F.  Payn,     . 

February 

Francis    Hendricks, 

February 

Otto  Kelsey,          •    1      < 

May, 

I  a,  i860 — February 

6,  1870 — May 
14,  1872 — November 
29,  1872 — ^January 

I,  1876 — ^February 
25t   1877 — ^April 
28,  1880 — April 
23t  1883 — December 

I,  1.886 — February 
19,  1891 — February 

11,  1897 — February 

12,  1900— May 

1 906 — December, 


5> 
13. 
28, 

31. 

24i 

27. 
22, 

31. 
18. 

I2» 
18, 


1870 
187a 
1872 
1876 

1877 
1880 
1883 
1885 
189I 

1897 
1900 
1906 
1908 


William  H.  Hotchkiss  is  the  present  commissioner  appointed 
in  February,  1909.  The  official  term  is  three  years,  and  the  annual 
salary  $7,000.  Henry  D.  Appleton  is  deputy  superintendent,  and 
Charles  S.  Fowler,  second  deputy  superintendent. 

NEW  YORK  STATE.  UNDERWRITERS'  ASSOCIATION, 
OF.     [See  Underwriters'  Association  of  the  State  of  New  York.] 

NEW  YORK  UNDERWRITERS  AGENCY,  THE,  was  estab- 
lished by  Alexander  Stoddart  January  i,  1864,  to  transact  the 
agency  business  of  certain  fire  insurance  companies.  These  were 
succeeded  on  January  i,  1894,  by  the  Hartfora  Fire  Insuratice  Com- 
pany, under  a  permanent  arrangement  whereby  the  policies  of  the 
New  York  Underwriters'  Agency  are  guaranteed  by  the  Hartford. 
The  New  York  Underwriters  Agency  does  business  throughout  the 
whole  United  States  and  Canada,  and  its  management,  agency  plant, 
and  lines  remain  entirely  separate  and  distinct  from  those  of  the 
Hartford.  It  is  under  the  management  of  A.  &  J.  H.  Stoddart, 
general  agents.  No.  100  William  street.  New  York. 

NEW  ZEALAND  INSURANCE  COMPANY,  Limited,  Auck- 
land, N.  Z.,  began  business  on  the  Pacific  Coast  in  1875,  to  which 
territory    it    confines    its    business.      Clinton    Folger    and    W.    M 
Speyer,  managers,  San  Francisco. 

NIAGARA  FIRE  INSURANCE  COMPANY,  New  York. 
Organized  1850;  capital  $1,000,000.  Harold  Herrick,  president; 
George  W.  Dewey,  secretary. 

NICHOLS,  JAMES,  president  of  the  National  Fire  Insurance 
Company  of  Hartford,  is  a  native  of  Fairfield  county,  Connecticut. 
He  studied  law,  and  was  admitted  to  the  bar  in  1854,  and,  removing 
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to  Hartford  to  practice,  was  appointed  clerk  of  the  G)uiity  Court. 
In  1861  he  was  elected  judge  of  probate  for  the  Hartford  district, 
filling  two  terms — last  expiring  in  1864.  While  continuing  the  prac- 
tice of  law  he  was,  in  1867,  offered  and  accepted  the  position  of  gen- 
eral agent,  and  later,  secretary  of  the  Merchant's  Insurance  Com- 
pany of  Hartford,  which  was  subsequently  destroyed  by  the  Chicago 
fire.  With  Mark  Howard,  in  187 1,  he  founded  the  National  and 
was  elected  its  secretary.  He  succeeded  Mr.  Howard  as  president 
in  1887.  Judge  Nichols  is  president  of  the  Mechanics  and  Traders 
Insurance  Company  of  New  Orleans,  La.,  vice-president  of  the 
Charter  Oak  National  Bank,  trustee  for  the  Society  for  Savings,  a 
director  of  the  Phoenix  Mutual  Life  Insurance  Company,  and  of  the 
Pratt  &  Cady  Company,  all  of  Hartford. 

NICHOLS,  WALTER  SMITH,  actuary,  insurance  journalist, 
and  author,  was  bom  at  Newark,  N.  J.,  November  23,  1841,  being 
a  descendant  of  one  of  the  original  settlers  of  that  city.  He  was 
graduated  from  Princeton  College  in  1863,  and  studied  law  with 
lustice  Bradley  of  the  United  States  Supreme  Court.  Mr.  Nichols 
has  been  associate  editor  of  the  Insurance  Monitor  since  1868,  and 
editor-in-chief  since  the  death  of  C.  C.  Hine  in  1897;  also  editor 
of  the  Insurance  Law  Journal  since  1875,  and  is  vice-president  of 
the  C.  C.  Hine's  Sons  Company.  He  was  actuary  of  the  late 
United  States  Industrial  Insurance  Company  of  Newark  from  189 1, 
and  secretary  of  the  same  from  1894,  is  author  of  "Hine  and 
Nichols  on  Assignments,"  "Hine  and  Nichols'  Digest  of  Insurance 
Decisions,"  and  other  works  on  insurance  law,  a  fellow  of  the 
Actuarial  Society  of  America  and  of  the  American  Association  for 
the  Advancement  of  Science,  and  member  of  the  American  Mathe- 
matical Society,  a  director  of  the  Newark  Fire  Insurance  Company, 
consulting  actuary  and  director  of  several  financial  corporations, 
and  fills  other  positions  of  trust  in  his  native  city. 

NOLAN,  JOHN  H.,  general  agent,  in  Chicago,  of  the  Travelers 
Insurance  Company  of  Hartford,  was  born  of  Irish  parents  at 
New  Haven,  Conn.,  May  10,  1841.  After  a  common  school  educa- 
tion he  became  a  drug  clerk,  and,  with  the  exception  of  three  years 
in  the  army  daring  the  war  as  hospital  steward  of  the  Twentieth 
Regiment  of  Connecticut  Infantry,  was  in  the  drug  business  until 
1870.  In  the  spring  of  that  year  he  began  with  the  Travelers  at 
New  Haven,  and  has  continued  in  the  service  of  that  company  to 
the  present  time.  In  187 1  he  went  to  Chicago  for  the  company, 
and  soon  after  took  charge  of  the  general  agency  of  the  depart- 
ment, succeeding  General  Julius  White.  Mr.  Nolan  has  been  secre- 
tary and  president  of  the  Life  Underwriters'  Association  of  Chicago 
and  vice-president  of  the  Kenwood  Club,  and  is  a  member  of  several 
of  the  leading  political  and  social  clubs  of  the  western  metropolis. 

NON-CONCURRENT  POLICIES.  [See  Policies,  Non-Con- 
current] 
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NON-FORFEITURE  LIFE  INSURANCE  LAWS.  There 
was  no  successful  non-forfeiture  legislation  in  1896  to  1905,  except 
a  slight  change  in  Missouri,  although  bills  appeared  in  the  Kansas, 
Maryland,  Michigan,  Nebraska,  New  York,  Ohio,  Pennsylvania,  and 
Washington  legislatures,  that  in  the  first  being  a  proposed  amend- 
ment. [For  account  of  legislation  from  1892  to  1895,  see  Cyclopedia 
for  1894-5.] 

HISTORY  OP  NON-FORFEITURE  LEGISLATION. 

The  first  law  of  this  kind  was  brought  before  the  legislature  of 
Massachusetts  in  1859  by  Elizur  Wright,  then  one  of  the  insurance 
commissioners  of  that  state,  and  in  1861  the  law  was  passed.  It 
provided  that  policies  of  life  insurance  should  not  be  forfeited  for 
non-payment  of  premiums,  but  that  eighty  per  cent  of  the  reserve 
at  the  time  of  the  failure  to  pay  any  premium  should  be  used  as  a 
single  net  premium  for  term  insurance.  In  1880  this  law  was 
changed  by  the  legislature  so  as  to  compel  surrender  values  to  be 
paid  in  cash  where  insurable  interest  had  ceased,  and  in  other  cases 
used  to  purchase  paid-up  insurance,  to  be  paid  at  the  same  time  as 
the  original  policy.  This  law  only  applied  after  two  full  annual 
premiums  had  been  paid.  In  the  revision  of  1887  the  law  was  again 
changed.  The  first  law  applied  to  all  policies  issued  between  the 
ninth  day  of  May,  1861,  and  the  first  day  of  January,  1881.  The 
second  applied  to  all  policies  issued  between  January  i,  1881,  and 
April  21,  1887. 

California  passed  a  law  in  1872,  amended  1880;  Maine  in  1877, 
amended  1887;  Michigan  in  1869,  amended  1881;  Missouri  in  1879, 
amended  1903;  New  York  in  1879,  amended  in  1892  and  1906; 
New  Jersey  in  1895;  New  Hampshire  1897;  Colorado  1907  arid 
Louisiana  1906.  [For  full  text  of  laws  see  Cyclopedia  for  1907- 
T908,  and  earlier  volumes.] 

Up  to  1906  the  above  were  all  the  laws  regulating  the  forfeiture 
of  life  insurance  policies  in  force,  and  the  practice  of  companies 
makes  such  legislation  unnecessary.  However,  such  laws  were  en- 
acted in  Louisiana  in  1906  and  the  New  York  law  was  amended, 
md  in  1907  Colorado  enacted  such  a  law. 

In  addition  to  the  above,  legislation  has  been  enacted  in  several 
states  since  1906,  prescribing  standard  provisions  to  be  contained 
in  policies  of  life  insurance,  and  among  the  prescribed  provisions 
is  one  against  forfeiture.  (See  Policy  Forms  and  Laws.) 

NORFOLK  FIRE  INSURANCE  COMPANY,  Norfolk,  Va. 
Organized  1905;  capital,  $103,850.  Chas.  W.  Priddy,  president;  A. 
D.  Legg,  secretary  and  managing  underwriter. 

NORFOLK  MUTUAL  FIRE  INSURANCE  COMPANY, 
Dedham,  Mass.    Organized  1825.    Theodore  T.  Marsh,  secretary. 

NORTH  AMERICAN  ACCIDENT  INSURANCE  COM- 
PANY of  Chicago.  Organized  1886;  reincorporated  in  1899  as  a 
stock  company;  capital,  $200,000.  E.  C.  Waller,  president;  A.  E. 
JForrest,  secretary  an(}  general  manager. 
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NORTH  AMERICAN  LIFE  ASSURANCE  COMPANY  OF 
CANADA,  Toronto,  Canada.  Organized  1881;  entered  the  United 
States  in  1899.    John  L.  Blaikie,  president;  W.  B.  Taylor,  secretary. 

NORTH  AMERICAN  LIFE  INSURANCE  COMPANY  of 
Newark.  Organized  1907;  capital,  $400,000.  Lee  B.  Durstine,  presi- 
dent ;  Francis  E.  Stevens,  secretary. 

NORTH  BRITISH  AND  MERCANTILE  INSURANCE 
COMPANY  of  Edinburgh  and  London  had  its  beginning  in  the 
North  British  of  Edinburgh,  founded  in  1809  to  do  a  fire  insurance 
business.  A  life  insurance  department  was  added  in  1823.  Mr. 
Bostwick  was  the  first  manager,  and  he  was  succeeded  by  David 
Smith,  a  "writer  to  the  Signet,"  a  man  of  great  ability  and  un- 
tiring energy.  In  1861,  after  the  great  Tooley  Street  fire  in  Lon- 
don, a  new  fire  company  was  established  in  that  city,  by  prominent 
merchants,  under  the  name  of  the  Mercantile  Insurance  Company, 
which  at  once  took  a  strong  position.  In  1862  the  two  companies 
agreed  to  amalgamate,  establishing  a  general  court  of  directors, 
divided  into  two  sections,  with  chief  officers  in  Edinburgh  and 
London,  the  latter  giving  special  attention  to  the  large  foreign  con- 
nections; for  the  company  has  agencies  and  branches  over  the 
entire  world. 

The  present  subscribed  capital  of  the  company  is  £3,275,000,  and 
the  cash  capital,  *  1,212,500.  The  fire  funds  at  the  close  of  1909 
amounted  to  £4,752,428,  and  total  assets  to  about  £20,000,000. 

The  company  entered  the  United  States  August  16,  1866.  Ezra 
White,  an  experienced  underwriter,  was  selected  as  manager,  and 
his  son,  Charles  E.  White,  as  assistant  manager.  The  head  office 
of  the  company  was  at  74  Wall  Street,  and  its  first  local  board  of 
directors  was  composed  of  Charles  H.  Dabney,  chairman;  Solon 
Humphreys,  Aymar  Cater,  David  Dows,  Egisto  P.  Fabbri,  Simeon 
B.  Chittenden,  and  Shepard  Gandy. 

The  present  United  States  Branch  Management  is  as  follows: 
E.  G.  Richards,  manager;  J.  F.  Hastings,  assistant  manager  and 
the  following  gentlemen  form  its  board  of  directors  in  New  York: 
B.  Aymar  Sands  (Bowers  &  Sands),  chairman ;  Geo.  W.  Cross- 
man,  Esq.  (Grossman  &  Sielcken) ;  Adrian  Iselin,  Jr.,  Esq.  (A. 
Iselin  &  Co.) ;  A.  D.  Juilliard,  Esq.  (A.  D.  Juilliard  &  Co.) ; 
James  Stillman,  Esq.;  Wm.  Pierson  Hamilton,  Esq.  (J.  P.  Morgan 
&  Co.) ;  James  Speyer,  Esq.  (Speyer  &  Co.)  ;  Chas.  S.  Brown,  Esq. 
(Douglas  Robinson,  Chas.  S.  Brown  &  Co.)  ;  Geo.  C.  Boldt,  (Wal- 
dorf-Astoria). 

The  business  in  the  United  States  is  confined  to  fire  under> 
writing.  In  die  forty-two  years  that  the  company  has  transacted 
business  in  the  United  States  it  has  paid  therein  in  fire  losses  over 
$58,716,723.  It  was  involved  to  the  extent  of  $2,330,000  in  the 
Chicago  fire  of  1871;  $742,067.56  in  the  Boston  fire  of  1872;  $792,- 
333.24  in  the  Baltimore  fire  of  1904,  and  in  San  Francisco,  $3,- 
196,603,  all  of  which  losses  were  promptly  m^t  by  funds  from  the 
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home  office.  Its  losses  in  the  Jacksonville  conflagration  in  1901, 
amounting  to  $148,924.40,  were  paid  from  its  United  States  funds, 
making  a  total  of  $7,209,928  paid  for  losses  by  the  foregoing  con- 
flagrations, thus  establishing  the  character  and  strength  of  the  com- 
pany firmly  in  the  minds  of  the  American  people. 

NORTH  BRITISH  AND  MERCANTILE  INSURANCE 
COMPANY  of  New  York.  Organized  1897;  capital,  $200,000;  as- 
sets, January  i,  1910,  $1,511,887.93.  E.  G.  Richards,  president; 
J.  F.  Hastings,  vice-president  and  secretary. 

NORTH  CAROLINA  ASSOCIATION  OF  LOCAL  FIRE 
INSURANCE  AGENTS  was  organized  in  September,  1899,  with 
the  following  officers:  J.  H.  Southgate,  president;  Walker  Taylor, 
C.  T.  Rawle,  A.  B.  Dangerfield,  vice-presidents;  Jacob  Battle,  Rocky 
Mount,  secretary  and  treasurer.  At  the  annual  meeting  held  at 
Greensboro  in  June,  1910,  officers  were  elected  as  follows:  Presi- 
dent, W.  B.  Strachn,  Salisbury;  vice-president,  A.  H.  Galloway; 
second  vice-president,  C.  B.  Miller;  secretary  and  treasurer,  J.  M. 
Harrell,  High  Point. 

NORTH  CAROLINA  HOME  INSURANCE  COMPANY, 
Raleigh,  N.  C.  Organized  1868;  capital,  $126,400.  R.  H.  Battle, 
president;  George  P.  Folk,  secretary. 

NORTH  CAROLINA,  INSURANCE  SUPERVISION  IN, 
1874-1910.  The  secretary  of  state  was  originally  the  supervisor  of 
insurance  interests  in  North  Carolina,  under  general  statutes  of 
1874-75.  He  was  elected  by  the  people  for  a  term  of  four  years. 
The  secretaries  have  been : 

W.  H.  Howerton,           ......  J&n.,  1874 — ^Jan.,    1877 

1.   A.    En^lehard, Jan.,  1877 — ^Jan.^    1879 

Wm.  L.  Saunderst*         ......  /^"v  '^79 — ^Apnl,  1891 

Octavius   Coke,      .......  April,  1891 — ^Ang.,   1895 

C.  M.  Cook, Aug.,  1895 — Jan.,    1897 

Cyrus  Thompson,           ......  Jan.,  1897 — Feb.,  1899 

In  February,  1899,  the  legislature  created  a  distinct  state  depart- 
ment of  insurance,  and  elected  James  R.  Young  insurance  com- 
missioner for  a  preliminary  term  of  two  years.  He  was  re-elected 
by  the  people  in  1901,  1904  and  1908  for  the  regular  term  of  four 
vcars. 

NORTH  DAKOTA,  INSURANCE  SUPERVISION  IN,  188.V 
J910.  The  office  of  commissioner  of  insurance  in  North  Dakota 
was  created  by  the  constitutional  convention,  the  provision  therefor 
being  made  effective  by  act  approved  December  4,  1890.  The  com- 
missioner is  elected  by  the  people  for  a  term  of  two  years.  In  case 
of  a  vacancy  by  reason  of  death  or  otherwise,  the  governor  is  re- 
quired to  appoint  "by  and  with  the  approval  of  the  senate,  if  in 
session." 
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Prior  to  April  6,  1883,  all  insurance  business  was  done  through 
the  office  of  the  territorial  secretary.  The  supervising  officers  since 
that  date  have  been : 

Georffe  L.  Ordway,  auditor, 
E.  W.  Cad  well,  auditor, 

James  A.  Ward,  auditor,     . 
.  C.  McManima,  auditor,  .         . 
A.  L.  Carev,  commissioner  of  insurance, 
James  Cudnie,  commissioner  of  insurance, 
rrederick  B.  rancher,  com.  of  insurance, 
George  W.  Harrison,  cool  of  insurance. 


Aoril  6,1883 — March  1 1,1885 

March  1 1,  1885 — Feb.  18,1887 

Feb.  18,  1887 — ^April  i,  1889 

April  I,  1889 — ^Nov.  4,  1889 

Nov.  4,  1889 — Feb.  5.  1801 

Feb.  5,  1893 — Feb.  5,  1895 

Feb.  5,  1 8f IS— Nov.  15,  1898 

Nov.  15,  i8p8 — Nov.  13,  1900 


Mr.  Fancher  was  re-elected  for  the  term  1897-1899,  but  re- 
signed in  November,  1898,  upon  being  elected  governor  of  the 
state,  and  Mr.  Harrison  succeeded  him.  He  was  succeeded  bv 
Ferdinand  Leutz.  The  present  commissioner  is  E.  C.  Cooper,  who 
was  appointed  in  1904.    H.  £.  Miller  is  deputy  commissioner. 

NORTHERN  ASSURANCE  COMPANY  of  London,  Eng- 
land. Organized  1836.  Entered  the  United  States  in  1876.  George 
W.  Babb,  general  attorney  in  the  United  States. 

NORTHERN  INDIANA  LIFE  UNDERWRITERS'  ASSO- 
CIATION  was  organized  in  September,  1904,  and  Clark  Fair- 
bank  was  elected  president,  and  J.  E.  Beahler,  secretary.  The 
present  officers,  elected  at  the  annual  meeting  held  in  Fort  Wayne 
in  June,  1910,  are:  President,  Charles  W.  Orr;  vice-president,  Wil- 
liam P.  Cooper;  secretary,  J.  F.  Conway;  treasurer,  Shirley  N. 
Longsworth. 

NORTHERN  INSURANCE  COMPANY  of  New  York.  Or- 
ganized 1897;  capital,  $350,000.  L.  N.  Lovell,  president;  James 
Marshall,  secretary. 

NORTH,  JOHN  C,  ex-president  of  the  National  Association 
of  Local  Agents,  is  a  native  of  New  Haven,  Conn.,  where  he  was 
born  August  26,  1850.  He  was  educated  in  the  Hopkins  Grammar 
School  and  Russell's  Military  School  of  his  native  city,  and  began 
his  insurance  career  in  his  father's  office  in  1869.  He  has  served 
as  a  member  of  the  New  Haven  Common  Council  and  president 
of  that  body.  He  organized  the  Connecticut  State  Association 
of  Local  Fire  Insurance  Agents,  and  was  elected  its  first  presi- 
dent in  1899.  He  was  elected  president  of  the  National  Associution 
of  Local  Agents  at  the  annual  meeting  in  Hartford,  Conn.,  in  1903. 
Mr.  North,  for  many  years  acted  as  general  agent  for  the  state  of 
Connecticut  for  the  Atlas  Assurance  Company  of  England.  He 
is  at  present  State  Agent  of  The  Empire  State  Surety  Company 
of  New  York.  His  local  agency  at  New  Haven  is  one  of  the 
oldest  established  agencies  in  New  England,  representing  a  large 
number  of  leading  Fire  Insurance  Companies. 

NORTH  RIVER  INSURANCE  COMPANY,  New  York  city. 
Organized  1822;  capital,  $350,000.  William  E.  Hutchins,  president; 
F.  H.  Crum,  vice-president  and  secretary. 
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NORTHWESTERN  FIRE  AND  MARINE  INSURANCE 
COMPANY,  Minneapolis,  Minn.  Organized  in  1899  under  the 
laws  of  North  Dakota,  and  reorganized  under  Minnesota  laws  in 
1906;  capital,  $200,000.  Walter  C.  Leach,  president;  W.  A.  Laid- 
law,  secretary. 

NORTHWESTERN  MUTUAL  LIFE  INSURANCE  COM- 
PANY'S AGENTS'  ASSOCIATION  held  its  thirty-fourth  annual 
meeting  at  Milwaukee,  Wis.,  in  July,  1910,  and  elected  the  follow- 
ing oflficers:  President.  Robert  R.  Reid,  New  York;  vice-president, 
L.  M.  Keiler,  St.  Paul;  secretary  and  treasurer,  Russell  W.  Fish, 
Milwaukee. 

NORTHWESTERN  MUTUAL  LIFE  INSURANCE  COM- 
PANY, THE,  of  Milwaukee,  Wisconsin,  was  incorporated  March 
2,  1857,  under  the  name  of  "The  Mutual  Life  Insurance  Company 
of  the  State  of  Wisconsin." 

In  January,  1865,  the  name  of  the  Company  was  changed  by 
legislative  enactment  to  its  present  form.  Insurance  is  effected 
only  on  the  lives  of  carefully  selected  males  residing  in  the  health- 
ful portions  of  the  United  States,  resulting  in  a  very  favorable 
mortality  experience.  In  1870,  the  Company  adopted  the  Actuaries* 
four  per  cent,  reserve  basis,  changing  to  the  American  Experience 
three  per  cent,  basis  January  31  st,  1899.  On  January  i,  191  o,  the 
assets  of  the  company  were  $262,441,989.28  and  there  were  403,614 
policies  in  force  in  the  sum  of  $1,012,899,095. 

The  officers  and  official  staff  of  the  company  arc 
George  C.  Markham,  president:  J.  W.  Skinner  and  W.  D. 
Van  Dyke,  vice-presidents:  P.  R.  Sanborn,  second  vice- 
president;  George  H.  Xoyes.  counsel;  Chas.  A.  I^veland, 
actuary;  H.  F.  Norris,  superintendent  of  agencies;  J.  W.  Fisher. 
M.D.,  medical  director;  J.  C.  Crawford,  associate  actuary;  George 
E.  Copeland,  assistant  superintendent  of  agencies;  A.  S.  Hathaway, 
secretary;  E.  D.  Jones,  assistant  secretary;  T.  J.  Knox,  second 
assistant  secretary;  W.  R.  Adams,  auditor;  Joseph  R.  Dyer,  as- 
sistant counsel;  Wm.  R.  Nethercut.  second  assistant  counsel;  Frank 

C.  Hemsing,  assistant  actuary:  Percy  H.  Evans,  second  assistant 
superintendent  of  agencies;  George  A.  Harlow,  M.D.,  assistant 
medical  director;  Wm.  Thorndike,  M.D.,  second  assistant  medical 
director;  D.  E.  W.  Wenstrand,  M.D.,  third  assistant  medical 
director;  J.  W.  DuFour,  cashier. 

NORTHWESTERN  NATIONAL  INSURANCE  COMPANY 
Milwaukee,  Wis.     Organized    1869;   capital,  $1,000,000.00.     Wilford 
M.    Patton,   president;    Alfred    F.    James,    vice-president;    William 

D.  Reed,  second  vice-president;  Joseph  Huebl,  secretary.  Lubin 
M.  Stewart,  assistant  secretary. 

NORTHWESTERN  NATIONAL  LIFE  INSURANCE  COM- 
PANY, Minneapolis,  Minn.     Organized  1885.     Leonard  K.  Thomp 
son,  president;    Robert  E.  Estcrly,  secretary. 
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NORTHWESTERN  UNDERWRITERS  AGENCY,  Milwau- 
kee,  Wis.  Policies  guaranteed  by  the  Northwestern  National  In- 
surance Company  of  Milwaukee.    John  B.  Faatz,  manager. 

NORTHWEST,  FIRE  UNDERWRITERS'  ASSOCIATION 
OF  THE.    [See  Fire  Underwriters'  Association  of  the  Northwest] 

NORWICH  UNION  FIRE  INSURANCE  SOCIETY,  LTD. 
This  society  was  established  in  1797  at  Norwich,  England.  Its  prime 
mover  was  Thomas  Bignold,  great-grandfather  of  the  present  general 
manager  and  secretary.  It  was  organized  upon  the  mutual  plan  and 
was  known  as  the  Union  Fire  Office  until  182 1,  when  it  was  re- 
organized, taking  over  the  business  of  the  Norwich  General  Assur- 
ance Office,  a  stock  company.  It  was  at  this  time  the  title,  Norwich 
Union  Fire  Insurance  Society,  was  adopted.  The  reorganization 
was  effected  upon  a  part  proprietary  and  part  mutual  basis  under  a 
thirty-year  partnership,  and  a  capital  subscribed  of  £550,000.  This 
partnership  was  renewed  in  1851  for  thirty  years  more  upon  the 
same  basis ;  but  in  1879,  the  society  was  again  reorganized  as  a  stock 
company  solely,  and  the  capital  increased  to  £1,100,000  and  its 
term  extended  to  1000  years  from  1881.  In  1908  it  was  reincorpo- 
rated as  a  limited  company.  Its  officers  are:  Chairman,  Maj.  Frank 
Astley  Cubitt;  vice-chairman,  George  Hustler  Tuck;  general  man- 
ager and  secretary,  C.  A.  Bathurst  Bignold;  sub-manager,  John 
Large;  assistant  secretary,  Wm.  Perowne  Abel. 

The  society  entered  the  United  States  in  1877.  It  does  business 
in  all  of  the  states  and  territories  of  the  Union,  excepting  Arkansas, 
Tennessee  and  Delaware.  Its  head  office  for  the  United  States  is  at 
59  John  street,  New  York;  J.  Montgomery  Hare,  manager;  Wil- 
liam Hare,  assistant  manager;  J.  F.  Van  Riper,  branch  secretary; 
J.  H.  Burger,  superintendent  of  agencies.  Trustees  of  the  funds  in 
the  United  States  are:  Anson  W.  Hard,  of  Messrs.  Hard  &  Rand; 
W.  Emlen  Roosevelt,  of  Messrs.  Roosevelt  &  Son,  and  James  A. 
Scrymser,  president  Central  &  South  American  Tel.  Company. 
Its  Pacific  Coast  department  is  managed  by  W.  H.  Lowden,  558 
Sacramento  street,  San  Francisco,  Cal.  The  society  also  does  busi- 
ness in  the  Dominion  of  Canada,  where  it  is  represented  by  John 
B.  Laidlaw,  manager,  Toronto. 


o 
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OCEAN  ACCIDENT  AND  GUARANTEE  CORPORATION 
(Limited)  of  London,  England.  Oscar  Ising,  general  manager, 
United  States  branch. 

OCEAN  MARINE  INSURANCE  COMPANY,  London,  Eng. 
W.  L.  H.  Simpson,  manager.  New  York. 

OFFENHAUSER,  FREDERICK  WILLIAM,  president  of  the 
National  Association  of  Local  Fire  Insurance  Agents,  Texarkana, 
Texas,  is  a  native  of  Ohio,  and  was  born  at  Chillicothe,  of  German 
parentage,  August  2,  i86r.  He  was  educated  in  the  public  schools 
of  Shelbyville,  111.,  and  at  the  age  of  eighteen  removed  to  Texar- 
kana, where  he  found  employment  in  a  dry  goods  store,  and  a 
year  later  began  his  insurance  career  in  a  local  agency.  He  is 
a  director  in  various  business  corporations,  and  was  elected  presi- 
dent of  the  National  Association  of  Local  Agents  at  its  annual 
meeting  in  1907. 

OFFICIAL  CHANGES  IN  INSURANCE  COMPANIES  IN 
igoQ.    The  official  changes  in  1909  were  as  follows: 

Fire  Insurance  Companies. 

Acme  Fire  of  Cedar  Rapids,  la. — Gus  A.  Docrflcr  elected  secretary,  succeeding 
W.  S.  Furnas,  resided. 

Allegheny  Fire — Allen  H.  Craft  elected  secretary,  succeeding  C.  G.  Watt,  re- 
signed; Thomas  C.  Parsons  elected  secretary,  succeeding  Allen  H.  Craft, 
resigned. 

Alliance  of  Philadelphia — Eugene  L.  Ellison  elected  president;  Benjamin  Rush, 
vice-president. 

American  Home  Fire  of  Greenville,  S.  C.  (New) — Charles  F.  Hard  elected 
president;  Ellison  A.  Smyth,  vice-president;  L.  B.  Houston,  secretary. 

Atlanta  Home — Dodwell  Brown  elected  secretary,  succeeding  W.  D.  Deanc, 
resigned. 

Atlas  of  Ola,  Ark.  (New) — O.  J.  Harkey  elected  president;  S.  R.  (jeorge,  first 
vice-president;  J.  N.  George,  second  vice-president;  A.  L.  (jeorge,  secre- 
tary. 

Ben  Franklin  Fire  of  Pittsburgh — ^Joseph  C.  Porter  elected  vice-president,  suc- 
ceeding R.  C.  Tannehill,  deceased. 

Boston  Insurance  Company — Freeman  Nickerson  elected  secretary,  succeeding 
Thomas  H.  Lord,  deceased;  J.  Keyes  Hall,  assistant  secretary. 

British  America  of  Toronto — ^John   Hoskin  elected  a  vice-president. 

Commerce  of  Albany — E.  Darwin  Jenison  elected  president,  succeeding  Garret 
A.   Van  Allen,  deceased;   Frank  Van   Benthuysen,  vice-president. 

Continental  of  New  York — J.  E.  Lopez  and  Edward  L.  Ballard  elected  vice- 
presidents,  continuing  as  secretaries. 

Dixie  Fire  of  Greensboro,  N.  C. — Ashley  Thorne  elected  president;  H.  R.  Bush 
and  George  Hackney,  vice-presidents;  I.  W.  Rockey,  secretary;  F.  M. 
Gamer,  assistant  secretary. 
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Fall  River,  Mass..  Manufacturers  Fire — Charles  S.  Waring  elected  president, 
succeeding  Thomas  E.  Rrayton,  who  became  vice-president. 

Fidelity  Fire  of  New  York — J.  E.  T.opez  and  Edward  L.  Ballard  elected  vice- 
presidents,  continuing  as  secretaries. 

Firemen's  Mutual  of  Providence,  R.   I. — Frederick  W.  Moses  elected  president. 

German  Union  Fire  of  Baltimore — R.  D.  Twecddalc  elected  president;  P.  H. 
Thomson,  vice-president;   W.  A.   Shenton,  secretary. 

Globe  and  Rutgers  of  New  York — Lyman  Candee  elected  vice-president;  Wil- 
liam H.  Paulson  and  J.  T.  Gordon  appointed  assistant  secretaries. 

Granite  State  Fire — ^Joseph  O.  Hobbs  elected  vice-president. 

Hamilton  Fire  of  New  York — ^Joseph  S.  Stout  elected  president;  Arthur 
Lenssen,  secretary.  # 

Hartford  Fire — J.  W.  G.  Cofran  elected  second  vice-president. 

Humboldt  Fire  of  Pittsburgh — A.  H.  Trimble  elected  president,  succeeding 
Frederick  Gwinner,   deceased;   Edward   Hare  elected  secretary. 

Insurance  Company  of  North  America — Eugene  L.  Ellison  elected  president, 
succeeding  Charles  Piatt,  deceased;  Benjamin  Rush  elected  vice-president. 

International  Fire  of  St.  Louis — IT.  M.  Cowdrey  resigned. 

Lafayette  Fire  of  New  Orleans — ^John  X.  Wegman  elected  president,  succeeding 
James  Wilson,  deceased. 

Louisville  Fire  of  I^uisville,  Ky. — ^John  H.  Leathers  elected  president,  suc- 
ceeding Theodore  Harris,  deceased;  George  A.  Newman,  Sr.,  elected  vice- 
president. 

Maryland  Fire  of  Easton,  Md.  (New) — Edwin  G.  Cover  elected  president; 
John  S.  McDaniel.  secretary. 

Minnesota  Fire  of  Chatfield,  Minn.  (New) — O.  L.  Ober  elected  president; 
Charles  I.  Thurber,  vice-president. 

Monongahela  of  Pittsburgh — William  G.  Whilden  elected  president;  L.  A. 
Burnett,  first  vice-president;  W.  W.  Stoner,  second  vice-president;  W.  K. 
Reifsnyder,  secretary. 

Nassau  Fire  oi  Brooklvn — Thomas  A.   Harris  elected  vice-president. 

National  Fire  of  Hartford — Frank  D.  Layton  appointed  second  assistant  secre- 
tary. 

National  American  Fire  of  Chicago  (New) — Frank  M.  Rice  elected  secretary. 

New  Amsterdam  Fire  of  New  York  (New) — Charles  A.  Hull  elected  president; 
Augustus  Colson,  first  vice-president;  William  I.  Keelcr,  second  vice- 
president;  Harry  T.  Hull,  secretary;  David  G.  Wakeman,  assistant  secre- 
tary. 

New  Hampshire  Fire — William  B.   Burpee  elected  secretary. 

Northwestern  Fire  and  Marine  of  Minneapolis — William  Cf.  Leach  elected  presi- 
dent. 

Norwich  Imion  Fire  of  England — William  Hare  appointed  assistant  manager 
of  the  United  States  branch. 

Orient  of  Hartford — Henry  W.  Gray,  Jr.,  elected  vice-president. 

Phenix  of  Brooklyn — E.  W.  T.  Gray  elected  president,  succeeding  George  P. 
Sheldon,  removed;  Henry  E.  Hess  elected  vice-president,  succeeding  George 
H.  Ingraham.  resigned;  David  Rumsey  elected  vice-president  and  secretary, 
succeeding  Charles  F.   Koster,   resigned  as  secretary. 

Pioneer  Fire  of  Seattle,  Wash.  (New) — John  D.  Atkinson  elected  president; 
N.  Rudebeck,  vice-president;  J.  H.  Brideeford,  secretary'. 

Rochester  German — Horace  F.  Atwood  elected  vice-president;  Edward  E. 
Paschell,  secretary. 

Scranton  Fire  of  Scranton,  Pa.  (New) — Adam  Spitzcr  elected  president;  John 
Kuhbach,  vice-president;  R.  K.  Craner.  secretary. 

Sioux  Fire  of  Sioux  City,  la.  (New) — F.  A.  McCormack  elected  president; 
C.  J.  Wooldridge,  secretary  and  treasurer. 

Southern  Fire  of  Lynchburg,  Va. — Mont.  IT.  Dingee  elected  president,  suc- 
ceeding J.  G.  Payne,  deceased. 

Southwestern  Fire  of  Memphis  (New) — W.  J.  Richardson  elected  president; 
L.  F.  Peters,  vice-president;  J.  W.  Aver,  secretary. 

Standard  Fire  of  Hartford — M.   Lewin  Hewes  elected  president. 

Western  Fire  of  Ogden,  Utah  (New) — B.  H.  Cannon  elected  president;  B.  L. 
McReynolds,  vice-president;  O.  O.  Oldham,  secretary;  F.  S.  Larson, 
treasurer. 

Western  Fire  of  Phoenix,  Ariz. — IT.   E.  Weymouth  elected  president 

Western  of  Toronto — John  Hoskin  elected  a  vice-president. 
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.^tna  Indemnity  of  Hartford — Beckman  Hunt  elected  president,  succeeding 
Frederick  D.  Kilburn. 

Amarillo  National  Life  of  Texas  (New) — C'.  T.  Herring  elected  president;  C.  P. 
Smith,  vice-president;   Ci.   J.   Hrotliers,  secretary. 

American  Assurance  of  Philadelphia — (ieorge  N.  Twiss  appointed  actuary. 

American  Casualty  of  Reading,  Pa. — P.  E.  Van  Reed  elected  president;  Henry 
C.  Geissler,  vice-president;  Harvey  H.   Shoms,  secretary  and  treasurer. 

American  Home  Life  of  Fort  Worth,  Tex.  (New) — R.  T.  Stuart  elected  presi- 
dent; C.  W.  Walker,  vice-president;  W.  A.  Matthews,  secretary;  Thomas 
B.  Yarborough,  treasurer. 

American  Liability  of  Cincinnati  (New) — Harry  K.  Shockley  elected  president; 
John  Pitman,  first  vice-president;  Thomas  P.  Strack,  second  vice-president; 
Edward  Tonccy,   secretary;   Carroll   Brookficld,   jreneral  manager. 

American  Life  of  Tampa,  Fla. — H.  L.  Knight  elected  president,  succeeding 
W.  B.  Henderson. 

Anchor  Life  of  Kansas  City,  Kan.  (New) — ^John  W.  Brcidcnthal  elected  presi- 
dent; W.  F.  Shearer,  secretary. 

Arkansas  Life  of  Little  Rock  (Ne'w) — W.  W.  Hurst  elected  president;  George 
B.   Stanford,  vice-president;  C.   Strickland,   secretary. 

Automobile  of  Indianapolis  (New) — D.  M.  Parry  elected  president;  L.  N. 
Littauer,  vice-president. 

Bankers  Life  of  Des  Moines,  la. — Ernest  E.  Clark  elected  president,  succeeding 
Edward  A.  Temple,  deceased;  George  W.  Fowler  elected  assistant  secre- 
tary. 

Casualty  Company  of  America — Edward  W.   De  Leon  elected  president. 

Central  States  Life  of  Missouri — Hal  Woodside  elected  secretary. 

Citizens'  Life  of  Reading,  Pa.    (New) — W.  J.  Cotter  elected  president. 

Cleveland  Life  of  Cleveland,  Ohio — W.  H.  Hunt  elected  president,  succeeding 
P.  W.  Ward,  deceased;  L.  Q.  Rawson,  secretary. 

Columbia  Life  of  Cincinnati — -W.  C.  Culkins  elected  vice-president;  S.  M. 
Cross,  secretary. 

Commercial  Casualty  of  Newark,  N.  J.  (New') — David  O.  Watkirs  elected 
president;  Edward  W.  Gray,  secretary;  George  W.  Jagle,  treasurer. 

Commonwealth  Life  of  Chicago  (New) — (J.  A.  Wright  elected  president;  F.  M. 
Cunningham,  vice-president;   E.  P.   Barrett,  srcrvtary. 

Commonwealth  Life  of  Omaha,  Neb.  (New) — E.  M.  Fairfield  elected  president: 
F.  A.  Nash  and  T.  B.  Dinsmore,  vice-presidents;  Van  R.   Lady,  secretary. 

Connecticut  Mutual  Life — James   L.   Loomis  appointed  assistant   secretary. 

Conservative  Life  of  Wheeling,  W.  Va. — W.  H,  Hodge  elected  president,  suc- 
ceeding C.  F.  Caldwell,  resigned. 

Consolidated  Casualty  of  Chicago — C.  H.  Burras  elected  vice-president;  Alfred 
S.  Mitchell,  secretary  and  treasurer. 

Continental  Life  of  St.  Louis — H.  M.  Cowdrey,  resigrec!. 

Des  Moines  Life — John  A.   McKcllar  elected  vice-president. 

Dixie  Casualty  and  Surety  of  Tack«on,  Tenn.  (Nfw) — F.  B.  Fisher  elected 
president,  succeeding  J.  B.  trigett,  resigned;  F.  M.  Spiller  elected  secre- 
tary. 

Empire  Casualty  of  Parkersburg,  W.  Va.— J.  I).  Hendrickson  elected  president. 

Empire  State  Surety  of  New  York — Dar.iel  Stewart  elected  president;  (ieorge 
L.  Smith,  secretary  and  treasurer;  E.   D.   Livineston,  assistant  secretarv. 

Equitable  Casualty  of  Atlanta,  Ga.  (New) — John  S.  Candler  elected  president; 
John  J.   Disowoya,  vice-president;  C.   E.   Bulloch,  secretary. 

Fidelity  (Guaranty  of  Louisville — E.  H.  McConkey  elected  president;  W.  J. 
Day,  secretary. 

Fort  Pitt  Mutual  Life  of  Pittsburwh.  Pa.  (New)— Charles  G.  Grubb  elected 
president:  .Samuel  Garrison,  treasurer. 

Fort  Worth  Life  of  Texas— -W.  G.  Newby  elrcted  president,  succeeding  J.  Y. 
Hogsett,  resigned;  W.  E.  Brown,  general  manager. 

Georgia  Life  of  Macon  (New) — W.  E.  Small  elected  president;  C.  B.  Lewis, 
John  C.  Walker,  J.  J.  Cobb  and  W.  J.  Massee,  vice-presidents;  L.  A. 
Shepard,  secretary  and  treasurer. 

Golden  State  Life  of  Los  Angeles,  Cal.  (New) — E.  I).  Roberts  elected  presi- 
dent; R.  A.  Ewing.  fir^^t  vice-presidc-nt  and  general  manager;  C.  A.  Brad- 
ley, second  vice-president;  H.   F.  Cole,  secretary. 
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Great  American  Life  of  St.  Louis — (See  International  Life  of  St  Louis.) 
Great  Northern  Life  of  Wausau,  Wis.   (New) — Neal  Brown  elected  president; 

C.  C.  Yawkey,  W.  H.  Mylrea  and  William  A.  Fricke.  vice-presidents;  B.  F. 
Wilson,  secrctarpr;  William  A.  Fricke,  general  manaffcr. 

Great  Southern  Accident  and  Fidelity  of  Atlanta,  Ga.  (New) — R.  H.  CantreU 
elected  president;  W.  G.  Chipley,  vice-president;  J.  R.  Duvalt,  secretary 
and  treasurer. 

Great  Southern  Life  of  Memphis,  Tenn.  (New) — U.  C.  Perkins  elected  presi- 
dent: W.  R.  Barksdale.  vice-president;  J.  Marlin  Speed,  secretary. 

Grand  Rapids  Life  of  Grand  Rapids,  Mich.  (New) — ^James  B.  Maclnnes  elected 
president;  H.  W.  Newkirk  and  E.  W.  Jones,  vice-presidents;  J.  H.  Schon- 
ten,  secretary. 

Hamilton  Life  of  South  Bend,  Ind.  (New) — ^Ward  R.  Scudder  elected  president; 
Jacob  n.  Reamer,  vice-president;  Albert  H.  Roy,  secretary. 

Home  Life  of  New  York — Henry  Moir  appointed  assistant  actuary. 

Hoosfcr  Casualty  of  Indianapolis — C.  H.  Brackett  elected  president. 

International  Casualty  of  Spokane,  Wash.  (New) — Charles  P.  Ritter  elected 
president;  F.  E.  Goodall,  R.  D.  Miller  and  John  W.  Graham,  vice-presi- 
dents; C.  P.  Lindsley,  secretary. 

International  Life  of  St.  Louis  (successor  of  the  Great  American  Life) — E. 
Massey  Wilson  elected  president;   T.  A.  McVoy  elected  secretary. 

Inter  Ocean  Life  and  Endowment  of  Kansas  City,  Mo.  (New) — M.  V.  Watson 
elected  vice-president. 

Interstate  Life  of  Indianapolis — E.  A.  Strong  appointed  assistant  secretary, 
succeeding  M.   S.  Thayer,  resigned. 

John  Hancock  Mutual  Life — Roland  O.  Lamb  elected  president,  succeeding 
Stephen  H.  Rhodes,  deceased:  Arnold  A.  Rand,  first  vice-president:  Edwin 

B.  Holmes,  second  vice-president;  William  O.  Blaney,  third  vice-oresident; 
Liverus  H.  Howe,  actuary,  succeeding  William  H.  Smith,  deceasea. 

Kansas  City  Casualty  of  Kansas  City,  Mo.  (New) — Charles  J.  Schmelzer  elected 
president;   Edward  S.   Yoemans  and  John   P.   Townley,   vice-presidents;    F. 

D.  Crabbs,  secretary. 

Kansas  Home  Mutual  Life  of  Topeka,  Kan.  (New) — J.  N.  Dolley  elected 
president;  E.  L.  Copeland,  vice-president;  C.  E.  l)enton,  second  vice- 
president;  H.  A.  Warner,  secretary. 

Latin-American  Casualty  and  Life  of  Breux  Bridge,  I^.  (New) — ^A.  F. 
Domengeaux  elected  president;  V.  J.  Jaeger,  vice-president;  P.  L.  Begnand, 
secretary. 

Liberal  Life  of  Anderson,  Ind.—- Carroll  K.  McCuUough  elected  president,  suc- 
ceeding John  H.  Turhune,  deceased;  S.  L.  Van  Petten,  vice-president; 
Robert  P.  Grimes,  secretary. 

[Jberty  Life  of  Anderson,  Ind. — ^Thomas  J.  Nichol  elected  president,  succeeding 

C.  K.  McCullough,  deceased. 

Libertv  Life  of  New  York — Willis^  S.  Tupper  elected  vice-president 

Life  Insurance  Company  of  Virginia— W.  L.  T.  Rogerson  elected  vice-presi- 
dent, succeeding  James  W.  Pegram,  deceased. 

Lion  Bonding  and  Surety  of  Omaha — E.  H.  Luikart  elected  second  vice- 
president. 

Massachusetts  Mutual  Life — William  H.  Sargeant  elected  vice-president;  Oscar 
B.  Ireland,  second  vice-president;  George  P.  Lang,  assistant  secretary. 

Metropolitan  Life  of  New  York — ^William  J.  Tullv  appointed  general  solicitor. 

Midland  Casualty  of  Chicago  (New) — W.  E.  Gillespie  elected  president;  O.  S. 
Edwards  and  H.  C.  Pegram,  vice-presidents;  F.  S.  Cable,  treasurer. 

Midland  Life  of  Kansas  City,  Mo.  (New) — Daniel  Boone  elected  president; 
O.  V.  Dodge,  first  vice-president;  D.  M.  Hynds,  second  vice-president; 
Daniel  Boone,  Jr.,  secretary. 

Minnesota  Indemnity  Accident  and  Life^  of  Minneapolis   (New) — P.   D.  Boutell 

elected  president;  Charles  B.  Her,  vice-president;  R.  J.  Powell,  secretary- 
Minnesota  Mutual  Life — A.  H.  Lindeke  elected  vice-president;  T.  A.  Phillips 
elected  secretary  and  actuary. 

Mississippi  Valley  Life  of  Little  Rock,  Ark.  (New)— William  S.  Mitchell 
elected  president;  Avery  E.  Moore,  secretary. 

Missouri  State  Life — ^\'irgil  M.  Kline  appointed  actuary. 

Mutual  Benefit  Life — Frank  L.   Sage  elected  assistant  secretary. 

National  Casualty  of  Detroit — William  G.  Curtis  elected  president. 

National  Consolidated  Casualty  of  Little  Rock,  Ark.  (New)— T.  C.  McRac 
elected  president;  J.  J.  Kress,  vice-president;  L.  W.  Cox,  Jr.,  secretary. 
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National  Fidelity  and  Casualty  of  Omaha,  Neb. — Edwin  T.  Swobe  elected  vice- 
president. 

National  Life  and  Accident  of  Nashville,  Tenn. — T.  Leigh  Thompson  elected 
vice-president,  succeeding  Charles  P.   Wofford,   resigned. 

National  Life  of  Montpelier,  Vt. — Fred  A.  Howland  elected  vice-president. 

National  Reserve  Life  of  St  Louis  (New) — Victor  W.  Reitz  elected  president; 
P.  J.  Dauemheim,  first  vice-president;  A.  J.  Pentz,  second  vice-president; 
W.  L.  Rowley,  secretary. 

National  Surety  of  New  York — Frank  E.  McMillin  elected  vice-president,  suc- 
ceeding S.  H.  Shriver,  resigned;  Howard  Abrahams  and  H.  M.  Dc  Vries 
appointed  assistant  secretaries. 

New  York  Life — E.  R.  Perkins  elected  vice-president,  succeeding  William  E. 
Ingersoll,  deceased;  John  C.  McCall  and  Walter  Buckner  elected  second 
vice-presidents;  Henry  P.  Stamford  and  James  M.  Hudnut,  assistant 
Fccretaries. 

Northern  Asstirance  of  Detroit  (New) — C.  L.  Ayrcs  elected  president,  succeed- 
ing Perry  F.  Powers,  resigned;  David  M.  Bucker  elected  vice-president; 
Robert  K.  Orr,  secretary. 

Oklahoma  Central  Life  of  Oklahoma  City.  Okla.  (New) — ^John  Threadgill 
elected  president;  A.  S.  Smith,  general  manager. 

Oklahoma  National  Life  of  Oklahoma  City.  Okla.   (New)— B.   P.  Smith  elected 

f resident;    R.    B.    Howeth    and    W.    W.    Edwards,    vice-presidents;    J.    O. 
lenry,  treasurer. 

Old  Line  Life  of  Milwaukee,  Wis.  (New) — Robert  P.  Fry  elected  president ;  John 
E.  Reilly,  secretary;  M.  .\.  Graettinger,  treasurer. 

Our  Home  Life  of  Jacksonville,  Fla.  (New) — N.  B.  Broward  elected  president; 
R.  T.  Evans,  secretary;  W.  H.  Milton,  treasurer. 

Pacific  Mutual  Life — Danford  L.  Baker  elected  second  vice-president,  succeed- 
ing John  F.  Roche,  resigned;  Richard  J.  Mier  elected  third  vice-president; 
Alfred  G.  Hann  appointed  actuary;  A.  W.  Morgan,  assistant  secretary. 

Pacific  Slope  Security  and   Liability  of  San  Francisco — E.   N.   Childers  elected 

president,  succeeding  W.  L.  Edwards,  deceased. 
•People's    Health    and    Accident    of    Little    Rock,    Ark.    (New) — Benjamin    Cox 
elected  president;  H.  G.   Pugh,  first  vice-president;  George   F.  Rinderneclit, 
second  vice-president;  B.  C.  Bain,  secretary. 

People's  Health  and  Accident  of  Philadelphia  (New) — H.  B.  Thomas  elected 
president;  J.  C.  Brennan,  vice-president;  A.  C.  Stanbery,  secretary;  L.  O. 
Knupp,  treasurer. 

People's   Life   of   Peoria,   111. — G.   W.    Van   Fleet  elected  president,   succeeding 
E.  J.  Case,  resigned. 

Phoenix  Mutual  Life  of  Hartford — Harry  E.  Johnson  appointed  assistant  sec- 
retary. 

Pioneer  Life  of  Fargo,  N.  Dak.  (New) — W.  A.  Scott  elected  vice-president; 
J.  J.  Feckdcr,  secretary. 

Preferred  Life  of  Grand  Rapids,  Mich.  (New) — James  R.  WvHe  elected  presi- 
dent; T.  Golden  Filer,  Claude  Hamilton  and  William  if.  (jay,  vice-presi- 
dents; William  A.  Watts,  s<?«retary. 

Provident  Savings  Life — Robertson  G.  Hunter  elected  secretary,  succeeding 
Frederick  J.  Dickson;  Sidney  R.  Conklin  appointed  comptroller;  A.  W. 
Terhune,  deputy  comptroller. 

Republic  Indemnity  of  Wilmington,  Del. — Charles  P.  Wofford  elected  president; 
Milton  B.  Ochs,  vice-president. 

South  Atlantic  Life  of  Richmond,  Va. — Charles  G.  Taylor,  Jr.,  elected  secre- 
tary. 

Standard  Life  of  Camden,  N.  J.  (New) — ^James  H.  Dawes  elected  president; 
Edward  R.  Baxter,  vice-president  and  general  manager;  Henry  C.  Brown, 
secretarv;  E.  Lee  Langley,  treasurer. 

St.  Louis  NTational  Life — Victor  W.  Reitz  elected  president,  succeeding  E.  S. 
Lewis,   resigned. 

Trenton  National  Life  of  New  Jersey  (New) — G.  W.  D.  Vroom  elected  presi- 
dent; R.  L.  Biddle,  vice-president;  J.  H.  Mumbrower,  secretary;  E,  C. 
Stokes,   treasurer. 

Union  Accident  of  Muskogee,  Okla.  (New) — H.  P.  Showalter  elected  president; 
J.   M.   Brogan,  secretary. 

Union  Life  of  Chicago — J.  C.   Hanson  elected  vice-president. 

Union  National  Life  of  Philadelphia  (New)— W.  E.  A.  Wheeler  elected  presi- 
dent; Oliver  L.  Brown,  vice-president;  John  Napier,  secretary. 
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ITnivcrsal  Life,  Health  and  Accident  of  Pittsburgh.  Pa.  (New) — Frederick  A. 
Rawlings  elected  president:  Frank  E.  McKclvey,  vice-president;  H.  Stead- 
^      man  Rawlins,  secretary  and  treasuriT. 

Volunteer  State  Life  of  Chatanooga,  Tenn. — William  II.  Gould  elected  secre- 
tary and  actuary. 

Western  Casualty  and  Surety  of  San  Francisco — Fred  B.  Lloj'd  elected  presi- 
dent; William  B.  Wightman.  vicc'-prcsi<lent;  Kdward  P.  Spengler,  secretary. 

Western  Mutual  Life  of  Council  Blutts,  la. — Perry  HadoUet  elected  secretary, 
succeeding  A.  W.  Bannick,  resigned. 

Western  States  Life  of  San  Francisco  (New) — Arthur  R.  Briggs  elected  presi- 
dent; Guy  Van  Alstvnc,  vice-president;  Otto  I.  Wise,  second  vice-presi- 
dent; Arthur  D.   Loclcwood,   secretary. 

OHIO  ASSOCIATION  OF  LOCAL  FIRE  INSURANCE 
AGENTS  was  organized  in  February,  1897,  with  Merwin  Jackson 
president;  A.  W.  Neale  and  F.  C.  McElroy,  vice-presidents;  C  W. 
Bryson,  secretary,  and  W.  J.  Eilber,  tieasurer.  The  present  officers, 
elected  at  the  annual  meeting  in  May,  1910,  are:  President,  W.  I. 
Keifer,  Findlay;  vice-presidents,  P.  Buerkle  and  W.  C.  Hall;  secre- 
tary and  treasurer,  Mrs.  S.  C.  NefT,  Columbus;  executive  committee, 
A.  W,  Neale,  chairman;  W.  A.  Earls,  J.  S.  Elliott,  James  Flyim. 
W.  V.  Jordan,  Charles  D.  Kidd,  G.  I.  King,  George  J.  Magly,  E.  R. 
Torgler,  J.  V.  Wilson,  W.  Y.  Lewis. 

OHIO  FARMERS'  INSURANCE  COMPANY,  Lc  Roy,  Ohio. 
Organized  1848.  James  C.  Johnson,  president;  F.  H.  Hawley,  treas- 
urer; W.  E.  Haines,  secretary. 

OHIO  FIELD  CLUB,  an  organization  of  union  companies,  wa? 
organized  in  October,  1901.  The  present  officers,  elected  at  the 
annual  meeting  in  1909,  are:  President,  W.  H.  Clemens;  vice-presi- 
dent, H.  L.  Meek;  secretary  and  treasurer,  Neal  C.  Rowland. 

OHIO  FIRE  PREVENTION  ASSOCIATION  was  organized 
in  1905  by  Ohio  field  men  for  the  purpose  of  promoting  better  and 
improved  fire  protection.  The  officers  were  elected  as  follows: 
President,  A.  C.  Speed,  American  Central;  vice-president,  H.  W. 
Clayton,  Germania;  secretary  and  treasurer,  John  C.  Hoover  of 
Dayton.  The  present  officers,  elected  at  the  annual  meeting  in 
May,  J910,  arc:  President,  Thomas  H.  Smith,  Allemania;  vice- 
president,  Charles  B.  Correy,  Liverpool  and  London  and  Globe ; 
secretary  and  treasurer,  Mrs.  S.  C.  Neff,  Columbus;  executive  com- 
mittee: W.  B.  Goodwin,  Aetna;  F.  F.  Murray,  Nassau  of  New 
York;  John  M.  Newburger,  Atlas  of  England;  H.  M.  Brooks,  Ger- 
mania; John  R.  Martin,  Continental;  Charles  Monroe,  New  York 
Underwriters;  J.  H.  Clinton,  National  Union. 

OHIO,  INSURANCE  SUPERVISION  IN,  1867-1910.  By  act 
approved  April  15,  1867  the  auditor  of  state  in  OJiio  was  charged 
with  insurance  supervision.  March  12,  1872,  an  act  was  passed  es- 
tablishing a  state  insurance  department,  under  a  superintendent  of 
insurance,  to  be  appointed  by  the  governor  for  a  term  of  three 
years.  The  auditors  who  discharged  the  dutres  of  supervising  offi- 
cers were  James  H.  Godman  and  James  Williams.  The  superin- 
tendents since  the  organization  of  the  department  have  been: 
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WilHtfni  p.  Charch, June  a,  1872 — ^Tunc  2,  1875 

William  D.  Hill, /uiie  2,  1875 — ^,  une  a,  1878 

Joseph  P.  Wright, /une  2,  1878 — ,  une  2,  1881 


Charies  H.   Moore, 


Henry  J.  Reinmund,         .....         June  2,   1884 — ^,'une  2,  1887 


une  2,  1881 — , 


une  2,  1887 — ^ 
une  3,  189 


une  2,  1884 


une  3,  1890 
une  3,  189.% 


Samuel    P.    Kemp, 

William  H.   Kinder, ^,  ._,_       ^,  ..,., 

William   M.   Hahn,  .....  June  3,  1893 — ^June  3,  1896 

William  S.  Matthews,       .....  June  3,  1896 — June  3,  1900 

Arthur  I.  Vorys,     ......  June  2,  1900 — ^Dec         1907 

Mr.  Matthews  was  reappointed  in  June,  1899,  for  the  term  of 
three  years,  but  he  resigned  in  May,  1900,  and  Arthur  I.  Vorys  was 
appointed  to  succeed  him.  Mr.  Vorys  retired  in  December,  1907, 
and  Charles  C.  Lemert,  was  appointed  to  succeed  him,  for  the  un- 
expired term,  being  re-appointed  for  the  full  term  from  June,  1908. 

OHIO  LEAGUE,  THE,  is  an  association  of  representatives  of 
companies  not  associated  in  the  Western  Union,  and  was  organized 
in  1892.  The  officers  were:  I.  W.  Canfield,  president;  Richmond 
Smith,  vice-president;  D.  E.  Lattimer,  secretary  and  treasurer;  and 
Thomas  H.  Smith,  George  T.  Wilson,  William  E.  Jones,  John  G 
Stevens,  and  John  Vernon  composed  the  executive  committee.  The 
present  officers,  elected  at  the  annual  meeting  in  March,  1910,  are 
President,  James  E.  Smith,  Ohio  Farmers;  .vice-president,  W.  G 
Shannon,  American  of  Newark;  secretary  and  treasurer,  N.  T. 
Julian,  general  agent  Agricultural,  Columbus;  executive  committee: 
C.  L.  Hecox,  M.  F.  Grim,  Robert  L.  Raynolds,  and  the  president 
and  secretary. 

OHIO    MILLERS'    MUTUAL    FIRE    INSURANCE    COM 
PANY,  Canton,  O.     Organized  1886.     John  W.  Hahn,  president; 
William  H.  Clark,  secretary. 

OKLAHOMA  ASSOCIATION  OF  FIRE  INSURANCE 
AGENTS  was  organized  at  a  meeting  held  in  Oklahoma  City  in 
July,  1900,  but  the  association  became  inactive.  A  meeting  was 
held  in  Oklahoma  City  in  May,  1908,  and  an  association  was  organized 
and  at  the  annual  meeting  in  October,  1909,  officers  were  elected  as 
follows:  President,  Charles  T.  Brice.  McAllister;  vice-presidents, 
S.  M.  Hilligon,  W.  Lyle  Dickey,  C.  E.  Elkins;  secretary  and  treas- 
urer, E.  C.  Wallace,  Sapulpa. 

OKLAHOMA,  INSURANCE  SUPERVISION  IN,  1890-1910. 
Under  the  territorial  law  the  secretary  of  the  territory  is  ex  oMcio 
commissioner  of  insurance.  The  law  authorizing  the  department 
went  into  effect  December  24,  1890.  The  headquarters  are  at 
Guthrie,  and  the  secretaries  have  been  William  M.  Jenkins,  who  suc- 
ceeded Thomas  J.  Lowe  in  1897.  The  latter  was  the  successor  of 
the  first  secretary,  Robert  Martin,  1893.  William  Grimes  was  ap- 
pointed in  1901,  and  Charles  H.  Filson  succeeded  him.  T.  J. 
McComb  is  the  present  commissioner.  The  statute  does  not  pro- 
vide for  the  appointment  of  a  deputy. 


462.  Once  A  Year  Club. 

OKLAHOMA  LIFE  UNDERWRITERS  ASSOCIATION 
was  organized  in  1909,  with  the  following  officers:  President,  J. 
Henry  Johnson,  National  Life  of  Vermont;  vice-president,  O.  F. 
Wilson,  ^tna;  secretary,  Fred  H.  McClesky,  Prudential;  treasurer. 
J.  O.  Mattison,  Mutual  Benefit.  The  officers  elected  at  the  annual 
meeting  held  in  January,  1910,  are:  President,  J.  Henry  Johnson; 
vice-president,  J.  C.  Clark;  secretary,  Fred  H.-  McClcskey;  treas- 
urer, Clyde  Stephenson;  executive  committee:  O.  F.  Wilson,  E.  G, 
Bewley  and  C.  S.  McGaughey. 

OLD  COLONY  INSURANCE  COMPANY,  Boston.  Mass. 
Organized  1906;  capital,  $400,000.  Ransom  B.  Fuller,  president: 
Charles  D.  Hodges,  secretary. 

OLD  COLONY  LIFE  INSURANCE  COMPANY,  Chicago, 
111.  Organized  1907;  capital,  paid  up,  $139,320.  H.  G.  Austin,  presi- 
dent; Silvester  Schiele,  secretary  and  treasurer. 

OLNEY,  GEORGE  W.,  insurance  journalist,  was  born  at 
Charleston,  S.  C,  of  Rhode  Island  ancestry,  June  5,  1835.  He  was 
educated  in  private  schools  of  Charleston  and  the  University  Gram- 
mar School  of  Providence,  R.  I.,  and  was  graduated  LL.B.  from 
Harvard  University  fn  1855.  He  entered  journalism  as  one  of  the 
publishers  of  the  Daily  Day  Book,  then  the  southern  organ  in  New 
York,  1858-61.  During  the  war  he  served  on  the  staff  of  the  Rich- 
mond Enquirer,  reporting  the  first  confederate  senate,  and  was  war 
correspondent  and  subsequently  editor  of  the  Charleston  Courier. 
In  186(5  he  was  dramatic  writer  on  the  New  York  Herald,  and  from 
1868  to  1876  editorial  writer  on  the  New  York  World.  Mr.  Olnc/s 
connection  with  insurance  journalism  began  in  1873,  as  editor  of 
the  Spectator,  continuing  until  1876.  In  November,  1878,  he  joined 
the  late  Mr.  Brigham  on  the  New  York  Underwriter,  now  the 
Weekly  UndernTiters.  with  which  he  is  still  connected  as  editor 
and  vice-president  of  the  Underwriter  Printing  and  Publishing  Com- 
pany. He  is  author  of  several  statistical  works,  a  fellow  of  the 
American  Statistical  Association,  and  the  Harvard  Law  School 
Association.  He  is  secretary  of  the  Rhode  Island  State  Society  of 
the  Order  of  the  Cincinnati,  and  member  of  several  other  military 
and  patriotic  hereditary  societies.  Mr.  Olney  has  been  editor  since 
1870  of  "The  World  Almanac,"  published  by  the  New  York  World. 

ONCE  A  YEAR  CLUB.  This  association  of  insurance  jour- 
nalists was  organized  in  January,  1899,  and  held  its  first  meeting 
with  a  banquet,  February  2,  following,  at  the  house  of  the  New 
York  Press  Club  in  the  city  of  New  York.  Charles  J.  Smith  of  the 
Insurance  Record  was  elected  president,  Charles  A.  Jenney  of  the 
Weekly  Underwriter,  vice-president,  and  Franklin  Webster  of  the 
Insurance  Press,  secretary.  Membership  includes  men  connected 
with  all  classes  of  insurance  periodicals  of  the  United  States  and 
Canada,  regular  and  assessment  and  company  papers.  There  are 
about  sixty  members.    The  club  meets  but  once  in  a  year,  on  a  day 
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appointed  by  the  officers.  Hatchets  are  deposited  outside  the  place 
of  meeting,  and  harmony  and  brotherly  love  are  expected  to  prevail 
inside. 

The  above  officers  were  re-elected  at  the  annual  meetings  in  1900, 
1901,  1902,  1903,  1904,  1905,  1906,  1907,  1908,  1909  and  1910. 

OREGON,  INSURANCE  SUPERVISION  IN,  1887- 19 10. .  The 
secretary  of  state  in  Oregon  was  ex  officio  insurance  commissioner 
under  the  legislative  act  of  1887.  The  secretary  is  elected  by  the 
people  and  his  term  is  for  four  years,  the  original  term  having  be- 
gun in  1887.  George  W.  McBride  was  the  first  commissioner  and 
served  two  terms  of  four  years  each.  On  the  expiration  of  his 
second  term,  in  1895,  he  was  elected  United  States  senator.  The 
next  secretary  of  state  and  insurance  commissioner  was  Harrison 
R.  Kincaid,  whose  term  expired  in  1899.  F.  I.  Dunbar,  whose  term 
expired  in  1907,  succeeded  him  and  he  was  succeeded  by  Frank  W. 
Benson.  The  legislature  in  1909  created  a  separate  insurance  de- 
partment. The  insurance  commissioner  is  appointed  by  the  governor 
for  a  term  of  four  years  at  a  salary  of  $3,000  per  annum.  S.  A 
Kozer  is  the  first  commissioner  appointed  imder  the  act. 

OREGON  LIFE  UNDERWRITERS'  ASSOCIATION.  [Sec 
Life  Underwriters'  Association  of  Oregon.] 

ORIENT  INSURANCE  COMPANY  of  Hartford,  Conn.    Or- 
ganized  1871;  capital,  $500,000.     A.  G.   Mcllwaine,  Jr.,  president: 
Henry  W.  Gray,  Jr.,  secretary.      Control  of  the  Orient  was  pur 
chased  by  the  London  and  Lancashire  Fire  Insurance  Company  in 
1900. 

OSBORN,  RUSSELL  WEIGHT,  manager  of  the  Pacific  Coast 
department  of  the  Pennsylvania  Fire  Insurance  Company,  San 
Francisco,  Cal,  was  born  in  Sacramento,  Cal.,  January  18,  1861.  He 
received  a  public  and  high  school  education,  and  began  his  insurance 
career  as  office  boy  in  October,  1878,  and  filling  all  positions  in  office 
and  field.  Before  entering  insurance  he  engaged  in  the  hardware 
business  for  a  brief  period,  and  for  two  years  engaged  in  the  study 
of  law.  He  started  the  company's  paper,  "Rambling  Notes,"  and  is 
at  present  editor  of  *'Short  Rates,"  published  by  the  Pacific  Coast 
department. 

OVERHEAD  WRITING.     [See  Resident  Agents  Laws.) 

OVIATT,  FlTZALAN  C,  insurance  journalist.  [See  Death 
Roll.] 
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PACIFIC,  BOARD  OF  FIRE  UNDERWRITERS  OF  THEL 
(See  Board  of  Fire  Underwriters  of  the  Pacific] 

PACIFIC  COAST  CASUALTY  COMPANY  of  California,  San 
Francisco.  Organized  1902;  capital  $400,000.  E.  F.  Green,  presi- 
dent; F.  A.  Zane,  secretary. 

PACIFIC  COAST  DEPARTMENT  MANAGERS  OF  IN- 
SURANCE COMPANIES.     [See  San  Francisco.] 

PACIFIC  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y. 
Organized  185 1 ;  capital,  $200,000.  C.  V.  Meserole,  president;  H.  G. 
Stephens,  secretary. 

PACIFIC,  FIRE  UNDERWRITERS'  ASSOCIATION  OF 
THE.     [See  Fire  Underwriters*  Association  of  the  Pacific.) 

PACIFIC  MUTUAL  LIFE  IXSURANXE  COMPANY,  THE. 
Los  Angeles,  Cal.  Organized  1868;  capital,  $1,000,000.  Assets  De- 
cember .31,  igoc),  $18,429,204;  liabilities,  $16,801,202;  surplus,  $851,- 
881;  life  insurance  in  force,  $111,539,785.  George  I.  Cochran,  presi- 
dent; Gail  B.  Johnson,  vice-president  and  treasurer;  Danford  M. 
Baker,  second  vice-president ;  Rich  J.  Micr,  third  vice-president ; 
C.  I.  D.  Moore,  secretary. 

PACIFIC  SURETY  COMPANY  of  San  Francisco.  Organized 
1885;  capital,  $250,000.  F.  B.  Lloyd,  president;  A.  P.  Redding, 
secretary. 

PACKARD,  JOHN  HOOKER,  JR.,  former  president  of  the 
American  Fire  Insurance  Company  of  Philadelphia,  was  born  in 
Philadelphia,  May  9,  1865.  He  received  his  education  in  the  Epis- 
copal Academy  of  Philadelphia  and  the  University  of  Pennsylvania. 
His  business  career  was  begun  as  errand  boy  and  clerk  in  the  insur- 
ance agency  of  Thomas  C.  Foster  in  Philadelphia  in  1884,  and 
later  in  the  same  year  he  entered  the  employ  of  the  American  Fire 
as  general  clerk.  He  was  appointed  city  inspector  in  1886,  and  did 
special  agency  work  for  the  company  in  Delaware.  In  1895  he  was 
appointed  metropolitan  district  surveyor,  with  headquarters  in  New 
York,  for  the  London  Assurance  Corporation,  and  was  appointed 
manager  for  Philadelphia  and  the  suburban  district  of  the  Sun  In- 
surance Office  and  London  Assurance  in  1896.  He  was  assistant 
secretary  of  the  Philadelphia  Fire  Underwriters'  Association  from 
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1897  to  1902,  when  he  was  elected  vice-president  and  secretary  of 
the  American  Fire  of  Philadelphia,  and  in  1905  was  elected  presi- 
dent of  the  company  to  succeed  Thomas  H.  Montgomery,  but  re- 
signed later  in  the  same  year,  following  a  change  in  the  stock  con- 
trol of  the  company,  and  was  appointed  agency  secretary  of  the 
London  Assurance  Corporation  September  5,  1908. 

PAGE,  CALVIN,  president  of  the  Granite  State  Fire  Insur- 
ance Company  of  Portsmouth,  N.  H.,  was  born  at  North  Hampton. 
N.  H.,  August  22,  1845.  He  received  his,  education  in  the  common 
schools,  Phillips  Exeter  Academy,  Exeter,  N;  H.,  and  Harvard 
University,  and  was  admitted  to  the  New  Hampshire  bar  in  1868. 
He  was  elected  mayor  of  Portsmouth  two  terms,  has  been  a  member 
of  the  board  of  instruction  for  twenty-five  years,  and  is  chairman 
of  the  high  school  committee,  and  was  state  senator  in  1893-4,  and 
again  in  1903.  He  was  also  United  States*  collector  of  internal 
revenue  for  the  district  of  New  Hampshire  for  eight  years,  and  is 
president  of  the  New  Hampshire  National  Bank  of  Portsmouth, 
the  Laconia  Car  Company  Works  of  Laconia,  N.  H.,  The  Ports- 
mouth Trust  and  Guarantee  Company,  The  Manchester  &  Lawrence 
Railroad  Company,  Portsmouth  Fire  Association,  Piscataqua  Fire 
Insurance  Company,  besides  several  other  manufacturing  and  bank- 
ing companies.  He  was  given  the  degree  of  A.M.  by  Dartmouth 
College  m  1902. 

PALACHE,  WHITNEY,  associate  general  agent  of  the  Pacific 
coast  department  of  the  Hartford  Fire  Insurance  Company,  was 
born  at  San  Francisco  in  1866,  and  has  always  lived  in  California. 
He  was  obliged  to  leave  college  at  the  end  of  his  sophomore  year 
in  1885  on  account  of  ill  health.  He  filled  several  clerical  positions 
from  that  time  up  to  November,  1888,  when  he  was  appointed 
special  agent  for  the  Union  Insurance  Company  of  San  Francisco. 
In  1890  he  was  appointed  special  agent  for  the  Hartford  Fire,  with 
the  northwestern  states  of  the  Pacific  department  under  his  super- 
vision. He  held  this  position  until  July,  1895,  when  Mr.  Cofran 
was  called  to  the  Chicago  department,  H.  K.  Belden  was  made 
sole  manager  of  the  Pacific  department,  and  Mr.  Palache  was  ap- 
pointed assistant  manager.  His  residence  is  at  Berkeley,  Cal.  June 
I,  1902,  Mr.  Palache  was  promoted  to  associate  manager,  and  from 
that  date  the  Pacific  department  of  the  Hartford  was  conducted  by 
the  firm  of  Belden  &  Palache,  managers.  By  the  sudden  death  of 
Mr.  Belden  on  May  26,  1903,  Mr.  Palache  was  left  in  sole  charge 
of  the  department  until  October  ist,  when  Mr.  Dixwell  Hewitt 
was  appointed  associate  general  agent.  Since  that  date  the  business 
has  been  conducted  under  the  firm  name  of  Palache  &  Hewitt, 
general  agents. 

PALATINE  INSURANCE  COMPANY,  Limited,  of  London, 
England,  was  organized  by  the  Commercial  Union  in  August,  1900,  as 
the  successor  of  the  Palatine  of  Manchester.  Its  capital 
is  $500,000,  and  the  United  States  manager  is  A.  H.  Wray.    Charles 
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J.  Hohnan  is  assistant  manager,  and  W.  M.  Ballard,  branch  secre- 
tary. 

PAMLICO  INSURANCE  AND  BANKING  COMPANY. 
Tarboro,  N.  C  Capital,  $33,960.  H.  L.  Staton,  president;  Job 
Cobb,  secretary. 

PAPER  MILL  MUTUAL  INSURANCE  COMPANY,  Boston, 
Mass.  Organized  1887.  R.  W.  Toppan,  president;  D.  W.  Lane, 
secretary. 

PARKER,  JOHN  M.,  JR.,  secretary  of  the  accident  and  lia- 
bility department  of  the  i^tna  Life  Insurance  Company,  is  a  native 
of  Hartford,  where  he  was  born  June  29,  1866.  He  became  connected 
with  the  -Titna  Life  in  1891,  and  was  made  assistant  secretary  in  the 
accident  and  liability  department  in  1904,  and  secretary  of  the  same 
department  in  February,  1905. 

PAPPS,  PERCY  C  H.,  actuary  of  the  Mutual  Benefit  Life 
Insurance  Company,  was  born  at  Hamilton,  Ontario,  Canada,  May 
12,  1876.  He  was  edycated  at  Trinity  College  School,  Port  Hope, 
Ontario,  and  began  his  insurance  career  in  the  actuarial  depart- 
ment of  the  Canada  Life  Assurance  Company  in  1893.  He  was 
appointed  assistant  actuary  of  the  company  in  1902,  and  from  1903 
to  1907  was  actuary  of  the  Manufacturers'  Life  Insurance  Company 
of  Toronto.  He  was  president  of  the  Insurance  Institute  of  Toronto 
in  1906-7,  and  is  a  fellow  of  the  Actuarial  Society. 

PARRISH,  EDWIN,  fire  underwriter,  San  Francisco,  Cal,  was 
born  in  Johnstown,  Fulton  county,  N.  Y.,  October  30,  1861,  and  was 
educated  in  the  public  and  high  schools  of  Johnstown,  He  went  to 
California  in  1880  and  engaged  in  mining,  and  six  years  later  ac- 
cepted an  appointment  as  local  agent  at  Nevada  City,  Cal.  In  1888 
he  removed  to  San  Francisco  to  accept  a  clerical  position  in  the 
general  agency  of  Wm.  J.  Landers,  and  filled  the  different  positions 
in  the  office;  being  appointed  superintendent  of  agents  in  J906,  In 
April,  1908,  he  was  appointed  joint  manager  of  the  Pacific  Coast 
branch  of  the  London  Assurance  Corporation  and  joint  manager  of 
the  Pacific  Coast  department  of  the  Niagara  Fire  Insurance  Com- 
pany, which  positions  he  now  holds. 

PASCHALL,  EDWARD  EARLY,  secretary  of  the  Rochester 
German  Insurance  Company,  Rochester,  N.  Y.,  was  born  at  Manson, 
Warren  County,  North  Carolina,  of  American  parentage,  February 
19,  1865.  He  received  a  common  school  education,  and  began  busi- 
ness life  as  a  clerk.  He  represented  the  Home  Insurance  Company 
of  New  York  as  state  agent  in  the  south  from  1894  to  1904,  and 
in  the  latter  year  was  appointed  superintendent  of  agencies  for 
the  German-American  Insurance  Company  of  New  York  in  Canada. 
In  1906,  he  accepted  the  position  of  general  agent  at  Atlanta  for 
the  Edwin  G.  Seibels  general  agency,  and  was  elected  to  his  present 
position  in  February,  1909. 
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PASSMOB^,  LINCOLN  K,  vice-president  of  the  Penn  Mutual 
Life  Insurance  Company  of  Philadelphia,  was  born  in  Maryland  in 
September,  1850,  of  Quaker  stock,  and  after  obtaining  a  fair  educa- 
tion, mostly  from  private  instruction,  he  taught  school  for  four 
years  and  then  turned  his  attention  to  commercial  pursuits.  Going 
to  Philadelphia  in  1874,  he  entered  the  office  of  Peter  Wright  & 
Sons,  being  finally  made  manager  of  the  export  grain  department. 
At  the  end  of  eight  years  Mr.  Passmore  engaged  in  business  on 
his  own  account,  eventually  becoming  a  partner  in  one  of  the 
largest  seaboard  grain  exporting  houses.  In  1889  he  became  a 
trustee  of  the  Penn  Mutual  Life,  and  has  served  on  several  of  its 
important  committees.  For  several  yeSrs  he  has  been  a  director  in 
the  Bank  of  North  America,  and  is  also  a  director  in  several  other 
financial  and  commercial  institutions,  including  the  Philadelphia 
Bourse,  of  which  he  is  vice-president. 

PATROL,  CHICAGO  FIRE  INSURANCE,  was  organized  in 
1871,  and  is  under  the  management  of  the  Chicago  Board  of  Under- 
writers. The  patrol  committee  of  the  board  is  composed  of  Cyrus 
A.  Hardy,  chairman ;  R.  W.  Hosmer,  E.  A.  Parker,  William  Lyman, 
Conrad  Witkowsky  and  W.  F.  Rollo.  The  force  consists  of 
one  hundred  and  eight  men,  divided  into  eight  companies.  The 
equipment  consists  of  eighteen  horses,  eight  rubber  tire  and  ball 
bearing  axle  wagons,  one  roller  bearing,  one  chemical  engine,  all 
equipped  with  electric  lights,  twenty-one  portable  fire  extinguishers, 
and  two  auto-roadsters. 

E.  T.  Shepherd  is  superintendent  of  the  corps,  with  headquarters 
at  176  East  Monroe  Street. 

Company  No.  i  was  organized  October  2,  187 1.  The  present 
officers  of  the  company  are  C.  W.  O'Neill,  captain ;  Walter  McGuire, 
lieutenant.  Company  No.  2  was  organized  August  3,  1875.  Thos. 
Burke  is  captain,  and  James  Kennedy,  lieutenant.  Company  No.  3 
was  organized  May  11,  1889.  The  present  officers  are:  Chas. 
Beiber,  captain;  Joseph  Eggstem,  lieutenant.  Company  No.  4, 
known  as  the  "Union  Stock  Yards  Chemical  Company,*  was  or- 
ganized January  26,  1882.  The  officers  are:  John  Campaign,  cap- 
tain; Wm.  Older,  lieutenant.  The  cost  of  maintenance  at  the 
Union  Stock  Yards  is  divided  equally  between  the  packers  and 
the  underwriters.  Company  No.  5  was  organized  March  i,  1892; 
Frank  Doherty,  captain;  Walter  Stedman,  lieutenant.  Company 
No.  6  was  organized  December  i,  1893.  George  Furnald,  captain; 
John  Cullen,  lieutenant.  Company  No.  7  was  organized  August  24, 
1901 ;  Wm.  E.  Carney,  captain ;  Thos.  Gallagher,  lieutenant.  Company 
No.  8  was  organized  May  30,  1903;  Fred  Kashbohm,  captain; 
Edward  Reilly,  lieutenant.  James  Wheaton,  fire  reporter.  Com- 
panies No.  3  and  6  have  40  horse-power  motor  wagons  instead 
of  horses. 

July  I,  1895,  by  act  of  the  legislature,  the  Patrolmen's  Pension 
Fund  act  became  a  law,  and  under  its  provisions  all  patrolmen  are 
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protected  under  all  circumstances.  If  they  are  injured  or  their 
heahh  becomes  impaired,  th^y  are  taken  care  of  for  life;  if  they 
are  killed  or  die  from  any  cause,  their  families  are  provided  for; 
if  they  become  too  old  for  service  they  are  pensioned  and  draw  half 
pay  as  long  as  they  live. 

The  following  tabular  statement  of  losses  by  iire  insurance  com- 
panies in  Chicago  in  1909.  was  made  from  the  returns  of  the  fire 
patrol  for  the  year  ending  December  31,  1909: 


Months. 
1909. 


January     . 
February 
Nfarch    . .  ■ 
April    ... 

May   

Tune     . . . . 

July    

August 

September 

October 

November 

Decemlicr 

Total 


Total    Insurance 
involved. 


$3,484,330.00 

4,35^.35000 
a.778. 150.00 

4.3^*5. 279-07 
3,868.875.00 
2,007,835.00 
3.821, 531. 25 

2,085,325.77 
».37o.595oo 
4,083,065.00 
2,573,846.43 
3.52S1650.00 


$37,315,712.52 


Total  Loss  to 

Insurance 

Insurance. 

Over  Loss. 

$860,940.88 

$2,623,289.12 

S37.863.02 

3.814.486.98 

226,550.41 

2,551.599-59 

1,072,237.90 

3.293,051- 1 7 

353,660.64 

3.516,214.36 

321,977.52 

1,685,847-48 

222,336.69 

a,S99.i94-56 
1.838,341.93 

246,983.84 

90,673.99 

1,379,921.01 

27.1.557-56 

3,809,507.44 

236,607.01 

2,336,239-42 

265,4»9-54 

3,26^230.46 

$4,707,789-00 

$32,607,923.52 

PATROLS,  FIRE  INSURANCE.     [Sec  Fire  Patrols.] 

PAWTUCKET  MUTUAL  FIRE  INSURANCE  COMPANY. 
Pawtuckct,  R.  I.  Organized  1849.  A.  A.  Mann,  president;  «Frank 
Bishop,  secretary. 

PEABODY,  CHARLES  AUGUSTUS,  president  of  the  Mutual 
Life  Insurance  Company  of  New  York,  was  born  in  New  York  city, 
April  II,  1849.  He  was  prepared  for  college  at  the  Columbia  Gram- 
mar School  and  entered  Columbia  with  the  class  of  1869.  After 
graduating  in  1869  with  the  degree  of  A.B.  he  took  the  Master's 
degree,  and  after  two  years'  study  in  the  Columbia  Law  School  he 
received  the  degree  of  LL.D.  He  was  a  member  of  the  alumni 
committee  of  fifty  which  had  charge  of  the  details  of  removing 
Columbia  to  its  new  quarters  on  Morningside  Heights.  He  was 
admitted  to  the  New  York  bar  in  1871,  and  has  been  a  practicmg 
attorney  in  New  York  city  ever  since,  and  has  for  some  years 
been  the  legal  and  business  representative  of  William  Waldorf 
Aster  in  the  United  States.  He  was  a  director  of  the  Gallatin 
National  Bank,  National  Bank  of  Commerce,  Astor  National  Bank. 
Farmers*  Loan  and  Trust  Company,  Union  Pacific  Railway  Com- 
pany, Delaware  and  Hudson  Railroad  Company,  president  and  di- 
rector of  the  New  Orleans  Warehouse  Company,  and  a  director  in 
other  corporations,  and  is  also  a  member  of  the  University,  Union 
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League,  Racquet  and  Tennis,  Down  Town,  St.  Anthony,  and  Tuxedo 
clubs.  He  was  elected  president  of  the  Mutual  Life  on  the  retire- 
ment of  Mr.  McCurdy,  in  December,  1905. 

PEARSON,  JAMES  B.,  formerly  vice-president  of  the  Mutual 
Benefit  Life  Insurance  G)mpany  of  Newark,  was  born  in  the  city 
of  New  York,  September  26,  1829.  His  earliest  occupations  were 
clerk  in  a  dry  goods  store  and  assistant  teller  in  a  bank.  He  was 
prepared  for  college  at  West  Poultney,  Vt,  and  was  graduated  at 
Wesleyan  University,  Middletown,  Conn.,  with  the  class  of  1851. 
After  leaving  the  university,  Mr.  Pearson  was  a  G>ngregationaI 
clergyman  for  a  short  time,  and  for  a  longer  period  a  teacher.  He 
was  successively  principal  of  the  academy  at  East  Hartford,  Conn., 
of  the  seminary  at  Flushing,  L.  L,  of  the  high  school  at  Fall  River, 
Mass.,  the  Spingler  Institute,  Union  Square,  New  York  city,  and 
while  a  resident  of  Connecticut  served  a  term  as  register  of  banks. 
Mr.  Pearson  entered  the  insurance  business  in  1867  and  in  1874 
he  became  associated  with  the  Mutual  Benefit  Life,  and  in  1876  was 
elected  vice-president.  Mr.  Pearson  resigned  as  vice-president  of 
the  Mutual  Benefit  in  January,  1902. 

PELICAN  ASSURANCE  COMPANY  of  New  York.  Or- 
ganized 1898;  capital,  $200,000.  L.  P.  Bayard,  president;  P.  Beres- 
ford,  vice-president;  A.  D.  Irving,  Jr.,  secretary. 

PELLET,  CLARENCE  S.,  president  of  the  Chicago  Under- 
writers' Association  and  member  of  the  Chicago  firm  of  Fleetwood 
&  Pellet,  successors  to  Charles  W.  Drew  &  Co.  and  the  local  busi- 
ness of  Pellet  &  Hunter  since  August  i,  1904,  was  borti  in  Newton, 
Sussex  county,  N.  J.,  February  26,  1865.  He  is  a  graduate  of  Beloit 
College  of  the  class  of  1886,  and  entered  the  insurance  business  soon 
after  graduation.  Mr.  Pellet  was  elected  president  of  the  Chicago 
Underwriters*  Association  in  1899,  and  was  re-elected  in  1900  and 
190 1. 

PENN  MUTUAL  LIFE  AGENTS'  ASSOCIATION.  At  the 
annual  meeting  held  in  Rochester,  N.  Y.,  in  June,  1910,  the  fol- 
lowing officers  were  elected:  President,  Frank  Markoe,  Baltimore, 
Md. ;  vice-president,  J.  A.  Goulden,  New  York  city;  second  vice- 
president,  William  M.  Bunting,  Boston,  Mass.;  secretary,  Janoes 
C.  Biggert,  Pittsburg,  Pa.;  assistant  secretary,  J.  W.  Iredell,  Jr., 
Cincinnati,  Ohio;  treasurer,  J.  E.  Durham,  Philadelphia,  Pa. 

PENN  MUTUAL  LIFE  INSURANCE  COMPANY,  Philadel- 
phia, Pa.  Organized  1847.  George  K.  Johnson,  president;  John 
Humphreys,  secretary  and  treasurer. 

PENNSYLVANIA  ASSOCIATION  OF  LOCAL  FIRE  IN- 
SURANCE AGENTS  was  organized  August  23,  1900,  with  the 
following  oflScers:  President,  W.  B.  Flickinger;  vice-president, 
L.  E.  Johns;  second  vice-president,  Fred  G.  Clark;  third  vice-presi- 
dent, N.  H.  Pangborn;  secretary  and  treasurer,  D.  F.  CoUingwood. 
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The  present  officers,  elected  at  the  annual  meeting  in  June,  1910. 
are:  President,  W.  H.  Wren,  Lewiston;  vice-president,  Charles  F. 
Humrich;  second  vice-president,  W.  W.  Phillips;  third  vice-presi- 
dent, George  McCandless;  secretary  and  treasurer,  Frank  R.  Leib, 
Harrisburg;  executive  committee,  Jacob  Gellert,  Bruce  Kime,  Jona- 
than Jessup,  George  H.  Burns,  John  W.  Evans,  Walter  Scott  and 
A.  P.  Cooley. 

PENNSYLVANIA  CASUALTY  COMPANY.  THE,  of  Scran- 
ton,  Pa.  Organized  1899;  capital,  $200,000.  Thomas  £.  Jones, 
president;  M.  G.  Nichols,  third  vice-president  and  general  manager; 
George  F,  Coar,  secretary. 

PENNSYLVANIA  COMPANY  FOR  INSURANCES  ON 
LIVES  AND  GRANTING  ANNUITIES,  Philadelphia.  Organ- 
ized  1812;  capital,  $2,000,000.  C.  S.  W.  Packard,  president;  Thomas 
S.  Gates,  vice-president;  John  J.  R.  Craven,  secretary.  Does  not 
issue  new  policies. 

PENNSYLVANIA  FIRE  INSURANCE  COMPANY,  THE, 
of  Philadelphia.  Organized  1825 ;  capital,  $750,000.  R.  Dale  Benson, 
president;  W.  Gardner  Crowell,  secretary. 

PENNSYLVANIA,  INSURANCE  SUPERVISION  IN,  1873- 
1910.  The  insurance  department  of  Pennsylvania  was  created  by 
act  of  April  4,  1873.  J-  Montgomery  Forster  was  appointed  in- 
surance commissioner  by  the  governor  to  serve  for  a  term  of  three 
years,  and  assumed  the  duties  of  the  office  May  5,  1873.  He  served 
as  commissioner  by  successive  reappointments  until  May  2,  1891, 
when  he  was  succeeded  by  George  B.  Luper,  who  had  been  dej^uty 
commissioner  for  six  years.  Mr.  Luper  was  reappointed  by  Gov- 
ernor Pattison  to  his  second  term  as  insurance  commissioner  in 
May,  1894,  while  the  legislature  was  not  in  session.  A  new  gov- 
ernor being  elected  in  November,  1894,  he  nominated .  James  H. 
Lambert  for  insurance  commissioner  in  January,  1895,  and  the  sen- 
ate confirmed  the  appointment  He  was  reappointed  in  January, 
1898,  but  was  not  allowed  to  serve  out  his  term,  a  new  governor 
in  January,  1899,  removing  him  summarily  and  appointing  Israel 
W.  Durham,  who  served  until  July,  1905,  when  he  resigned.  David 
Martin  was  appointed  to  succeed  him,  and  the  present  commissioner 
is  S.  W.  McCullock,  appointed  in  1909. 

PEOPLES  NATIONAL  FIRE  INSURANCE  COMPANY, 
Philadelphia,  Pa.  Organized  1908;  began  business  1909;  capital, 
paid  up,  $1,000,000.  Louis  S.  Amonson,  president;  Howard  M.  Van 
Court  and  J.  Hector  McNeal,  vice-presidents;  James  F.  Hallowell, 
treasurer;  E.  C.  Stokes,  chairman  of  the  board  of  directors.  The 
company's  annual  statement  for  January  i,  1910,  showed  assets  of 
$2,468,409.88;  liabilities  of  $850,835.90;  net  surplus  of  $617,573.98. 
and  a  surplus  to  policyholders  of  $1,617,573.98.  Its  premium  income 
in  1909  amounted  to  $1,324,947.98. 
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PERKINS,  EDWARD  R.,  vice-president  of  the  New  York  Life 
Insurance  Company,  was  born  in  Chicago  in  March,  186B.  He  began 
his  insurance  career  with  the  New  York  Life  in  1882  as  clerk  in  the 
office  of  his  father,  then  general  agent  for  the  company  in  Cleve- 
land. He  served  as  cashier  and  agency  director  in  the  western 
states  with  headquarters  at  Denver,  Colo.,  from  1887  until  1894, 
when  he  was  appointed  inspector  of  agencies  with  headquarters  at 
Philadelphia,  where  he  remained  until  he  was  called  to  the  home 
office  as  superintendent  of  agencies  in  December,  1900.  He  was 
elected  second  vice-president  of  the  company  in  May,  1903,  and  to 
his  present  position  in  1909. 

PETER  COOPER  FIRE  INSURANCE  COMPANY,  THE, 
New  York  city.  Organized  1853;  capital,  $150,000.  M.  J.  Ennis, 
president;  Otto  B.  Candidus,  secretary. 

PETERSBURG  SAVINGS  INSURANCE  COMPANY, 
Petersburgi  Va.  '  Organized  i860;  capital,  $200,000.  Alexander 
Hamilton,  president;  £.  W.  Butcher,  secretary. 

PETERS,  THOMAS,  formerly  general  agent  of  the  Washing- 
ton Life  Insurance  Company,  was  bom  in  1840,  his  parents  being 
Baltimoreans.  He  was  educated  at  college  near  Baltimore,  entered 
business  there  in  1856,  served  in  the  Confederate  army  until  the 
close  of  the  war,  and  passed  a  part  of  that  time  in  the  military 
prisons  at  Camp  Chase  and  Point  Lookout.  In  1866  he  entered 
the  insurance  business  as  a  fire,  marine,  life,  and  accident  insur- 
ance agent  at  Selma,  Ala.,  becoming  special  agent  of  the  Liverpool 
a^nd  London  and  Globe  Insurance  Company  in  1879,  ^nd  on  the 
qrganization  of  the  South  Eastern  Tariff  Association  in  1882  was 
appointed  its  first  secretary,  and  remained  in  that  position  until 
1886  when  he  was  appointed  manager  Washington  Life.  Was 
the  first  president  Georgia  Association  of  Life  Insurers  in  1892, 
and  several  times  re-elected  to  the  position,  and  in  1894  was  a  vice- 
president  of  the  National  Association  of  Life  Underwriters.  He 
was  for  several  years  southern  general  agent  for  the  Greenwich 
Insurance  Company  of  New  York,  a  position  which  he  resigned  in 
June,  1900,  to  resume  for  the  Washiijgton  Life  of  New  York  for 
Georgia.  He  resigned  May  i,  1904,  but  was  reappointed  in  July, 
I9P5,  and  again  retired  January,  1906,  and  is  now  enjoying  the 
frtiits  of  forty  years  southern  service  in  the  insurance  business. 
At  request  of  committee  he  became  historian  in  preparation  of 
the  twenty-five  years'  history  of  the  South  Eastern  Tariff  Asso- 
ciation, issued  in  May,  1907.  He  retired  from  active  business 
in  1907. 

PHELPS,  EDWARD  BUNNELL,  editor  and  proprietor  of 
The  American  Underwriter  Magazine  and  Insurance  Review,  was 
born  at  New  Haven,  Conn.,  July  26,  1863.  He  was  educated  in  the 
New  Haven  public  schools,  Hillhouse  High  School,  and  Yale  Uni- 
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versity,  graduating  with  the  academic  class  of  that  institution  in 
1885,  and  receiving  the  degree  of  Master  of  Arts  at  Yale  in  1902. 
In  April,  1886,  he  removed  to  New  York,  worked  in  various  capaci- 
ties on  the  World,  Times,  Herald,  and  Mail  and  Express,  founded 
Thrift  in  1894,  and  has  since  edited  and  managed  the  paper,  changing 
its  name  to  The  American  Underwriter  in  March,  1902,  and  in 
March,  1908,  converting  that  publication  into  a  magazine  under  the 
name  of  The  American  Underwriter  Magazine  and  Insurance  Review. 
He  is  an  associate  member  of  the  Life  Underwriters'  Association  of 
New  York,  is  a  member  of  the  Yale  Club  of  New  York  city,  a 
fellow  of  the  American  Statistical  Association,  a  fellow  of  the  Royal 
Statistical  Society  (of  London),  and  a  member  of  the  Empire  State 
Society  of  the  Sons  of  the  American  Revolution,  the  American 
Academy  of  Political  and  Social  Science,  the  American  Economic 
Association,  the  American  Sociological  Society,  the  National 
Geographic  Society,  and  the  New  York  Genealogical  and  Biographi- 
cal Society,  in  1898  he  compiled  and  published  a  work  on  "War 
Risks,"  in  1901  issued  another  work  dealing  with  "Tropical 
Hazards  or  Life  Insurance  Risks  in  Cuba,  Porto  Rico, 
and  the  Philippines,"  in  1905  compiled  and  published  in  a 
Japanese  vellum  special  number  of  The  American  Underwriter  a 
review  of  "A  Decade  Without  a  Parallel  in  the  History  of  American 
Insurance — 1894- 1904,"  in  1908  published  "A  Statistical  Study  of 
Infant  Mortality"  (reprinted  from  the  Quarterly  Publications  of 
the  American  Statistical  Association),  and  in  1910  published  "An 
Analysis  of  American  Mortality  Statistics  for  the  Nine  Years,  1900- 
1908,"  and  "The  Relation  of  Women's  Work  and  Infant  Mortality" 
(reprinted  from  a  special  report  of  the  U.  S.  Bureau  of  Labor). 

PHENIX  INSURANCE  COMPANY  of  Brooklyn,  N.  Y.  Or- 
ganized 1853;  capital,  $1,500,000.  This  company  was  consolidated 
with  the  Fidelity  Fire  Insurance  Company  in  1910.  (See  Fidelity- 
Phenix  Insurance  Company.) 

PHILADELPHIA  ASSOCIATION  OF  LIFE  UNDERWRIT- 
ERS was  organized  in  December,  1887,  William  H.  Lambert  being 
the  first  president.  The  folJowing  officers  and  executive  committee 
were  elected  at  the  annual  meeting  in  January,  1910:  President, 
Clarence  A.  Wray,  Home  Life;  vice-presidents,  Frank  E.  Hammer, 
A.  C.  Otis,  R.  Dale  Sparhawk;  secretary,  Frank  D.  Buser,  Mass- 
achusetts  Mutual ;  treasurer,  William  A.  Smalley,  New  Englknd 
Mutual.  The  executive  committee  consists  of  the  following  ex- 
presidents  of  the  association;  William  G.  Carroll,  chairman;  W. 
H.  Lambert,  H.  C.  Lippincott,  I.  L.  Register,  E.  H.  Plummer, 
Frank  Read,  W.  M.  Scott,  Amos  Wakelin,  Richard  Fisher,  J. 
Edward  Durham,  W.  A.  Higinbotham,  F.  H.  (larrigues,  and  the 
following  elected  members:  H.  O.  Chapman,  E.  O.  Mosier,  A.  M. 
Clark,  W.  R.  Harper,  J.  C.  Staples,  Jno.  W.  Schell,  H.  Kendall 
Read,  J.  S.  Holmes,  E.  P.  Langley,  C.  B.  Knight. 
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PHILADELPHIA  CASUALTY  COMPANY,  Philadelphia,  Pa. 
Organized  November,  1899;  capital,  $500,000.  Walter  Le  Mar  Talbot, 
president;    R.  G.  Hazeldine,  secretary. 

PHILADELPHIA  CONTRIBUTIONSHIP  .FOR  THE  IN- 
SURANCE OF  HOUSES  FROM  LOSS  BY  FIRE,  Philadelphia, 
Pa.  Organized  1752.  Incorporated  1768.  This  company  has  been 
in  operation  since  1752  and  confines  its  business  to  Pennsylvania. 
Net  cash  surplus,  $5,037,431 64.  John  T.  Morris,  chairman ;  J. 
Somers  Smith,  Jr.,  secretary. 

PHILADELPHIA  FIRE  INSURANCE  PATROL.  The  patrol 
was  established  July  15,  1869,  and  was  supported  by  the  voluntary 
action  of  the  fire  insurance  companies  doing  business  in  the  city.  It 
was  incorporated  February  17,  1871,  and  reorganized  June  8,  1895, 
the  expense  being  raised  by  an  assessment  on  premium  receipts. 
The  origmal  fire  patrol  consisted  of  a  horse  and  wagon  and  fifteen 
rubber  blankets  or  covers.  Only  a  few  companies  contributed  to 
the  cost  and  the  establishment  was  opposed  by  the  old  volunteer 
fire  department  of  the  time  as  a  step  toward  a  paid  fire  department. 
A  notable  success  achieved  by  the  patrol  at  a  dry  goods  fire  in 
Chestnut  street  in  saving  some  $60,000  worth  of  valuable  goods  from 
ruin  by  water  at  once  satisfied  insurance  companies  of  the  advantage 
afforded  by  the  patrol,  and  they  flocked  to  its  support.  The  first 
officers  were  At  wood  Smith,  president;  Alfred  G.  Baker,  treasurer; 
and  John  Wilson,  Jr.,  secretary.  The  original  captain  was  Terrence 
McCusker,  and  he  had  an  assistant,  George  R.  Stillman  (the  present 
captain),  and  a  force  of  five  men. 

The  patrol  is  now  composed  of  thirty-five  men — fifteen  men 
at  station  No.  i,  at  516  Arch  street,  ten  men  at  Station  No.  2,  at 
the  northeast  corner  of  Fifth  and  Hewson  streets  and  ten  at  No. 
3,  at  2122  Market  street.  Station  No.  3,  was  established  April  15, 
1909.  The  captain  is  George  R.  Stillman,  and  the  assistant  captains 
John  Goeckler  at  No.  i;  Sylvester  B.  Peak  at  No.  2,  and  William 
J.  Taylor  at  No.  3.  There  are  four  large  and  three  small  patro- 
wagons,  one  steam  engine,  nine  horses,  500  rubber  covers,  and  other 
necessary  incid^^ntals. 

The  annual  report  for  1909  showed  that  the  total  number  of 
fires  in  Philadelphia  during  1909  was  3762,  as  compared  to  3512 
during  1908,  and  the  total  loss  by  fire,  $2,124,068. 

The  following  are  the  present  officers :  President,  John  L.  Thom- 
son; treasurer,  Alfred  E.  Duncan;  secretary,  Charles  B.  Hill; 
directors,  E.  C.  Irvin,  Charles  Piatt,  Jr.,  E.  J.  Ehirban  and  William 
E.  Bates. 

PHILADELPHIA  FIRE  UNDERWRITERS' ASSOCIATION. 
The  old  association,  after  its  tenth  annual  meeting  in  November, 
1893,  discussed  the  subject  of  reorganization,  and  at  a  meeting  held 
Decen^r  4,  1893,  it  was  ordered  that  the  compact  of  September  i, 
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1891,  be  continued  in  force  sixty  days  more.  [For  an  account  of 
the  reorganization  see  the  Cyclopedia  for  1894-5.]  February  i,  1894, 
representatives  of  seventy  companies  met  and  perfected  the  new  or- 
ganization. An  executive  committee  was  appointed  to  govern  the 
association.  Robert  B.  Beath  was  chosen  chairman  and  J.  W. 
Grover,  secretary.  At  the  annual  meeting,  November  14,  1894,  Gen- 
eral Beath  was  re-elected  chairman,  and  Charles  A.  Hexamer  was 
appointed  secretary.  At  the  annual  meeting,  November  13,  ilS^s, 
Eugene  L.  Ellison  wa^  chosen  chairman  of  the  executive  committee, 
and  Charles  A.  Hexamer  was  continued  as  secretary.  At  the  annual 
meeting,  November  11,  1896,  Article  5  of  the  constitution  was 
amended  so  as  to  provide  that  "the  management  of  the  association 
shall  be  under  the  direction  and  control  of  an  executive  committee 
of  nine,  to  be  elected  by  the  association  at  the  annual  meeting — four 
members  of  the  committee  to  be  officers  of  the  Pennsylvania  com- 
panies, three  to  be  representatives  of  companies  of  other  states,  and 
two  to  be  representatives  of  foreign  companies."  Three  mem- 
bers are  now  elected  at  each  annual  meeting.  Amendments 
were  also  adopted  providing  for  quarterly  meetings  of  the  associa- 
tion, and  establishing  the  rule  of  a  single  vote  for  each  person 
present.  On  the  organization  of  the  executive  committee  John  Ten- 
ney  was  elected  chairman,  George  £.  Wagner,  vice-chairman,  and 
Herbert  Wilmerding  (succeeding  Charles  A.  Hexamer),  secretary 
In  1897  further  changes  were  made.  A  new  agreement  between 
companies  and  agents  was  adopted  and  put  in  force  July  aath.  This 
Agreement  was  signed  by  145  companies  and  105  agents.  Under  it 
deposits  amounting  to  some  $18,600  were  placed  in  the  hands  of  the 
treasurer.  The  agreement  provided  for  the  issuing  of  certificates 
to  brokers  and  maintaining  a  stamping  office.  May  i,  1905,  the  offices 
of  the  association  were  removed  to  the  8th  floor  of  the  Bullitt  build- 
ing, 131-41  South  4th  street.  The  officers  of  the  association  for  year 
19(^-10  are:  Nathan  J.  Dunn,  chairman;  Charles  Williams,  vice- 
chairman;  Charles  A.  Hexamer,  C.  E.,  secretary  and  treasurer; 
John  H.  Kenney,  assistant  secretary.  The  executive  committee  con- 
sists of  the  following:  to  serve  one  year,  Nathan  J.  Dunn,  George 
W.  Watt,  Robert  M.  Coyle ;  two  years,  Chas.  Piatt,  Jr.,  E.  J.  Dur- 
ban, Charles  Williams;  three  years,  Alfred  C.  Duncan,  Dennis  J. 
Sweeney,  Harrold  E.  Gillingham. 

PHILADELPHIA  LIFE  INSURANCE  COMPANY,  Philadel- 
phia,  Pa.  Organized  1906;  capital,  $560,320.  Andrew  J.  Maloney, 
president;    William  H.  Hubbard,  secretary. 

PHILADELPHIA  MANUFACTURERS  MUTUAL  FIRE  IN- 
SURANCE COMPANY,  Philadelphia,  Pa.  Organized  1880.  Ed- 
win I.  Atlee,  president ;  Richard  H.  Morris,  secretary. 

PHILADELPHIA  UNDERWRITERS,  composed  of  the  Insur- 
ance Company  of  North  America  and  the  Fire  Association  of  Phil- 
adelphia.     Issue   joint   policies.    *  J.    F.    Downing,   general   agent 
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western  department,  Erie,  Pa. :  W.  A.  Holman,  manager  middle 
department,  Philadelphia;  C.  E.  Parker  &  Co.,  managers  New  Eng- 
land states,  Hartford;  E.  S.  Gay,  manager  southern  states,  Atlanta, 
Ga. ;  Trezevant  &  Cochran,  general  agents  Texas,  Dallas. 

PHILLIPS,  HENRY  M.,  former  vice-president  ot  the  Massachu- 
setts Mutual  Life  Insurance  Company,  was  born  at  Athol,  Mass.,  in 
1845.  He  was  two  years  at  Norwich  University,  Vermont,  but  the  war 
breaking  out  when  he  was  but  sixteen  ye&rs  old  he  entered  the 
Union  army,  serving  through  a  larg^  part  of  the  war.  He  took 
up  his  residence  at  Springfield,  Mass.,  where  he  became  interested 
in  several  financial  institutions,  among  them  the  Massachusetts 
Mutual  Life,  of  which  he  was  elected  a  director,  and  subsequently 
a  member  of  the  executive  committee.  Colonel  Phillips  was  a 
member  of  the  Massachusetts  house  of  representatives  two  years, 
state  senator  two  years,  mayor  of  Springtield  from  1883  to  1886, 
postmaster  of  that  city  in  1890,  and  state  treasurer  of  Massachusetts 
in  1894  and  1895.  He  resigned  from  the  latter  office  to  become 
secretary  of  the  insurance  company  when  a  vacancy  was  created 
by  the  election  of  John  A.  Hall  to  the  presidency.  He  succeeded 
Mr.  J.  H.  Appleton,  deceased,  as  vice-president  in  1904  and  resigned 
his  connection  with  the  company  December  31,  1908. 

PHOENIX  ASSURANCE  COMPANY  of  London.  This  com- 
pany was  established  in  1782.  It  was  the  first  English  company  to  estab- 
lish an  agency  in  the  United  States,  Israel  Whelen  being  its  agent  in 
Philadelphia  as  early  as  1804.  In  1810  an  act  was  passed  by  the  Penn- 
sylvania legislature  prohibiting  all  insurance  by  foreign  corporations, 
co-partnerships,  or  persons  not  citizens  of  the  United  States,  and  the 
Phoenix  withdrew.  It  returned  again  in  1879.  Prior  to  its  return  it  had 
some  reinsurance  contracts,  so  that  it  sustained  losses  of  $500,000 
in  Chicago  in  1871,  and  $250,000  in  Boston  in  1872.  The  Phoenix 
is  a  notable  exception  to  the  general  history  of  companies  founded 
upon  a  grievance,  in  that  it  has  been  successful.  It  was  founded 
by  the  sugar  bakers  of  London,  because  of  the  high  rates  charged 
that  industry  by  the  other  offices.  Befofe  the  war  of  1812  the 
Phoenix  had  agencies  established  in  several  of  the  southern  states, 
as  well  as  in  New  York  and  Philadelphia,  and  in  the  West  Indies. 
In  1807  it  sustained  losses  in  St.  Thomas  of  $1,000,000,  and  in  1842, 
in  the  great  fire  at  Hamburg,  Germany,  it  lost  the  then  unprece- 
dented sum  of  $ip8o,ooo.  Since  it  returned  to  this  country  the 
Phoenix  has  received  in  the  United  States  premiums  amounting 
to  $56,198,349,  and  has  paid  in  losses  $37,116,100.  It  does  an  agency 
business  throughout  the  states,  and  in  1909  wrote  $3I2,8qi,202  of 
insurance,  the  premiums  of  which  were  $3,394,122.  L.  P.  Bayard 
and  P.  Beresford,  joint  managers;  A.  D.  Irving,  Jr.,  secretary.  M. 
F.  Driscoll  is  in  charge  of  the  western  department  at  Chicago,  and 
W.  Irving  is  the  Pacific  coast  representative — all  reporting  to  the 
head  office  in  New  York. 
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PHCENIX  FIRE  AND  MARINE  INSURANCE  COMPANY 
Memphis,  Tenn.  Organized  1881 ;  capital,  $100,000.  H.  M.  Neely. 
president;  Jno.  D.  Kelly,  secretary. 

PHCENIX  INSURANCE  COMPANY  OF  HARTFORD. 
CONN.  Organized  1854;  capital,  $2,000,000.  D.  W.  C  Skilton, 
president ;  Edward  Milligan,  vice-president ;  John  B.  Knox  and  Thos. 
C.  Temple,  secretaries. 

PHCENIX  MUTUAL  LIFE  INSURANCE  COMPANY  oi 
Hartford,  Conn.,  was  chartered  by  the  Connecticut  legislature  in 
May,  1851.  John  M.  Holcombe,  president;  William  A.  Moore, 
first  vice-president;  Archibald  A.  Welch,  second  vice-president  and 
actuary;  Silas  H.  Cornwell,  secretary;  Harry  E.  Johnson,  assistant 
secretary. 

This  company  issues  all  of  the  desirable  forms  of  policies  known 
to  modern  life  insurance.  Its  policies  are  brief,  clear,  and  liberal, 
with  endorsed  values  covering  every  contingency. 

PHCENIX  PREFERRED  ACCIDENT  INSURANCE  COM- 
PANY, DETROIT,  MICH.  Organized  1905;  capital,  $100,000. 
L.  O.  Chatfield,  president;  W.  H.  Chatfield,  secretary. 

PIEDMONT  FIRE  INSURANCE  COMPANY,  Charlotte. 
N.  C.  Capital,  $too,ooo.  Henry  H.  McAden,  president;  A.  L. 
Smith,  secretary.    Eug.  H.  Chisholm,  manager. 

PINKNEY,  ARTHUR  E.,  independent  fire  insurance  adjuster, 
is  a  native  of  Missouri,  and  was  born  in  the  town  of  Louisiana  in 
that  state  August  26,  1855.  He  was  educated  as  a  lawyer  and 
practiced  his  profession  from  1876  to  1882.  His  service  in  the  fire 
insurance  business  has  been  as  follows :  Special  agent  of  the  Spring- 
field Fire  and  Marine  in  Dakota  from  March,  1884,  to  December, 
1885;  special  agent  for  the  Fireman's  Fund  of  San  Francisco  for 
Missouri  and  Kansas  from  the  latter  date  to  July,  1891;  state 
agent  of  the  Phenix  for  Missouri  from  July,  1891,  to  January  i, 
1900;  president  of  the  Sunflower  Club  of  Kansas  from  its  organ- 
ization in  March,  1890,  to  July,  1891 ;  president  of  the  Fire  Under- 
writers' Association  of  Missouri  from  June,  1892,  to  September, 
1893.  He  was  a  member  of  the  executive  committee  of  the  Missouri 
Association  from  September,  1893,  to  the  time  of  the  disbanding 
of  the  association  in  September,  1899.  Mr.  Pinkney  was  a  member 
of  the  board  of  directors  of  the  Fire  Underwriters*  Association 
of  the  Northwest,  1893- 1894,  and  1897- 1898. 

PIPKIN,  SAMUEL  JAMES,  general  manager  and  secretary 
of  the  Atlas  Assurance  (Company  of  London  (home  office).  He 
began  his  business  life  in  the  counting-house  of  a  shot  factory  at 
Lambeth  remaining  until   1866,  when  he  obtained  a  position  with 
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a  prominent  firm  of  London  accountants.  Two  years  later  he  entered 
the  Atlas  office  as  a  junior  clerk  in  the  fire  department.  In  1873 
he  accepted  the  post  of  directors*  auditor  in  the  Commercial  Union 
of  London,  and  in  1881  he  was  advanced  to  the  secretaryship  of 
that  company.  On  the  retirement  of  Secretary  Ray  of  the  Atlas, 
in  1884,  Mr.  Pipkin  returned  to  his  old  company  to  fill  the  vacancy 
as  chief  officer,  with  the  title  of  secretary.  During  his  tenure  of 
office  he  has  made  many  developments,  notably  the  opening  of 
branches,  the  extension  of  the  foreign  business,  and  the  movements 
generally  calculated  to  bring  the  office  into  front  rank.  In  the 
early  part  of  1896  his  directors  appointed  him  general  manager. 
Mr.  Pipkin  is  a  fellow  of  the  Royal  Geographical  Society,  a  trustee 
and  the  treasurer  of  the  Society  for  the  Prevention  of  Loss  of  Life 
by  Fire,  chairman  of  the  London  Salvage  Corj)s,  and  chairman  of 
the  Insurance  Clerks'  Orphanage. 

PITTSBURGH  CASUALTY  COMPANY,  Pittsburgh,  Pa. 
Organized  1908,  capital,  $100,000.  James  J.  Haines,  Jr.,  president; 
John  M.  Boggs,  secretary  and  general  manager. 

PITTSBURG  INSURANCE  COMPANY,  Pittsburg,  Pa.  Or- 
ganized 1851;  capital,  $100,000.  R.  J.  Wilson,  president;  R.  J 
McKnight,  secretary. 

PITTSBURG  LIFE  AND  TRUST  COMPANY  of  Pittsburg. 
Organized  in  1902;  capital,  $1,000,000.  W.  C.  Baldwin,  president; 
James  H.  Mahan,  secretary.  Assets  December  31,  1909,  $23,652,- 
189.52;  liabilities,  $21,697,064.82;  surplus,  $955,124.70. 

PITTSBURG  LIFE  UNDERWRITERS'  ASSOCIATION  was 
organized  March  2,  1886.  The  president  and  secretary  for  1899- 
1900  wer^:  William  S.  Stimmel,  president;  W.  M.  Wood,  secre- 
tary. The  present  officers,  who  were  elected  at  the  annual  meet 
ing  held  in  March,  ipio,  are:  President,  Graham  C.  Wells; 
vice-presidents,  A.  S.  E.  Kinscy.  Metropolitan  Life,  and  A.  Burl 
Brown.  i^Itna;  secretary,  C.  A.  Foehl,  Prudential;  treasurer,  Wil- 
liam M.  DufT,  Equitable  Life;  executive  committee:  W.  M.  Wood, 
chairman;  J.  C.  Biggert,  Penn  Mutual;  E.  R.  Putnam.  Phoenix 
Mutual;  J.  M.  Dalbey,  Mutual  Life;  J.  R.  Brown,  State  Mutual. 

PITTSBURG  UNDERWRITERS,  Pittsburg,  Pa.    The  policies 
of  this  organization  are  guaranteed  by  the  Ben  Franklin,  Humboldt, 
National,   and   Tcutonia    Insurance    Companies   of   Allegheny,    Pa., 
and  the  Allemannia  Insurance  Company  of  Pittsburg.    Irvan  Necker 
man,  manager. 

PLATE  GLASS  INSURANCE  BUSINESS.  The  following 
is  a  statement  of  the  transactions  in  plate  glass  insurance  in  1909. 
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Companies. 


iEtna  Accident   9c   Liability    .. 

£tna  Indemnity 

American  Casualty 

Casualty  Company  of  America  . 

Empire  Sute  Surety 

Fidelity  and  Casual^ 

Home    Accident    

Lloyds  Plate  Glass 

Maryland  Casualty 

Metropolitan  Casualty 

New  Amsterdam  Casualty 

New  Jersey  Plate  Glass 

New  York  Plate  Glass  

Ocean  Accident  and  Guarantee 

Pacific  Coast  Casualty    

Pacific  Surety   

Pennsylvania  Casualty    

Philadelphia  Casualty   

Pittsburgh  Casualty 

United  States  Plate  Glass 

United    Surety    

Total,       1909    

Totals,     1908 

"        .1907 

"  1906 

;;      '905 

1904 

"  1903 

"  190a 

1901 

"  1900 

189S.*.'.'.'.'.'.'.'.'.'.* 

;;      1897 

"      1896 


Net 

Net 

Premiums 

Losses 

Written. 

Paid. 

$30,121 

$4,202 

112,359 
34,855 

37.983 

10,060 

167.277 

58,002 

8r.o8i 

37.535 

386,938 

126,430 

2,761 

1,069 

488,651 

156,738 

267,491 

96,502 

483,081 

165,415 

104.487 

35.080 

320,256 

111,603 

506.571 

179.251 

29,926 

4.886 

23.756 

9.156 

30,695 

9.367 

97,661 

45.246 

156,790 

54,867 

7,092 

1,790 

28,770 

8.456 

31,147 

10,223 

$3,381,766 

$1,763,861 

$3,168,958 

$l,229,Sl6 

2,845.158 

1,196,127 

s.624.232 

1,017.316 

2,402.108 

785,158 

2,241,897 
1,901,755 

746,027 

668,894 

1,977.804 

661,192 

1,888.262 

767,728 

1.568.251 

767,537 

1.357.750 

681,720 

1.299.137 

485,708 

1.325,978 
1.278,347 

394.427 
490.938 

PLATT,  CHARLES.     [See  Death  Roll.] 

PLATT,  JOHN  OSGOOD,  assistant  secretary  of  the  Insur- 
ance Company  of  North  America,  was  born  in  New  York  state 
June  21,  1874.  He  received  a  private  school  education,  and  began 
his  business  career  in  fire  insurance.  He  is  manager  of  the 
Children's  Hospital,  Philadelphia,  and  Union  Benevolent  Associa- 
tion. 

PLUMMER,  EVERETT  H.,  Philadelphia  general  agent  of  the 
Berkshire  Life  Insurance  Company,  was  born  in  that  city  June  2, 
1855.  After  graduating  from  the  Philadelphia  Central  High  School 
in  1873,  he  entered  the  office  of  the  Berkshire  Life  in  Philadelphia^ 
as  an  office  boy.  In  1880  he  became  general  agent  for  eastern  Penn 
sylvania,  a  position  which  he  now  holds.  Mr.  Plummer  was  tht 
first  secretary  of  the  National  Association  of  Life  Underwriters, 
and  after  serving  four  consecutive  years  was  elected  president  June, 
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1804.  H«  was  also  the  first  secretary  of  the  Philadelphia  Associa- 
tion of  Life  Underwriters,  serving  four  consecutive  years,  when  he 
was  chosen  president  for  two  years,  18^  and  1895.  At  the  present 
time  he  is  a  member  of  the  executive  committee  of  the  National 
Association  of  Life  Underwriters,  and  the  Philadelphia  Association 
of  Life  Underwriters. 

PLYER,  GEORGE  G.,  special  agent  of  the  Continental  Insur- 
ance Company  for  the  middle  department  with  headquarters  at 
Pittsburg,  Pa,,  was  born  in  the  city  of  New  York  in  1867.  ^  He 
was  graduated  as  a  mechanical  engineer  from  the  Stevens  Institute 
of  Technology  in  1889,  and  three  years  later  entered  the  service  of 
the  Lancashire  in  1892  as  a  special  inspector  for  the  general  Ameri- 
can department  of  the  company.  He  became  special  agent  in  1893 
for  the  middle  department,  with  headquarters  at  Philadelphia,  and 
held  that  post  at  the  recent  withdrawal  of  the  Lancashire,  when  he 
entered  the  service  of  the  Continental. 

PLYMPTON,  NOAH  A.,  one  of  the  New  England  managers 
for  the  Penn  Mutual  Life,  is  a  descendant  of  old  Massachusetts 
Puritan  stock,  as  his  family  name  indicates,  and  was  born  at 
Shrewsbury  in  that  state  September  7,  1841.  He  was  educated  in 
the  common  schools  and  learned  the  trade  of  watchmaker  and  jew* 
eler.  In  1880  he  was  a  local  insurance  agent  at  Worcester,  Mass., 
and  in  1881  the  Boston  general  agent  of  the  Penn  Mutual  Life.  In 
1884  the  firm  of  Plympton  &  Bunting  of  Boston,  of  which  he  is 
senior  member,  were  appointed  New  England  managers  for  the 
Penn  Mutual,  their  special  jurisdiction  being  over  the  states  of 
New  Hampshire,  Massachusetts,  Rhode  Island,  and  Vermont.  He 
was  elected  a  director  of  the  company  in  1886,  and  is  chairman  of 
the  committee  on  the  medical  department  Mr.  Plympton  was  for  a 
time  quite  prominent  in  Massachusetts  politics.  He  was  chairman 
of  the  executive  committee  of  the  Democratic  State  Central  Com- 
mittee in  1882-83,  having  entire  charge  of  the  Butler  campaigns. 
When  General  Butler  was  governor  he  nominated  Mr.  Plympton 
for  state  insurance  commissioner,  but  the  executive  council  failed  to 
confirm  the  appointment  by  a  strict  party  vote.  Commissioner  Tar- 
box  appointed  him  department  examiner.  He  was  president  of 
the  Boston  Life  Underwriters'  Association  in  1894. 

POLICY  FORMS  AND  LAWS.  Under  this  heading  will  be 
found  the  laws  regulating  the  forms  of  policies  of  fire  insurance 
adopted  by  the  various  states^  with  a  history  of  the  legislation  on 
the  subject,  and,  second,  a  description  of  the  various  forms  of 
policies  in  use  by  life  insurance  companies.  [For  full  text  of  forms 
of  life  policies,  see  annual  Cyclopedia  of  Insurance  for  1892-3;  and 
tor  the  text  of  policies  since  introduced,  see  subsequent  volumes.] 

HISTORY  OF  THE  STANDARD  POLICY. 

Agitation  for  a  uniform  policy  began  almost  in  the  infancy  of 
what  may  be  called  the  modern  practice  of  fire  underwriting.     In 
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the  records  of  the  Salamander  Society  of  New  York,  which  was  an 
organization  of  local  fire  insurance  companies  in  1821,  and  the  fore- 
runner of  the  New  York  Board  of  Fire  Underwriters,  allusion  is 
made  to  the  appointment  of  a  special  committee  to  draft  a  form. 
This  committee  reported  to  the  association  June  19,  182 1,  with  a 
proposed  form,  which,  after  it  had  been  submitted  to  the  directors 
of  the  company  separately,  and  had  received  their  approval,  was 
adopted  and  came  into  general  use.  It  was  the  model  upon  which 
all  subsequent  improved  policies  were  made  in  the  United  States. 

The  National  Board  of  Fire  Underwriters  was  organized  in 
1866,  and  the  very  first  subject  which  claimed  its  attention  after  it 
convened  was  a  form  of  policy,  the  board  resolving,  "that  this  board 
recommend  to  the  executive  committee  to  draft  a  fire  policy  to  be 
used  by  all  fire  insurance  companies  belonging  to  this  association.'* 
A  form  was  reported  to  the  board  at  its  second  annual  meeting,  in 
1868,  and  adopted.  Although  the  subject  of  a  uniform  standard 
policy  to  become  obligatory  was  stirred  up  in  the  legislatures  of 
New  York  and  Massachusetts  several  years  prior  to  this,  G>nnecH- 
cut  appears  to  have  been  the  first  state  actually  to  adopt  a  law  re- 
quiring a  standard  form,  which  was  in  1867.  The  text  of  this  law, 
the  first  of  its  kind,  was  as  follows,  it  being  Chapter  121  of  the 
session  laws  of  1867: 

Section  i.  That  all  policies  of  insurance  issued  by  fire  insurance  comjMnies 
of  this  State,  after  the  thirtieth  day  of  September  next,  shall  contain  in  the 
printed  forms  annexed  uniform  conditions  as  to  the  risks  on^  which  the  insur* 
ance  is  based,  said  conditions  to  be  approved  by  the  general  insurance  commis- 
sioner of  the  State,  and  no  conditions  except  those  so  approved,  not  written  in^ 
full  in  the  body  of  the  policy,  shall  be  valid. 

Section  2.  No  foreign  fire  insurance  company  doing  business  in  this  Stat*, 
shall  i.<:sue  policies  to  citizens  thereof,  embod;^inir  printed  conditions,  not  con- 
tained in  the  forms  authorized  by  said  commissioner  for  policies  of  companies 
incorporated  in  this  State. 

Section  3.  Any  insurance  company  or  agent  thereof  violating  any  of  the 
provisions  ot  this  act  shall  be  liable  to  a  penalty  equal  to  double  the  amount 
of  premium  charged  on  the  risk  on  which   (the)   policy  is  issued. 

There  was  much  opposition  to  the  enforcement  of  this  law  from 
fire  underwriters,  and  a  committee  of  the  national  board  went  to 
New  Haven  to  see  Insurance  Commissioner  Noyes  and  lodge  with 
him  a  formal  protest.  The  result  was  that  the  law  was  repealed  as» 
soon  as  the  legislature  of  1868  assembled. 

Connecticut.  The  act  of  1893  directs  that  no  fire  insurance 
company  shall  issue  fire  insurance  policies  on  property  in  this  state 
other  than  those  of  the  standard  form  filed  in  the  office  of  the  secre- 
tary of  state,  known  and  designated  as  the  "Standard  Fire  Insur- 
ance Policy  of  the  State  of  Connecticut,"  except  as  follows : 

A  company  may  print  on  or  in  its  policies  its  name,  location,  and  date  of 
incorporation,  the  amount  of  its  paid-up  capital  stock,  the  names  of  its  officers 
and  agents,  the  number  and  date  of  the  policy,  and,  if  it  be  issued  through  an 
agent,  the  words,  "This  policy  shall  not  be  valid  until  countersigned  by  the 
duly  authorized  manager  or  agent  of  the  company  at  ....  ,"  and  after 
the  words  "Standard  Fire  Insurance  Policy  of  the  State  of  Connecticut,"  on 
the  back  of  the  form,  the  names  of  such  other  States  as  have  adopted  this 
standard  form. 
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A  company  may  use  in  its  policies  written  or  printed  forms  of  description 
and  specifications   of  the   property  insured. 

A  company  insuring  against  damage  by  lightning  may  print  in  the  clause 
enumerating  the  perils  insured  against,  the  additional  woras,  "also  anv  dam- 
age by  lightning  whether  fire  ensues  or  not."  and,  in  the  clause  providing  for 
an  apportionment  of  loss  in  case  of  other  insurance,  the  words,  "whether  by 
fire,  lightning,  or  both." 

A  company  may  write  upon  the  margin  or  across  the  face  of  the  policy,  or 
write  or  print  in  type  not  smaller  than  long  primer,  upon  separate  slips  or 
nders  to  be  attached  thereto,  provisions  adding  to  or  modifying  those  a>n- 
tained  in  the  standard  form;  and  all  such  slips,  riders,  and  provisions  must  be 
signed  by  the  officer  or  agents  of  the  company  so  using  them. 

Every  mutual  corapanv  shall  cause  tr  appear  in  the  body  of  its  policy  the 
total  amount  for  which  the  assured  may  be  liable  under  the  charter  of  said 
company. 

The  said  standard  form  of  policy  shall  be  plainl;jr  printed,  and  no  portion 
thereof  shall  be  in  type  smaller  than  the  type  used  in  printing  the  said  form 
on  file  in  the  office  of  the  secretary  of  state,  and  shall  be  as  follows,  to  wit: 

.  The  form  prescribed  is  an  exact  copy  of  the  New  York  standard 
form.  The  act  also-  provides  that  a  company  willfully  violating  the 
law  by  issuing  a  policy  shall  be  punished  by  a  fine  of  not  less  than 
$50  nor  more  than  $200  for  each  offense,  but  such  policy  shall  never- 
theless be  binding  on  the  company  issuing  the  same.  The  act  took 
effect  January  i,  1894. 

Iowa.  The  Iowa  legislature  of  1897  adopted  a  new  insurance 
code,  and  it  became  necessary  to  make  such  changes  in  the  New 
York  standard  form  of  fire  insurance  policy  which  had  been  used 
in  the  state  as  would  make  it  conform  to  the  provisions  of  the  new 
law.  A  special  committee  of  fire  underwriters  prepared  the  revised 
form.  [For  full  text  see  Cyclopedia  for  1897-98.]  The  legislature 
bf  1907  enacted  a  new  standard  form,  which  in  terms  and  conditions 
is  'Similar  to  the  Oregon  form.      (See  Cyclopedia  for  1906-7.) 


.% 


Maine.  The  act  of  1895  provided  for  the  use  of  a  standard 
policy^,  which  should  be  as  closely  as  practicable  a  copy  of  the 
Massachusetts  standard  policy.  An  attempt  in  1903  and  1905  to 
eliminate  the  arbitration  clause  from  the  policy  in  accordance  with 
the  recommendation  of  the  National  Commission  for  Uniform  Legis- 
lation was  the  occasion  of  protracted  debates,  and  was  finally  de- 
feated. The  legislature  of  1905  amended  the  standard  form  by 
striking  out  the  word  "forthwith"  in  the  paragraph  relating  to 
notice  of  loss  and  substituting  therefor  the  words,  "within  a  reason- 
able time,"  so  that  said  paragraph  as  amended  reads  as  folk)ws: 
"In  case  of  loss  or  damage  under  this  policy  a  statement  in  writing, 
signed  and  sworn  to  by  the  insured,  shall  be  within  a  reasonable  time 
rendered  to  the  company,"  etc. 

Massachusetts.  It  remained  for  Massachusetts  to  present  the 
first  form  of  policy  deriving  its  existence  from  a  state  government. 
This  form  was  adopted  by  the  legislature  of  1873,  and  it  con- 
tinued in  force  without  amendment  until  1880,  when  numerous 
changes  were  made,  and  it  was  again  altered  in  1881.    Under  the 
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revision  of  the  insurance  laws  in  1887  the  Massachusetts  form, 
further  modified,  became  a  part  of  the  code.  All  policies  may  bear 
at  the  top  the  words,  "Massachusetts  standard  policy."  The  name 
of  the  company,  location,  date  of  incorporation,  amount  of  paid- 
up  stock,  names  of  officers  and  agents,  number  and  date  of  policy, 
and  if  issued  by  an  agent  the  words,  "This  policy  shall  not  be 
valid  until  countersigned  by  the  duly  authorized  agent  of  the  com- 
pany at ,"  may  also  appear  on  the  policy.     Printed  forms  of 

description  may  be  used,  a  lightning  clause  may  be  added,  and  any 
words  required  by  law  or  its  charter  may  be  incorporated.  Riders 
may  be  attached  and  signed,  modifying  any  of  the  provisions  of 
the  policy.  With  these  exceptions,  the  text  must  be  in  type,  not 
smaller  than  long  primer.  [See  Cyclopedia  for  1895-96  for  full 
text  of  this  policy.] 

The  legislature  in  1905  amended  the  standard  form  to  provide 
that  the  word  "noon"  as  used  therein  should  be  construed  to  mean 
the  noon  of  the  standard  time  of  the  place  where  the  risk  is  located. 

Michigan.  The  Michigan  legislature  in  1881  passed  an  act  pro- 
viding for  a  commission  composed  of  the  attorney-general,  the  in- 
durance  commissioner,  and  "some  suitable  person"  to  be  appointed 
by  the  governor,  to  prepare  a  standard  form  of  fire  insurance  polior, 
and  to  report  the  same  to  the  insurance  commissioner,  who  should 
thereupon  claim  it  to  be  the  only  policy  form  lawfully  in  use  in 
Michigan.  The  commission  held  meetings  and  consulted  with  fire 
underwriters,  and  adopted  a  form,  which,  however,  was  not  reported, 
and  the  matter  drifted  along  until  1888,  when  the  governor  ap- 
pointed a  new  commission,  which,  after  consultation  with  the  Na- 
tional Board  of  Fire  Underwriters,  agreed  on  the  New  York  standard 
policy,  with  three  changes.  This  form  went  into  effect  in  Michigan 
July  I,  1889.  The  changes  were  the  insertion  of  the  words  in 
parentheses  in  the  following  clauses: 

If  an  application,  survey,  plan,  or  description  of  property  be  referred  to  in 
this  policy.  It  shall  be  a  part  ot  this  contract  and  a  warranty  by  the  insured  (as 
to  material  facts). 

In  any  matter  relating  to  (the  procuring  of)  this  insurance  no  person,  unless 
duly  authorized  in  writing,  shall  be  deemed  the  agent  of  this  company. 

And  where  the  New  York  form  says  that  the  award  of  two  ap- 
praisers shall  "determine"  the  amount  of  loss,  the  Michigan  form 
says  that  it  shall  "be  prima  facie  evidence  of  the  amount  of  loss." 

The  legislature  of  1897  passed  an  act  providing  that  no  policy 
of  fire  insurance  shall  hereafter  be  declared  void  by  the  company 
for  the  breach  of  any  condition  of  the  policy  if  the  insurer  has  not 
been  injured  by  such  breach,  or  where  a  loss  has  not  occurred  dur- 
ing such  breach  or  by  reason  of  such  breach  of  condition.  If  a 
building  that  is  insured,  whether  intended  for  occupancy  by  owner 
or  tenant,  becomes  vacant  or  unoccupied  and  so  remains  for  ten 
days  or  longer  without  the  consent  of  the  company  endorsed  on  the 
policy,  such  vacancy  shall  not  void  such  policy  of  insurance,  except 
a  loss  occur  while  said  building  remains  so  vacant  or  unoccupied 
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Section  three  reads: 

There  shall  hereafter  be  inserted  in  or  by  stamp  or  rider  affixed  upon  the 
standard  form  of  insurance  policies  used  in  this  State,  after  the  clause  which 
contains  the  conditions  of  a  breach  of  which  without  the  consent  of  the  company 
endorsed  thereon  the  policy  is  declared  void,  a  proviso  in  substance  as  fol- 
rows:  ''Provided,  a  loss  shall  occur  on  the  proj>erty  insured  while  such  breach 
ot  condition  continues,  or  such  breach  of  condition  is  the  primary  or  contribu* 
tory  cause  of  the  loss." 

The  act  creating  the  commission  to  prescribe  a  standard  form 
was  declared  invalid  by  the  Michigan  Supreme  Court  in  1905,  and 
the  legislature  of  that  year  enacted  the  form  that  had  been  in  use 
as  prescribed  by  the  commission. 

Minnesota.  The  Minnesota  legislature  passed  a  uniform  fire 
insurance  policy  law  in  1889 ;  the  insurance  commissioner  adopted 
and  filed  the  New  York  form  without  alteration,  and  it  became 
the  only  lawful  policy  in  ihe  state  on  December  31,  1889.  But 
in  1895,  Jn  consequence  of  the  decision  of  the  Pennsylvania  Supreme 
Court  that  the  act  of  that  state  creating  the  standard  policy  was 
void  for  unconstitutionality,  doubt  arose  as  to  the  constitutionality 
of  the  Minnesota  law,  which  was  of  like  character;  and  accordingly 
the  legislature  of  1895,  in  passing  an  act  to  revise  and  codify  the 
insurance  laws  of  the  state,  inserted  therein  a  standard  form  of 
policy  to  be  used  in  the  state  henceforth.  The  Massachusetts 
standard  form,  however,  was  adopted,  instead  of  the  New  York 
form  previously  in  use,  modified  so  as  not  to  conflict  with  the 
provisions  of  the  valued-policy  clause,  which  was  a  part  of  the  s2ime 
general  act. 

In  the  clause  reading  "the  amount  of  said  loss  or  damage  to 
be  estimated  according  to  the  actual  value  of  the  property  insured 
at  the  time  when  such  loss  or  damage  happens  [except  in  case  of 
total  loss  on  buildings],  but  not  to  include  loss  or  damage  caused 
by  explosion  of  any  kind  unless  fire  ensues,  and  then  to  include 
that  caused  by  fire  only,"  the  words  printed  in  brackets  were  new. 

So  in  the  following  clause  in  the  new  Minnesota  form  the  words 
in  brackets  are  not  in  the  original  Massachusetts  form : 

In  case  of  any  loss  or  damage  under  this  policy  a  statement  iq  writing, 
signed  and  sworn  to  by  the  insured,  shall  forth witn  be  rendered  to  the  company, 
setting  forth  the  value  of  the  property  insured  [except  in  case  of  total  loss  on 
buildings  the  value   of  said  builaings  need,  not  be   stated]. 

If  there  shall  be  any  other  insurance  on  the  property  insured,  whether  prior 
or  subsequent,  the  insured  shall  recover  on  this  policy  no  greater  proportion  of 
the  loss  I  except  in  case  of  total  loss  on  buildings]  sustained  than  the  sum 
hereby  ipsured  bears  to  the  whole  amount  insured  thereon. 

In  case  of  loss  [except  in  case  of  total  loss  on  buildings]  under  this  policy, 
and  a  failure  of  the  parties  to  agree  as  to  the  amount  of  loss,  etc. 

This  form  of  policy,  the  law  directed,  should  go  into  effect 
October  i,  1895.  The  law,  however,  permitted  the  use  of  riders  to 
explain  and  modify  the  policy,  and  the  fire  underwriters  doing 
business  in  the  state  prepared  a  general  rider  (which  substantially 
embraced  the  features  of  the  New  York  standard  policy  form),  and 
submitted  it  to  the  consideration  of  the  insurance  commissioner  of 
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Minnesota  September  21,  1895.  Both  the  insurance  commissioner 
and  attorney-general  expressed  the  opinion  that  the  rider  was  kgal 
and  unobjectionable,  and  by  direction  of  the  committee  of  fire  un- 
derwriters which  prepared  the  said  rider  it  was,  on  and  after  the 
date  when  the  policy  took  effect,  attached  to  and  became  a  part 
thereof. 

The  legislature  of  1897  amended  the  law  of  1895  by  prohibiting 
the  use  of  the  coinsurance  rider  or  forms  of  any  kind  in  the  standard 
policy  except  such  as  are  specially  stipulated  in  the  act  approved 
April  23,  1897. 

The  legislature  of  1909  enacted  legislation  amending  sub-division 
2  of  section  1640  of  the  laws  of  1905,  permitting  the  use  of  printed 
forms  describing  the  property  insured  and  including  permits  for  the 
use  of  "electricity,  gasoline  or  acetylene,  or  the  storage  of  other 
extra  hazardous  product  or  material,  for  repairs  and  improvements, 
for  the  operation  or  ceasing  to  operate,  for  maintenance  of  sprinkling 
or  other  improvements,  and  for  the  use  of  the  premises  for  ordinary 
work,"  and  for  insurance  against  loss  of  rents  and  rental  values, 
use  and  occupancy,  and  against  damage  caused  by  change  of  tem- 
perature to  refrigerating  or  cooling  apparatus.  The  law  also  per- 
mits the  use  of  the  "clear  space  lumber  clause,"  "watchman  clause" 
and  mortgagee  clause,  and  the  form  of  such  clauses  are  prescribed 
in  the  act.  The  use  of  a  printed  permit  requiring  the  insurance  to 
use  due  diligence  in  maintaining  the  automatic  sprinkler  equipment 
and  other  protective  devices  is  provided  for  also. 

Missouri.  The  act  of  March  18,  1895,  provided  that  fire  in> 
surance  companies  doing  business  in  the  state  shall,  before  January 
I,  1896,  agree  upon  a  uniform  policy  which,  if  approved  by  the 
superintendent  of  insurance,  shall  be  the  only  form  of  policy  in  use 
in  the  state  after  January  i,  1896.  The  conditions  attached  to  the 
issuance  of  the  policy  by  the  act  will  be  found  among  the  laws  of 
the  states  directing  the  use  ot  a  standard  policy,  printed  under  the 
sub-caption  of  "Missouri"  further  on.  A  policy  form  was  duly  pre- 
pared, but  as  the  insurance  superintendent  was  enjoined  by  the 
courts  from  approving  the  policy,  and  the  injunction  was  in  force  • 
on  January  i,  1896,  the  policy  did  not  take  effect. 

North  Carolina.    Section  6  of  the  insurance  act  of  1893  was  as 

follows,  in  full: 

Section  6.  The  "standard  fire  insurance  policv."  as  prescribed  and  aet 
out  in  Section  121  of  the  insurance  laws  of  New  York,  snail  be  exclusively 
used  in  this  State  by  all  fire  insurance  companies  from  and  after  May  u  1803. 
The  secretary  of  state  shall  keep  a  form  of  said  policy  on  file  in  his  office  tor 
comparison  and  inspection. 

The  legislature  of  1899  passed  an  act  "to  regulate  fire  insur- 
ance and  other  companies."    Section  43  reads: 

Section  43.  No  fire  insurance  company  shall  issue  fire  insurance  |>olicies 
on  property  m  this  state  other  than  those  of  the  standard  form  filed  in  the 
office  of  the  insurance  commissioner  of  this  state,  known  and  designated  as  the 
Standard  Fire  Insurance  Policy  of  the  State  of  North  Carolina,  etc 
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Then  follows  the  New  York  standard  form  of  policy,  with  the 
exceptions  thereto. 

New  Hampshire.  In  1885  the  legislature  passed  a  law  direct- 
ing the  insurance  commissioner  to  prepare  a  standard  form  of 
policy  "for  companies  insuring  property  in  this  state."  The  rules, 
to  be  observed  were  those  of  the  Massachusetts  law.  The  Massa- 
chusetts form  had  to  be  varied  somewhat  to  comply  with  the  New 
Hampshire  laws,  but  it  was,  in  the  main,  the  same, 

Portions  of.  the  laws  which  are  to  be  printed  on  the  back  of  the 
policy,  and  which  are  made  a  part  of  the  contract,  are:  Chapter  13 
of  the  Laws  of  New  Hampshire,  1879;  Chapter  172  of  the  General 
Laws  of  New  Hampshire  and  Chapter  73  of  the  laws  of  1885. 

New  Jersey.  The  act  of  1892  provides  that  the  commissioner 
of  banking  and  insurance  "shall  prepare  a  printed  form  in  blank 
of  a  contract  or  policy  of  fire  insurance,  together  with  such  pro- 
visions, agreements,  or  conditions  as  may  be  indorsed  thereon  or 
added  thereto,  and  form  a  part  of  such  contract  or  policy,  and  file 
the  same  in  the  office  of  the  secretary  of  state  on  or  before  July  i. 
1892,  similar  in  all  respects,  except  as  hereinafter  mentioned,  to 
the  contract  or  policy  provided  by  law  for  the  states  of  Pennsylvania 
and  New  York,  and  such  form  when  filed  shall  be  known  and  desig- 
nated as  The  Standard  Fire  Insurance  Policy  of  the  States  of  New 
York,  Pennsylvania,  and  New  Jersey."  The  exception  referred  to 
above  has  reference  only  to  the  changes  in  phraseology  necessary  to 
make  the  policy  applicable  to  New  Jersey. 

New  York.  In  its  session  of  1886  the  New  York  legislature 
passed  an  act  (Chapter  488)  to  provide  for  a  uniform  contract  or 
policy  of  fire  insurance,  requiring  the  insurance  superintendent  to 
prepare  such  a  policy,  unless  the  New  York  Board  of  Fire  Under- 
writers should,  on  or  before  October  15,  1886,  file  a  form.  The 
board  undertook  the  task  immediately  upon  the  passage  of  the  law, 
and  what  is  now  known  as  the  "Standard  Fire  Insurance  Policy  of 
the  State  of  New  York,"  was  prepared  and  duly  filed  within  the 
time  specified.  The  Massachusetts  standard  was  the  model  for 
New  Hampshire,  but  the  underwriters  of  New  York  believed  that 
they  could  better  it,  and  so,  calling  to  their  counsels  all  the  help 
that  they  could,  the  committee  of  the  New  York  board  spent  months 
of  hard  work  in  reconciling  differences  and  preparing  what  has 
been  the  model  upon  which  all  subsequent  "standard  forms"  have 
been  made.     [See  Cyclopedia,  1895-6.] 

Unlike  the  Massachusetts  and  New  Hampshire  forms,  this  form 
does  not  permit  riders  which  may  change  any  conditions  of  the 
policy.  Otherwise  the  law  gives  the  same  latitude  for  changes  that 
are  found  in  the  laws  of  Massachusetts  and  New  Hampshire.  All 
variations  from  the  prescribed  form  are  provided  for  in  modifying 
"clauses,"  which,  if  attached,  are  a  part  of  the  policy  and  cannot  be 
altered.     These  are:     Application  and   Survey  Clause,   Percentage 
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Value  Clause,  Percentage  Value  Clause  for  Application  to  Specific 
Items  of  Policy  Assessment.  Instalment  or  Credit  Clause,  Co-insur- 
ance Clause,  Coinsurance  Clause  for  Application  to  Specific  Items 
of  Policy,  Coinsurance  Clause  for  Floating  Policy,  Percentage  Co- 
insurance Clause,  Percentage  Clause  for  Application  to  Specific 
Items  of  Policy,  Percentage  Co-insurance,  and  Limitation  Clause, 
Percentage  Coinsurance  and  Limitation  Clause  for  Application  to 
Specific  Items  of  Policy,  Mortgage  Clause,  Mortgage  Clause  when 
Owner  has  no  Interest  in  the  Insurance,  Mortgage  Clause  with  Full 
Contribution,  Condition  as  to  Incumbrances,  Lightning  Clause. 

Three  additional  clauses  were  filed  by  the  New  York  Board  of 
Fire  Underwriters  January  i,  1902,  to  wit:  Average  Clause,  Aver- 
age Clause  with  Exemption  of  Special  Inventory  or  Appraisement 
in  Certain  Cases,  Clause  Forbidding  the  Use  of  Electricity. 

This  policy  became  the  only  one  lawfully  in  use  in  the  state  of 
New  York  on  and  after  May  i,  1887. 

By  Chapter  106  of  the  Acts  of  1903  it  was  made  unlawful  for 
Lloyds  associations  to  stamp  or  print  on  the  policies  any  words  which 
might  tend  to  convey  the  impression  that  such  policies  are  in 
form  or  substance  the  standard  form  of  fire  insurance  policy. 

North  Dakota.  The  North  Dakota  uniform  policy,  a  copy  of 
the  New  York  form,  went  into  force  October  i,  1890,  as  previ<Jusly 
stated. 

Wisconsin.  The  law  of  this  state,  passed  in  1891,  directed  the 
commissioner  of  insurance  to  prepare  and  file  on  or  before  July 
I,  1891,  a  standard  policy  which  shall  "conform  to  the  type  and 
form  of  the  New  York  standard  fire  insurance  policy;  provided, 
however,  that  five  days'  notice  of  cancellation  by  the  company  shall 
be  given  and  provided  that  proof  of  loss  shall  be  made  within 
sixty  days  after  a  fire."  This  policy  went  into  force  September  i. 
1891.  A  variation  from  the  New  York  form  was  necessary  to  cover 
the  valued-policy  law  of  Wisconsin,  and  was  so  worded  that  should 
that  law  be  repealed  there  would  not  need  to  be  any  change  in  the 
form.  It  read:  "Except  when  otherwise  provided  by  statute,  this 
company  shall  not  be  liable  beyond  the  actual  cash  value."  The 
words  of  the  New  York  form,  "in  any  matter  relating  to  this  insur- 
ance no  person,  unless  duly  authorized  in  writing,  shall  be  deemed 
the  agent  of  this  company"  were  left  out  because  the  statutes  of 
Wisconsin,  Section  1977,  state  what  shall  constitute  agency.  The 
only  other  deviation  from  the  New  York  form  was  the  omission  of 
the  paragraph : 

No  suit  or  action  on  this  policy,  for  the  recovery  of  any  claim,  shall  be 
sustainable  in  any  court  of  law  or  equity  until  after  the  full  compliance  by  the 
insured  with  all  the  foregoing  requirements,  nor  unless  commenced  within  twelve 
months  next  after  the  fire. 

This  was  omitted  in  deference  to  the  Wisconsin  statute  of  limita- 
tions. 
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In  1895,  considering  that  the  late  decision  of  the  Supreme  Court 
of  Pennsylvania,  if  followed  in  other  states,  might  render  this  policy 
void  for  unconstitutionality,  the  legislature  at  its  session  of  1895 
undertook  to  cure  this  possible  defect  by  re-enacting  the  law  in 
proper  form.  It  made,  in  doing  so,  some  rather  material  changes 
from  the  New  York  form. 

The  old  form  read  that  claims  were  "payable  sixty  days  after 
due  notice,  ascertainment,  estimate,  and  satisfactory  proof*  of  the 
loss  has  been  ascertained.  The  words  "ascertainment,"  "estimate," 
and  "satisfactory"  were  stricken  out.  In  the  cancellation  clause, 
after  the  words  "five  days*  notice  of  such  cancellation,"  there 
were  added  "unless  during  a  time  in  which  the  hazard  shall  be  in- 
creased solely  by  the  act  of  God,  and  in  such  case,  and  during  such 
time  of  such  increase  of  hazard,  the  company  shall  not  cancel  this 
policy  except  upon  sixty  days'  notice  of  such  cancellation,  without 
the  consent  of  the  assured." 

The  time  for  rendering  a  statement  of  loss,  which,  in  the  New 
York  form,  may  be  extended  "in  writing  by  this  company,"  was 
made  to  read,  "by  agreement  with  the  company  through  the  local 
agent  or  any  other  authorized  agent  or  any  adjuster  acting  for  such 
company  concerning  such  loss."  The  disagreement  and  arbitration 
and  waiver  paragraphs  were  also  changed. 

There  was  also  added  to  the  last  paragraph  these  words: 

Up  to  the  time  of  the  delivery  of  the  policy  to  assured,  in  all  transactions 
relating  to  this  policy  or  to  the  property  herein  insured,  between  the  assured 
and  any  agent  of  the  company,  knowledge  of  the  agent  shall  be  knowledge  of 
the  company;  and  in  all  transactions  relating  to  the  subject  of  insurance, 
between  the  insured  and  any  agent  of  the  company  after  loss,  knowledge  of 
the  agent  shall  be  knowledge  of  the  company. 

The  legislation  of  1907  amended  the  standard  form  by  Section 
947  of  the  statute  by  adding  the  following : 

.  .  .  This  policy  shall  cover  any  direct  loss  or  damage  caused  by  lightning 
'meaning  thereby  the  commonly  accepted  use  of  thr  term  lightning,  and  ir 
no  case  to  include  loss  or  damage  by  cyclone,  tornado,  or  windstorm),  noi 
exceeding  the  sum  insured,  nor  the  interest  of  the  insured  in  the  proi>erty,  and 
subject  in  all  other  respects  to  the  terms  and  conditions  of  this  policy. 
If  there  shall  be  any  other  insurarce  on  said  property  this  company  shall^  be 
liable  only  pro  rata  with  such  other  insurarce  for  anv  direct  toss  by  lightning, 
whether  such  other  insurance  be  against  direct  loss  oy  lightning  or  not. 

The  form  was  also  amended  by  addition  to  Section  1903  of  the 
statutes,  permitting  the  policy  to  be  printed  on  paper  of  a  size  dif- 
ferent from  that  of  the  printed  form  filed  in  the  office  of  the  com- 
missioner, which,  however,  shall  not  be  less  than  nine  inches  in 
width. 

Rhode  Island.  By  the  act  of  May  22,  1895,  a  policy  which  is 
a  copy  of  the  New  York  form  became  the  only  legal  fire  insurance 
policy  in  use  in  the  state. 

South  Dakota.  The  act  approved  February  17,  1893,  provided 
that  the  state  auditor  should  prepare  a  standard  form. 
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The  legislature  of  1905  provided  a  standard  policy,  which  directs 
that  no  company  "shall  issue  any  fire  insurance  policies  on  property 
in  this  state  other  than  those  of  the  standard  form/'  except  as  fol- 
lows : 

"A  coin];>anv  raay  print  on  or  in  its  policies  its  name,  location,  and  date  of 
incorporation,  the  amount  of  its  paid-up  capital  stock,  the  names  of  its  officers 
and  agents,  the  number  and  date  of  the  policy,  and,  if  it  be  issued  through  an 
agent,  the  words,  'This  policy  shall  not  be  valid  until  countersigned  by  the 
duly  authorized  manager  or  agent  of  the  company  at     .     .     .     .     '  *' 

A  company  may  use  in  its  policies  written  or  printed  forms  of 
description  and  specifications  of  the  property  insured,  including  per- 
mits for  the  use  of  electricity,  gasoline  or  storage  of  other  extra 
hazardous  products  or  material,  also  for  repairs  and  improvements, 
for  the  operation  or  leasing  to  operate,  and  for  the  maintenance  of 
sprinkling  or  other  improvements  in  case  of  factories  or  similat 
risks,  also  may  grant  permission  for  premises  to  remain  vacant 

A  company  insuring  against  damage  by  lightning  may  print,  in 
the  clause  enumerating  the  perils  insured  against,  the  additional 
words,  "also  any  damage  by  lightning  whether  fire  ensues  or  not," 
and,  in  the  clause  providing  for  an  apportionment  of  loss  in  case  of 
ether  insurance,  the  words  "'whether  by  fire,  lightning,  or  both." 

Printed  or  written  forms  of  description  and  specification  or 
schedules  of  the  property  covered  by  any  particular  policy,  and  any 
other  matters  necessary  to  clearly  express  all  the  facts  and  conditions 
of  insurance  of  any  particular  risk  (which  facts  or  conditions  shall 
in  no  case  be  inconsistent  with  or  a  waiver  of  any  of  the  provisions 
or  conditions  of  the  standard  policy  herein  provided  for)  may  be 
written  upon  or  attached  or  appended  to  any  policy  issued  on  prop- 
erty in  the  state.  The  blanks  in  the  form  may  be  filled  in  either 
writing  or  printing,  and  where  a  joint  policy  is  issued,  this  part  may 
be  stated,  and  also  the  proportion  of  the  premium  and  liability  as- 
sumed by  each  company.  The  policy  is  known  and  designated  as 
rhe  "South  Dakota  Standard  Form,"  and  must  be  printed  in  type 
no  smaller  than  long  primer.  [See  Cyclopedia  for  1905-6  for  full 
text  of  this  policy.] 

The  legislature  of  1909  passed  an  act  repealing  the  above  law, 
and  re-enacting  the  law,  with  a  re-arrangement  of  some  of  its  con- 
ditions and  changes  in  phraseolog>',  and  prescribing  the  form  of 
"mortgage  clause,"  "loss  payable  clause,"  "average  clause,"  "three- 
fourths  value  clause,"  and  "reduced  rate  avarage  clause,"  with  form 
of  application  for  same,  which  it  is  permitted  may  be  printed  in  or 
attached  to  the  standard  form. 

Louisiana.  The  legislature  of  1898  adopted  a  general  fire  in- 
surance law,  in  which  Section  22  of  Article  3  (Act  105  of  the  laws 
of  1898)  is  as  follows: 

Section  22.  Be  it  further  enacted,  etc.:  No  fire  insurance  company  shah 
issue  fire  insurance  policies  on  property  in  this  state  other  than  those  which 
shall  conform  to  the  requirements  of  the  New  York  Standard  Form  of  Fire 
Insurance  Policy. 
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Oregon.  The  Oregon  legislature  of  1907  prescribed  a  standard 
policy  form  which  went  into  effect  October  i.  The  act  pro- 
vides that  no  policy  of  fire  insurance  shall  be  issued  on  property 
in  the  state  other  than  as  shall  conform  to  prescribed  conditions 
which  conditions  shall  be  contained  upon  page  two  of  such  policy 
&nd  form  a  part  of  the  contract.  (See  Cyclopedia  for  1906-7  for 
•full  text  of  the  conditions  of  the  policy.) 

Other  conditions  and  provisions  not  in  conflict  with  the  law 
or  public  policy  may  be  added  but  such  conditions,  so  added  must 
be  printed  in  type  double  the  size  of  the  type  in  which  the  prescribed 
conditions  are  printed  and  in  a  different  color  of  ink,  and  such  added 
conditions  must  immediately  follow  the  conditions  prescribed  in  the 
policy. 

Section  2  of  the  act  provides  that  "nothing  contained  in  Section 
r  shall  be  construed  as  prohibiting  any  fire  insurance  company,  cor 
poration  or  association,  its  officers  or  agents,  from  assuming  addi- 
tional fire  risks,  or  granting  unto  the  assured  additional  permit5 
and  privileges  with  regard  to  the  property  thereby  assured,"  and 
Section  3  makes  failure  to  comply  with  the  act  a  misdemeanor,  and 
en  conviction  subject  to  "a  fine  of  not  less  than  twenty-five  dollars 
nor  more  than  one  hundred  dollars  for  the  first  offense,  and  of  not 
less  than  one  hundred  nor  more  than  two  hundred  and  fifty  dol- 
lars for  each  subsequent  offense;  but  any  policy  so  made,  issued, 
and  delivered  shall,  notwithstanding  be  binding  upon  the  company 
issuing  and  insuring  the  same." 

It  should  be  added  that  many  companies  have  adopted  the  Nev 
York  standard  for  use  wherever  there  is  no  other  compulsory  form, 
so  that,  with  the  exception  of  the  slight  changes  made  by  the  Michi- 
gan form,  and  the  special  forms  in  Massachusetts,  Maine,  New 
Hampshire,  Iowa,  Oregon,  and  Wisconsin,  a  uniform  policy  i*. 
written  by  the  leading  companies  all  over  the  United  States. 

California.  The  California  legislature  of  1909,  adopted  a 
standard  form  of  policy,  which  was  drafted  by  a  special  commission 
appointed  by  act  of  the  legislature,  and  the  law  went  into  effect 
August  I.     f  See  Cyclopedia  for  1908- 1909  for  full  text  of  the  law.) 

Section  2  of  the  act  provides  that  there  shall  be  printed  on  the 
outside  fold  of  the  policy  in  type  not  smaller  than  small  pica  the 
words  "Read  This  Policy"  followed  by  a  summary  of  the  stipu- 
lations and  conditions  in  the  policy.  It  is  provided  that  the  pro- 
visions regarding  appraiseinent  or  apportionment  of  loss  may  be 
waived,  by  special  agreement  endorsed  on  the  policy  or  added  there- 
to, and  the  valuations  of  all  or  any  of  the  insured  property  in  case 
of  total  loss  may  be  agreed  upon  in  advance  of  loss.  The  form 
shall  be  plainly  printed  in  type  no  smaller  than  "small  pica,"  with 
subheads  in  type  larger  than  pica,  and  the  lines  shall  be  numbered 
consecutively.  County  insurance  companies  are  exempt  from  using 
the  form,  but  all  other  companies  and  "any  insurers  other  than  cor- 
porations" shall  use  the  standard  form.  The  names  of  the  directors 
and  officers,  and  a  statement  of  financial  condition  and  home  office 


490  Policy  Forms  and  Laws,  Fre. 

address  may  be  printed  on  the  policy  and  "also  in  red  ink  any  pro- 
visions respecting  any  limitation  of  liability  of  the  company,  its 
stockholders  or  members  which  it  is  required  or  permitted  by  the 
law  of  the  state  or  country  of  its  organization  to  insert  in  its 
policies/'  Clauses  may  be  added  defining  the  rights,  duties  and 
obligations  of  mortgagees,  assignees  and  other  parties  who  have  or 
may  acquire  an  interest  in  the  insured  property,  and  sections  8, 
9  and  10  provide  as  follows. 

Sec.  8.  No  clause  shall  be  inserted  or  rider  attached  affecting  the 
standard  form  liability  of  the  insurer  for  loss  or  damage  by  fire  occasioned 
either  directly  or  indirectly  by  earthquake,  hurricane,  volcanic  action  or  other 
disturbance  of  nature,  unless  the  same  shall  be  printed  in  red  ink  in  t^pe  larger 
than  small  pica  and  at  the  head  of  the  policy  there  shall  be  printed  m  red  ink 
in  large  bold  faced  type  the  words,  'This  policy  contains  Umitations  of 
liability  not  permitted  in  the  California  standard  form." 

Sec.  9.  Clauses  may  be  added  to  the  sUndard  form  (a)  ooTerlng  property 
and  risks  not  otherwise  covered;  (b)  assuming  greater  liability  than  u  other- 
wise imposed  on  the  insurer;  (c)  granting  insured  permits  and  fMivileges  not 
otherwise  provided;  (d)  waivers  of  any  of  the  matters  avoiding  the  policy 
or  suspending  the  insurance;  (#)  waivers  of  any  of  the  requirements  imposed 
on  the  insured  after  loss. 

Sbc.  io.  Except  as  herein  otherwise  provided  clauses  may  be  attoched 
to  the  standard  form  by  separate  riders  in  type  larger  than  pica  imposing 
specified  duties  and  obligations  upon  the  insured  and  limiting  the  liability  ox 
the  insurer. 

Any  insurer  or  the  agent  countersigning  or  issuing  a  policy 
varying  from  the  standard  form  except  as  therein  provided  is  guilty 
of  a  misdemeanor,  but  any  policy  so  issued  is  binding  on  the 
company. 

Penalties  for  using  other  than  the  Standard  Poucy. 

All  but  one  (North  Carolina)  of  the  fourteen  states  using  a 
standard  form  of  fire  insurance  policy  prescribed  penalties  for  using 
another  form  of  policy,  and  all  but  three  (New  York,  New  Hamp- 
shire, and  North  Carolina)  make  the  illegal  policy  binding  on  the 
company  issuing  it,  notwithstanding  the  violation  of  law. 

The  New  York  standard  policy  law  of  i886  contained  a  binding 
clause,  but  in  the  revision  of  the  insurance  laws  by  the  statutory 
commission  of  1892  this  condition  was  omitted,  either  by  negligence 
or  design. 

The  laws  of  New  Hampshire  and  North  Carolina  do  not  contain 
the  binding  clause. 

The  Massachusetts,  Rhode  Island,  and  Utah  laws,  after  pre- 
scribing penalties  for  the  use  of  a  non-standard  policy,  add,  "but 
such  policy  shall  nevertheless  be  binding  on  the  company  issuinc? 
the  same,"  and  the  South  Dakota  law  adds,  "but  any  policy  so  made, 
issued,  and  delivered,  shall  be  binding  upon  the  company  issuing 
the  same." 

The  binding  clause  of  the  Minnesota  law  is  the  same  as  the  pre- 
ceding, but  adds  thereto  "and  such  company  shall  thereafter  be 
disqualified  from  doing  business  in  the  state."  The  North  Dakota 
law  also  contains  this  clause,  and  the  South  Dakota  law  also  con- 
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tains  this  clause  but  makes  it  operative  in  "conviction  for  second 
oflfense." 

The  New  Jersey  law  has  the  binding  clause  of  the  New  York 
law  of  1886,  and  the  laws  of  Connecticut,  Michigan,  and  Wisconsin 
have  substantially  the  same. 

All  the  states  provide  in  their  laws  for  substantially  the  excep- 
tions noted  under  head  of  Connecticut. 

Life  Insurance  Policies. 

-^TNA  Life  Insurance  Company.  The  company  issues  all 
«  desirable  forms  of  policies;  both  participating  and  non-participat- 
ing. The  policies  are  incontestable  after  one  year,  and  contain 
no  conditions  as  to  residence  or  travel,  occupation  and  military  or 
naval  service.  Suicide  within  one  year,  whether  sane  or  insane 
renders  the  policy  null  and  void,  and  thirty-one  days  grace  in  the 
payment  of  premiums  is  granted.  • 

Dividends  under  participating  policies  are  granted  annually. 
Dividends  may  be  received  by  the  insured  in  cash,  or  used  in 
reduction  of  the  premium,  or  applied  to  the  purchase  of  paid-up 
additions  to  the  sum  insured  for  which  the  cash  value  will  sub- 
sequently be  paid  if  desired,  or  may  be  left  with  the  company  to 
accumulate  at  a  rate  of  interest  not  less  than  three  per  cent,  per 
annum;  the  dividends  so  accumulated  will  be  paid  to  the  insured 
whenever  desired  or  may  be  applied  to  reduce  the  number  of  pre- 
miums required  or  hasten  the  maturity  of  the  policy. 

Participating  policies  after  two  years  are  non-forfeitable,  and 
non-participating  policies  after  three  years,  (except  non-partici- 
pating endowments  of  not  more  than  twenty  years,  these  latter 
after  two  years),  and  upon  surrender  of  the  original  policy  within 
two  months  from  the  date  of  default  in  payment  of  premium,  a 
paid-up  non-participating  policy  will  be  issued,  or  a  cash  value 
will  be  paid  of  an  amount  specified  in  the  policy  or  if  not  sur- 
rendered extended  insurance  will  be  given  for  a  time  stipulated 
in  the  policy. 

If  the  policy  has  not  been  surrendered  to  the  company  it  may 
be  re-instated  within  five  years  aftei*  default  in  payment  of  pre- 
mium upon  evidence  of  good  health. 

If  policy  is  not  then  assigned,  loans  will  be  granted  after  the 
second  year  under  participating  policies,  after  the  third  year  under 
non-participating  policies,  (except  non-participating  endowments 
of  not  more  than  twenty  years,  these  latter  after  the  second  year) 
subject  to  an  interest  charge  of  six  per  cent,  per  annum. 
If  a  request  for  the  automatic  premium  loan  privilege  has  been 
signed  by  the  insured  and  assig^e,  if  any,  the  amount  of  any  pre- 
mium not  paid  in  cash  when  due  or  within  the  days  of  grace  less 
any  dividend  applicable  thereon,  will,  without  further  action  by  the 
owners,  be  loaned  by  the  company  in  payment  of  such  premuim 
provided  such  loan  with  all  other  indebtedness  does  not  exceed  the 
cash  value  of  the  policy. 
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These  policies  are  issued  on  female  lives  at  regular  rates  ex- 
cept that  upon  ordinary  life  policies  and  endowment  policies  re- 
quiring more  than  twenty-five  full  years  premiums,  also  upon  term 
policies,  an  annual  extra  premium  of  $5.00  per  $1,000.  of  insurance 
will  be  charged  under  the  age  of  fifty-five,  to  be  discontinued  when 
that  age  is  attained. 

The  privilege  of  changing  the  beneficiary  is  granted  if  the 
policy  is  not  then  assigned.  The  option  of  having  the  principal  sum 
paid  in  5,  10,  15,  20,  25,  30  or  40  annual  instalments,  or  in  25  annual 
mstalments  certain  and  so  long  thereafter  as  the  payee  may  live,  or 
a  life  annuity  is  granted. 

If  it  is  proved  that  the  insured  has  become  wholly,  continuously 
and  permanently  disabled,  at  the  expiration  of  twelve  months  the 
company  will  commence  to  pay  the  sum  insured  in  twenty  equal 
annual  instalments,  or  at  the  option  of  the  insured  will  pay  a  life 
annuity. 

Bankers  Life  Association  of  Des  Moines,  Iowa.  The  form 
of  certificates  now  in  use  by  this  association  reads : 

This  is  to  Certify,  that  in  consideration  of  the  Articles  of  Incorporation 
and  By-Laws^  of  this  association  and  of  his  application  No.  000000,  copies 
of  all  of  which  are  endorsed  hereon  and  expressly  made  a  part  of  this  con- 
tract,  and  the   payment  of    dollars,    ,   of    state   of 

,   aged    years,   by   occupation    ,    has   been   admitted   to 

mernbership  in  this  association  and  that  in  the  event  of  his  death,  while  this 
certificate  is  in  force  and  upon  its  presentation  at  the  home  office,  due  proof 
of  death   having  been  supplied  by  the  beneficiary,  this  association  will  pay  to 

wife    of   the   member,   the   sum   of    and 

the   Guarantee  deposit. made   with   the   association    by   said   member   amounting 

to    dollars;   Proinded,  that  if  within   two  years  from  the  date  of  this 

Certificate  the  member  shall,  whether  sane  or  insane,  die  by  his  own  act,  the 
liability  of  the  association  shall  be  limited  to  the  amount  paid  to  it  on  account 
of  said  certificate. 

In  the  event  of  the  death  of  the  beneficiary  prior  to  that  of  the  member, 
or  in  case  none  is  named,  the  benefit  is  to  be  payable  to  the  administrator  or 
executor  of  the  decea^pd  member  for  the  benent  of  his  estate.  Unless  other- 
wise expressly  provided,  each  beneficiary  surviving  the  member  shall  share 
equally  m  the  entire  benefit. 

The  Amount  due  under  this  contract  is  to  be  provided  by  assessments 
levied  upon  each  member  in  proportion  to  his  contribution  to  the  Guarantee 
Fund,  unless  otherwise  supplied. 

This  Certificate  is  issued  and  "accepted  as  a  quarterly  renewable  term  con- 
tract between  the  member  and  this  association  and  shall  not  take  effect  until  re- 
ceived by  him  while  in  good  health.  Payments  shall  be  due  quarterly  on  the 
first  day  of  January,  April,  July  and  October  of  each  year  and  the  first  quar- 
terly payment  hereunder  will  be  due  on  April  i,  1910.  The  member  has  the 
option  of  renewing  this  contract  for  each  quarter  succeeding  the  dates  above 
named  by  payment  in  advance  therefor,  at  the  home  office  or  a  depository  of 
the  association,  on  said  dates.  This  certificate  shall  continue  in  force  only 
during  the  term  for  which  payment  has  been  made,  but  a  grace  of  one  month 
is  allowed  during  which  each  quarterly  payment  may  be  made  and  during 
which  the  insurance  shall  remain  in  for^e. 

Upon  the  failure  of  the  member  to  make  any  payment  due  from  him  to 
the  association  by  the  end  of  said  .month  of  grace,  his  Guarantee  Deposit  and 
all  other  payments  made  shall  thereby  be  forfeited  and  his  membership  shall 
thereupon  cease  without  action  by  the  association. 

This  Certificate  shall  be  incontestable  after  two  years  from  its  date,  ex- 
cept for  failure  of  the  member  to  make  the  payments  provided  in  this  con- 
tract. 
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No  agent  or  solicitor  has  the  power  to  waive  any  conditions  of  or  modify 
this  contract  of  membership.  " 

In  witness  whereof  the  association  b6s  caused  this  Certificate  to  be  signed 
by  its  president  or  vice-president  and  attested  by  its  secretary  or  assistant 
secretary  with  the  corporate  seal  of  the  association  on  this   day  of 


Bankers  Life  Insurance  Company  of  Nebraska.  The  home 
office  of  this  company  is  at  Lincoln.  The  company  writes  "Ordinary 
Life,"  "Twenty  Year  Distribution,"  "Participating  and  Non-par- 
ticipating," "Ordinary  Life  Continuous  Instalment"  policies.  Ten, 
fifteen,  and  twenty  payment  life,  termed  "Investment  Bonds,"  en- 
dowments, instalments,  and  return  premium  policies,  and  ten  year 
term  policies.  Except  the  term  policies,  all  provide  for  paid-up  in- 
surance, cash  values  and  loans,  and  surplus  is  not  divided  until 
end  of  stated  period.  The  limit  on  one  life  is  $10,000.  The  com- 
pany also  writes  annual  dividend  policies. 

Berkshire  Life  Insurance  Company.  The  following  is  a 
synopsis  of  the  form  of  ordinary  life  policy  written  by  the  company : 

IN  CONSIDERATION  of  the  application  for  this  Policy,  which  is  hereby 
made  a  part  of  this  contract,  a  copy  of  which  application  is  hereto  annexed, 
and  of  the  payment  of  premiums  as  above  described,  the  Berkshire  Life 
Insurance  Company  promises  to  pay  the  Sum  Insured,  at  its  Home  Office  in 
Pittsfield,  Mass.,  to  the  beneficiary  herein  named,  upon  receipt  at  its  saia 
Home  Office  of  due  proof  of  the  death  of  the  insured  occurring  during  the 
continuance  of  this  Policy;  and  on  its  surrender  the  balance  of  the  premium,  if 
any,  for  the  then  current  policy  year,  and  any  other  indebtedness  on  account  of 
or  secured  by  this  Policy,  being  first  deducted  therefrom;  subject,  however,  to 
the  insured's  right,  if  any,  to  change  the  beneficial  interest  hereunder,  as  herein- 
after specified,  and  provided  that  if  no  beneficiary  shall  survive  the  insured, 
such  payment  shall  be  made  to  the  executors,  administrators,  or  assigns  of  the 
said  insured. 

This  Policy  will  be  incontestable  after  one  year  from  the  date  of  its 
issue,    except    for   non-payment   of    premium. 

The  provisions,  requirements,  and  benefits  hereinafter  stated  are  hereby 
referred  to  and  made  a  part  of  this  Policy. 

Non-Forfeiture  Benefits. 

If  any  premium  on  this  policy  is  not  paid  at  the  expiration  of  the  days 
of  grace,  the  Company  will  keep  the  policy  in  force  by  applying  the  dividend 
accumulations  to  the  payment  due  on  the  policy,  if  such  accumulations  are 
sufficient  to  make  said  payment  in  full. 

Upon  default  in  the  payment  of  any  premium,  after  two  full  annual 
premiums  have  been  paid  hereon,  this  policy  will  be  binding  upon  the  Company 
as  participating  paid-up  insurance  of  a  reduced  amount,  payable  at  the  same 
time  and  on  the  same  conditions  as  in  the  original  contract;  but  at  any  time 
within  thirty  days  from  the  date  of  such  default,  the  insured  may  elect  in 
lieu  of  such  paid-up  insurance,  by  a  writing  filed  with  the  Company  at  its 
Home  Office,  to  have  the  insurance  continued  in  force  as  participating  extended 
term  insurance,  from  the  due  date  of  the  premium  in  default,  for  its  original 
amount  and  any  outstanding  paid-up  additions,  less  any  indebtedness  hereon 
or  secured  hereby,  but  without  the  right  to  loans,  or  may  surrender  the 
policy  and,  with  the  written  assent  of  the  person  to  whom  it  is  made  payable, 
receive  in  cash  its  value  at  the  time  of  default,  within  thirty  days  of  the 
application  therefor. 

The  values  stated  in  the  accompanying  table  are  for  even  years  and  apply 
to  this  policy,  except  that  if  there  are  outstanding  paid-up  additions  to  the 
policy,   the   values   will  be   increased  in   consequence,   but  if  there  is  any   in* 
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debtcdness  to  the  Company  on  account  of  or  ssecurcd  by  this  policy,  the  said  values 
will  be  diminished.  If  tRe  default  occurs  after  a  fractional  pa>t  of  the 
current  year's  premium  has  been  paid,  the  values  will  be  proportionately 
adjusted.  ^ 

If  this  policy  becomes  paid  tip  for  a  reduced  amount  by  operation  of  law, 
or  if  extended  term  insurance  is  taken  hereunder,  the  insurance  will  have  a 
cash  surrender  value  which  will  be  its  legal  net  value  available  within  thirty 
days  of  the  application  therefor  on  legal  surrender  of  the  policy. 

The  policy  may  be  re-instated  at  any  time  upon  sat- 
isfactory proof  to  the  company  of  i?isurability  and  the 
payment  of  all  overdue  premiums  or  any  other  indebtedness  to 
the  company.  The  insured  is  also  given  the  option  of  having  the 
policy  paid  in  instalments,  rather  than  in  one  sum;  either  in  limited 
instalments  or  continuous  instalments,  and  tables  of  instalments 
under  each  method  are  printed  in  the  policy.  After  the  policy'  has 
been  in  force  one  year  thirty-one  days  grace  in  payment  of  premium 
is  granted,  and  the  policy  participates  annually  in  the  distribution 
of  surplus  at  the  option  of  the  holder  as  follows:  (a)  be  payable  in 
cash,  or  (b)  be  applied  in  reduction  of  premium,  or  (c)  be  used  to 
purchase  paid-up  additions  to  this  policy,  or  (d)  they  may  be  left 
with  the  company  to  accumulate  to  the  credit  of  the  poUc>',  with 
interest  at  the  rate  of  three  per  cent,  per  annum,  payable  at  the 
maturity  thereof  or  withdrawal  in  cash  on  demand  by  the  holder  of 
the  policy.  If  no  election  is  made  by  the  holder  of  the  policy  prior 
to  any  anniversary  thereof  the  dividend  for  that  anniversary  shall 
be  held  by  the  company  as  provided  in  option  (d).  Provision  is 
made  for  losms  on  the  sole  security  of  the  policy  after  two  full  annual 
premiums  have  been  paid,  and  the  policy  is  free  from  any  restriction 
as  to  travel  or  residence,  but  "the  insured  shall  not,  within  one  year 
after  the  date  of  this  policy,  without  the  consent  of  the  company  in 
writing,  engage  as  an  occupation,  in  blasting,  mining,  submarine 
labor,  the  manufacture,  handling  or  transportation  of  inflammable 
or  explosive  substances,  in  service  upon  any  railroad  or  any  steam- 
boat or  other  vessel ;  nor  make  aeronautic  ascensions ;  or  engage  in 
military  or  naval  service  of  any  kind  in  time  of  war." 

The  policy  also  contains  the  following:  "General  provisions  to 
govern  and  to  be  incorporated  in  agreement  as  may  be  applicable": 

ist.  That  any  contingent  Beneficiary  or  Beneficiaries  shall,  upon  satis- 
factory proof  of  the  death  of  the  last  surviving  Beneficiary,  succeed  to  all  the 
rights  and  privileges  possessed  by  said  Beneficiary  at  the  time  of  such  death, 
except  that  under  Option  B  the  rights  of  any  contingent  Beneficiary  shall  be 
limited  to  such  of  tne  first  twenty  instalments,  if  any,  as  remain  unpaid  at 
the  death   of  the   last  surviving  Beneficiary. 

and.  That  if  there  be  more  than  one  Beneficianr,  the  rights  of  any 
deceased  Beneficiary  shall  pass  to  the  surviving  Beneficiary  or  Beneficiaries 
upon  satisfactory  proof  of  such  decease,  except  that  under  Option  B  the  rights 
of  the  surviving  Beneficiary  or  Beneficiaries  shall  be  limited  to  such  of  the 
first  twenty  (20)  instalments,  if  any,  as  remain  unpaid  at  the  death  of  such 
Beneficiary. 

3rd.  That  at  the  death  of  the  last  surviving  Beneficiary,  if  there  be  no 
contingent  Beneficiary  then  living,  or  at  the  death  of  the  last  surviving  con- 
tingent Beneficiary  occurring  subsequently  thereto,  any  of  the  stipulated 
instalments  under  Option  A,  or  any  of  the  first  twenty  instalments  under 
Option  B  then  remaining  unpaid,  will  be  commuted  upon  the  basis  of  three 
per  cent,  compound  interest  and  paid  to  the  executors,  administrators  or  assigns 
of  such  last  surviving  Beneficiary  or  contingent  Beneficiary. 


Policy  Forms  and  Laws,  Life,  Columbian  National.         495 

Cleveland  Life  Insurance  Company.  The  company  issues 
three  general  classes  of  policies:  "Standard  Form,"  "Guaranteed 
Monthly  Income,"  and  'Optional  Conversion"  Policy,  and  each 
general  class  is  issued  in  seven  forms  as  follows:  ordinary  life, 
10,  15  and  20,  year  limited  pay,  and  10,  15  and  20  year  endowment. 
The  company  also  issues  5,  10  and  20  year  term  policies.  The  forms 
are  all  non-participating,  and  contain  liberal  cash,  loan,  paid-up  and 
extended  insurance  values.  The  company  also  attaches  a  total 
disability  clause  to  its  policies. 

Columbian  National  Life  Insurance  Company,  The,  Boston, 
Mass.  This  company  issues  all  the  leading  forms  of  policies  on  a  non- 
participating  basis ;  among  them,  "whole  life,"  "limited  payment  life/* 
"endowment,"  "average  life  endowment,"  "return  premium,"  "con- 
tinuous instalment**  and  "twenty  instalment*'  policies.  The  poli- 
cies are  free  from  conditions  as  to  residence,  travel,  occu- 
pation or  military  or  naval  service,  and  are  incontestable  after  one 
year,  except  for  non-payment  of  premium.  Cash  loan  and  sur- 
render values  are  granted  after  three  annual  premiums  have  been 
paid,  and  the  policy  may  be  re-instated  at  any  time  upon  satisfactory 
proof  of  insurability  and  payment  of  all  o.verdue  premiums  with 
interest.  The  loan  and  surrender  values  are  printed  on  the  policy. 
The  following  instalment  options  are  also  provided : 

The  insured,  or  in  case  the  insured  shall  not  have  elected,  the  beneficiary 
after  his  death,  by  a  written  notice  to  the  Company  at  its  Home  Office 
accompanied  by  the  policy  for  endorsement,  may  elect  to  have  the  total 
amount  payable  under  this  policy  on  the  death  of  the  insured,  paid  either — 

(i)     In  one  sum; 

(2)  By  the  payment  of  interest  at  the  rate  of  three  per  cent,  of  such  one 
sum  payable  at  the  end  of  each  year  during  the  life-time  of  the  beneficiary  and 
by  toe  payment  upon  the^  death  of  the  beneficiary  of  the  said  one  sum, 
together  with  any  accrued  interest  for  the  year  then  current,  unless  otherwise 
directed  in  said  notice  to  the  beneficiary's  legal  representatives  or  assigns; 

(3)  By  installments,  either  fixed  or  continuous,  as  provided  in  the  tables 
below. 

The  insured  may,  upon  notice  given  to  the  Company,  change  an  election 
already  made  or  change  the  number  of  installments,  and  may  empower  the 
beneficiary  to  take  the  value  of  any  future  installments  commuted  at  three  per 
cent,  discount 

The  first  installment  will  be  paid  immediately  upon  approval  of  the  claim 
under  this  policy  as  herein  above  provided,  and  subsequent  installments  will 
be  paid  annually  thereafter  on  each  anniversary  of  said  approval  until  all  the 
installments  shall  have  been  paid. 

The  right,  title  and  interest  in  these  installments  shall  be  vested  ^in  the 
beneficiary,  and  at  the  death  of  the  beneficiary  the  unpaid  installments,  if  any, 
shall  be  paid  to  the  executors,  administrators  or  assigns  of  the  beneficiary. 

In  case  of  election  of  installments,  if  the  beneficiaiy  is  the  widow  or 
minor  child  of  the  insured,  the  proceeds  of  this  policy  shall  be  held  by  the 
Company  as  Trustee  in  trust  to  pay  the  installments  free  from  the  claims 
and  demands,  interference,  and  control  of  the  creditors  of  the  insured. 

The  beneficiary,  provided  he  or  she  has  attained  age  thirty,  may  elect  to 
receive  in  lieu  of  payment  in  one  sum  or  in  installments,  an  annui^  for  life, 
the  first  payment  immediate,  based  upon  the  attained  age  of  the  beneficiary 
for  the  amount  as  stated  in  the  annuity  table.  The  annuity  is  payable  on 
each  anniversarv  of  the  approval  of  the  claim  under  this  policy,  on  receipt  of 
satisfactory  evidence  of  the  existence  of  the  annuitant 
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Connecticut  General  Life  Insurance  Company.  This  com- 
pany issues  life  and  endowment  policies  on  either  the  participating 
or  non-participating  plan.  All  of  these  policies  are  non-forfeitable, 
and  provide  for  paid-up,  loans,  cash,  or  extended  insurance  after 
two  years.  A  grace  of  thirty-one  days  in  the  payment  of  premiums, 
without  interest,  is  granted  and  the  policy  may  be  re-instated  within 
three  years  from  the  date  of  non-payment  of  premiums. 

In  addition  to  Life  and  Endowment  policies  the  company  also 
issues  non-participating  Five  and  Ten  Year  Term  policies  which  are 
exchangeable  to  more  permanent  forms  of  insurance  within  four 
and  five  years  from  date  of  issue  respectively.  These  Term  policies 
contain  no  guarantees  of  surrender  values  and  are  forfeitable  for 
non-payment  of  premium. 

The  participating  policies  issued  by  the  company  contain  a 
stipulation  that  dividends  shall  be  payable  commencing  upon  pay- 
ment of  the  second  premium.  All  the  policy  contracts  are  incon- 
testable after  one  year  from  date  of  issue. 

The  Connecticut  Mutual  Life  Insurance  Company.  The 
company  issues  endowment  policies  payable  at  the  end  of  ten, 
fifteen,  twenty,  twenty-five,  thirty,  or  thirty-five  years  or  at  the 
policy  anniversary  nearest  the  ages  of  sixty,  sixty-five,  seventy  or 
seventy-five,  or  at  death  if  occurring  prior  to  the  end  of  the  term; 
with  premiums  payable  annually  throughout  their  duration  or  in  five, 
ten,  fifteen  or  twenty  years;  life  policies  with  premiums  payable 
annually  during  life,  or  in  five,  ten,  fifteen,  twenty  qr 
twenty-five  years.  These  forms  provide  for  annual  divi- 
dends, are  incontestable  after  one  year,  except  for  non-pay- 
ment of  premium,  and  grant  freedom  of  residence,  travel  and  occu- 
pation only  excepting  war  service  during  the  first  policy 
year.  The  forms  are  non-forfeiting,  becoming,  in  case  of  the 
non-payment  of  any  premium  after  two  annual  premiums  are  paid, 
paid-up  policies,  continuing  to  the  end  of  the  original  term  for  an 
amount  printed  on  the  policy;  or  extended  insurance  for  the  face 
of  the  original  policies  for  a  shorter  term  named  on  the  policy ; 
in  either  case  without  surrender  or  care  on  the  part  of  the  insured, 
and  participating  in  surplus;  or  they  may  be  surrendered  after 
two  or  more  annual  premiums  have  been  paid  for  a  guaranteed  cash 
value,  also  printed  on  each  policy  and  made  a  part  of  it. 

The  life  and  endowment  forms  are  also  issued  as  a  single  pre» 
mium  policy,  and  the  company  also  issues  annuities  and  five  and  ten 
year  term  policies.  The  term  policies  participate  in  surplus,  but 
have  no  surrender  value  if  the  premiums  are  discontinued.  Five 
year  term  policies  may  be  surrendered  and  exchanged  within  four 
years,  and  ten  year  term  policies  within  nine  years  from  the 
date  of  their  issue  while  th?y  are  in  force,  and  the  insured  is  not 
more  than  sixty  years  old,  for  a  new  policy  of  any  form  of  whole 
life  or  endowment  insurance  then  issued  by  the  company,  rated 
cither  at  the  attained  age  or  at  the  age  of  the  insured  when  the 
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original  policy  was  issued,  not  in  excess  of  the  amount  of  the 
original  policy  however,  hut  without  the  requirement  of  a  medical 
examination. 

Des  Moines  Life,  This  company  issues  all  the  nsual  forms  of 
life  and  endowment  policies,  including  "Increasing  Insurance  and 
Convertible  Term  Plans,"  all  policies  "non-participating."  All  forms 
grant  freedom  of  residence  and  travel,  one  month's  grace  in  payment 
of  premiums,  reinstatement,  automatic  non-forfeiture  and  ex- 
tended insurance,  demand  loans,  paid-up  insurance,  and  cash  value' 
The  policies  are  incontestable  after  two  years  from  date  of  issue. 

Equitable  Life  Assurance  Society,  New  York.  The  principal 
forms  issued  by  the  company  include  ordinary  life,  limited  payment 
life,  endowment,  and  10  year  term  policies,  and  also  life  income  poli- 
cies on  the  ordinary  life,  limited  payment  and  20  year  endowment 
forms.  These  latter  forms  provide  for  the  payment  of  the  proceeds 
of  the  policy  to  the  named  beneficiary  in  stated  monthly  installments. 

Equitable  Life  Insurance  Company  of  Iowa,  Des  Moines, 
issues  all  forms  of  life,  limited  payment  life  and  endowment  policies, 
both  participating  and  non-participating.  All  policies  embrace  pro- 
visions for  paid  up  or  extended  insurance,  cash  values  and  loans; 
also  for  payments  in  instalments,  either  limited  or  continuous.  The 
reserves  on  all  policies  are  deposited  with  the  State  "for  the  benefit 
and  security  of  policy-holders." 

Fidelity  Mutual  Life  Insurance  Company,  The,  issues  all  ap« 
proved  forms  of  life  and  endowment  insurance  and  sells  annuities. 
Expenses  limited  and  surplus  distributed  annually  in  accordance  with 
provisions  of  the  New  York  law.  Policies  non-forfeitable.  with 
liberal  cash,  loan,  paid-up  and  extended  insurance  values. 

Germania  Life  Insurance  Company.  The  principal  forms 
of  policies  now  issued  by  the  company  are  ordinary  life,  limited  pay- 
ment life  and  endowment  policies,  and  these  forms  are  also  issued 
with  a  continuous  installment  feature.  In  addition  ordinary  joint 
life,  limited  payment  joint  life  and  endowment  insurance  joint  life 
policies  are  issued,  and  also  convertible  and  non-convertible  term 
policies. 

Hartford  Life  Insurance  Company  of  Hartford,  Conn.*  This 
company  issues  all  the  usual  forms  of  life  contracts,  including 
ordinary  life,  limited  payment,  and  endowments  for  varying  terms, 
together  with  several  policies  which  are  peculiarly  its  own.  The 
above  are  both  participating  and  non-participating. 

The  "Guaranteed  Additions"  policy  is  a  favorite  among  insurers. 
The   pure   endowment,   and   the   "Annually   Increasing   Additions," 
which  are  attachable  to  other  forms  of  contracts,  are  also  attractive 
features,  as  are  the  optional  instalment  plans.     The  gold  bond  in 
vestment  contract  has  many  enthusiastic  holders. 
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All  the  contracts  issued  by  this  company  have  the  most  liberal 
conditions  as  to  surrender  and  loan  values,  paid-up  and  extended 
insurance,  together  with  very  advantageous  options  for  withdrawal 
or  reinvestment  of  earnings. 

In  every  case  the  application  is  made  a  part  of  the  policy  and  a 
i*opy  is  attached  to  the  policy. 

Home  Life  Insurance  Company.  The  company  issues  the 
regular  forms  of  ordinary  life,  limited  payment  life  and  endowment 
policies,  and  term  policies,  and  two  special  forms,  "monthly  income 
limited  payment  life  policy  and  jubilee  twenty  payment  life  policy." 
All  the  forms  are  participating  and  share  in  the  distribution  of  divi- 
dends annually. 

Illinois  Life.  I'his  company  issues  all  the  desirable  forms  of 
modern  policies  on  the  stock  plan  wherein  benefits  to  policy- 
holders are  definitely  set  forth  in  the  policy  and  guaranteed.  It 5 
policies  are  brief,  clear  and  liberal. 

John  Hancock  Mutual  Life  Insurance  Company.  This  com- 
pany in  its  Ordinary  Branch  issues  Ordinary  Life  Policies  with 
premiums  payable  for  the  whole  of  life;  Limited  Payment  Life 
Policies,  with  premiums  payable  either  in  a' single  payment  or  in 
neriods  of  tive  years  and  upward;  and  various  forms  of  Endowment 
Life  Insurance;  also  Five,  Ten  and  Twenty  Year  Convertible  Term. 
All  these  policies  participate  annually,  under  the  provisions  of  the 
Massachusetts  law,  and  provide  for  settlement  at  maturity  in  various 
forms  of  instalments  or  annuities,  ranging  from  five  to  thirty  years,  or 
during  life.  One  of  the  instalments  is  with  guaranty  of  face  amount  of 
policy;  another  carries  a  guaranty  of  a  stipulated  number  of  in- 
stalments, and  both  guarantee  thereafter  annuities  for  life.  All 
these  policies  contain  provision  for  reinstatement  within  five  years, 
allow  thirty-one  days  of  grace  in  the  payment  of  premiums  after 
the  first  year,  and  provide  for  paid-up,  cash  surrender  and  ex- 
tension term  values,  under  the  provisions  of  the  Massachusetts 
law.  All  the  Life  and  Endowment  forms,  in  addition,  provide  for 
loan  values.  These  policies  all  contain  provision  for  change  of 
beneficiary.  The  company  also  issues  policies  on  the  Industrial  or 
Weekly  Premium  plan. 

Life  Insurance  CoMti%NY  of  Virginia.  This  company  issues, 
"Ordinary,"  "Intermediate"  and  "Industrial"  policies,  on  the  non- 
participating  plan. 

The  ordinary  forms  Include,  Whole  Life,  Limited  Payment 
Life  and  Endowment  Policies.  Policies  provide  for  one  month's 
grace,  reinstatement,  automatic  extended  insurance,  liberal  loans, 
paid-up  insurance  and  cash  surrender  values. 

Policiis  are  payable  in  one  sum  or  may  be  made  payable  in 
annual  instalments  from  two  to  twenty-five,  or  in  continuous  an- 
nual instalments  for  twenty  years,  and  so  long  thereafter  as  the 
Beneficiary  shall  live. 
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Intermediate  Policies  are  issued  in  sums  of  $500,  and  contain 
the   same  provisions   as  the   Ordinary    Policies,   except   as   to   the 
,  "Instalment  Privilege." 

Industrial  Policies  are  issued  on  the  Whole  Life  Limited  Pay- 
ment and  Endowment  Plans,  with  premiums  payable  weekly  for 
five  cents  and  multiples  thereof,  at  ages  between  six  months  and 
seventy  years.  Under  the  Whole  Life  Policy  premiums  cease  al 
age  seventy-five. 

Manhattan  Life  Insurance  Company.  The  company  issues 
all  the  regular  forms  of  ordinary  life,  limited  payment  and  endow- 
ment policies,  with  annual  dividends.  The  company  also  issues 
annuities. 

Maryland  Life  Insurance  Company.  In  September  1901,  this 
company  issued  entirely  new  forms  of  policies  with  new  premium 
rates.  No  new  plans  of  insurance  were  added,  but  the  policy  con- 
tracts, etc.,  were  all  revised.  The  company  issues  policies 
with  guaranteed  cash,  paid-up,  and  loan  values  for  all  forms  and, 
in  addition,  extended  insurance  for  many  forms.  It  is  also  writing 
policies  with  annual,  five-year,  or  twenty-year  distribution  of  sur- 
plus. Term  and  non-participating  policies  are  likewise  issued.  Dur- 
ing 1902  it  revised  its  income  bond  policies  so  as  to  make  them  gold 
bond  contracts  and  issued  an  endowment  form  of  such  contract. 
Annuities  also  written. 

Massachusetts  Mutual  Life  Insurance  Company  issues  poli- 
cies of  life  insurance  which  may  be  briefly  described  as  follows: 

Continuous  Payment  Life  Policy.  Payable  at  death  only,  pre 
mium  payments  to  continue  during  the  life  of  the  insured. 

Limited  Premium  Life  Policy.  Payable  at  death  only,  premiums 
payable  for  either  i,  5,  10,  15,  19.  20,  25,  or  30  years,  as  desired,  the 
policy  becoming  fully  paid-up  after  the  payment  of  the  stipulated 
number  of  premiums. 

Continuous  Payment  Endowment  Policy.  Maturing  and  pay- 
?ble  at  the  end  of  a  stated  term  of  years,  or  upon  the  death  of  the 
insured,  should  that  event  occur  during  the  endowment  period;  pre- 
mium payments  to  continue  during  the  term  of  the  policy. 

Limited  Premium  Endowment  Policy.  Maturing  and  payable  at 
the  end  of  a  stated  term  of  years,  or  upon  the  death  of  the  insured, 
should  that  event  occur  during  the  endowment  period ;  premiums 
payable  for  either  i,  10,  15,  or  20  years,  as  desired,  the  policy  becom- 
ing fully  paid-up  after  the  payment  of  the  required  premiums. 

Twenty-Year  Term  Policy,  at  a  low  rate  of  premium,  loss  pay- 
able only  in  case  of  death  during  the  stated  term,  containing  a 
provision  for  change  to  any  other  form  of  policy  at  any  time  within 
five  years  after  the  date  of  issue,  without  medical  examination. 

Ten- Year  Term  Policy,  (same  provisions  as  in  Twenty- Year 
Term.) 
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Five- Year  Term  Policy.    Provisions  similar  to  those  of  Twenty- 
Year  Term. 

Instalment  Options.  The  above-described  policies  contain  instal- 
ment options  •*A/'  "B;*  "C,"  and  "D."  Installments  under  any  one 
of  the  options  will  be  paid  in  annual,  semi-annual,  quarterly,  or 
monthly  portions.  Option  "A"  provides  that  the  proceeds 
of  the  insurance  are  to  be  retained  by  the  company  and  paid 
in  annual  instalments  of  such  amount  as  may  be  desired,  the  yearly 
balances  remaining  in  the  possession  of  the  company  to  be  credited 
with  interest  at  not  less  than  three  per  cent,  per  annum;  instalment 
payments  to  continue  until  the  fund  is  exhausted.  Option  "B** 
Policy  provides  for  payment  in  from  2  to  30,  annual  instalments 
of  a  stated  amount  each.  Option  "C"  provides  for  payment  of 
annual  instalments  of  a  stated  amount  for  each  $1,000  of  the 
proceeds  of  the  insurance,  and  at  least  10,  15,  20,  or  25  annual 
instalments  will  be  paid  under  this  option,  but  instalments  will 
continue  during  the  lifetime  of  the  beneficiary  entitled  to  receive  the 
first  of  such  instalments.  Option  "D"  provides  that  the  proceeds  of 
the  policy  may  be  left  with  the  company,  and  that  annual  interest 
will  be  paid  upon  them ;  proceeds  may  be  withdrawn  on  any  interest 
day  if  insured  has  so  directed.  Either  of  Options  "A,"  "B."  "C,"  or 
"D"  may  be  selected  by  the  insured  at  any  time  during  the  continu- 
ance of  the  policy,  or  if  no  such  selection  is  made,  and  the  insured  has 
not  otherwise  directed,  the  beneficiary  may,  at  the  death  of  the  in- 
sured, elect  to  have  the  proceeds  paid  according  to  either  of  said  op- 
tions. Under  endowment  policies,  if  the  insured  shall  survive  the  en- 
dowment period,  he  may  select  either  of  said  options,  and  have  pay- 
ment of  the  proceeds  made  to  himself  or  other  beneficiaries  in  annual 
instalments  accordingly. 

G>ntinuous  Instalment  Policies.  They  are  intended  to  provide 
an  annual  income  continuous  during  the  lifetime  of  the  beneficiary 
or  the  insured.  Under  the  Ordinary  Life  and  Limited  Payment 
Life  forms  this  income  may  be  provided  for  a  beneficiary,  and  at 
least  twenty  annual  instalments  are  guaranteed.  Under  the  endow 
ment  form  an  annual  income  for  life  is  provided,  beginning  at  the 
end  of  the  endowment  period  and  continuing  during  the  life  of  the 
insured,  and  thereafter  during  the  life  of  the  beneficiary,  if  he,  or 
she,  survives  the  insured;  or  if  the  death  of  the  insured  occurs 
within  the  endowment  period,  an  annual  income  is  provided,  con- 
tinuing during  the  life  of  the  beneficiary.  It  is  stipulated  that,  in 
any  event,  not  less  than  twenty  annual  instalments,  or  their  equiva- 
lent, shall  be  paid. 

Joint  Life  Policies.  These  are  written,  insuring  two  lives,  on  the 
Five,  Ten  and  Twenty- Year  Term,  Ordinary  Life,  and  Twenty 
Payment  Life  olans.  Their  object  is  to  furnish  to  partnerships 
financial  protection  against  the  withdrawal  of  capital  following  the 
death  of  a  partner.  They  contain  paid-up,  cash  surrender,  and 
extended  insurance  value  tables,  and  practically  all  the  valuable 
features  of  regular  policies  excepting  the  provision  for  payment  of 
the  proceeds  in  instalments. 
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Continuous  Monthly  Income  Policy.  Continuous  Payment  and 
Limited  Payment  Life,  and  Continuous  Payment  Endowment  plans. 
Minimum  amount  insured,  $2,000,  which  provides  $186.12  at  death  of 
insured  or  maturity  of  endowment,  and  $10  a  month  thereafter  during 
life.  Endowment  form  provides  for  above  payments  to  insured  for 
Kfe,  to  be  followed  by  continuous  monthly  payments  to  beneficiary, 
during  life,  beginning  at  death  of  insured.  $4|000  of  insurance 
yields  payments  twice  the  size  named  and  so  on. 

Special  Provisions.  Continuous  Payment  Life  policies,  Limited 
Payment  Life  policies,  and  Endowment  policies,  will  contain  the 
following  provisions:  for  extended  term  insurance;  for  annual 
distributions  of  surplus;  for  thirty-one  days  of  grace  in  payment 
of  premiums;  for  reinstatement  at  any  time  within  five  years  from 
date  of  lapse;  for  change  to  some  other  plan  of  insurance;  for 
cash  loans;  and,  if  requested  in  the  application,  reservation  of 
right  to  change  the  benefit  without  the  assent  of  the  beneficiary. 

Term  policies  contain  all  the  foregoing  provisions,  except  the 
loan  provision. 

After  one  year  from  date  of  issue  all  policies  become  incon- 
testable, and  all  restrictions  upon  residence,  travel,  and  occupation 
are  then  removed. 

Metropolitan  Life  Insurance  Company.  The  company  issues 
the  various  forms  of  ordinary  life,  limited  payment  life,  and  endow- 
ment policies,  and  two  special  forms,  "modified  endowment  with  life 
option,"  and  "Life,  with  premium  reduced  after  twenty  years."  All 
the  forms  are  non-participating.  / 

Michigan  Mutual  Life  Insurance  Company.  This  company 
has  since  January,  1907,  discontinued  the  issuance  of  all  participat- 
ing policies,  confining  itself  entirely  to  non-participating  business. 
The  usual  forms  of  life,  limited  payment  life,  endowment,  and  term 
are  written  upon  this  plan. '  All  forms  of  policies  issued  by  the  com- 
pany contain  the  "Standard  Provisions,"  required  by  the  insurance 
laws  of  the  state  of  Michigan. 

Minnesota  Mutual  Life  Insurance  Company,  The,  issues 
Ordinary  Life,  Limited  Payment  Life,  and  Endowment  and  Term 
policies  as  its  principal  forms.  The  policies  are  issued  on  standard 
forms  prescribed  by  the  state  of  Minnesota. 

Mutual  Benefit  Life  Insurance  Company.  The  company  is- 
sues all  the  ordinary  forms  of  life  and  endowment  policies.  All 
such  contracts  are  incontestable  after  the  first  year,  and  are  non- 
forfeitable. Dividends  are  allowed  annually  beginning  with 
the  second  policy  year.  They  may  be  applied  either  in 
cash  reduction  of  premium,  or  to  the  purchase  of  addi- 
tional paid-up  insurance,  or  so  as  to  make  the  policy  payable  as  an 
endowment  at  a  gradually  decreasing  age,  or  to  convert^ahe  policy 
into  a  fully  paid-up  policy. 
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All  of  these  policies  have  tables  of  *'cash  surrender,  or  loan 
values/'  and  also  of  extended  insurance  and  paid-up  values  in  case 
of  lapse,  values  generally  apply  the  first  year. 

On  January  i,  ic/)8,  this  company  adopted  new  policy  forms. 
Following  is  the  present  form  of  the  ordinary  life  policy : 

THE  MUTUAL  BF.NEFIT  LIFE  INSURANCE  COMPANY,  in  considera- 
tion of  the  payment  of   Premiums  as  hereinafter  provided,  hereby  insures  the 

Life   of of in    the    County    of 

State  of (herein  called  the  Insured)  in  the  sum 

of DoUsrs,    for    the    term    of 

Life,  payable  at  its  office  in   Newark,  New  Jersey,  to 

the  executors,  administrators  or  assigns  of  the  Insured,  immediately  upon 
receipt  of  due  proof  of  the  death  of  the  Insured.  Any  error  made  in 
stating  the  age  of  the  Insured  will  be  adjusted  by  paying  such  amount  as 
the  Premiums  paid  would  purchase  at  the  correct  age.  Any  indebtedness  to 
the  Company  on  this  Polior  and  any  unpaid  instalments  of  the  then  current 
year's  Premium  will  be  deducted  from  the  sum  insured. 

The  Annual  Premium  of Dollars  and Cents, 

will  be  payable  by  the  Insured  on  delivery  hereof  and  on  the day 

of in   each  year  during  the  continuance  of  this   Policy,   at  the 

Company's  office  in  Newark,  New  Jersey,  or  to  Agents  in  exchange  for  receipts 
signed  by  the  President  or  Treasurer.  In  lieu  of  the  Annual  Premium  the 
Company  will  accept Dollars  and Cents  Semi- 
annually in  advance,  or Dollars  and Cents 

Quarter-annually  in  advance.  This  policv  will  not  take  effect  unless  the  first 
Premium  or  agreed  instalment  thereof^  shall  be  actually  paid  during  the  lifetime 
of   the   Insured. 

No  Assignment  of  this  Policy  shall  affect  the  company  until  it  shall  have 
received  written  notice  thereof. 

Agents  are  not  authorized  to  make,  alter  or  discharge  contracts. 

If  .within  one  year  the  Insured  shall  commit  suicide,  while  sane  or  insane, 
this  Policv  will  be  null  and  void.  This  Policy  will  be  incontestable  after 
one  year  from  its  date  of  issue  except  for  non-oayment  of  Premium. 

The  Provisions  and  Agseeiients  printed  on  the  second  and  third  pages 
hereof  are  a  part  of  this  contract. 

SPECIAL  PRIVILEGES.  If  not  assigned,  this  Policy  may  be  returned 
to  the  Company  at  its  office  in  Newark,  New  Jersey,  with  the  Insured's  written 
request  for  the  appropriate  indorsement  of  the  Policy  by  the  Company: 

1.  To  have  the  Beneficiary  changed.  This  change  may  be  made 
at  any  time  and  from  time  to  time  while  the  Policy  is  in  force,  or 
within  one  month  from  default  in   Premium  payments. 

2.  To  have  the  whole,  or  any  designated  fraction,  of  the  proceeds 
of  this  Policy  at  its  maturity  retained  by  the  Company  until  the  death 
of  the  Beneficiary,  the  Company  in  the  meantime  to  pay  the  Beneficiary 
interest  on  the  amount  so  retained,  at  the  rate  of  three  per  centum  per 
annum,  the  first  interest  payment  to  be  made  one  year  after  the  ma- 
turity of  this  Policy,  and  the  last  interest  payment  to  be  a  pro  rata 
one  for  the  expired  fraction  of  the  year  in  which  the  Beneficiary  dies. 
At  any  interest  dale  the  Beneficiary  may  withdraw  the  amount  retained 
by  the  Company,  in  which  case  the  interest  payments  will  cease. 

3.  To  have  the  whole,  or  any  designated  fraction,  of  the  proceeds 
of  this  Policy  at  its  maturity  paid  in  a  specified  number  (not  exceeding 
thirty)  of  equal  Annual  Instalments,  as  shown  by  the  accompanying 
Table,   the  first  Instalment  being   payable   immediately. 

4.  To  have  the  whole,  or  any  designated  fraction,  of  the  proceeds 
of  this  Policy  at  its  maturity  paid  in  equal  Annual  Instalments  con- 
tinuing during  the  lifetime  of  the  Beneficiary,  as  shown  by  the 
accompanying  Table,  the  first  Instalment  being  payable  immediately. 
When  either  of  the  Instalments  payable  under  Privilege  No.   3,  or  of  the 

Instalments  certainly  payable  under  Privilege  No.   4.   shall  fall  due,  the  Com- 

fany,   if   requested,    will    pay   the   then    Present   or   Commuted    Value    of   such 
nstalments  computed  at  three   per  centum   interest   compounded  annually,   as 
shown  by  the  accompanying  Table.       The  commutation  of  a  part  or  the  whole 
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of  the  Instalments  certainly  payable  under  Priviles^e  No.  4  will  not  affect  the 
amounts  pavable  thereunder  after  the  term  during  which  the  Instalments 
certain   would  have  been  payable. 

The  right  of  Withdrawal  under  Privilege  No.  2,  or  of  Commutation  tuider 
Privileges  Nos.  3  and  4»  will  be  withheld  from  the  Beneficiary  if  the  Insured 
shall  BO  direct. 

If  the  Policy  be  not  assigned,  the  Insured  may  revoke  the  request  to  have 
settlement   made   in   accordance   with   Privilege   No.    2,   or   No.    3,    or   No.    4 

Unless  otherwise  directed  by  the  Insured,  the  Company  at  the  maturity 
of  this  Policy  will  extend  to  the  Beneficiary  Privilege  No.  2,  or  No.  3,  or  No.  4. 

Dividends.  Upon  payment  of  the  second  year's  Premium*  and  at  the 
end  of  the  second  and  of  each  subsequent  Policy  year,  this  Policy  while  in 
force  vrill  be  credited  with  such  Dividends  as  may  be  apportioned  by^  the 
Directors,  and  such  annual  dividends  will  include  the  portion  of  the  divisible 
surplus  accruing  hereon.  Dividends  thus  credited  will  be  paid  in  cash,  or 
at  the  option  of  the  Insured  will  be  applied  either  in  reduction  of  Premiums, 
or  upon  the  Addition  or  Accelerative  Endowment  plan,  but  if  Dividends  have 
been  applied  upon  the  Addition  plan,  subsequent  Dividends  cannot  be  applic4 
upon  the  Accelerative  Endowment  plan,  or  vice  versa.  .If  settlement  of  this 
Policv  be  made  in  accordance  with  Privilege  No.  a,  or  No.  3,  or  No.  4,  the 
stipulated  payments  under  Privilege  No.  2  or  No.  3,  or  the  Instalments  cer- 
tainly payable  under  Privilege  No.  4,  will  be  increased  by  such  Annual 
Dividends  as  ma^  be  apportioned  by  the  Directors,  but  such  Dividends  will 
be  pavable  only  m  cash. 

Under  the  Addition  plan  dividends  are  applied  to  the  purchase  of 
additional  participating  insurance  (herein  referred  to  as  Dividend  Additions) 
payable  with  the  Policy,  such  insurance  being  purchased  at  the  Company's  rate* 
therefor  published  and  in  force  at  this  date.  This  Policy  may  be  converted 
into  a  fully  Paid-up  Participating  Policy  payable  at  the  same  time  as  this 
Policy,  subject  to  anv  outstanding  indebtedness  on  this  Policy,  whenever  the 
Reserve  on  such  Additional  Insurance,  together  with  the  Reserve  on  the 
original  Policy,  computed  on  the  basis  hereinbefore  mentioned  shall  equal  the 
Net  Sinele  Premium  therefor,  computed  on  the  same  basis. 

Unoer  the  Accelerative  Endowment  plan  Dividends  are  applied  to  the 
conversion    of    the    Policy    into    an    Endowment    pavable    at    a    specified    and 

fradually  diminishing  age;  or,  if  preferred,  into  a  fully  Paid-up  Participating 
^olicy   payable  at  the  same   time  that  this   Policy  is  payable  according  to  its 
terms. 

The  following  non-forfeiture  provisions  are  endorsed  on  regulai 
life  and  endowment  policies: 

Non-Forfeiture  Provisions.  At  the  end  of  any  Policy  year  during  the 
whole  of  which  this  Policy  shall  have  been  in  force,  or  within  one  month  from 
default  in  Premium  payments,  the  owner  shall  have  the  following  options: 

1.  To  surrender  the  Policy  to  the  Comoany  at  its  office  in 
Newark,  New  Jersev,  for  its  Cash  Surrender  Value. 

2.  To  surrender  the  Policy  to  the  Company  at  its  office  in 
Newark,  New  Jersey,  for  a  Non-participating  Paid-up  Policy  payable 
at  the  time  this  Policy  would  be  payable  if  continued  in  force. 

3.  If  the  Policy  be  not  surrendered  as  above,  the  insurance  will 
be  Automatically  Extended  from  date  of  default  in  Premium  pay- 
ments, without  any  action  by  the  owner  of  the  Policy  and  without 
participation  in  surplus,  for  a  sum  equal  to  the  amount  of  the  Policy 
and  existing  Dividend  Additions,  if  any,  less  any  indebtedness  to  the 
Company  hereon 

The  Cash  Surrender  Value  will  be  equal  to  the  entire  Net  Reserve  on  this 
Policy  by  the  American  Experience  Table  of  Mortality  and  interest  at  Three  Per 
Centum  yearly,  less  any  indebtedness  to  the  Company  hereon  and  less  a  sum 
equal  to  one  per  centu^i  of  the  amount  of  this  Policy  and  existing  Dividend 
Additions,  if  any,  up  to  and  including  the  fifth  Policy  year,  after  which  the 
said  percentage  will  be  reduced  each  year  one-tenth  per  centum  of  the  amount 
insured.  If  there  be  no  indebtedness  the  Cash  Surrender  Value  will  be  as 
shown  in  the  following  Table. 

The  amount  of  the  Paid-up  Policy  or  the  term  of  the  Extended  Insurance, 
will   be   such  as  the   amount   of  the  Cash   Surrender  Value   will   purchase   at 
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Net  Single  Premium  rates,  according  to  tbe  atuined  age  of  the  Insured,  by 
the  American  Experience  MorUlit^  and  interest  at  Three  Per  Centum  yearly, 
and  if  there  be  no  indebtedness,  will  be  as  shown  in  the  following  Table.  Tbe 
Paid-up  Policy  or  the  Extended  Insurance  will  be  entitled  to  Cash  Surrender 
Values  equal  to  the  reserve  thereon  at  time  of  surrender,  computed  upon  the 
basis  hereinbefore  mentioned,  less  any  indebtedness  to  the  Company  tlftereon. 
Except  as  prorided  in  this  Policy  any  default  in  Premium  payments  will 
immediately  render  the  Policy  null  and  void. 

GiACB  AND  RsiNStATEMENT.  In  event  of  default  in  Premium  payments,  the 
arrears  may  be  paid  within  one  month,  (of  not  less  than  thirty  days)  or,  it  not 
so  paid  and  the  Insured  shall. die  within  the  said  month,  this  Policy  will  be  re- 

Sarded  as  being  then  in  force,  and  the  arrears  will  be  deducted  in  the  settlement 
ereof;  Or,  if  requested  by  the  Insured  prior  to  or  within  the  said  month,  the 
arrears  will  be  charged  as  an  indebtedness  against  this  Policy,  bearing  interest  at 
a  rate  not  exceeding  six  per  centum  per  annum,  provided  the  entire  mdebtedness 
then  outstanding  shall  be  within  the  limit  secured  by  the  Cash  Surrender 
Value;  Or  this  Policy  ma^  be  reinstated  at  any  time  after  the  said  month, 
upon  evidence  of  insurability  satisfactory  to  the  Company  and  payment  of  all 
arrears  with  interest  thereon  at  not  to  exceed  six  per  centum  per  annum: 
PaoviDiu),  in  any  case,  the  Policy  has  not  been  surrendered  to  the  Company. 

Loans.  At  any  time  while  this  Policy  is  in  force  the  Company  will  loan 
on  the  sole  security  thereof  up  to  the  limit  secured  by  the  Cash  Surrender 
Value,  upon  receipt  of  the  Policy  and  a  Certificate  of  Loan  satisfactory  to  the 
Company.  The  loan  will  bear  interest  at  the  rate  of  six  per  cent,  per  annum 
and  may  be  paid  off  at  anv  time  while  the  Policy  is  in  force.  If  interest  be  not 
|iaid  when  due,  it  shall  be  added  to  the  principal,  provided  the  entire 
indebtedness  then  outstanding  shall  be  within  the  limit  secured  by  the  Cash 
Surrender  Value:  otherwise  non-payment  of  interest  shall  render  the  Policy 
null  and  void  after  one  month's  notice  shall  have  been  mailed  to  the  laat 
known  address  of  the  Insured  and  Assignee,  if  any. 

Mutual  Life  Insurance  Company,  New  York.  The  company 
issues  all  desirable  forms  of  policies,  but  the  princii>al  forms  are 
the  ordinary  life,  twenty  payment  life  and  twenty  year  endowment. 
The  policies  are  free  from  restrictions  as  to  residence  or  travel, 
and  as  to  military  or  naval  service,  and  other  occupations  after  one 
year,  and  are  incontestable  except  for  non-payment  of  premiums 
after  two  years  from  date  of  issue.  The  policies  participate  in  the 
distribution  of  the  surplus  annually,  which  may  be  paid  in  cash, 
applied  to  pay  premiums,  or  purchase  paid-up  additions,  or  left  to 
accumulate  to  the  credit  of  the  policy.  Loans  and  cash  surrender 
values  are  provided  and  printed  in  the  policy.  The  policies  may  be 
reinstated  at  any  time  within  three  years  from  date  of  default  upon 
evidence  of  insurability  and  payment  of  indebtedness. 

National  Life  Insurance  Company,  Montpelier,  Vt.  This 
company  issues  all  approved  forms  of  participating  and  non-par- 
ticipating life  and  endowment  insurances.  Five  and  ten  year  par- 
ticipating renewable  term  policies  and  annuities. 

All  these  policies  are  free  from  restrictions  on  residence  or 
travel  from  date  of  issue  and,  after  one  fear,  incontestable  for  any 
cause  except  for  non-payment  of  premiums.  They  are  non-for- 
feitable  automatically  after  three  years  from  date  of  issue,  from 
which  time  tables  of  liberal  cash,  paid-up,  extended  insurance  and 
flnal  values  are  endorsed.  A  grace  of  thirty-one  days  for  the  pay- 
ment of  premiums,  without  interest  charge,  is  granted.  Cash  loans 
are  available  at  any  time  after  three  years'  premiums  have  been 
paid.    Insured  may  change  beneficiary  on  written  application.  Divi- 
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dends  on  participating  policies  are  apportioned  annually.  Restora- 
tion may  be  effected  at  any  time  after  lapse  on  proof  of  insurability 
and  payment  of  arrears.  All  policy  forms  provide  for  the  payment 
of  insurance  proceeds  in  any  number  of  instalments  as  the  insured 
may  designate. 

National  Life  Insurance  Company  of  the  United  States  of 
America.  The  prevalent  forms  of  policies  issued  by  this  company 
are  the  "Ordinary  Life"  participating  and  non-participating;  "Lim- 
ited Payment  Life"  participating  and  non-participating;  "Endow- 
ment" participating  and  non-participating:  and  "Renewable  Term/' 
non-participating.  All  policies  are  free  from  restrictions  as  to  resi- 
dence and  travel,  and  after  two  years  are  incontestable  except  for  non- 
payment of  premium  and  violation  of  their  conditions  in  regard  to 
military  or  naval  service  in  time  of  war.  |  Under  all  endowment 
and  life  policies  liberal  values  are  provided,  after  three  years,  in 
paid-up  or  extended  insurance  or  cash.  Cash  loans  are  also  pro- 
vided available  after  premiums  have  been  paid  for  three  years 
The  following  are  the  conditions  of  the  "Ordinary  Life  Participat- 
ing Policy,  for  $10,000,  at  age  thirty-five,  and  the  options  at  the 
end  of  twenty  years: 

This  Policy  participates  in  the  Profits  of  the  Company  as  follows: 

DISTRIBUTION  OF  PROFITS.— If  the  Insured  be  living  and  this  Policy 
is  in  force^  on  the  first  day  of  January,  1930,  which  is  the  cna  of  the  Accumu- 
lation Period,  and  the  premiums  shall  have  been  fully  paid,  the  Company  will 
pay  the  Insured  or  legal  holder  hereof,  the  Accumulated  Profits  then  found 
apportionable  to  this  Policy  under  one  of  the  following 

OPTIONS:  J 

(i)  Continue  this  Policy  for  it<i  face  amount  by  payment  of  the  original 
premium.  »nd  receive  the  Accumulated  Profits  in  cash:    or. 

(a)  Continue  this  Policy  for  its  face  amount  by  payment  of  the  original 
premium  and  convert  the  Accumulated  Profits  into  additional  Paid- 
up  Life  Insurance,  subject  to  evidence  of  insurability  satisfactory 
to  the  Company;    or, 

(3)  Continue  this  Policy  for  its  face  amount  by  payment  of  the  original 

premium,  and  convert  the  Accumulated  Profits  into  a  Life  Annuity; 
or, 

(4)  Surrender  this  Policy  for  a  Paid-up  Life  Policy,  as  provided  in  the 

table  on  the  following  page,  and  receive  the  Accumulated  Profits  in 
cash ;    or, 

(5)  Surrender     this     Policy     and     receive     the     entire     cash     value,     as 

fixed   below,   in    cash;     or, 

(6)  Surrender    this     Policy     and     convert     the     entire     cash     value,     as 

fixed  below,  into  a  Paid-up  Life  Policy,  subject  to  evidence  of 
insurability  satisfactory  to  tne  Compan;r  tor  any  paid-up  insurance 
in  excess  of  the  face  value  of  this  Policy;    or, 

(7)  Surrender    this     Policy     and     convert     the     entire     cash     value,     as 

fixed  below,  into  a  Life   Annuity. 

ENTIRE  CASH  VALUE.— The  Company  guarantees  that  the  Entire  Cash 
Value  of  this  Policy  at  the  end  of  the  Accumulation  Period  shall  consist  of 
the  cash  value  as  stated  in  the  table  on  the  following  page  for  the  twentieth 
year,  and  in  addition  thereto,  the  Accumulated  Profits  tnen  apportioned. 

If  this  Policy  is  continued  beyond  the  first  Accumulation  Period,  profits 
shall  be  apportioned  at  the  end  of  every  five  years  thereafter  during  the  coo* 
ttnuancc  of  the  Policy,  if  all  premiums  have  been  paid. 
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New  England  Mutual  Lite  Insurance  Company,  Boston. 
The  company  issued  new  forms  of  policies  in  1908,  and  the  princi- 
pal forms  are  ordinary  life,  limited  payment  life,  and  endowment 
^!icies  with  annual  dividends.  Ihe  ordinary  life  form  reads  as 
follows : 

IN     CONSIDERATION     of     the     application     upon     which     this     Policy     is 
issued,    which    is    made    a    part    hereof,    and    ot    the    payment    in    advance 

ot ..Dollars,  by of 

in  the  State  of the  Insured  under  this  Policy,  and  of  the 

payment  of  a  like  sum  on  or  before  the day  of 

m  every  year  thereafter  during  the  life  of  the  said  Insured, 

PROMISES  AND  AGREES  TO  PAY,  at  its  office  in  the  City  of  Boston. 

upon  due  proof  of  the  death  of  the  Insured,  the  sum  of Dotlars, 

in   lawful   money   of  the   United   States,   to   his  wife,    if  she 

shall  survive  him,  otherwise  to  his executors,  administrators 

or  assigns,  (without  right  of  revocation  by  the  Insured),  less  any  indebtedness 
to   the   Company   on   account   of   this   Policy,   and  any    unpaid   portion   of   the 

Eremium    for   the   then   current   policy    year;     but   if   the   age   of   the    Insured 
as  been  misstated  the  amount  payable  hereiuider  shall  be  such  as  the  premittm 
paid  would  have  purchased  at  the  rate  for  the  correct  age. 

When  the  right  of  revocation  has  been  reserved,  the  InsureU,  if  there  be 
no  existing  assignment  of  this  Policy,  upon  written  reouest  filed  with  the 
Company  at  its  Home  Office,  may  designate  a  new  Beneficiary  hereunder,  or 
have  the  Policy  made  payable  to  himself  or  his  estate;  such  change  to  take 
effect  only  when  endorsed  hereon  by  the  Company,  whereupon  all  rights  of  the 
iformer   Beneficial  y  or  Beneficiaries  shall  cease. 

In  case  any  of  said  premiums,  or  any  premium  note  or  notes  given  for 
said  premiums,  are  not  paid  when  due  and  j^yable,  this  Policy  shall  cease  to 
be  in  force  except  as  provided  by  the  Non-Forfeiture  Provisions  set  forth  on 
the  second  page  nereox. 

If,  within  one  year  from  the  date  hereof,  the  Insured  shall  die  by  his 
own  hand  or  act,  whether  sane  or  insane,  this  Policy  shall  be  void,  but  th* 
Company   will   return  the   premium  paid  thereon. 

This  Polict  and  the  application  therefor  constitute  the  entire  contract 
between  the  parties  hereto,  and  all  statements  made  by  the  Insured,  in  the 
absence  of  fraud,  shall  be  deemed  representations  and  not  warranties,  and  no 
such  statement  shall  be  used  in  defence  to  a  claim  under  this  Policy  unless  it 
is  contained  in  the  application  therefor  and  a  copy  of  such  application  is 
endorsed  hereon. 

After  one  year  from  the  date  of  its  issue,  this  Policy  shall  be  incontestable 
except  for  non-payment  of  premiums,  or  for  engaging  in  militai^  or  naval 
service  in  time  of  war  without  the  consent  in  writing  of  the  President,  Vice- 
President,  Secretary  or  an  Assistant  Secretary,  and  no  waiver  of  any  of  the 
conditions  of  this  Poli^  shall  be  valid  unless  made  in  writing  and  signed  by. 
one  of  the  aforesaid  officers. 

The  Rights,  Options  and  Non-Forfeiture  Provisions  set  forth  on  pages 
two  and  three  are  nereby  made  a  part  of  this  contract 

Rights,  Options  and  Non-Forfeiture  Provisions. 

Payment  of  Premiums. — All  premiums  are  payable  at  the  Home  Office  in 
the  city  of  Boston,  or  to  an  agent  of  the  Company  upon  delivery  on  or  before 
the  premium  date,  of  a  receipt  signed  by  the  president,  vice-president,  secretary 
or  an  assistant  secretary,  and  countersigned  by  said  agent. 

Grace  in  Payment  of  Premiums. — After  this  Policy  has  been  in  force  one 
year,   a   grace   of   thirty-one   days,    without   interest,    shall   be   granted    for   the 

Cayment  of  premiums,  during  which  time  the  insurance  shall  continue  in  force, 
ut  in  the  event  of  the  death  of  the  Insured  during  said  period  of  grace,  the 
overdue  premium,  and  any  deferred  premiums  for  the  current  policy  year,  shall 
be  deducted  from  the  amount  payable  under  the  Policy. 
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Pakticipation  in  Surplus. — ^This  Policy,  after  it  has  been  in  force  one 
year,  and  subject  to  the  ^yment  of  the  second  annual  premium,  shall  partici- 
pate in  the  annual  distribution  of  surplus  made  by  the  Company,  and  the 
dividend  apportioned  thereto  shall  each  year,  on  the  premium  date  and  any 
annirersanr  thereof,  at  the  option  of  the  Holder  of  the  Policy,  (a)  be  payable 
in  cash,  or  (h)  be  applied  in  ted«Ktim  of  premiums,  or  (c)  be  used  to  purchase^ 
without  medical  examination^  non-forfeitable,  participating,  paid-up  additions, 
or  (d)  be  left  with  the  Company  to  accumulate  to  the  credit  of  the  Policy,  with 
interest  at  three  per  cent,  per  annum,  payable  at  the  maturity  thereof  or  with' 
drawable  in  cash  on  demand  by  the  Holder  of  the  Policy;  but  if  no  election  is 
maoe  by  the  Holder  prior  to  any  anniversary  thereof,  the  dividend  for  that 
anniversary  shall  be  held  by  the  Company  as  provided  in  option  d,  and  if  any 
premium  is  not  paid  at  the  expiration  ot  the  days  of  grace  the  Company  will 
keep  the  Policy  in  force  by  applying  the  dividend  accumulations  to  the  pav- 
ment  due  on  the  Policy,  if  such  accumulations  are  sufficient  to  pay  a  quarterly 
instalment  of  an  annual  premium. 

Loans. — ^After  three  full  annual  premiums  have  been  paid  on  this  Policy, 
upon  the  proper  assignment  of  the  Policy  to  the  Conipany,  with  the  written 
assent  of  the  person  to  whom  it  is  made  payable,  the  Holder  thereof  shall  be 
entitled  to  borrow  of  the  Company  on  the  sole  security  of  this  Policy,  at  five 
per  cent,  interest  per  annum,  the  amount  specified  in  the  Table  of  Loan 
Values  set  forth  below  as  its  loan  value  at  the  end  of  the  policy  year  during 
which  the  application  for  a  loan  is  made,  less  any  indebtedness  to  tne  Company 
on  the  Policy  and  any  unpaid  portion  of  the  premium  for  the  then  current 
policy  year.  Failure  to  pay  any  such  loan  or  to  pay  interest  thereon  shall 
not  void  the  Policy  unless  the  total  indebtedness  thereon  to  the  Company  equals 
01^  exceeds  such  loan  value  at  the  time  of  such  failure,  nor  until  thirty-one  days 
after  notice  has  been  mailed  by^  the  Company  to  the  last  known  address  of  the 
Insured  and  of  the  Assignee,  if  any. 

Non-Forfeiture  Provisions. 

Cash  Values,  Paid-up  and  Extended  Insurance. — The  Holder  of  this 
Policy,  in  case  ox  default  in  •  the  payment  of  any  premium  after  three  full 
annual  premiums  have  been  paid  hereon,  shall  be  entitled  to  cash,  paid-up  or 
extended  insurance  for  the  amounts  and  terms  stated  in  the  table  below,  plus 
z.  proportionate  part  of  the  increase  in  the  values^  at  the  end  of  the  suoQceding 
year  if  any  instalment  not  less  th.in  a  quarterly  instalment  of  the  premium  for 
that  year  has  been  paid,  and  any  dividend  additions  thereto;  and,  during  the 
term  of  grace  or  within  thirty-one  days  thereafter,  may  by  a  writing  filed  with 
the  Company  at  its  Home  Office  elect, — 

First.  To  surrender  the  Policy  and,  with  the  written  assent  of  the 
person  to  whom  it  is  made  payable,  receive  its  value  in  cash;    or 

Seconi 
insurance 

the    original    contract,    and    shall    participate    annually    in    the    distribution    of 
surplus  and  have  increasing  loan  and  casn  values;    or 

Third.  To  have  the  Policy  continued  in^  force  as  extended  term  insur- 
ance from  the  anniversary  date  last  past  for  its  face  amount,  including  any 
outstanding  dividend  additions,  and  less  any  indebtedness  thereon  or  secured 
thereby,  but  without  the  right  to  loans;  such  extended  term  insurance  will 
have  a  cash  surrender  value  and  will  participate  in  the  annual  distribution 
of  surplus  made  by  the  Company,  the  share  apportioned  thereto  to  be  payable 
in  cash. 

If,  during  said  term  of  grace  or  within  thirty-one  dajrs  thereafter,  the 
Holder  shall  not  elect  one  of  the  foregoing  options,  then  this  Policy  shall  be 
automatically  continued  as  paid-up  participating  insurance  for  its  then  value 
as  provided  in  the  second  option. 

Any  indebtedness  to  the  Company  for  premiums,  premium  notes  or  policy 
loans  shall  be  deducted  from  the  surrender  value  if  paid  in  cash,  but  if  paid-up 
or  extended  insurance  is  taken,  the  amount  or  duration  thereof  shall  be 
reduced  proportionately. 


[d.        To   take   paid-up   in&urance    for   its   then    value;     such    paid-up 
shall  be  payable  at  the  same  time  and  on  the  same  conditions  as  in 
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Tables  of  loan,  cash,  paid-up  and  extended  insurance  values  are 
printed  in  the  policies,  and  an  optional  instalment  agreement  is 
also  attached  which  provides  for  the  payment  of  the  policy  in  limited 
instalments,  or  continuous  instalments  and  tables  of  instalment 
values  are  printed  in  the  policy.  Reinstatement:  This  policy  may 
be  reinstated  at  any  time  within  three  years  from  date  of  default 
in  the  payment  of  premium,  unless  the  cash  value  has  been  duly 
paid  or  the  extension  period  has  expired,  upon  the  production  of 
evidence  of  insurability  satisfactory  to  the  company  and  the  payment 
of  all  overdue  premiums  and  the  payment  or  reinstatenient  of 
any  indebtedness  to  the  company  upon  said  policy,  with  interest 
at  the  rate  of  six  per  cent,  per  annum. 

New  York  Life  Insurance  G)MrANY.  The  company  issues 
the  regular  forms  of  ordinary  life  and  endowment  policies,  but  does 
not  issue  term  policies.  It  also  writes  limited  payment  life  policies. 
The  form  of  limited  payment  life  policy  now  issued  by  the  company 
is  an  annual  dividend  policy;  is  incontestable  after  one  year,  pro- 
vides for  reinstatement  at  any  time  and  for  a  change  to  other  forms 
of  policies  issued  by  the  company,  and  provides  cash  surrender,  and 
loan  values,  and  grace  in  payment  of  premiums.  The  policy  also 
contains  the  following  "waiver  of  premium  clause": 

"The  Company,  by  endorsement  hereon,  will  waive  payment  of  the  pre- 
miums thereafter  becoming  due,  if  the  insured,  before  attaining  the  age  of 
sixty  years  and  after  paying  at  least  one  full  annual  premium  and  before 
default  in  the  payment  of  any  subsequent  premium,  shall  furnish  proof  satis- 
factory to  the  Company  that  he  has  become  wholly  and  permanently  disabled 
by  bodily  injury  or  by  disease  so  that  he  is  and  will  be  permanently,  con- 
tmuously  and  wholly  prevented  thereby  from  performing  any  work  for  com- 
pensation or  profit,  or  from  following  any  gainful  occupation.  Any  premiums 
so  waived  shall  not  be  deducted  from  the  sum  payable  under  the  rolicy,  and 
the  values  provided  for  in  Section  "  12.  Cash  Loans",  and  Section  "15. 
Benefits  on  Surrender  or  Lapse,"  shall  be  the  same  as  if  such  premiums  had 
been  paid  in  cash.  Provided  that,  notwithstanding  proof  of  disability  may 
have  been  accepted  by  the  Company  as  satisfactory,  the  Insured  shall  at  any 
time,  on  demand,  furnish  the  Company  satisfactory  proof  of  the  continuance 
of  such  disability;  and  if  the  Insured  shall  fail_  to  furnish  such  proof,  or  if  it 
shall  appear  to  the  Companv  that  the  Insured  is  able  to  perform  an^  work  or 
to  follow  any  occupation  whatsoever  for  compensation,  gain  or  prom,  all  pre- 
miums thereafter     falling  due  must  be  paid  in  conformity  with  this  contract. 

Without  prejudice  to  any  other  cause  of  disability,  the  entire  and  irrecover- 
able loss  of  the  sight  of  both  eyes,  or  the  severance  of  both  hands  above  the 
wrists,  or  of  both  feet  above  the  ankles,  or  of  one  entire  hand  and  one  entire 
foot,  will  be  considered  as  total  and  permanent  disability  within  the  meaning 
of  this  provision." 

Northwestern  Mutual  Life  Insurance  Company,  The,  Mil- 
waukee. This  company  issues  the  usual  form  of  participating  Life 
and  Endowment  insurance.  The  first  dividend  is  payable  at  the  end 
of  the  first  year,  and  beginning  then  dividends  may  be  applied  towards 
payment  of  premiums,  or  to  the  purchase  of  non-forf citable  partici- 
pating paid-up  additions  to  the  policy,  or  to  accumulate  at  interest. 
The  regular  policy  contracts  now  issued  provide  that  the  proceeds 
thereof  may  be  made  payable  in  either  one  of  four  ways,  namely :  in 
one  sum,  by  an  annuity  extension,  in  from  2  to  25  instalments,  or 
in  a  form  of  continuous  instalments. 
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fecial  Corporation  and  Partnership  policies  are  issued.  The 
company  issues  annual  dividend  10  year  term  policies,  which  may  be 
changed  to  Life  or  Endowment  plan  without  medical  examination 
during  the  first  seven  years.  Annuity  contracts  are  issued  when 
desired. 

The  limit  of  insurance  on  a  single  life  is  $100,000.  No  policies 
are  issued  to  persons  below  16  or  over  60  years  of  age,  nearest 
birthday. 

Northwestern  National  Life  Insurance  Company,  Minne- 
apolis, Minn.  This  company  issues  policies  on  the  participating  plan. 
Its  principal  forms  are:  Whole  Life,  Limited  Pay  Life,  Endowment, 
Endowment  Annuity,  Ten-Year  Term  Policy,  and  Gradeil 
Endowment.  The  policies  are  non-f or f citable  and  incontestable 
after  one  year.  Allow  thirty  days  grace  in  payment  of  premiums, 
and  loan  and  surrender  values  granted  after  the  third  annual 
premium  for  amounts  stipulated  in  the  policy.  The  policies  are 
without  restrictions  as  to  residence,  travel  or  occupation,  and  as 
to  military  or  naval  service.  Annual  dividends  payable  after  two 
years.  , 

Pacific  Mutual  Life  Insurance  Company,  Los  Angeles,  Cal. 
This  company  issues  several  forms  of  policies  both  on  the  partici- 
pating and  non-participating  basis.  The  participating  policies  are 
written  in  either  the  annual  or  deferred  dividend  plans.  These 
policies  cover  a  wide  range  of  forms — whole  life,  limited  payment 
life  and  endowment,  and  guaranteed  investment  policies..  The 
policies  are  incontestable  after  one  year  except  for  non-payment 
of  premiums  and  violation  of  the  agreement  as  to  military  service. 
The  company  requires  a  permit  for  such  service  in  time  of  war  only. 
Tables  of  loan  and  surrender  values  are  printed  in  the  policies,  and 
the  company  prints  a  total  and  permanent  disability  clause  in 
practically  all  policies. 

Penn  Mutual  Life  Insurance  Company.  This  company  issues 
the  ordinary  forms  of  Life,  Limited  Life,  and  Endowment  policies, 
which  are  without  restrictions  as  to  travel,  residence  and  occupation 
from  the  date  of  issue,  and  are  incontestable  after  one  year,  except 
for  non-payment  of  premiums.  The  general  provisions  of  all  its 
policies,  of  which  it  issues  a  great  variety,  are  almost  identical,  ex- 
cept the  changes  necessary  to  carry  into  effect  the  differences  in  the 
plans.  All  are  entitled  to  surrender  values  after  three  annual  pay- 
ments of  premiums;  and  the  extension  feature  applies  to  all  other 
than  special  forms.  The  company  lends  upon  its  policies  two-thirds 
or  more  of  the  reserve,  the  amounts  being  specifically  stated  year  by 
year  in  the  policies  themselves,  and  in  its  present  forms  the  values 
are  the  full  American  3  per  cent,  reserve.  The  loan  values  and  cash 
values  are- the  same  in  amount,  and  tables  of  such  values,  as  well  as 
installment  values,  are  printed  in  the  policy.  The  ordinary  life  form 
contains  the  following  provisions :  The  policies  are  terminated  by  the 
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acceptance  of  the  cash  vahie,  bii(  this  sum  may  be  borrowed  and 
the  policy  continued  at  the  option  of  the  insured. 

If  this  Policy  shall  lapff«  through  non-payment  of  premium  after  three 
years'  premiums  have  been  paid,  the  Company  will  secure  to  the  owner  thereof 
a  form  of  insurance,  the  net  value  of  which'  shall  be  equal  to  the  full  reserve 
on  the  Policy  and  on  any  dividend  additions  thereto  at  the  date  of  default, 
according  to  the  American  Kxpericnce  Table  of  Mortality,  with  interest  at  3 
per  cent.,  less  any  existing  indebtedness  to  the  Company  on  the  Policy.  At 
the  end  of  the  third  and  succeeding  years  the  cash  value  is  the  full  reserve, 
and  the  paid-up  and  extension  values  are  the  equivalents  thereof. 
The  stipulated  values  of  this  Policy  shall  be  correspondingly  increased  for 
any  fractional  portion  of  a  year's  premium  which  has  been  paid.  This  non- 
forfeiture value  shall  be  secured  to  the  owner  of  the  Policy  through  one  of 
the  following  provisions: 

First: — ^The  automatic  extension  of  the  net  amount  insured  hj  this  Policv 
for  the  number  of  years  and  days  stated  below,  at  the  expiration  of  which 
time  the  insurance  shall   cease  j    or. 

Second: — ^The  issue  of  paid-up  participating  insurance  payable  at  death 
for  the  sum  provided  for  below  upon  written  application  therefor  by  the  owner 
of  the  Policy  and  the  legal  surrender  of  all  claims  hereunder  to  the  Company 
at  its  Home  Office  within  one  month  after  lapse;    or. 

Third: — The  payment  of  the  cash  surrender  value  provided  for  below  on 
surrender  of  the  Policy  and  all  claims  hereunder  to  the  Company  within  one 
month  from  the  date  of  lapse. 

(Here  are  printed  tables  of  extension,  paid-up  and  loan  or  cash  vaiues.) 

Should  any  indebtedness  exist  it  shall  be  deducted  from  the  Cash  Value 
of  the  Policy,  and  the  other  Values  shall  be  correspondingly  reduced. 

The  cash  value  of  any  paid-up  or  extension  granted  upon  the  lapse  of 
this  Policy  will  be  the  full  reserve  at  the  time  of  surrender,  less  any  inaebted- 
nesa  to  the  Company  under  the  Policy,  and  will  be  paid  to  the  owner  or 
owners  thereof,  upon  request  and  proper  release. 

Interest  Privilege.  The  proceeds  of  this  Policy  or  any  designated  frac- 
tion thereof,  may  at  maturity,  he  allowed  to  remain  with  the  Company  until 
the  death  of  the  beneficiary,  during  which  period  the  Company  will  pay  to  the 
beneficiary  yearly,  three  per  cent,  on  the  amount  fo  held,  the  first  payment 
being  made  one  year  after  the  maturity  of  this  Policv  and  the  last  payment 
to  be  pro-rated  to  the  date  of  the  death  of  the  beneficiary.  The  interest  rate 
will  be  improved  annually  by  such  addition  as  may  be  awarded  by  the  Board 
of  Trustees.  At  the  time  any  such  interest  becomes  payable  the  beneficiary 
may  withdraw  the  amount  held  by  the  Company,  thus  terminating  this 
feature. 

The  policy,  in  event  of  the  default  in  payment  of  premium, 
may  be  re-instated  at  any  time  on  evidence  of  insurability  and  the 
payment  of  all  over-due  premiums  and  other  indebtedness.  The 
above  is  a  synopsis  of  the  ordinary  life  form,  and  other  forms  of 
policies  issued  by  the  company  are:  Limited  Payment  Life;  Endow- 
ments; Trust  Certificates;  Optional  Term  Insurance;  Dual  Income 
Endowment  Bonds;  Income  Policies,  and  Continuous  Instalment 
Contracts. 

Variations  in  the  method  of  accumulation  or  use  of  dividends 
of  surplus  give  rise  to  other  forms,  such  as  Life  Rate  Endowment. 
Reversionary  Addition,  Accelerative  Endowment  policies,  etc. 

Phccnix  Mutual  Life  Insurance  Company.  This  company  is- 
sues all  the  ordinary  forms  of  Life,  Endowment  and  Term  policies. 

All  Term  policies  may  be  exchanged  for  other  Term  or  other 
forms  of  Life  or  Endowment;  the  10  Year  Term  any  time  during 
the   first   seven   years   of   the   term   without   medical   examination, 
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the  20  Year  Term  during  the  first  15  years  and  the  30  Year  Term 
during  the  first  20  years ;  the  new  policy  to  bear  the  date  and  rated 
age  of  the  insured  at  the  time  of  the  change.  Or  at  any  time 
during  these  respective  first  years  the  policy  may  be  changed  into 
any  higher  premium  contract  of  original  date,  provided  that  in 
event  of  change  during  the  first  five  years  the  difference  of  premiums 
accumulated  at  three  per  cent,  interest  shall  be  paid.  If  such  change 
is  made  after  the  five  years  the  difference  in  reserves  under  the 
two  policies  ^hall  be  paid.  If  a  change  is  made  to  a  new  policy 
of  new  date  the  full  reserve  is  guaranteed  as  a  surrender  value 
in  the  shape  of  a  permanent  reduction  of  the  premiums  under  the 
new  contract. 

Such  policies  can  be  exchanged  for  new  ones  of  new  date  in 
like  manner  during  the  last  three,  five  and  ten  years  of  the  10,  20 
or  30  Year  Terms  respectively  upon  furnishing  satisfactory  evi- 
dence of  insurability. 

The  privilege  of  change  to  another  policy  of  original  date 
and  higher  premium  is  also  granted  under  its  Annual  Life  Policy, 
the  difference  between  premiums  accumulated  at  3  per  cent,  being 
charged  if  the  change  is  made  during  the  first  five  years,  and  if 
the  change  is  made  after  five  years  the  difference  in  the  reserves 
under  the  two  policies  shall  be  paid.  Upon  request,  the  Limited 
Premium  Life  policies  will  contain  provision  for  converting  them 
into  Endowment  policies  of  the  same  amount  by  continuing  the 
payment  of  the  same  premium  for  a  stipulated  number  of  years 
after  the  original  policy  would  have  been  fully  paid  up. 

Loans  are  made  up  to  the  amount  secured  by  the  cash  value  at 
5  per  cent,  interest. 

Pittsburgh  Life  and  Trust  G)mpany,  Pittsburgh,  Pa.  This 
company  issues  Ordinary  Life,  Limited  Payment,  and  Endowment 
policies  on  the  annual  compound  dividend  plan.  The  policies  are 
incontestable  after  one  year,  are  non-forfeitable,  and  grant  thirty-one 
days  grace *in  payment  of  premiums.  Cash  loans  are  provided  after 
the  second  policy  year,  and  surrender  and  paid  up  values  are  en- 
dorsed in  the  policies.  Dividends  may  b^  applied  to  the  reduction 
of  succeeding  premiums,  withdrawn  in  cash,  allowed  to  compound 
at  three  and  one-half  per  cent,  interest  or  applied  to  purchasing 
paid  up  additions  to  the  policy.  The  company  also  issues  renewable 
and  non-renewable  term  policies. 

Provident  LiFfc  and  Trust  Company  of  Philadelphia.  This 
company  issues  Life,  Endowment,  and  Term  policies,  which  may  be 
made  payable  to  the  beneficiary  in  instalments;  it  also  issues  Joint 
Life,  Joint  Endowment,  and  Joint  Term  Partnership  policies  (see 
Cyclopedia  for  1892-3).  All  policies  participate  in  annual  divi- 
dends. In  1907  the  company  issued  a  new  policy  contract  incor- 
porating in  its  guarantees  cash  values,  thirty-one  days  of  grace,  in- 
contestability after  one  year,  etc.    The  practice  of  the  company  from 
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organization  had  always  been  liberal,  and  the  new  guarantees  are 
little  else  than  the  incorporation  in  the  contract  of  what  had  always 
been  accorded  by  the  company  as  a  matter  of  equitable  practice. 

Provident  Savings  Life  Assurance  Society.  The  principal 
forms  issued  by  the  company  are  Ordinary  Life,  Twenty  Payment 
Life,  and  Twenty- Year  Endowment,  non-participating,  and  the  fol- 
lowing other  forms :  Ten- Year  Non- Renewable  "term,"  This  form 
is  not  renewable  or  exchangeable  at  the  end  of  the  term.  Ten- Year 
Renewable.  This  policy  provides  that  at  any  time  except  during 
the  last  two  years  of  the  term  assured  may  exchange  the  contract 
for  a  policy  of  the  same  or  any  less  amount,  on  the  Ordinary  Life, 
Limited  Payment  Life,  or  Endow^ment  plan,  by  paying  the  premium 
with  the  age  on  the  last  birthday.  Also  Combined  Term  and  Re- 
newal Life. 

Prudential  Insurance  Company  of  America.  This  company 
issues  all  approved  forms  of  ordinary  policies,  such  as  Whole  Life, 
Limited- Payment  Life,  and  Endowments,  as  well  as  policies  on  the 
Industrial  Plan.  Regular  ordinary  policies  are  written  on  the  Non- 
participating  plan,  and  contain  the  following  privileges:  Non-for- 
feitable  after  first  year's  premium  is  paid;  Automatic  Extended  In- 
surance after  one  year;  Annual  Cash  Surrender,  Loan,  Automatic 
Loan,  and  Paid-up  Values  after  three  years  under  life  policies,  and 
two  years  under  endowments;  Occupation,  Residence,  and  Travel 
absolutely  without  restriction;  Incontestable  after  one  year;  grace 
in  payment  of  premiums— one  month;  beneficiary  may  be  changed 
at  any  time  by  insured;  liberal  revival  provisions.  When  any  policy 
becomes  a  claim  it  may  be  made  payable  in  one  sum;  or  in  from 
two  to  twenty-five  annual  instalments;  or  in  continuous  instalments 
during  lifetime  of  beneficiary;  or  the  sum  insured  may  be  left  with 
the  company  as  a  trust  fund  at  3l^  per  cent,  interest.  In  addition 
to  the  above  forms  of  ordinary  policies  the  company  issues  the 
following  special  forms:  • 

The  Increasing  Insurance  and  Double  Endowment  policy 
is  a  form  of  increasing  endowment  policy  under  which  5 
per  cent,  of  the  ordinary  face  value  is  added  to  the  sum  insured  for 
each  contract  year  upon  which  the  policy  shall  have  entered.  It 
matures  at  the  end  of  twenty  years,  if  the  insured  is  then  living, 
when  the  initial  value  with  all  additions  becomes  payable,  the  total 
amount  payable  being  twice  the  original  amount  of  the  policy.  If 
death  occur  before  the  twenty  years  have  expired,  the  original 
amount  plus  all  additions  to  date  of  death  is  paid.  At  the  end  of  the 
endowment  period,  the  insured  has  the  choice  of  several  very  at- 
tractive forms  of  settlement. 

Monthly  Income  Policies  and  Immediate  Benefit  and  Monthly 
Income  Policies.  The  distinctive  features  of  these  contracts  is  that 
upon  maturity,  whether  by  death,  or  the  expiration  of  the  endow- 
ment period  in  case  of  endowments,  the  benefits  will  be  paid  by 
check  in  monthly  installments,  to  continue  for  twenty  years  and, 
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by  the  payment  of  a  slightly  higher  premium,  so  long  as  the  bene- 
ficiary survives  that  period,  or,  in  case  of  endowments,  so  long  as 
the  survivor  of  the  insured  and  beneficiary  survives  twenty  years 
after  maturity. 

The  Inunediate  Benefit  and  Monthly  Income  policies  provide 
for  a  monthly  income  as  described  above  and  in  addition  for  the 
payment  of  $246  for  each  $10  of  monthly  income  payable  at  maturity 
of  the  policy. 

Twenty  Payment  Life  with  Pure  Endowment  Addition.  This 
policy,  in  addition  to  the  features  of  a  regular  Twenty  Payment 
Life,  provides  for  a  Pure  Endowment  at  the  end  of  twenty  years,  if 
the  insured  be  then  living.  One  of  several  options  is  available  to 
the  insured  at  that  time.  The  surrender  values  are  greater  than 
under  a  regular  Twenty  Payment  Life.      , 

Decreasing  Premium  Endowment  at  age  80.  This  is  a  policy 
under  which  the  premium  is  reduced  by  ten  per  cent  of  the  original 
amount  at  the  end  of  every  five-year  period.  In  other  respects  it 
is  similar  to  regular  Endowment  policies. 

Annuities.  Annuities,  or,  as  they  are  sometimes  called,  income 
policies,  are  also  granted 'by  the  Prudential. 

Reliance  Life  Insurance  Company  of  Pittsburgh.  The  forms 
of  policies  issued  are  ordinary  life,  limited  payment  and  endowment, 
both  participating  and  non-participating.  These  forms  are  also  issued 
as  continuous  installment,  five  per  cent,  gold  bond,  and  guaranteed 
annual  dividend  policies.  The  company  also  issues  limited  pa3rment 
life  and  endowment,  advance  dividend  policies,  and  ten  year  renew- 
able term,  participating,  and  convertible  term,  non-participating 
policies. 

All  policies  are  incontestable  after  one  year  from  date  of  issue, 
and  allow,  as  provided  for  by  the  laws  of  the  various  states, 
grace  in  paymeitf  of  premiums  and  loans  after  the  second  year. 
Cash  value,  automatic  extended  insurance,  and  paid-up  insurance 
are  granted  after  full  three  years'  premiums  are  paid.  The  term 
policies  provide  for  exchange  of  the  policy  for  any  other  form  issued 
by  the  company. 

State  Mxjtual  Life  Assurance  Company,  Worcester  Mass. 
This  company  issues  life  policies,  both  ordinary  and  limited  pay- 
ment; endowment  policies,  both  annual  and  limited  payment,  five 
and  ten  year  convertible  term  policies,  instalment  policies.  All 
policies  are  subject  to  the  non- forfeitable  law  of  Massachusetts. 

Travelers  Insurance  Company,  The.  This  company  issues 
non-participating  policies  only,  as  follows : 

Guaranteed  Uniform  Premium  Reduction  policies  on  the  an- 
nual, limited  payment  life,  and  endowment  forms. 

Income  Bonds,  20  Installments  Ordinary  Life,  Limited  Payment 
and  Endowment  forms. 

Principal  and  Income  Bonds,  20  installments,  Ordinary  Life, 
limited  Payment  and  Endowment  forms. 
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Monthly  Incomes,  20  years  certain  or  for  life.  Ordinary  Life 
and  Limited  Payment  form. 

Twenty  Payment  Life  with  Guaranteed  Endowment  Additions 
Contracts.  Five  Year  Gjnvertible  Term,  Ten  Year  Renewable 
Term,  Joint  Life  and  Life  Annuities. 

Union  Central  Life  Insurance  Company.  This  comi»any 
issues  life  and  limited  payment  life  policies,  and  regular  and 
limited  payment  endowment  policies,  on  the  annual  dividend  plan 
only.  These  policies  all  have  liberal  loan,  cash,  and  paid-up  values, 
and  extended  insurance. 

The  company  also  issues  Continuous  Instalment  Policies  upon 
the  Ordinary  Life  and  Limited  Payment  Life  Plans,  Five,  Ten,  Fif- 
teen and  Twenty  Year  participating  non-renewable  term  policies, 
convertible  within  five  years,  and  annuities. 

Union  Mutual  Life  Insurance  Company.  The  policies  at 
present  in  use  by  this  company  are  the  "Ordinary  Life,"  "Limited 
Payment  Life,"  "Endowment,"  "Renewable  Term," — ^all  on  forms 
providing  for  apportionment  of  dividends^  annually. 

West  Coast  Life  Insurance  Company,  San  Francisco,  Cal. 
This  company's  principal  forms  of  policies  are  whole  life,  limited 
payment  and  endowment  policies,  issued  on  non-participating  and 
participating  basis.  The  participating  policies  are  issued  as  annual 
dividend  policies  after  the  third  year,  and  on  the  deferred  dividend 
plan.  The  policies  are  incontestable  after  one  year,  non-forfeitable 
after  three  annual  premiums  have  been  paid,  and  cash,  loan,  and 
surrender  values  are  stipulated  in  the  policies.  The  company  also 
writes  an  accident  and  sickness  disability  clause  in  connection  with 
the  several  forms  of  life  policies. 

Standard  Forms. 

The  New  York  legislature  in  1906  enacted  legislation  prescribing 
standard  forms  of  life  policies.  The  act  amending  the  insurance 
law  is  known  as  Section  loi,  and  provided  that  "On  and  after 
the  first  day  of  January,  nineteen  hundred  and  seven,  all  policies 
of  insurance,  other  than  industrial  policies,  issued  or  delivered 
within  this  State  by  any  domestic  life  insurance  corporation,  shall 
be  in  the  forms  hereby  prescribed  and  not  otherwise,  save  as  here- 
inafter provided."  The  act  prescribed  four  forms:  ordinary  life, 
limited  payment  life,  endowment,  and  term  policies. 

This  act  was  amended  by  the  legislature  of  1907  to  permit 
domestic  companies  to  issue  other  than  the  standard  forms  of 
policies  if  approved  by  the  superintendent  of  insurance  and  the 
legislature  of  1909  amended  the  law,  practically  repealing  the  law 
providing  for  specified  standard  forms,  and  instead  requiring  that 
all  policies  issued  in  the  state,  whether  by  domestic  or  foreign 
coitipanies,  shall  contain  certain  specified  standard  provisions.'  The 
amendments  of  1909  further'  provided  that  no  policy  shalf  be  tssuf^d 
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or  delivered  in  the  state  until  the  form  has  been  filed  with  and 
approved  by  the  superintendent  of  insurance.  The  specified  con- 
ditions are  practically  the  same  as  adopted  in  other  states  and 
outlined  below.  Legislation  prescribing  standard  forms  was 
enacted  by  the  legislatures  of  Minnesota  and  North  Dakota  in 
1907.  The  forms  prescribed  were  ordinary  and  limited  payment  life, 
endowment,  and  term  policies  and  annuities. 

In  Colorado,  Illinois,  Tennessee,  Massachusetts,  Michigan  and 
New  Jersey,  legislation  was  enacted  in  1907  prescribing  standard 
provisions,  and  Ohio  in  1908,  enacted  legislation  prescribing  six 
forms  of  standard  policies,  and  also  prescribing  standard  pro- 
visions. New  York  amended  its  law  in  1909,  and  legislation  pre- 
scribing standard  policy  provisions  was  enacted  in  Oklahoma. 
Texas  and  New  Mexico  and  South  Dakota  enacted  legislation  pre- 
scribing standard  provisions  and  also  standard  forms.  The  standard 
forms  provided  in  South  Dakota  were:  Ordinary  and  limited  pay- 
ment life;  endowment,  term  and  renewable  term,  and  fixed  survivor- 
ship annuity  on  the  ordinary  life,  limited  payment  life  and  endow- 
ment forms.  Illinois  passed  a  law  in  1909  amending  section  6  of  the 
laws  of  1907  and  providing  that  the  act  should  not  apply  to  annuities, 
industrial  policies  or  to  assessment  or  fraternal  associations. 

The  laws  provide  that  forms  of  policies  must  be  approved  by 
the  insurance  commissioner,  and  the  prescribed  provisions,  while 
phrased  differently,  are  practically  the  same,  and  include  provisions 
that  the  premium  shall  be  paid  in  advance,  that  the  policy  shall 
constitute  the  entire  contract  and  be  incontestable  after  two  years 
except  for  non-payment  of  premiums,  or  violation  of  the  policy  con- 
ditions respecting  military,  or  naval  service,  and  that  if  the  age  of 
the  insured  has  been  understated,  the  amount  payable  under  the 
policy  shall  be  such  as  the  premium  would  have  purchased  at  the 
correct  age. 

A  provision  for  grace  in  payment  of  premium  is  required,  also 
against  forfeiture,  and  for  loans  and  extended  insurance,  and  tables 
of  loan,  and  surrender  values,  as  well  as  a  table  of  installments 
on  which  the  policy  may  provide  its  proceeds  may  be  payable,  are 
required  to  be  printed  in  the  policy. 

A  provision  providing  for  re-instatement  after  three  years  is 
also  required. 

The  law  prescribing  standard  provisions  for  life  policies  also 
contains  certain  prohibitions,  and  makes  it  unlawful  to  issue  a  policy 
containing  a  provision  for  the  forfeiture  of  the  policy  for  failure  to 
repay  loans,  or  interest  thereon,  or  a  provision  by  which  the  policy 
shall  purport  to  take  effect  more  than  one  year  before  the  original 
application  was  made.  Provisions  limiting  the  time  within  which 
any  action  at  law  or  in  equity  may  be  commenced  after  the  cause 
of  action  shall  accrue  are  prohibited.  The  laws  of  New  Mexico, 
South  Dakota,  Ohio,  Colorado,  New  Jersey  and  Tennessee  pro- 
hibit clauses  limiting  the  time  to  less  than  five  years;  Texas,  two 
years;  Illinois  and  Oklahoma,  three  years;  Michigan,  six  years; 
while  the  law  of  Massachusetts  does  not  contain  the  prohibition. 
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Minnesota  in  1909  enacted  legislation  prescribing  standard  pro- 
visions for  policies  of  accident  and  health  insurance,  and  as  well 
prohibiting  the  issuance  of  policies  in  the  state  containing  certain 
other  provisions.  Minnesota  took  the  lead  in  such  legislation  apply- 
ing to  accident  and  health  companies,  but  New  York  followed  with 
similar  legislation  in  19 10.  The  laws  require  that  all  policies  shall 
have  the  approval  of  the  superintendent  of  insurance ;  his  decision 
being  subject  to  review  by  any  court  of  competent  jurisdiction.  The 
prescribed  provisions  include  a  provision  that  notice  of  accident  or 
disability  shall  be  given  within  twenty  days ;  that  (he  policy  or  certifi- 
cate contains  the  entire  contract;  that  if  a  past  due  premium  is 
accepted  within  thirty  days  from  lapse  such  acceptance  shall  re- 
instate the  policy  in  full  as  to  disability  beginning  after  the  payment 
has  been  made ;  and  a  provision  that  if  a  premium  more  than  thirty 
days  past  due  is  accepted  such  action  shall  reinstate  the  policy  in 
full  as  to  disability  resulting  from  accident,  but  not  for  sickness  be- 
ginning within  fifteen  days  from  the  date  of  payment.  A  provision 
is  also  required  that  if  the  occupation  of  the  insured  be  changed  to 
a  more  hazardous  one,  or  if  the  insured  is  injured  while  doing  any 
act  or  thing  pertaining  thereto,  except  ordinary  duties  about  resi- 
dence, then  the  payment  to  be  such  as  the  premium  would  pay  for 
in  that  occupation,  and  a  provision  that  all  benefits  called  for  by 
the  policy  shall  be  specifically  stated  in  full  therein,  and  all  excep- 
tions also.  The  provisions  prohibited  are  limiting  the  time  in  which 
action  may  be  commenced  to  less  than  one  year,  making  the  consti- 
tution and  by-laws  a  part  of  the  policy;  for  deducting  advance  pre- 
miums from  benefits  payable  under  the  policy,  and  a  provision  limit- 
ing the  amount  of  indemnity  to  be  paid  to  a  sum  less  than  stated 
in  the  policy  and  for  which  premium  has  been  paid. 

POLICIES,  NON-CONCURRENT,  APPORTIONMENT.  It 
is  hardly  within  the  scope  of  this  work  to  enter  into  a  discttssion  of 
a  subject  which  has  been,  and  still  is,  one  of  the  most  perplexing  with 
whidi  adjusters  have  to  deal.  The  courts  have  pretty  generally  laid 
down  the  rule  that  companies  may  adopt  any  adjustment  satisfactory 
to  themselves,  so  that  it  does  not  deprive  the  insured  of  his  pro- 
tection. It  has  been  impossible,  so  far,  in  the  practice  of  fire  insur- 
ance for  all  underwriters  to  agree  upon  any  rule.  On  the  Pacific 
Coast  the  "Kinne"  rule,  so  called  from  its  author,  Mr.  C  Mason 
Kinne,  assistant  secretary  of  the  Liverpool  and  London  and  Globe 
Company,  was  adopted  by  the  Fire  Underwriters'  Association  of 
the  Pacific  in  1885,  and  is  used  exclusively  for  adjustments.  In  the 
eastern  states,  as  Mr.  Griswold  puts  it,  the  matter  is  "left  to  the 
individual  adjuster  to  adopt  such  methods  as  may  seem  most  ad- 
vantageous for  his  own  company."  Mr.  Griswold  gives  nine  differ- 
ent rules  for  adjusting  specific  and  compound  insurance.  The 
"Reading,"  the  "Finn,"  which  was  the  production  of  Mr.  Finn,  sec- 
retary of  the  Long  Island  Insurance  Company ;  the  "Albany,"  which 
is  credited  to  Mr.  Heald,  president  of  the  Home  Insurance  Com- 
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pany;  Rule  IV,  which  is  attributed  to  Henry  A.  Oakley;  Rule  V, 
with  no  author;  Rule  VI,  attributed  to  Mr.  Hope;  Rule  VII,  Rule 
VIII,  which  Mr.  Griswold  names  the  rule  of  proportion;  and  Rule 
IV,  the  English  rule. 

With  the  exception  of  the  "Kinne  Rule,"  which  is  entirely  general 
in  its  scope,  wherever  we  have  been  able  to  trace  these  rules  to  their 
application  they  seem  to  have  been  formulated  to  meet  specialxases 
where  the  company  making  them  was  to  secure  an  advantage  by  their 
use. 

The  Kinne  rule  has  been  adopted  and  put  into  eflfect  by  the  Fire 
Underwriters'  Association  of  the  Pacific  throughout  its  jurisdiction. 

The  principle  governing  all  apportionments  of  non-concurrent 
policies  is,  that  general  and  specific  insurances  must  be  regarded  as 
•  co-insurances;  and  general  insurance  must  float  over  and  contribute 
to  loss  on  all  subjects  under  its  protection,  in  the  proportions  of  the 
respective  losses  thereon,  until  the  insured  is  indemnified,  or  the 
policy  exhausted. 

The  correct  method  of  applying  the  principle  of  the  Kinne  rule 
has  been  formulated  in  the  following  statement: 

First — Ascertain  the  non-concurrence  of  the  various  policies  and  classify 
the  various  items  covered  into  as  many  groups  as  the  n  on -concurrence  de- 
mands, whether  of  property,  location   or  ownership. 

Second — Ascertain  loss  on  such  groups  of  items  separately. 

Third — If  but  a  single  group  is  found  with  a  loss  upon  it,  the  amount  of 
all  policies  covering  the  group  contribute  pro  rata. 

Fourth — If  more  than  one  group  has  sustained  a  loss,  and  such  loss  on 
one  or  more  groups  be  equal  to  or  greater  than  the  totals  of  general  and 
specific  insurance  tnercon,  then  let  the  whole  amount  of  such  insurances  apply 
to  the  payment  of  loss  on  such  groups. 

Fifth — If  more  than  one  group  has  sustained  a  loss,  and  such  loss  be  less 
than  the  totals  of  unexhausted  general  and  specific  insurances  thereon,  then 
apportion  the  amount  of  each  policy  covering  on  such  groups  generally,  to 
cover  specifically  on  such  groups,  in  the  same  proportion  that  the  sum  of  the 
losses  on  such  groups  bears  to  the  loss  on  each  individual  group. 

Note — When  a  group  is  covered  by  one  or  more  general  policies  it  would 
be  well  to  see  at  once  if  an  apportionment  as  above  on  that  group  would  equal 
the  loss,  as  in  case  it  will  not,  it  will  show,  without  further  calculation,  that 
the  whole  amount  of  loss  on  such  group  must  be  met  by  such  policies  pro  rata, 
and  the  remainder  only  apportioned.  In  such  cases,  carrying  out  Step  6 
simply  accomplishes  by  a  longer  process  what  here  is  indicated. 

Sixth — If  thr  loss  on  any  group  or  groups  is  then  found  to  be  greater 
than  the  sum  of  the  now  specific  insurances  as  apportioned,  add  sufficient  to 
such  specific  insurances  to  make  up  the  loss  on  the  group,  taking  the  amount 
of  the  deficiency  from  the  now  specific  insurance  of  the  heretofore  general 
amounts  previously  covering  the  now  deficient  groups,  which  cover  on  groups 
having  an  excess  of  insurance,  in  the  proportion  that  their  sums  bear  to  their 
individual  amounts. 

Note — Very   rarely   are  new  deficiencies  created  by   the   rc-apportionment,« 
but  if  so,  simply  repeat  Step  6.  ' 

SEVKNTH--tauRe  the  amounts  of  all  the  now  specific  insurances  to  severally 
contribute  pro  rata  to  pay  the  partial  losses,  and  it  will  be  found  that  the 
whole  scheme  has  resulted  in  the  claimant  being  fully  indemnified  in  accord- 
ance with  the  various  contracts  and  on  a  basis  which  preserves  the  equities 
between  the  companies  throughout. 

POLICY,  VALUED  FIRE.      [See  Valued  Policy.] 

POND,  ROBERT  L,  general  agent  of  the  Union  Central  Life 
Insurance  Company  at  Boston,  Mass.,  was  bom  in  Walpole,  Mass., 
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October  31,  i860.  He  obtained  his  education  in  the  public  schools 
and  high  school  of  Milton,  Mass.,  and  entered  the  insurance  busi- 
ness immediately  after  leaving  school,  in  the  office  of  the  New 
England  Mutual  Life  Insurance  Company.  When  the  Union  Cen- 
tral entered  Massachusetts  in  December,  1893,  he  was  appointed 
general  agent. 

PORTSMOUTH  FIRE  ASSOCIATION,  Portsmouth,  N.  H. 
Organized  1887 ;  capital,  $50,000.  Calvin  Page,  president ;  Alfred  F. 
Howard,  secretary. 

POST,  CHARLES  HENDERSON,  United  States  manager  for 
the  Caledonian  of  Edinburgh,  was  born  at  Derby,  Conn.,  May  16, 
1856.  At  the  age  of  thirteen  years  he  went  to  New  York  to  seek  em- 
ployment, and  found  it  in  a  publication  house.  In  1872,  at  the  age 
of  sixteen  years,  he  entered  the  insurance  agency  office  of  Neafie  & 
Terwilliger  at  Ellenville,  N.  Y.,  and  four  years  later  was  taken  intc 
the  firm  and  given  a  third  interest  therein.  Two  years  later  he  went 
into  the  field  as  special  agent  for  the  Continental.  In  1884  a  de- 
partment for  New  York  and  adjacent  States  was  created  by  the 
Washington  Fire  and  Marine  of  Boston,  and  Mr.  Post  was  ap- 
pointed manager.  When  this  business  was  reinsured  by  the  Niagara 
iMre,  in  1888,  he  became  that  company's  agency  manager,  and  later 
was  appointed  assistant  secretary  of  the  company.  The  Niagara 
iMre  and  Caledonian  had  been  combined  for  an  agency  business, 
and  when  that  combination  was  dissolved  in  1894  Mr.  Post  received 
the  appointment  of  United  States  manager  of  the  Scottish  com- 
pany. He  is  also  president  of  the  Caledonian-American  Insurance 
Company. 

POTTER,  EDWARD  E.,  fire  insurance  general  agent  for  the 
Pacific  Coast  States.  In  1874,  being  on  the  Pacific  Coast,  he  formed 
an  agency  to  represent  a  number  of  Eastern  companies,  two  of 
which  he  represents  at  the  present  time.  From  1880  to  1882  Mr. 
Potter  was  manager  and  secretary  of  the  Oakland  Home  Insurance 
Company,  and  was  one  of  the  organizers  of  the  Sun  Insurance 
Company  of  California,  and  its  secretary  and  treasurer  from  1882 
to  1891.  Beginning  with  1892,  Mr.  Potter  has  devoted  his  entire 
attention  to  the  general  agency  on  the  Pacific  coast.  He  is  now 
general  agent  for  the  Pacific  coast  for  Williamsburgh  City,  Glens 
Falls,  Girard  Fire  and  Marine  Insurance  Company  and  Security 
Insurance  Company  of  New  Haven,  Conn. 

POTTER,  FREDERICK  W.,  superintendent  of  insurance  of 
Illinois,  is  a  native  of  England  and  was  born  at  Norwich,  October 
17,  1862.  He  received  a  public  school  education,  and  his  early  voca- 
tion was  teaching  in  the  public  schools.  He  was  for  eight  years 
superintendent  of  the  public  schools  of  Edwards  county.  111.,  later 
engaged  in  life  insurance  work  in  Illinois,  and  was  for  five  years 
superintendent  of  agents  for  Southern  Illinois  of  the  Mutual  Benefit 
Life  insurance  company.  He  was  appointed  to  his  present  position 
in  1907. 
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POTTER,  WILFRID  C,  secretary  of  the  Preferred  Accident 
insurance  company,  New  York,  is  a  native  of  Virginia,  and  was  bom 
at  Alexandria,  February  10,  1861.  He  received  his  education  at 
St.  Johns  Military  Academy,  Virginia,  and  began  his  insurance  career 
in  1882.  In  1886  he  became  a  local  agent  of  the  Preferred  Accident, 
and  has  since  retained  his  connection  with  the  company,  "gradu- 
ating'' from  the  local  agency  field  to  a  state  agency,  and  in  turn  to 
the  position  of  agency  supervisor  and  superintendent  of  agents. 
He  was  elected  to  his  present  position  in  1906.  He  is  a  member 
of  the  executive  committee  and  other  committees  of  the  International 
Association  of  Accident  Underwriters. 

PRATT,  LE  GAGE,  former  vice-president  of  the  Mutual  Benefit 
Life  Insurance  Company  of  Newark,  was  born  at  Sterling,  Mass., 
December  14,  1853.  After  the  completion  of  his  education  he  entered 
upon  an  active  commercial  career  in  1869,  first  in  Boston,  and  a  few 
years  later  in  Chicago,  in  which  city  he  became  connected  as  con- 
tracting agent  for  a  large  printing  and  publishing  concern,  for  which 
he  traveled  throughout  the  States  from  New  York  to  California.  In 
1884  he  took  up  journalistic  work,  which  he  followed  for  a  period  of 
two  years,  when  he  became  interested  in  life  insurance  as  a  special 
agent,  working  for  several  years  in  the  Texas  field  and  later  in  Chi- 
cago. In  1895  Mr.  Pratt  was  appointed  state  agent  for  the  Life 
Insurance  Clearing  Company  for  Georgia,  and  one  year  later  was 
called  to  the  home  office  and  appointed  to  the  position  of  general 
superintendent  of  agencies.  In  August,  1897,  he  was  offered  and  ac- 
cepted the  position  of  superintendent  of  agencies  for  the  Mutual 
Benefit  Life  of  Newark,  N.  J.,  and  on  January  22,  1903,  was  elected 
second  vice-president  of  that  company.  He  was  elected  vice-presi- 
dent in  May,  1905.  In  November  last  (1906),  he  was  elected  to 
Congress  from  the  8th  District,  New  Jersey  and  resigned  the  vice- 
presidency  of  the  Mutual  Benefit  in  1907,  and  was  later  superintend- 
ent of  agents  of  the  Puritan  Life  Insurance  Company  of  Providence, 
R.  I.  He  resigned  this  position  in  1910  to  become  vice-president  and 
general  manager  of  the  **Compania  Nacional  de  Seguros  de  Cuba," 
Havana,  Cuba. 

PREFERRED  ACCIDENT  INSURANCE  COMPANY  of 
New  York.  Organized  in  1893.  Capital,  $350,000.  Kimball  C.  At- 
wood,  president;    W.  C.  Potter,  secretary. 

PRESBYTERIAN  MINISTERS'  FUND  for  Life  Insurance  of 
Philadelphia  is  the  oldest  life  insurance  organization  in  the  United 
States,  and  was  organized  in  1759.  Rev.  Perry  S.  Allen,  D.D., 
president  and  actuary;  A.  M.  Clifford,  secretary;  J.  C.  NeflF, 
treasurer,  and  F.  F.  Thomson,  M.D.,  medical  director. 

PRESS  INSURANCE.      [Sec  Insurance  Journalism.] 

PRESTON,  EDWARD  VERRANCE,  general  manager  of 
agencies  of  the  Travelers  Insurance  Company  of  Hartford,  was  born 
in  Willington,  Tolland  County,  Conn.,  June  i,  1837.     He  had  a  com- 
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moil  school  education,  and  was  engaged  in  commercial  pursuits  in 
Hartford  when  the  war  of  1861  broke  out.  April  22,  1861,  he  en- 
tered the  military  service  of  the  State  as  a  clerk  in  the  adjutant- 
general's  office,  and  July  17,  1861,  was  commissioned  to  be  quarter- 
master of  the  Fifth  Connecticut  Volunteer  Infantry,  with 
the  rank  of  first  lieutenant,  and  in  a  few  months  was 
detailed  to  act  as  aide-de-camp  and  brigade  quartermaster 
on  General  A.  S.  Williams'  staff;  and  in  March,  1862,  as 
aid-de-camp  on  Gen.  O.  S.  Ferry's  staff.  In  February,  1863,^  he 
was  appointed  by  President  Lincoln  additional  paymaster  United 
States  Volunteers,  with  the  rank  of  major,  holding  this  position 
until  he  was  honorably  discharged  by  the  secretary  of  war,  to  date 
July  31,  1865.  On  leaving  the  service  of  the  United  States  he  was 
immediately  employed  by  the  Travelers  Insurance  Company,  first 
as  a  solicitor  in  Hartford,  and  soon  after  as  special  agent,  to  secure 
and  work  with  agents  in  New  England.  In  January,  1867,  he  was 
appointed  to  the  position  which  he  now  holds.  Major  Preston  repre- 
sented the  city  of  Hartford  in  the  common  council  board  for  two 
years,  and  after  that  for  two  years  in  the  board  of  aldermen.  He  is 
a  member  of  the  Loyal  Legion,  Boston  Commandery,  the  Army  and 
Navy  Club  of  Connecticut,  Robert  O.  Tyler  Post  No.  50,  G.  A.  R., 
and  the  Hartford  lodge  of  Masons. 

PROOFS  OF  DEATH  IN  LIFE  INSURANCE.  [Sec  Life 
Insurance,  Proof  of  Death.] 

PROVIDENCE  WASHINGTON  INSURANCE  COMPANY 
of  Providence,  R.  I.  Incorporated  1799;  capital,  $500,000.  J.  B. 
Branch,  president;    A.  G.  Beals,  secretary. 

PROTECTION  MUTUAL  FIRE  INSURANCE  COMPANY, 
Chicago,  111.  Organized  1887.  John  C  Fetzer,  president;  P.  J. 
Halla,  secretary. 

PROVIDENCE  MUTUAL  FIRE  INSURANCE  COM- 
PANY, Providence,  R.  I.  Organized  1800.  Edward  L.  Watson, 
president;  B.  M.  MacDougall,  secretary. 

PROVIDENT  LIFE  AND  TRUST  COMPANY  of  Philadel- 
phia was  incorporated  March  22,  1865.  The  charter  confers,  in 
addition  to  the  authority  to  insure  lives,  authority  to  act  as  executor, 
administrator,  trustee,  guardian,  etc. ;  that  is,  to  transact  what  is 
known  as  a  trust  business.  The  union  of  its  trust  business  with 
its  insurance  business  demands  from  the  courts  of  the  city  of 
Philadelphia  a  careful  scrutiny  of  its  methods,  and  an  examination 
from  time  to  time  of  its  securities  by  skillful  experts.  The  relations 
of  the  two  departments  of  the  business  are  fixed  by  the  provisions 
of  the  charter.  The  accounts  and  investments  are  kept  distinct  and 
separate.  The  entire  surplus  of  the  insurance  department  accu- 
mulates for  the  benefit  of  the  policy-holders.  The  only  advantage, 
direct  or  indirect,  which  the  stockholders  can  at  any  time  have  from 
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the  union  of  the  two  features  of  the  business  results  from  the  fact 
that  the  management  of  the  trust  business,  from  which  they  derive 
their  profits,  is  done  for  them  without  charge. 

To  be  relieved  from  the  expense  of  management  is  an  advantage 
to  the  stockholders,  but  not  more  than  commensurate  with  the  ben- 
efit which  the  policy-holders  derive  from  the  additional  security 
arising  from  the  large  capital,  the  active  supervision  by  the  stock- 
holders of  the  affairs  of  the  company,  and  the  association  of  the 
life  insurance  and  trust  business.  While  the  expenses  of  a  trust 
business,  if  conducted  separately,  would  be  large,  the  additional 
cost  to  this  company  of  conducting  the  trust  business  jointly  with 
the  life  insurance  is  inconsiderable,  viewed  in  connection  with  the 
advantages  secured.  This,  however,  has  not  had  the  effect  of  in- 
creasing the  general  rate  of  expense  of  the  company.  The  great 
economy  and  care  with  which  its  affairs  have  been  conducted  have 
caused  it  to  be  distinguished  for  its  very  low  expense  rate.  This 
joined  with  its  exceptionally  favorable  rate  of  mortality,  has  resulted 
in  a  very  low  net  cost  of  insurance  to  its  policy-holders. 

The  ofHcers  of  the  company  are:  Asa  S.  Wing,  president;  T. 
Wistar  Brown,  vice-president;  Joseph  Ashbrook,  vice-president  and 
manager  of  insurance  department ;  David  G.  Alsop,  actuary ;  Samuel 
H.  Troth,  treasurer;  C.  Walter  Borton,  secretary;  John  Way,  assist- 
ant treasurer;  Dr.  Charles  H.  Willits,  chief  medical  examiner.  The 
directors  are:  T.  Wistar  Brown,  Asa  S.  Wing,  James  V.  Watson, 
William  Longstreth,  Robert  M.  Janney,  Marriott  C.  Morrisj  Frank 
H.  Taylor,  Joseph  B.  Townsend,  Jr.,  John  B.  Morgan,  Frederic  H. 
Strawbridge,  Joseph  Ashbrook,  John  Thompson  Emlen,  Morris  R. 
Bockius,  Henry  H.  Collins  and  Levi  L.  Rue. 

PROVIDENT  SAVINGS  LIFE  ASSURANCE  SOCIETY, 
THE,  of  New  York,  was  incorporated  February  25,  1875,  ^^^  com- 
menced business  August  10,  1875.  E.  E.  Rittenhouse,  president; 
Robertson  G.  Hunter,  secretary. 

PRUDENTIAL  INSURANCE  COMPANY  OF  AMERICA, 
THE,  whose  home  office  is  in  Newark,  N.  J.,  opened  an  entirely 
new  field  in  American  life  insurance. 

It  was  the  first  company  in  this  country  to  do  business  on  thf 
industrial  plan,  the  distinguishing  features  of  which  are  the  insur- 
ing of  every  member  of  the  family  between  the  ages  of  one  and 
sevent>',  if  in  good  health,  the  issuing  of  small  policies  with  corres- 
pondingly small  premiums,  payable  weekly,  and  the  collection  of 
premiums  by  an  agent  of  the  company  at  the  homes  of  the  policy- 
holders. 

Through  this  industrial  form  of  insurance  a  great  many  persons 
who  cannot  afford  to  pay  the  premium  required  for  a  policy  of 
$1,000  are  enabled  to  secure  as  large  an  amount  of  life  insurance  as 
their  means  will  warrant,  and  by  providing  for  weekly  payments  of 
a  few  cents  each,  it  meets  the  needs  of  the  industrial  classes. 
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The  Prudential  began  business  irf  November,  1875,  and  confined 
its  operations  to  the  city  of  Newark  for  two  years,  when  the  re- 
mainder of  the  state  of  New  Jersey  was  occupied.  In  1879  the  com- 
pany entered  the  states  of  New  York  and  Pennsylvania,  and  year 
after  year  it  extended  the  scope  of  its  operations  until  the  Prudential 
now  operates  in  forty-four  states  and  territories,  the  District  of 
Columbia  and  the  Dominion  of  Canada. 

The  great  and  growing  popularity  of  this  company  is  shown  by 
the  fact  that  during  IQ09  the  Prudential  issued  and  revived  2,382,055 
industrial  policies,  insuring  $359,063,142,  while  on  December  31,  1909, 
the  total  number  of  industrial  policies  in  force  was  8,295,427 
and  the  total  amount  of  industrial  insurance  in  force  at  that  time 
was  $1,040,808,021. 

But  industrial  insurance  does  not  by  any  means  comprise  the 
sole  business  of  the  Prudential.  Although  this  company  was  or- 
ganized with  the  intention  of  transacting  an  industn^'.  business,  it 
was  soon  found  that  the  habits  of  thrift  fostered  in  the  people  who 
carried  small  policies  enabled  many  of  them  to  provide  for  a  greater 
amount  of  protection  than  was  afforded  them  by  the  industrial 
policy.  Those  who  at  first  found  it  difficult  to  save  enough  to  pay 
the  premium  on  a  small  policy  after  a  time  applied  for  an  addi- 
tional amount  of  insurance,  and  even  this  was  added  to  until  some 
persons  carried  several  policies. 

In  view  of  this  fact  the  company  was  led,  in  1886,  to  open  an 
ordinary  "life  and  endowment"  department^  in  which  all  the  popu- 
lar forms  of  life  and  endowment  policies  are  now  issued  for  sums 
from  $500  up  to  $100,000.  This  department  has  continually  grown  in 
popularity,  until  in  amount  of  business  written  annually,  in  annual 
income,  and  other  features,  it  far  surpasses  many  life  insurance 
companies  which  issue  ordinary  business  exclusively. 

During  1909  the  Prudential  issued  and  revived  ordinary  insur- 
ance of  $141,0(53,186  (paid- for  business),  closing  the  year  with  paid- 
for  ordinary  insurance  in  force  to  the  amount  of  $635,052,785,  a 
gain  in  paid-for  insurance  during  the  year  of  $91,558,876. 

Taking  a  record  of  the  company  as  a  whole,  the  Prudential  issued 
during  1909  paid-for  insurance  amounting  to  $500,126,328,  and  the 
total  amount  of  paid-for  insurance  in  force  on  December  31st  was 
$1,684,860,806.  The  gain  in  insurance  in  force,  $250,309,^59,  was 
the  greatest  ever  made  by  any  company  in  the  world.  The  assets  of 
the  Prudential  on  January  i,  igio,  were  $200,643,373.99,  an  increase 
during  the  year  of  $26,604,555.37.  Its  liabilities  on  the  same  date 
were  $182,493,296.88,  and  its  surplus  of  assets  over  liabilities  $18,- 
150,077.11,  after  providing  for  a  dividend  fund  of  over  $20,000,000.00 
to  holders  of  participating  policies.  In  the  year  1909  the  company's 
income  was  $67,238,264.73.  an  increase  over  the  previous  year  of  $6,- 
901,230.31. 

On  August  I,  1907  the  company  in  its  ordinary  department,  dis- 
continued issuing  "participating"  or  "profit-sharing"  policies  and 
brought  out  a  new  non-participating  policy  so  attractive  in  its  terms 
and  privileges  that  it  proved  an  instant  success. 
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The  policy  is  a  clear-cut  insurance  contract,  containing  all  the 
regular  provisions,  loans  and  surrender  values,  together  with  new 
and  attractive  features  especially  designed  to  benefit  the  insured, 
the  premium  rates  are  exceptionally  low. 

The  Prudential  was  the  first  company  to  adopt  the  practice  of 
paying  claims  upon  the  day  that  satisfactory  proofs  of  death  reached 
the  home  office.  This  practice  has  been  strictly  adhered  to  and  is 
of  the  utmost  importance,  particularly  to  the  industrial  classes,  for 
while  the  amount  of  policy  in  each  case  is  not  large  (an  average  of 
about  $110,)  the  payment  often  comes  at  a  time  when  there  is  no 
ready  money  to  be  had  and  the  policy  is  the  only  available  asset. 
The  latest  feature  is  the  payment  of  claims  by  the  company's  field 
representatives,  who  are  often  enabled  to  make  the  payment  of  the 
amount  due  under  the  policy  within. a  few  hours  after  the  death  of 
the  insured.  Promptness  in  paying  claims  practically  doubles  the 
usefulness  of  life  insurance. 

Over  1,256,000  death  claims  have  been  paid  by  the  company,  in 
the  industrial  and  ordinary  departments  combined,  since  its  organiza- 
tion, and  its  total  payments  to  policy-holders  during  the  same  period 
amount  to  nearly  .$182,000,000.  It  is  estimated  that  over  6,000,000 
people  have  been  directly  benefited  by  this  money.  In  1909,  104,029 
claims  were  paid,  an  average  of  over  2,000  every  week,  and  over 
J45  for  every  working  day. 

The  total  amount  paid  to  policyholders  during  1909  was  $20,- 
893,400.26. 

The  growth  of  the  Prudential  has  been  steady  from  the  begin- 
ning, and  in  recent  years  rapid,  as  shown  by  the  following  tabular 
statement : 


Year. 

Assets. 

Total 
Income. 

Surplus. 

Insurance 
in  Force. 

1879 

1884 

1889 

1894 

1899 

»904 

I 909 . t 

$139,803 

752,878 

3,924,295 

13,041,809 

33,948,7<>o 

88,762,305 

200,643,374 

$128,627 
1,156,580 
4,601,298 

11.4s7.334 
20,586,200 
44,729,108 
67,238.265 

$109,538 

329,440 

1,071,065 

2,941.777 

6,014,422 

13,325.866 

18,150,077 

$t,866,9i3 

28,545,189 

119,686,277 

280,345,654 

502,201,486 

1,056,733,008 

1 ,684,860,806 

Total  amount  naiH  nnlicv-li 

lolders, 

$181,990,53108 

r — —    ar  —  --~j     - 

The  industrial  policy-holders  of  the  Prudential  have  particularly 
benefited  from  lime  to  time  by  the  many  concessions  made  by  this 
company. 

In  January,  1907,  the  Prudential  started  issuing  a  new  industrial 
policy  which  gives  largely  increased  benefits  at  the  younger  ages 
for  the  same  premium.  Under  this  policy  payment  of  premiums  will 
cease  when  the  insured  reaches  age  75.     The  policy  provides  for. 
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paid-up  values  after  three  years^  and  cash  surrender  values  annually 
after  ten  years.  Owing  to  the  increased  liberality  of  the  contract  it 
is  issued  on  the  non-participating  plan. 

The  Prudential's  new  Monthly  Income  policy,  issued  in  its 
ordinary  department,  has  marked  a  new  era  in  insurance.  This 
policy  is  designed  especially  for  the  protection  of  the  widow  as  re- 
gards investment  of  the  proceeds  of  an  insurance  policy.  The  con- 
tract provides  for  a  monthly  income  payable  after  the  death  of  the 
insured,  to  the  beneficiary  for  20  years,  or  for  life  (for  20  years  at 
least),  or,  in  event  of  the  policy  being  an  endowment,  the  income 
would  be  payable  to  the  insured  himself. 

The  policy  is  very  popular  and  is  being  recognized  as  one  of  the 
safest  forms  of  protection  in  insurance  yet  devised. 

The  officers  are :  John  F.  Dryden,  president ;  Forrest  F.  Dryden, 
second  vice-president;  Jacob  E  Ward,  third  vice-president;  Wilbur 
S.  Johnson,  fourth  vice-president  and  comptroller;  Richard  V. 
Lindabury,  general  counsel;  Edward  D.  Duffield,  general  solicitor; 
John  K.  Gore,  actuary;  Edward  Gray,  secretary;  Edward  Kanouse, 
treasurer:  T.  C.  E.  Blanchard,  superintendent  of  real  estate;  Fred- 
eric A.  Boyle,  cashier;  Frederick  C,  Blanchard,  supervisor  loan  de- 
partment; Valentine  Riker,  assistant  secretary;  Willard  I.  Hamilton, 
assistant  secretary;  Henry  Overgne,  assistant  secretary;  George  W. 
Munsick,  assistant  secretary;  George  P.  Williams,  assistant  secre- 
tary; George  B.  Speer,  supervisor  ordinary  agencies;  Frederick  H. 
Johnston,  associate  actuary ;  Geo.  H.  Kirkpatrick,  assistant  actuary ; 
Holger  E.  Krause,  assistant  actuary;  Frederick  L.  Hoffman,  sta- 
tistician; Edward  H.  Hamill,  consulting  medical  director;  Robert 
L.  Burrage,  medical  director;  Wm.  Perry  Watson,  associate  medical 
director;  Walter  A.  Jaquith,  assistant  medical  director;  J.  Allen 
Patton,  assistant  medical  director;  Paul  FitzGerald,  assistant  medical 
director;  George  W.  Gore,  supervisor;  Robert  Gemmell,  supervisor 
of  claims:  Frederick  A.  C.  Baker,  supervisor;  Harry  Vliet,  super- 
visor; William  R.  Konow,  supervisor;  J.  H.  Huntington,  Jr.,  super- 
visor; J.  Albert  Sandford,  supervisor;  Bernal  L.  Tatman,  super- 
visor; Edwin  F.  Kulp,  supervisor;  Archibald  M.  Woodruff,  associate 
supervisor  loan  department;  Chas.  A.  Stonelake,  office  supervisor; 
David  A.  Mclntyre,  supervisor  printing  and  allied  departments. 
Directors  (elected  by  the  stockholders) :  John  F.  Dryden, 
Theo.  C.  E.  Blanchard,  Frederick  C.  Blanchard,  Edward 
Kanouse,  Forrest  F.  Dryden,  Jerome  Taylor,  William  T.  Carter, 
Jacob  E.  Ward,  Anthony  R.  Kuser,  Uzal  H.  McCarter,  Wilbur  S. 
Johnson,  Richard  V.  Lindabury,  John  K.  Gore;  appointed  by  the 
Chancellor,  from  the  policyholders,  pursuant  to  chapter  81,  laws  of 
1907,  of  the  state  of  New  Jersey,  Edward  J.  Ill,  Edwin  A.  Stevens, 
Isaac  F.  Roc. 

PRUSSIAN  LIFE  INSURANCE  COMPANY  of  Berlin,  Ger- 
many.  Organized  1865.  This  company  entered  the  United  States 
in  February,  1905,  making  a  deposit  with  the  New  York  department, 
to  do  a  reinsurance  business.    C.  F.  Sturhahn  was  appointed  general 
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attorney  for  the  United  States,  and  William  C.  Scheide,  resident 
manager,  New  York. 

PRUSSIAN  NATIONAL  INSURANCE  COMPANY  of 
Stettin,  Germany.  Harold  W.  Letton,  Chicago,  United  States 
manager. 

PURCELL,  JOHN  J.,  former  manager  of  the  Underwriters' 
Salvage  Company,  Chicago,  is  a  native  of  New  York  city,  where  he 
was  born  February  22,  1855.  In  1871  he  entered  a  New  Yortc  city 
local  agency,  removing  to  Boston  in  1876  to  accept  a  position  with 
the  Faneuil  Hall  Insurance  Company,  from  which  company  he  trans- 
ferred his  services  to  the  firm  of  L.  Burge  Hayes  &  Co.,  Boston 
agents  of  the  Sun  Insurance  Office.  In  1883  he  returned  to  New 
York  as  special  agent  of  the  Sun  for  New  York  and  New  Jersey, 
later  being  transferred  to  Atlanta,  Ga.,  as  general  agent  for  the 
southern  field.  In  1887  be  was  recalled  to  New  York  and  appointed 
secretary  of  the  company's  local  department.  In  1893  he  was  made 
assistant  manager  for  the  United  States.  He  was  appointed  western 
manager  of  the  Sun  Insurance  Office  March  i,  1899,  and  resigned 
March  i,  1904.  Subsequently  he  was  appointed  Ohio  special  agent 
for  the  Fireman's  Fund,  and  resigned  in  1906  to  become  superinten- 
dent of  agents  in  the  western  department  of  the  Hartford  Fire. 
In  1907  he  was  appointed  manager  of  the  Underwriters  Salvage 
Company  but  resigned  April  i,  I9c8,  to  resume  his  former  position  as 
superintendent  of  agents  in  the  western  department  of  the  Hartford 
Fire  at  Chicago,  111. 

PUTNAM,  HENRY  HOWELL,  secretary  of  the  National  As- 
sociation of  Local  Agents,  and  insurance  journalist,  was  born  at 
DeKalb,  III.,  April  15,  1868,  of  New  England  parents.  After  a 
grammar  school  education  in  Boston  he  became  an  office  boy  in 
a  grain  house.  In  1887  he  was  employed  by  the  Standard  of  Bos- 
.ton  as  a  reporter.  From  1895  to  1898  he  acted  as  news  representative 
for  the  Standard  in  New  York  city,  and  subsequently  returned  to 
Boston  as  editor  of  that  paper.  In  May,  1899,  he  began  the  publica- 
tion of  the  Monthly  Journal  of  Insurance  Economics,  a  magazine 
devoted  to  the  discussion  of  insurance  problems  from  an  economic 
point  of  view.  In  June,  1903,  he  began  the  publication  of  the 
American  Agency  Bulletin,  a  monthly  journal  representing  the  in- 
terests of  the  associated  fire  insurance  agents  of  the  United  States, 
subsequently  endorsed  by  the  National  Association  as  a  medium  of 
communication  between  local  agents.  At  the  St.  Louis  convention 
of  the  National  Association,  in  October,  1904,  Mr.  Putnam  was 
elected  secretary  of  that  organization,  and  re-elected  in  1905  and 
1906.  In  November,  1906,  Mr.  Putnam  disposed  of  a  two-thirds 
interest  in  the  Journal  of  Insurance  Economics  to  Benjamin  F. 
Hadley,  formerly  of  the  Insurance  Advocate,  and  George  A.  Watson, 
formerly  of  the  Chronicle.  The  publication  was  removed  to  New 
York  city  and  continued  as  a  weekly  paper  called  the  Eastern 
Underwriter,  with  a  monthly  "economic  supplement"  edited  by  Mr. 
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Putnam.  At  the  midwinter  conference  of  the  executive  officers  of 
the  National  Association  in  New  York  in  February,  1907,  Mr.  Put- 
nam was  employed  at  a  regular  salary  to  conduct  the  affairs  of 
the  agents'  organization. 

PURITAN  LIFE  INSURANCE  COMPANY.  Providence.  R.  I. 
Organized  1907;  capital,  paid  in,  $[23,000.  Darius  L.  GoflP,  president; 
Clinton  C.  White,  secretary. 
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QUEEN  CITY  FIRE  INSURANCE  COMPANY,  Sioux  Falls, 
S.  D.  Organized  1905;  capital,  $200,000.  P.  F.  Sherman,  presi- 
dent; G.  W.  McArthur,  secretary  and  treasurer. 

QUEEN  INSURANCE  COMPANY  of  America,  New  York. 
Organized  1891 ;  capital,  $[,000,000.  Edward  F.  Beddall,  president; 
George  W.  Burchell,  vice-president ;  Nevett  S.  Bartow,  secretary. 

QUINCY  MUTUAL  FIRE  INSURANCE  COMPANY. 
Quincy,  Mass.  Organized  185 [.  Charles  A.  Howland,  president; 
J.  F.  Young,  secretary. 
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RALSTON,  THOMAS  A.,  sub-manager  of  the  eastern  and 
southern  departments  at  New  York  office  of  the  Northern  Assur 
ance  Company  of  London,  was  born  at  Baltimore,  Md.  He  was 
educated  in  the  public  schools  of  that  place,  and  began  business 
life  in  1875  as  a  clerk  in  the  Baltimore  branch  of  a  New  York 
commercial  house.  In  1879  he  removed  to  New  York  to  accept 
a  higher  position  in  the  head  office.  He  entered  the  insurance 
business  in  1883  as  a  clerk  in  the  New  York  office  of  the  London 
and  Provincial  Insurance  G)mpany  of  England,  and  on  the  retire- 
ment of  that  company  from  the  United  States  entered  the  service 
of  the  United  Fire  Reinsurance  Company  of  Manchester,  England. 
He  remained  with  that  company  until  1^9,  when  he  was  appointed 
chief  clerk  in  the  New  York  office  of  the  Northern  Assurance  Com- 
pany of  London.    In  1896  he  was  appointed  to  his  present  position. 

RASOR,  PAUL  E.,  manager  for  the  United  States  of  the  Mos- 
cow Fire  Insurance  Company  of  Moscow,  Russia,  is  a  native  of 
Wads  worth,  O.,  where  he  was  bom  in  1853.  His  first  experience 
with  fire  underwriting  was  with  J.  F.  Downing,  general  agent  of 
the  western  department  of  the  Insurance  Company  of  North  Amer- 
ica at  Erie,  Pa.  For  a  short  time  Mr.  Rasor  was  connected  with 
the  Alps  Insurance  Company  of  Erie,  and  in  1873  removed  to  New 
York  to  enter  the  service  of  the  German-American  Insurance  Com- 
pany, with  which  he  remained  until  February,  1895,  having  been  its 
assistant  secretary  for  several  years.  He  was  also  secretary  of  the 
Reassurance  Company  of  New  York  (a  tender  of  the  German- 
American),  and  managed  that  company  in  connection  with  his  duties 
with  the  German-American.  In  February,  1895,  he  was  tendered 
and  accepted  the  position  of  assistant  United  States  manager  of  the 
Lancashire,  with  headquarters  at  New  York,  and  remained  with 
the  company  until  November,  1896,  when  he  accepted  the  appoint- 
ment of  United  States  manager  of  the  Magdeburg  Fire  Insurance 
Company;  a  position  he  retained  until  the  withdrawal  of  the  com- 
pany from  the  United  States.  He  was  appointed  manager  of  the 
Moscow  in  1903,  and  of  the  First  Russian  of  St.  Petersburg  and 
Russian  Reinsurance  Company  of  St.  Petersburg  in  1907. 

RATHBONE,  ROBERT  C,  insurance  manager  and  broker. 
New  York  city,  was  born  at  Ballston,  Saratoga  county,  N.  Y., 
August  23,  1825.  He  went  to  New  York  at  the  age  of  fourteen 
vears,  and  was  a  clerk,  first  in  a  hardware  and  afterward  in  a  whole 
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sale  dry  goods  house.  In  1853  he  began  business  for  himself  as 
an  insurance  broker  in  New  York,  and  as  an  agent  for  the  Mutual 
Life.  In  1857  he  was  appointed  assistant  secretary  of  the  Metropoli- 
tan Fire  of  New  York,  and  in  1861  he  went  to  the  front  for  a 
short  service  with  his  regiment,  the  Seventh.  His  insurance  broker- 
age business  continued,  though,  throughout,  taking  in  partners  from 
time  to  time,  one  being  the  late  Major-General  Hamblin,  another 
his  brother,  A.  H.  Rathbone,  and  another  his  son,  R.  Bleecker  Rath- 
bone,  who  is  still  associated  with  him.  In  1885  Mr.  Rathbone  ac- 
cepted the  post  of  metropolitan  manager  for  the  Sun  Insurance 
Office  of  London,  which  he  retained  until  1887.  He  was  president 
for  ten  years  of  the  old  board  of  insurance  brokers  and  also  presi- 
dent of  the  second  board,  now  extinct.  At  the  present  time  his  firm, 
R.  C.  Rathbone  &  Son,  are  managers  of  the  Assurance  Company 
of  America.  His  brokerage  department  was  incorporated  with  cash 
capital  of  $100,000,  January  i,  1903,  being  the  fiftieth  anniversary 
of  its  existence. 

RAWLINGS,  EDWARD,  president  of  the  Guarantee  Company 
of  North  America  and  of  the  United  States  Guarantee  Company  of 
New  York,  is  a  native  of  England,  and  saw  his  first  service  in  in- 
surance over  fifty  years  ago  in  the  office  of  the  European  Life 
and  Guarantee  Company  of  London.  In  1863  he  was  sent  to  Can- 
ada to  establish  a  branch  at  Montreal.  When  the  company  trans- 
ferred its  Canadian  guarantee  business  to  the  Citizens  of  Montreal 
Mr.  Rawlings  continued  for  some  years  in  charge  of  that  depart- 
ment for  the  later  company's  business.  In  1872,  not  approving 
of  the  combination  of  other  branches  of  insurance  with  that  of 
guarantee,  he  organized  the  Canada  Guarantee  Company,  now  the 
Guarantee  Company  of  North  America,  becoming  manager,  and 
entering  the  company  in  the  United  States  in  1881.  In  1890  he 
established  the  New  York  company,  of  which  he  is  the  head,  and  in 
1893,  upon  the  death  of  Sir  Alexander  T.  Gait,  he  succeeded  him  as 
president  of  the  Guarantee  Company  of  North  America. 

REBATE  TO  INSURED  IN  LIFE  INSURANCE  SOLICIT- 
ING. [See  Anti-Rebate  Laws,  and  National  Association  of  Life 
Underwriters.] 

RECEIPTS  FROM  AND  REMITTANCES  TO  HOME 
OFFICES  OF  FOREIGN  FIRE  INSURANCE  COMPANIES 
IN  1909.  The  reports  of  the  insurance  departments  for  1909  make 
the  following  statement  of  the  amounts  remitted  by  foreign  com- 
panies in  this  country  to  their  home  offices  and  their  receipts  from 
the  same  in  1909: 


Receipts  From  and  Remittances  to  Home  Offices,  Etc.      529 


Companies. 


Aachen  &  Munich,... 

British  America,  .... 
Commercial    Union, . . 

Caledonian 

Cologne    Reinsurance, 

First  Russian,   

Hamburff*Bremen,  . . 
Ins.   Co.    Salamandra, 

Jakor,  Russia,  

Law  Union  &  Crown, 
Liv.  &  Lon.  &  Globe, 
Lon.  &  Lancashire,  . . 
London  Assurance,  . . 

Moscow,    

Munich  Reinsurance, 
New  Zealand.    .. .... 


Amount 
sent  to 
Home 
Office. 


%        603 

290.743 

70.587 

665,008 

230,997 
222,914 
180,000 
66,634 
430,000 


Amount 

rec'd  from 

Home 

Office. 


$     5,658 


8s,S79 
i.4S2fi4S 
632,460 
361,689 
200,650 
434,130 
'63fg77 


41,276 
22 

•  •••■• 

55,205 
7,572 


139.589 
118,075 


im 


Companies. 


Northern,    

North  British,   

Norwich   Union 

Palatine \.. 

Phoenix  Assurance,   ', . 
Prussian   National,   . . 

Rossia,     

Royal,    

Royal  Exchange 

Russian    Reinsurance, 

Skandia 

Sun  Ins.  Office, 

Scottish  Union, 

State,   

Svea,    

Western  Assurance, . . 


Totals. 


Excess  of  amount  sent  to  home  offices, 


Amount 
sent  to 
Home 
Office. 


758,627 

65,450 

126,815 

164,79s 
110,128 
926 
425,000 
1,308,516 
445,776 

105,931 
156,388 

411,376 

661,024 

25,186 


72,565 


$10,326,219 


Amount 

rec'd  from 

Home 

Office. 


219,501 
65,000 


717 

687 

272,307 


6,355 
2,25s 


I934.786 
>$9>39M33 


In  1897  the  amount  sent  to  home  offices  was  $4,556,515 ;  amount  re- 
ceived from  home  offices,  $2,972,972;  excess  of  remittances  to  home 
offices,  $i,s83»543;  excess  in  six  years,  $15,904,833-  I"  1898  the 
amount  sent  to  home  offices  was  $4,081,485;  amount  received  from 
home  offices,  $1,326,003;  excess  of  remittances  to  home  offices, 
$2,755482.  In  1899  the  amount  sent" to  home  offices  was  $3,851,272; 
amount  received  from  home  offices,  $3,099,827;  excess  of  remit- 
tances to  home  offices,  $751,445.  In  1900  the  amount  sent  to  home 
offices  was  $3,180,700;  amount  received  from  home  offices,  $3,049,- 
310;  excess  of  remittances  to  home  offices,  $131,489.  In  1901  the 
amount  sent  to  home  offices  was  $3,809,736;  amount  received  from 
home  offices,  $4,296,127;  excess  of  remittances  from  home  offices, 
$486,391.  In  1902  the  amount  sent  to  home  offices  was  $2,821,361 ; 
amount  received  from  home  offices,  $5^401,503;  excess  of  remittances 
from  home  offices,  $2,580,142.  In  1903  the  amount  sent  to  home 
offices  was  $4*363,444;  amount  received  from  home  offices,  $1,199^- 
217;  excess  of  remittances  to  home  offices,  $3,164,227.  In  1904  the 
amount  sent  to  home  offices  was  $4,997.350 ;  amount  received  from 
home  offices,  $8,787,539;  excess  of  remittances  from  home  offices, 
$3,790,189.  In  1905  the  amount  sent  to  home  offices,  $8,952,788; 
amount  received  from  home  offices,  $1,922,554;  excess  of  remit- 
tances to  home  offices,  $7,030,234.  In  1906  the  amount  sent  to  home 
offices  was  $7,554,292;  amount  received  from  home  offices,  $58,222,- 
032;  excess  of  remittances  from  home  offices,  $50,667,740.  In 
1907,  the  amount  sent  to  home  offices  was  $10,998,693;  amount 
received  from  home  offices,  $3,270,539;  excess  of  remittances  10 
home  offices  $7,728,154.    In  1908  the  amount  sent  to  home  offices  was 
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?io,8S2.382;  amount  received  from  home  offices  $2,458,514;  excess  of 
remittances  to  home  office  $8,393,8^)8. 

REES,  HENRY  E.,  secretary  of  the  Aitnu.  Insurance  G>mpany 
of  Hartford,  is  a  native  of  Macon,  Ga.,  where  he  was  born  April 
29,  1857.  He  went  into  the  local  fire  insurance  business  in  his 
native  city  in  1881,  and  continued  until  1884,  when  he  was  appointed 
special  agent  of  the  South  Eastern  Tariff  Association,  with  head- 
quarters at  Atlanta.  From  1885  to  1889  he  was  Southern  special 
agent  of  the  North  British  and  Mercantile  Insurance  Company, 
and  from  1889  to  1897  he  served  the  i^tna  in  the  same  capacity. 
In  the  latter  year  Mr.  Rees  was  called  to  the  home  office  of  that 
company,  where  his  long  experience  with  Southern  fire  underwrit- 
ing was  utilized,  and  he  was  appointed  assistant  secretary,  and 
elected  secretary  of  the  i^tna  on  May  6,  1907. 

REGER,  GEORGE  R,  formerly  vice-president  of  the  Franklin 
Fire  Insurance  Company  of  Philadelphia,  was  born  in  that  citj'  August 
20,  1839,  and  received  his  education  in  the  public  schools.  He  was 
in  mercantile  pursuits  until  the  outbreak  of  the  Civil  War,  when  he 
went  to  the  front  as  a  lieutenant  of  the  Philadelphia  Fire  Zouaves. 
Soon  after  his  return  to  civil  life  he  connected  himself  with  the  fire 
insurance  business  in  his  native  city,  and  in  1870  was  city  inspector 
for  the  Franklin  Fire,  to  which  company  he  has  ever  since  been 
attached.  He  was  successively  its  special  agent  in  New  York,  asso- 
ciate general  agent  for  New  York  and  New  England,  manager 
of  the  agency  department  of  the  home  office  and  second  vice-presi- 
dent, and  vice-president  of  the  company.  Mr.  Reger  retired  from 
active  business  January  i,  1909. 

REGISTER,  HENRY  V.,  Philadelphia,  member  of- the  firm  of 
I.  L.  Register  &  Son,  the  oldest  agency  of  the  Equitable  Life  Assur- 
ance Society.  He  was  born  in  187 1,  and  was  graduated  from  Cornell 
University  in  1892.  He  is  a  member  of  the  Markham  and  the 
Merion  Cricket  Clubs. 

REGISTER,  I.  LAYTON,  Philadelphia,  born  in  Delaware  in 
1842,  came  to  Philadelphia  in  i860  and  engaged  in  the  life  insurance 
business,  and  has  been  one  of  the  most  successful  men  in  the  field. 
He  established  the  Equitable  Life  Assurance  Society  in  Pennsyl- 
vania in  1866  and  has  represented  it  ever  since.  He  is  an  ex-presi- 
dent of  the  National  Association  of  Life  Underwriters,  also  of  the 
Philadelphia  Association,  a  past  master,  a  past  grand  high  priest, 
and  past  grand  commander  of  Masonic  bodies,  and  an  ex-president 
of  the  Presbyterian  Social  Union,  an  important  lay  organization  of 
that  church.  He  organized  one  of  the  prominent  trust  companies  in 
Philadelphia  and  is  a  member  of  several  clubs,  among  them  the 
Union  League,  the  Historical  Society,  and  the  Merion  Cricket  Club. 

REGISTER  LIFE  AND  ANNUITY  INSURANCE  COM- 
PANY of  Iowa,  Davenport,  la.  Organized  1889.  P.  W.  McManus, 
president;  William  M.  Radcliffe,  secretary. 
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REINSURANCE  AND  SURPLUS  LINE  LAWS.  The  fol- 
lowing is  a  statement  of  the  laws  regarding  reinsurance  of  risks  by 
fire  insurance  companies,  and  the  placing  of  excess  lines  in  un- 
authorized companies. 

Alabama.  It  is  required  that  reinsurance  be  placed  with  a  com- 
pany authorized  to  do  business  in  the  state. 

Arizona.  Phohibited  in  any  company  not  authorized  to  do  busi- 
ness in  the  territory. 

Arkansas.  No  insurance  company  shall,  directly  or  indirectly, 
contract  for  or  effect  reinsurance  of  any  risk  in  the  state  of  Arkan- 
sas with  any  company  not  authorized  to  do  business  therein.  (Sec- 
t'on  89,  chapter  10,  Acts  of  1901.)  When  any  reinsurance  is  effected 
in  an  unauthorized  company  the  entire  tax  thereon  shall  be  paid  by 
the  original  insuring  company.      [See  Resident  Agents  laws.] 

California.  Provision  is  made  for  placing  insurance  in  un- 
authorized companies,  and  the  commissioner  may  issue  a  license  to 
any  citizen  of  the  state  permitting  the  person  named  therein  to 
place  insurance  in  an  unauthorized  company,  on  payment  of  a  fee 
of  $50,  but  the  person  before  procuring  the  insurance  must  file  an 
affidavit  that  he  is  unable  to  procure  for  a  specified  person,  firm  or 
corporation  in  a  majority  of  the  companies  authorized  to  do  busi- 
ness in  the  state  the  amount  of  insurance  necessary.  The  person 
so  licensed  is  required-  to  keep  a  separate  account  and  to  make  full 
report  of  such  insurance  with  the  commissioner,  and  to  pay  a  tax  of 
four  per  cent,  on  gross  premiums,  less  return  premiums,  on  such 
insurance. 

Coix)RADO.  Prohibited  in  companies  not  authorized  to  do  busi- 
ness in  the  State.  The  resident  agents  law  requires  reinsurance 
contracts  to  be  effected  through  resident  authorized  ngents,  and  a 
return  of  all  such  reinsurance  shall  hi  mnde  annually  to  the  insur- 
ance commissioner  in  such  form  and  detail  as  he  mny  require. 

Connecticut.  The  laws  of  the  State  make  no  provision  regard- 
ing reinsurance  of  risks. 

Provision  is  made  for  placing  of  policies  in  unauthorized  com- 
panies. The  insurance  commissioner,  upon  the  payment  of  a  fee 
of  twenty  dollars,  may  issue  a  license  to  any  person  permitting 
the  person  named  to  procure  policies  on  property  in  the  State  in 
companies  approved  by  the  commissioner,  which  have  not  complied 
with  the  laws  of  the  State.  The  person  is  required  to  file  with  the 
commissioner  an  affidavit  that  he  is  unable  to  procure,  in  companies 
authorized  in  the  State,  the  amount  of  insurance  necessary  to  pro- 
tect the  property,  before  acting  under  such  license,  and  is  required 
to  file  a  sworn  statement  of  such  insurance  annually  with  the  com- 
missioner. 
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Delaware.  Reinsurance  is  permitted  in  unauthorized  compan- 
ies on  permission  of  the  commissioner.  Section  12.  Chapter  99,  Vol. 
22,  covers  reinsurance  and  reads  as  follows: 

Section  12,  No  fire  insurance  company  or  association  shall  re- 
insure, in  any  manner  whatsoever,  the  whole  or  any  part  of  a  risk 
taken  by  it  on  property  situated  or  located  in  this  State,  in  any 
other  company  or  association  not  authorized  to  transact  business  in 
this  State,  except  upon  the  written  consent  of  the  Insurance  Com- 
missioner. No  fire  insurance  company  or  association  shall  trans- 
fer or  cede,  in  any  manner  whatsoever,  to  any  company  or  associa- 
tion not  authorized  to  do  business  in  this  State  any  risk  or  liability, 
or  any  part  thereof,  assumed  by  it  under  any  form  or  contract  of 
insurance  covering  property  located  in  this  State,  including  any 
risk  or  liability  under  any  general  or  floating  policy,  or  any  agree- 
ment, general,  floating,  or  specific,  to  reinsure  excess  loss  by  one 
or  more  fires,  except  upon  the  written  consent  of  the  Insurance 
Commissioner.  No  fire  insurance  company  or  association  shall  re- 
insure or  assume,  as  a  reinsuring  company  or  otherwise,  in  any 
manner  or  form  whatsoever,  the  whole  or  any  part  of  any  risk  or 
liability,  covering  property  located  in  this  State,  of  any  insurance 
company  or  association  not  authorized  to  transact  business  in  this 
State,  except  upon  the  written  consent  of  the  Insurance  Commis- 
sioner. 

Companies  are  required  to  file  with  the  commissioner  annually, 
a  report  of  all  such  reinsurance  effected  in  the  manner  prescribed 
by  the  commissioner. 

Florida.  Prohibited  in  companies  not  authorized  to  do  business 
in  the  state. 

Illinois.  Prohibited  in  companies  not  authorized  to  do  busi- 
ness in  the  State.  The  liability  reinsured  must  have  been  origfinally 
assumed  in  full  accord  with  the  provisions  of  the  statutes.  The 
superintendent  may  require  special  statements  of  all   reinsurances. 

A  law  was  enacted  in  1903  providing  that  licenses  may  be  issued 
to  agents  to  place  insurance  in  unauthorized  companies.  On  the 
yearly  payment  of  $200  except  in  counties  having  less  than  100,000 
population,  in  which  case  the  license  fee  shall  not  exceed  $25,  the 
superintendent  may  issue  licenses  to  citizens  of  the  State  to  act  as 
agent  to  procure  insurance  in  unauthorized  companies.  Affidavit 
must  be  filed  with  the  insurance  department  setting  forth  that  such 
agent  is  unable  to  procure  insurance  sufficient  to  protect  the  prop- 
erty in  authorized  companies.  A  separate  account  of  such  business 
must  be  kept,  which  must  be  open  to  the  inspection  of  the  super- 
intendent at  any  time,  showing  the  amount  of  such  insurance,  the 
name  of  the  corporation  in  which  it  is  placed,  and  the  location  ol 
the  property.  The  agent  must  file  bond  in  the  penal  sum  of  $2,ooql 
and  gross  premiums  on  such  business  are  taxed  2  per  cent. 

Kansas.     No  restrictions  regarding  re-insurance. 
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Provision  is  made  for  licensing  agents  to  act  as  brokers,  on 
payment  of  fee  of  ten  dollars,  to  place  insurance  in  unauthorized 
companies.  The  agent  so  licensed  must  file  affidavit  to  the  effect 
that  he  was  unable  after  diligent  effort  to  secure  the  required  amount 
of  insurance  to  protect  the  property  described  in  the  affidavit  in 
regularly  admitted  companies.  A  separate  account  of  such  business 
must  be  kept  and  report  filed  with  the  superintendent  of  insurance. 
The  agent  licensed  as  a  broker  is  required  also  to  pay  a  tax  of  two 
per  cent,  on  gross  premiums  on  policies  placed  in  unauthorized 
companies. 

Kentucky.  The  law  makes  no  restriction  as  to  companies,  but 
provides  that  no  credit  shall  be  allowed  or  given  as  a  reduction  of 
liabilities  for  re-insurance  made  in  unauthorized  companies. 

Provision  is  made  (Section  698,),  for  placing  business  with 
unauthorized  companies.  The  commissioner  may  issue  licenses  to 
citizens  of  the  State  on  payment  of  fee  of  twenty-five  dollars,  but 
such  licensed  person  must  make  affidavit  that  he  is  unable  to  pro- 
cure in  admitted  companies  the  amount  of  insurance  necessary, 
and  can  only  procure  such  insurance  after  he  has  procured  insurance 
in  authorized  companies  to  the  full  amount  which  such  companies 
are  willing  to  write  on  the  property.  Such  licensed  person  shall 
keep  a  separate  record  of  the  business  so  placed  and  file  a  report 
annually  with  the  insurance  commissioner. 

Louisiana.  Prohibited  in  companies  not  authorized  to  do  btisi- 
ness  in  the  State.  The  law  makes  special  provision  for  the  placing 
of  insurance  and  reinsurance  in  unauthorized  companies,  when  it  is 
impossible  to  procure  sufficient  insurance  in  authorized  companies. 
The  provisions  of  the  law  are  practically  the  same  as  the  Kentucky 
law,  except  that  the  license  fee  is  twenty  dollars. 

Maine.    Makes  no  restrictions  as  to  companies. 

It  is  provided  that  the  commissioner  may  license  a  citizen  of  the 
State,  already  agent  of  one  or  more  authorized  companies,  to  place 
insurance  in  unauthorized  companies,  on  affidavit  that  he  is  unable 
to  procure  the  necessary  insurance  in  authorized  companies,  and 
after  the  writing  capacity  of  authorized  companies  is  exhausted. 
Such  person  must  give  bond  in  the  sum  of  $500,  make  report  of 
business  to  the  department,  and  pay  a  tax  equal  to  2  per  cent,  on 
gross  premiums  less  return  premiums. 

Maryland.    Makes  no  restrictions  cfs  to  reinsurance. 

The  legislature  of  1908  passed  a  law,  amending  Article  23,  of 
the  Code  of  Public  General  laws,  which  provides,  (Section  157A), 
that  all  persons,  firms  or  corporations  obtaining  insurance  in  un- 
authorized companies  must  file  a  statement  of  such  insurance,  giving 
name  of  company,  location  of  risk,  amount  of  insurance,  etc.,  and 
shall  pay  a  tax  thereon  of  five  per  cent,  and  one  dollar  as  a  filing 
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fee  must  be  paid  to  the  commissioner.  An  additional  section, 
(Section  157B),  provides  that.  "Whenever  any  person  or  firm  resi- 
dent in  this  State  or  corporation  incorporated  under  the  laws  of 
this  State,  shall  file  with  the  Insurance  G^mmissioner  an  affidavit 
that  said  person,  firm  or  corporation  is  unable  to  obtain  in  companies 
legally  authorized  to  do  business  in  this  State,  insurance  or  a 
sufficient  amount  thereof  on  property  situated  in  this  State  owned 
by  said  person,  firm  or  corporation,  then  the  Insurance  Gsmmis- 
sioner  shall  issue  a  license  to  such  person,  firm  or  corporation  au- 
thorizing the  procurement  of  insurance  in  non-admitted  companies  or 
associations  to  the  extent  of  the  insurance  desired,  and  such  person, 
firm  or  corporation  shall  not  be  required  to  pay  the  tax  imposed  by 
the  preceding  section,  but  shall  be  required  to  pay  to  said  Insur- 
ance Commissioner  a  fee  of  one  dollar  on  each  policy  so  obtained." 

The  commissioner  shall  keep  a  record  of  such  insurance,  and 
the  company  or  its  agent,  is  given  the  right  to  enter  the  state  to 
adjust  a  loss.  A  violation  of  the  above  sections  is  made  a  misde- 
meanor which  carries  a  penalty  of  a  fine  of  not  less  than  $100, 
nor  more  than  $1,000,  or  imprisonment  for  not  less  than  one  month 
nor  more  than  six  months. 

Massachusetts.  The  resident  agent's  law  prohibits  reinsur- 
ance ill  companies  not  authorized  to  do  business  in  the  State,  ex- 
cept that  the  law  has  special  provisions  for  the  placing  of  insur- 
ance and  reinsurance  in  unauthorized  companies  when  it  is  im- 
possible to  procure  sufficient  insurance  in  authorized  companies, 
and  filing  affidavit.  If  reinsurance  is  effected  other  than  through 
duly  licensed  resident  agents  and  in  authorized  companies  the 
entire  tax  must  be  paid  by  the  original  insuring  company  without 
deduction  on  account  of  such  reinsurance  and  no  deduction  in  re- 
serves to  be  charged  against  the  company  is  allowed.  Insurance 
in  unauthorized  companies  can  only  be  procured  after  insurance 
has  been  procured  in  authorized  companies  to  the  full  amount 
which  they  are  willing  to  write  on  the  property.  The  fee  for  special 
licenses  is  twenty  dollars,  and  a  separate  account  must  be  kept 
and  report  filed  with  the  insurance  department. 

Michigan.  Prohibited  in  any  company  not  authorized  to  do 
business  in  the  State.  Sworn  statements  required  annually  of  all 
reinsurances,  with  names  of  companies. 

Provision  is  made  for  placing  excess  lines  in  unauthorized  com- 
panies. The  law  is  practically  the  same  as  the  Kentucky  law, 
[which  see.] 

Minnesota.  No  prohibition  relative  to  effecting  reinsurance  on 
any  risks  written  in  the  State  by  an  authorized  company.  Com- 
panies must  report  reinsurances  effected  with  unauthorized  com- 
panies. No  credit  for  such  premiums  is  allowed  in  the  payment  of 
taxes. 
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Mississippi.  Prohibited  in  companies  not  authorized  to  do 
business  in  the  State.  Provision  is  made  for  placing  business  with 
unauthorized  companies,  on  affidavits  and  after  writing  capacity 
of  authorized  companies  is  exhausted. 

Missouri.  There  are  no  restrictions  in  respect  to  companies. 
Foreigrn  companies  are  required  by  the  resident  agents  laws  to 
place  business  only  through  licensed  resident  agents.  The  super- 
intendent of  insurance,  however,  may  issue  to  an  agent  who  is 
regularly  commissioned  to  represent  one  or  more  fire  or  fire  and 
marine  or  storm  insurance  companies,  authorized  to  do  business 
in  this  State,  a  certificate  of  authority  to  place  excess  lines  of  in- 
surance in  companies  not  admitted  to  do  business  in  this  State: 
Provided,  however,  that  the  party  desiring  such  excess  of  insur- 
ance shall  first  file  an  affidavit  with  the  superintendent  of  insur- 
ance that  he  has  exhausted  all  the  insurance  obtainable  from  au- 
thorized companies. 

Montana.  Prohibited  in  companies  not  authorized  to  do  busi- 
ness in  the  State.  Law  requires  reinsurance  contracts  to  be  effected 
through  authorized  resident  agents.  Sworn  statement  required 
annually  of  all  reinsurances. 

Nebraska.  A  company  must  file  with  the  insurance  commis- 
sioner a  sworn  statement  that  it  will  not  directly  or  indirectly,  by 
way  of  reinsurance  or  otherwise,  insure  any  property  in  the  State, 
except  under  a  policy  regularly  issued  and  duly  countersigned  hv 
a  local  agent,  licensed  by  the  insurance  commissioners.  A  sworo 
statement  of  all  reinsurance  required  annually. 

Nevada.  Prohibited  in  companies  not  authorized  to  do  busi- 
ness in  the  state. 

New  Hampshire.  Prohibited  in  companies  not  authorized  to 
do  business  in  the  State.  Requires  reinsurance  contracts  to  be 
effected  through  authorized  resident  agents  under  the  resident 
agents  law.  Any  authorized  agent  may  procure  insurance  in  un- 
authorized companies  when  the  aggregate  amount  of  insurance  which 
companies  legally  doing  business  in  the  State  will  write  upon  the 
property  is  not  sufficient  to  protect  it. 

New  Jersey.  No  restrictions  as  to  companies.  Section  82  re- 
lates to  placing  insurance  in  unauthorized  companies,  and  reads  as 
follows : 

Section  82.  The  commissioner  of  banking  and  insurance  may  issue  to 
any  citizen  of  this  State  a  license,  revocable  at  any  time,  permittinethe  person 
named  therein  to  procure  fire  insurance  as  agent  on  proper^  in  New  lersey 
in  insurance  companies  not  authorized  to  do  business  in  this  State;  but  before 
the  person  named  in  such  license  shall  procure  any  insurance  in  such  coin- 
panics  on  any  property  in  this  State,  he  shall  execute  and  file  with  said 
commissioner  an  affidavit  that  after  diligent  cflfort  he  is  unable  to  procure,  in 
companies  admitted  to  do  business  in  this  State,  the  amount  of  insurance 
necessary  to  protect  said  property,  and  he  shaU  only  procure  insurance  undcf 
«uch  license  after  h^  has  procured  insurance  in  companies  autnonzea  to  do 
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business  in  this  State  to  the  full  amount  which  said  companies  are  viIBbs  to 
write  on  said  property:  Provided,  that  such  lioenaed  person  sfaall  not  be 
required  to  offer  any  portion  of  such  insurance  to  any  company  which  is  do* 
possessed  of  cash  assets  amounting  to  at  least  twenty-five  thousand  dollars,  « 
one  which  has,  within  the  preceding  twelre  months,  been  In  an  innnircd  coii* 
dition;  each  person  so  licensed  shall  keep  a  separate  account  of  tne  busi^» 
done  under  such  license,  which  shall  be  at  all  times  open  to  the  inspedMm 
of  the  commissioner  of  banking  and  insurance,  his  deputy,  or  any  pcmm 
employed  by  him  to  insnect  the  same,  a  certified  copy  of  which  anxrant  the 
licensee  shall  forthwith  file  with  the  commissioner  oi  banking^  and  insuranee, 
showing  the  exact  amount  of  such  insurance  placed  for  any  person,  firm,  or 
corporation,  the  gross  premium  charged  thereon,  the  companies  in  which  the 
same  is  placed.  Uie  date  of  the  policies  and  tne  terms  thereof,  and  beforr 
receiving  such  license  shall  execute  and  deliver  to  the  commissioner  of  bonking 
and  insurance  a  bond  to  the  State  of  New  Jersey  in  the  penal  sum  of  tfarer 
thousand  dollars,  with  such  sureties  as  said  commianoner  shall  approve,  con- 
ditioned that  the  licensee  will  complv  with  all  the  requirements  of  this  act, 
and  will  pay  to  the  commissioner  of  banking  and  insurance,  or  where  sadb 
policies  cover  risks  in  any  city,  town,  borough,  township  or  portion  of  s 
township,  or  fire  district  in  this  State,  which  now  has  or  may  hereaffeer  lawt 
a  duly*incorporated  firemen's  relief  association,  to  the  treasarer  of  socfc 
association,  in  Januarr  and  July  of  each  year,  the  sum  of  three  dollars  for 
each  one  hundred  dollars  and  at  that  rate  upon  the  whole  amount  of  gross 
preroiuois  charged  for  insurance  procured  or  placed  under  such  license  dnrins 
the  preceding  six  months;  the  amount  of  taxes  paid  to  the  commiasioner  of 
banking  and  insurance  under  the  provisions  of  this  section  shall  be  distributed 
by  him  in  the  manner  now  or  hereafter  provided  by  law  as  to  taxes  collected 
by  him  from  fire  insurance  companies  of  other  states  and  foreign  countries^ 

New  Mexico.  Prohibited  in  companies  not  authorized  to  do 
business  in  this  territory. 

New  York.    Section  22,  Giapter  6go,  Laws  of  1892. 

"Every  insurance  corporation  doinf  business  in  this  State  nny  reinsure 
the  whole  or  anv  part  of  any  policy  obli^tion  in  any  other  insurance  corpora- 
tion. When  the  reinsurance  is  made  by  any  other  than  a  life  insurance 
corporation,  it  shall  be  required  to  hold  as  an  unearned  premium  fund  an 
amount  equal  to  the  unearned  portion  of  the  ^ross  premiums  charged  on  such 
reinsured  obligations  from  the  date  of  their  issuance  by  the  corporatioa 
reinsured.  No  credit  of  any  kind  shall  be  allowed  or  given  either  as  a 
reduction  of  taxes  or  of  liabilities,  to  any  corporation  transacting  business  in 
this  State  for  reinsurance  made  in  corporations  not  authorized  to  issue  pcdides 
in  this  State.  The  superintendent  of  insurance  shall  require  schedules  of 
reinsurance  to  be  filed  by  each  corporation  at  the  time  of  making  its  annual 
report  to  the   department." 

Section  137,  chapter  611,  laws  of  1894  provides  for  pladng  insur- 
ance in  unauthorized  companies.  The  superintendent  of  insurance, 
in  consideration  of  the  yearly  payment  of  $200,  except  in  counties 
having  less  than  100,000  inhabitants,  in  which  case  the  fee  shall 
not  exceed  $25.00,  may  issue  to  citizens  of  this  State,  not  exceeding 
200  in  number,  a  license,  revocable  at  any  time,  permitting  the  party 
named  in  such  license  to  act  as  agent  to  procure  policies  of  fire  in- 
surance from  corporations,  persons,  partnerships,  and  associations 
which  are  not  authorized  to  do  business  in  the  State.  Before  sudi 
insurance  shall  be  procured  affidavits  in  duplicate,  setting  fortii 
that  the  party  is  unable  after  diligent  search  to  procure  sufficient 
insurance  to  protect  the  property  in  authorized  companies,  must  be 
filed  by  the  agent  and  by  the  party  desiring  the  insurance;  one  witii 
the  superintendent  of  insurance  and  ouq  with  th^  Qlerk  of  the  CQixaty 
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where  such  property  is  located.  Reports  of  such  business  must  be 
made  to  the  department  "by  the  agent,  and  gross  premiums  on  such 
insurance  are  taxed  three  per  cent. 

North  Carolina.  Prohibited  in  companies  not  authorized  to 
transact  business  in  the  State,  and  upon  admission  to  the  State  a 
company  must  file  a  sworn  declaration  that  it  will  not  reinsure  in 
unauthorized  companies.  Annual  returns  must  be  made  of  all  re- 
insurances effected  directly  or  indirectly  on  property  in  the  State. 

Provision  is  made  for  placing  business  with  unauthorized  com- 
panies, and  the  law  is  practically  the  same  as  the  Connecticut  law 
[which  see]. 

_  Ohio.  Prohibited  in  companies  not  authorized  to  do  business  in 
SlAtc*.  ^Q^mpanies  required  to  file  an  annual  statement  under  oath, 
showing  the  name  of  each  fire  insurance  company  or  association 
reinsured  and  reinsuring. 

A  surplus  line  law  was  passed  in  1904.  This  provides  that  the 
superintendent  of  insurance  may  license  citizens  to  procure  insur- 
ance in  unauthorized  companies,  but  "before  the  person  named  in 
such  license  shall  procure  any  insurance  in  such  companies  on  any 
such  property,  he  shall  in  every  case  file  with  the  superintendent  of 
insurance  his  own  affidavit  and  the  affidavit  of  the  person,  or  of 
the  president  or  secretary  of  the  corporation,  owning  the  property  on 
which  the  insurance  is  proposed  to  be  placed,  which  shall  have  force 
and  effect  one  year  only  from  the  date  thereof,  that  such  owner  is 
unable  to  procure  from  companies  authorized  to  do  business  in  this 
State  the  amount  of  insurance  necessary  to  protect  said  property.** 
The  fee  is  $10.00,  and  the  person  so  licensed  shall  file  a  bond  with 
the  superintendent  of  insurance  for  $2,000.00.  A  separate  account  of 
such  business  must  be  kept  and  a  full  report  of  such  insurance, 
with  name  of  owner  of  property  and  company  in  which  it  is  placed, 
must  be  filed  with  the  superintendent. 

Pennsylvania,  Prohibited  in  companies  not  authorized  to  do 
business  in  the  State. 

Insurance  may  be  procured  in  unauthorized  companies  *in  the 
event  of  a  larger  line  of  insurance  being  required  than  authorized 
companies  are  willing  to  carry  by  making  affidavit  to  that  effect 
to  the  insurance  commissioner.  Reports  of  insurance  so  placed 
shall  be  made  to  the  commissioner.  The  legislature  of  1907  amended 
the  law  somewhat  by  providing  for  the  licensing  of  persons,  agents, 
officers  or  members  of  any  insurance  firms,  as  insurance  brokers  to 
procure  insurance  in  imauthorized  companies.  The  licensed  broker 
as  well  as  the  party  desiring  insurance  must  file  affidavit  setting 
forth* that  the  person  desiring  insurance  is  unable  to  procure  it 
in  authorized  companies.  The  broker  is  required  to  keep  a  separate 
account  of  such  business,  and  a  tax,  payable  on  January  and  July  of 
three  per  cent,  on  gross  premiums  of  the  previous  six  months  so 
placed,  is  imposed.  The  license  fee  of  the  broker  is  $100,  and  each 
party  receiving  a  license  roust  file  a  bond  for  $1,000. 
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Tennessee.  There  are  no  restrictions  as  to  reinsurance  and  no 
special  provision  for  placing  purely  surplus  or  excess  lines.  Insar- 
ance  may  be  placed  by  regularly  licensed  brokers  in  companies  not 
authorized  in  the  State  under  certain  conditions,  and  the  broker 
shall  pay  the  same  fee  as  is  required  of  companies,  and  also  file  a 
statement  with  the  insurance  department  The  legislature  of  1907 
amended  the  law  by  adding  a  proviso  that  whenever  a  citizen  shall 
file  an  affidavit  that  he  is  unable  to  procure  adequate  insurance  from 
licensed  companies  and  shall  file  an  application  for  permission  for 
a  representative  of  any  designated  company  to  come  into  the  state 
for  the  purpose  of  inspecting  his  risk  or  adjusting  loss,  the  com- 
missioner  shall  issue  such  permit,  and  it  shall  be  lawful  for  such 
representative  of  an  unlicensed  company  to  enter  the  state  for  the 
purpose  specified  in  the  application.  As  a  condition  of  granting 
the  permit  the  applicant  shall  pay  two  and  a  half  per  cent,  of  all 
premiums  paid  to  any  unlicensed  company. 

Texas.  The  law  permits  home  companies  to  reinsure  in  any 
other  authorized  companies.  No  law  regarding  other  companies, 
but  the  resident  agents  law  requires  that  all  policies  must  be  issued 
or  signed  by  regularly  licensed  agents,  and  a  report  of  all  re- 
insurance in  unauthorized  companies  is  required. 

The  law  provides  that  the  commissioner  on  payment  of  a  fee 
of  twenty-five  dollars  may  issue  to  an  agent  who  is  regularly  com- 
missioned to  represent  one  or  more  fire,  fire  and  marine  insurance 
companies  authorized  to  do  business  in  this  State,  a  certificate  of 
authority  to  place  excess  lines  of  insurance  in  companies  not  au- 
thorized to  do  business  in  this  State;  provided,  that  the  party 
desiring  such  excess  insurance  shall  file  with  the  Commissioner 
of  Insurance  and  Banking  an  affidavit  that  he  has  exhausted  all 
the   insurance   obtainable   from   companies   duly    authorized   to    do 

business  in  the  State. 

# 

Utah.  The  laws  impose  no  restrictions  as  to' re-insurance,  and 
in  computing  its  unearned  premium  fund  a  company  may  take  credit 
for  the  amount  paid  the  re-insuring  company. 

Vermont.  No  restrictions  as  to  companies,  but  in  computing 
taxes  no  deduction  is  allowed  on  reinsurance  premiums  except  on 
reinsurance  in  authorized  companies. 

The  commissioners  may  license  any  resident  of  the  State  to 
place  insurance  in  unauthorized  companies.  The  fee  is  $10.00,  and 
there  is  a  tax  of  three  per  cent,  on  gross  premiums,  less  return 
premiums,  on  business  placed  in  unauthorized  companies.  The 
person  so  licensed  must  file  quarterly  with  the  commissioners  a 
statement  of  the  amount  of  insurance  so  placed,  amount  ^f  the 
gross  premium,  and  name  and  location  of  companies  in  which  the 
insurance  is  placed. 

Virginia.  Prohibited  in  companies  not  authorized  to  do  busi- 
ness in  the  State  if  the  business  is  written  within  the  State — other- 
wise not. 
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West  Virginia.  Prohibited  in  coTn|>anies  not  authorized  to 
do  business  in  the  State  (Section  2,  Resident  Agents  law). 

Wisconsin.  Reinsurance  permitted  in  any  responsible  company 
whose  capital  and  surplus  shall  equal  or  exceed  $100,000. 

In  addition  to  the  above  the  legislatures  of  Indiana,  Nevada, 
New  Mexico,  North  Dakota,  and  West  Virginia  in  1901,  and  that 
of  Florida  in  1903,  passed  laws  prohibiting  the  reinsurance  of  risks 
located  within  their  respective  localities,  in  companies  not  authorized 
to  do  business  therein.  An  effort  to  repeal  the  reinsurance  law  in 
Ohio  failed  in  1902.  The  resident  agents  law  of  South  Carolina 
requires  reinsurances  upon  property  in  the  State  to  be  reported  an- 
nually with  names  of  companies  to  the  department,  while  the  resi- 
dent agents  law  of  Idaho  exempts  reinsurances  from  the  require- 
ments of  the  law  in  respect  to  signing  by  the  resident  agent,  while 
a  ruling  by  the  Texas  department  makes  the  resident  agents  law 
apply  to  re-insurances. 

REINSURED,  RETIRED,  AND  FAILED  INSURANCE 
COMPANIES  IN  1909.  The  following  is  a  list  of  the  joint  stock 
fire  insurance  companies  which  ceased  to  do  business  for  various 
causes  in  1909: 


Names. 

Paid-up 
Capital. 

Reinsured  by. 

Blue  Ridge  Fire,  Blue  Ridge,  Ga 

Delaware  of  Dover.  Del 

$110,000 
200,000 
100,000 
225,000 

I  oo.opo 
200,000 

203,000 

50,000 

200,000 

Florida  Home,  Marianna. 
Hartford  Fire. 

Tllinois  National  Fire,   Springfield,  111.. 
Nebraska    Underwriters,    Omaha 

North  Star  Fire,  Greensboro,  N.  C 

Seattle   Fire  and  Marine,   Wash 

Southern  Fire.  LvnchburK.  Va 

Failed. 

Farmers  and  Merchants. 
Lincoln. 

Dixie,  Greensboro,  N.  C. 

Dubuque  Fire  and  Ma- 
rine, la. 

German  •  American.     New 

Southern  Home.   Bartow.   Fla. 

York. 

Southern      Fire,      Lynch- 
burg, Va. 

Failed 

Home  Fire,  Fordyce,  Ark. 

Southern,   New   Orleans 

Standard  Fire,  Fordvce.  Ark 

The  following  mutual  companies  failed :  Black  Diamond  Mutual 
Fire,  Shamokin,  Pa.:  Bristol  County  Mutual  Fire,  New  Bedford, 
Mass. ;  Enterprise  Mutual  Fire,  Shamokin,  Pa. ;  Greenwich  Mutual 
Fire,  Greenwich,  Conn.;  Merchants'  Mutual  Fire  of  Topeka,  Kan.; 
New  England  Fire  of  Providence,  R.  I.;  Oriental  Mutual  Fire, 
Johnstown,  Pa.;  Standard  Mutual  Fire,  Providence,  R.  I.;  Traders* 
Mutual  Fire,  Philadelphia,  Pa.;  Trevorton  Mutual  Fire,  Trevorton, 
Pa.;  United  States  Fire,  Nashville,  Tenn. ;  Waterloo  Mutual  Fire, 
Waterloo,  Wis. 

The  following  life,  casualty  and  miscellaneous  companies  also 
retired  from  business  in  1909 :  Allegheny  Mutual  Life  of  Pittsburgh, 
merged  with  the  Standard  Mutual  Life  of  Wilkcs-Barre,  Pa.;  Cos- 
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mopolitan  Life  of  Freeport.  111.,  re-insured  by  the  Old  Colony  Life  of 
Chicago;  Economic  Life  of  Delaware,  re-insured  by  the  Postal  Life  of 
New  York;  Fidelity  Accident  and  Protective  Association,  Saginaw, 
Mich.,  retired ;  Girard  Mutual  Life,  retired  ;  Great  American  Life  of  St. 
Louis,  absorbed  by  the  International  Life  of  St.  Louis;  Indiana 
Casualty  of  Earl  Park,  Ind.,  merged  with  Security  Casualty  of 
Indianapolis;  Liberty  Casualty  of  Pittsburgh,  absorbed  by  the  Im- 
perial Assurance  of  Pittsburgh;  Maccabee  Protective  Association, 
Port  Huron,  Mich.,  retired;  Metropolitan  Surety  of  New  York,  re- 
ceivership; Michigan  Benevolent  Association,  Midland,  Mich.,  re- 
tired; National  Casualty,  Louisville,  Ky..  absorbed  by  the  Consoli- 
dated Casualty,  Chicago,  III;  Protective  Life  Association,  Rochester, 
N.  Y.,  receivership;  Scranton  Mutual  Life,  retired:  Southern  Life 
and  Accident,  Marianna,  Fla.,  retired :  Southern  Life,  Fayetteville, 
N.  C,  re-insured  by  the  Jefferson  Standard  of  Raleigh,  N.  C. ;  Union 
Life,  New  York,  re-insured  by  the  Metropolitan  Life;  Washington 
Life,  New  York,  re-insured  by  the  Pittsburgh  Life  and  Trust. 

RELIANCE  INSURANCE  COMPANY  of  Philadelphia  was 
incorporated  1841.  Capital,  $300,000.  William  Chubb,  president; 
Charles  J.  Wister,  Jr.,  vice-president  and  secretary. 

RELIANCE  LIFE  INSURANCE  COMPANY  OF  PITTS- 
BURGH, Pa.  Organized  1903;  capital,  $1,000,000;  surplus,  $693,- 
379.86.    J.  H.  Reed,  president;  H.  G.  Scott,  secretary. 

RELIANCE  MARINE  INSURANCE  COMPANY,  THE 
(Limited),  Liverpool,  Eng.  W.  L.  H.  Simpson,  attorney  and  man- 
ager, New  York. 

RESERVE  LOAN  LIFE  INSURANCE  COMPANY,  Indian- 
apolis,  Ind.  Organized  1897.  Chalmers  Brown,  president;  W.  R. 
Zulith,  vice-president;  W.  K.  Bellis,  secretary;  G.  L.  Stayman,  as- 
sistant secretary.  Total  admitted  assets,  December  31,  1909,  $2,127,- 
667.58;  liabilities,  $1,891,363.65;  and  surplus  and  capital,  $236,303.93. 

RESIDENT  AGENTS  LAWS.  Laws  relating  to  the  writing 
of  risks  in  the  State  by  fire  insurance  companies  through  local  agents 
only  are  in  force  in  all  the  states  except  California  and  New 
York. 

Resident  agents  laws  were  adopted  in  1897  in  the  states  of  Ala- 
bama, Colorado,  Georgia,  Iowa,  Missouri,  Montana,  New  York, 
North  Carolina,  Texas,  and  Washington,  in  1898  in  the  states  of 
Kentucky  and  Louisiana,  in  1899  in  the  states  of  Colorado,  Florida, 
Nebraska,  Oregon,  Pennsylvania,  and  Tennessee,  in  1900  in  the 
states  of  Maryland,  Mississippi,  and  South  Carolina,  in  1901  in 
the  states  of  Arkansas,  Delaware,  Idaho,  Nevada,  New  Mexico, 
Utah,  and  West  Virginia,  in  the  State  of  Kentucky  in  igo2y  and  in 
the  State  of  Wyoming  in  1903.  Revised  laws  were  passed  in  Michi- 
gan, Montana,  Washington,  and  Wisconsin  in  1899,  and  in  North 
Dakota  in  1901.    New  York  passed  a  law  in  1897,  but  it  failed  to 
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receive  the  governor's  approval.  Louisiana  and  New  Jersey  revised 
their  resident  agents  laws  in  1902,  and  Mississippi,  Nebraska,  North 
Carolina,  and  Texas  in  1903.  Colorado  made  the  resident  agents 
provision  apply  to  life  insurance  companies  in  1903.  Hawaii  adopted 
a  resicfent  agents  section  in  the  insurance  law  passed  in  1903,  and 
Florida  revised  its  law  the  same  year.  New  Mexico  revised  its 
resident  agents  law  in  1905.  Virginia  revised  its  law  in  1906;  Colo- 
rado and  Wisconsin  in  1907;  Arizona  enacted  a  law  in  1907;  and 
Oklahoma  passed  a  law  in  1909.  The  following  is  a  statement  of 
the  resident  agents  laws  in  force  June  i,  1910: 

Alabama.  Section  10  of  an  Act  to  Regulate  the  Business  of 
Insurance  in  the  State  of  Alabama.    Approved  February  18,  1897. 

Section  10.  That  insurance  companies  not  incorporated  by  the  laws  ot 
Alabama,  but  legally  authorized  to  do  business  in  this  State  through  regularly 
commissioned  and  licensed  agents  located  in  this  State,  shall  not  make  con* 
tracts  of  insurance  on  life  or  property  herein  save  through  agents  of  such 
companies  regularlv  commissioned  and  licensed  to  write  policies  of  insurance 
in  Alabama,  provided,  however,  that  this  act  shall  not  apply  to  fire  insurance 
companies  covering  actual  property  of  railroad  companies  engaged  in  interstate 
commerce. 

The  same  legislature  passed  another  law  (chapter  665,  acts  of 
1897)  having  the  same  purpose  as  the  section  of  the  act  above 
quoted.  It  further  requires  that  every  fire,  fire  marine,  and  marine 
insurance  company  shall  file  with  the  State  auditor,  before  he  shall 
issue  to  it  a  license,  an  affidavit  that  it  has  not  violated  any  of 
the  provisions  of  this  act  for  the  past  twelve  months,  and  that  it 
accepts  the  terms  and  obligations  of  this  act  as  part  of  the  considera- 
tion of  its  license.  On  the  complaint  of  any  citizen  of  the  State 
that  a  company  authorized  to  do  business  in  this  State  has  violated 
any  of  the  provisions  of  this  act,  the  State  auditor  is  authorized  to 
examine  the  officers  and  books  and  papers  of  such  company  at  its 
expense  if  found  guilty.  Any  violation  of  the  provisions  of  this  act 
or  refusal  to  submit  to  the  aforesaid  examination  subjects  the  of- 
fender to  a  forfeiture  of  its  license  for  twelve  months. 

Arizona.    Act  of  1907: 

Sec.  I.  No  fire  insurance  company,  society,  association  or  partnership  not 
incorporated  under  the  laws  of  this  Territory,  but  legallv  authorized  to 
transact  business  herein,  shall  make,  write,  place,  or  cause  to  be  made,  written 
or  placed,  any  policy,  duplicate  policy  or  contract  of  insurance  of  any  kind 
or  character,  or  any  general  or  floating  policv,  upon  property  situated  or 
located  in  this  Territory,  except  after  the  said  risk  has  been  approved,  in 
writing,  by  an  agent  who  is  a  resident  of  this  Territory,  and  who  shall  maintain 
a  bona  fide  dul^  operated  business  ofRce  in  this  Territory,  and  who  shall  be 
regularly  commissioned  and  gualified  to  transact  insurance  business  herein, 
who  shall  countersign  all  policies  so  issued  and  receive  the  commission  thereon 
when  the  premium  is  paid,  to  the  end  that  this  Territory  may  receive  the 
taxes  required  by  law  to  be  paid  on  the  premiums  collected  for  insurance  on 
all  property   located  in  this  Territory. 

Arkansas.    Law  passed  by  the  legislature  in  1901. 

Section  1.  Any  fire  insurance  company  authorized  to  do  business  in  the 
State   is   hereby   prohibited   from   authorizing   or   allowing   any   person,   agent. 
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firm  or  corporation  who  is  a  non-resident  of  the  Sute  of  ArinnsM,  to 

or  cause  to  be   issued  any   policy  or  policies  of  insurance  or   reinsurance   on 

property  Ideated  in  the  State  of  Arkansas. 

Sec  s.  Any  person,  agent,  6rni,  or  corporation  licensed  by  the  auditor  to 
act  as  a  fire  insurance  agent  in  the  Sute  of  Arkansas,  is  hereby  prohibited 
from  paying,  directly  or  indirectlv.  any  commission,  brokerage,  or  other 
valuable  consideration  on  account  of  any  policy  or  policies,  covering  on  prop- 
erty in  the  State  of  Arkansas,  to  any  person,  agent,  firm,  or  corporation  who 
is  a  non-resident  of  this  State,  or  to  any  person,  agent,  firm,  or  corporation 
not  duly  licensed  by  the  auditor  as  a  fire  insurance  agent. 

Section  3  provides  for  the  penalties  for  violating  the  act,  and 
Section  4  authorizes  the  state  auditor  to  examine  persons  and 
papers  to  ascertain  if  the  act  is  violated. 

The  law  was  amended  hy  the  legislature  in  1905  to  apply  to 
accident,  employers'  liability,  steam  boiler,  and  surety  companies. 

CoLOkADO.  Section  33  of  Act  of  1907  creating  an  insurance  de^ 
partment. 

Section  33.  It  shall  be  unlawful  for  any  foreign  insurance  company  in 
make,  write,  place  or  cause  to  be  made,  written  or  placed  in  this  State  any  in- 
surance policy  or  contract  of  any  kind  to  proviae  against  any  contingency 
which  may  bie  insured  or  guaranteed  against,  unless  done  through  its  duW 
and  regularly  appointed  and  authorised  a|rent  or  agents,  residents  of  this 
State;  any  insurance  company  violating  this  section,  shall  have  its  certificate 
of  authority  to  do  business  in  this  State  suspended  not  less  than  one  year, 
and  it  shall  only  be  renewed  upon  a  written  pledge  from  the  directors  or  execti- 
tive  body  in  authority  over  the  officers,  that  this  Section  will  be  fully  and 
faithfully   observed. 

Connecticut.  Section  2852,  Chapter  170,  General  Statutes.  TTic 
law  was  passed  in  1893  and  is  as  follows: 

Section  i.  Foreign  fire  insurance  companies  and  fire  insurance  companies 
of  other  States  of  the  United  States  permitted  to  do  business  in  Connecticut 
phall  make  contracts  of  insurance  on  property  therein  only  through  constituted 
and  licensed  resident  agents. 

Delaware.  Section  62  of  the  Act  of  1901,  to  re-enact  and  revise 
the  insurance  laws  of  Delaware,  is  a  copy  of  the  Pennsylvania  Resi- 
dent Agents  Law,  which  see  on  the  following  page. 

Florida.  The  legislature  in  1903  adopted  the  following  substi- 
tute for  Chapter  4674  of  the  Acts  of  1899: 

Section  i.  That  no  fire  insurance  company  or  association  authorized  to 
transact  business  in  this  state  shall  reinsure  or  enter  into  an^  contract  to 
indemnify  anv  fire  insurance  company  or  association  not  authorized  to  trans- 
act  business  in  this  state  against  loss  by  fire  to  property  located  in  this  state. 

Sec.  J.  That  all  policies  or  contracts  of  indemnity  against  loss  by  fire 
to  property  located  in  this  state  issued  or  entered  into  by  any  fire  insurance 
company  or  association  authorized  to  transact  business  in  this  state  shall  be 
issued  and  countersigned  bv  a  local  agent,  who  is  a  resident  of  this  state, 
regularly  commissioned  ana  licensed  to  transact  a  fire  insurance  business 
herein,  and  such  local  agent  shall  receive  on  each  policy  the  full  and  usual 
commission  allowed  and  paid  by  such  company  or  association  to  its  agents 
on  business  written  or  done  by  them  for  it:  Provided,  however,  that  this 
section  shall  not  apply  to  policies  of  reinsurance  issued  to  another  fire  insur> 
ance  company  regularly  authorized  and  transacting  a  general  fire  insurance 
business  in  this  state,  nor  to  policies  of  insurance  on  the  rolling  stock  of  rail- 
road companies  doing  a  general  freight  and  passenger  business. 
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Sec.  3.  ^  That_  no  fire  insurance  company  or  association  authorized  to 
transact  business  in  this  state  shall  request  or  permit  anyone  acting  as  its 
agent  and  residing  in  this  state  to  divide  or  offer  to  divide,  directly  or  indi- 
rectly, the  commission  due  to  or  received  bv  any  such  agent  with  any  other 
agent  or  broker  or  other  person  not  a  resident  of  this  state. 

Sec.  4.  That  no  fire  insurance  company  or  association  authorized  to  trans- 
act business  in  this  state  shall  be  permitted  to  appoint  or  employ  as  its 
agent  or  representative  any  person  or  persons  who  have  divided  or  offered 
to  divide,  directly  or  indirectly,  his  or  their  commissions  or  the  profits  of 
his  or  their  business  with  anv  person  or  persons  not  a  resident  of  this  state, 
but  shall  immediately  withdraw  and  cancel  any  such  commission  of  au- 
thority  to  act  as  its  agent  in  this  state  48  may  be  held  by  any  person  or  per- 
sons upon  information  that  such  person  or  agent  has  divided  or  offered  to 
divide  nis  or  their  commission  with  any  person  or  persons  not  a  resident  of 
this  state. 

See.  5.  The- renewal  of  license  to  transj^ct  the  business  of  fire  insurance 
in  this  state  for  companies  or  associations  shall  only  be  issued  after  the 
secretary  or  manager  of  such  company  or  association  so  desiring  to  renew 
license  to  do  business  in  this  state  shall  first  have  made  oath  that  no  policv 
or  contract  of  insurance  coverinir  property  located  in  the  state  of  Florida 
has  been  issued,  written,  or  placed  during  the  twelve  months  preceding,  ex- 
cept by  resident  local  agents  of  such  company  or  association  in  Florida 
dulv  commissioned,  and  that  said  local  agent  has  received  the  full,  entire, 
and  usual  commission  due  and  allowed  its  agents,  and  that  to  the  best  of 
his  knowledge  and  belief  none  of  its  agents  or  representatives  in  this  state 
nas  divided  or  offered  to  divid^  his  commission  or  other  profits  with  any  non- 
resident of  this  state,  and  that  such  company  or  association  has  not  re- 
insured or  entered  into  any  contract  to  indemnify  any  fire  insurance  company 
or  association  not  authorized  to  transact  business  in  this  state  against  loss 
by  fire  to  propertv  located  in  this  state,  and  until  and  after  such  company  or 
association  shall  have  complied  with  all  other  laws  of  this  state  in  respect 
to  the  admission  of  companies  of  other  states  or  foreign  countries. 

Sec.  6.  That  whenever  the  board  of  insurance  commissioners  shall  have 
received  information  that  any  fire  insurance  company  or  association  has 
violated  any  of  the  provisions  of  this  act  they  are  authorized,  at  the  ex- 
pense of  such  company  or  association,  to  examine  by  themselves  or  their 
accredited  representative,  at  the  principal  ofiice  or  omces  of  such  company 
or  association  located  in  the  United  States  of  America,  or  in  any  foreiim 
country,  and  also  at  such  other  offices  or  agencies  of  such  company  or  asso- 
ciation as  they  may  deem  proper,  all  books,  records,  and  papers  of  such 
company  or  association,  and  may  examine,  under  oath,  the  officers,  managers, 
and  agents  of  such  company  or  association  as  to  such  violation  or  viola- 
tions. The  refusal  of  any  such  company  or  association  to  submit  to  such 
examination  or  to  exhibit  its  books  and  records  for  inspection  shall  constitute 
a  forfeiture  of  its  license,  as  hereinafter  provided  for. 

Georgia.    Law  passed  by  the  Legislature  in  1897. 

This  law  is  nearly  the  same  in  phraseology  as  the  Alabama  law 
preceding,  and  prescribes  the  same  conditions  as  to  filing  affidavit, 
examinations,  and  penalty  for  violations.  The  following  is  the  first 
section : 

Section  i.  .  .  .  Fire  insurance  companies  not  incorporated  by  the  laws 
of  the  State  of  Georgia,  but  legally  authorized  to  do  business  in  this  State, 
through  regularly  commissioned  and  licensed  agents  located  in  this  State,  shall 
not  make  contracts  of  fire  insurance  on  property  herein  save  through  agents 
of  such  companies  regularly  commissioned  and  licensed  to  write  policies  of  in- 
surance in  Georgia;  provided,  however,  that  this  act  shall  not  appty  to  property 
of  railroad  companies  and  other  common  carriers.  [See  Cyclopedia  of  1896-97, 
page   294,   for  the  text  of  the  entire   law.] 

The  law  was  amended  by  the  Legislature  of  1906  to  apply  to 
accident,  liability  .and  casualty  insurance  companies. 
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Hawau.    Act  of  April  28,  1903: 

No  intannee  oonpuiy  or  corporation  lioeiucd  to  do  bnsanesft  in  tkis 
territory  shall  accept  anv  application  for  tnsaranoe,  nor  shall  it  write,  issue, 
or  deliTcr  any  pohcy  of  insurance  covering  a  risk  located  within  this  terri- 
tory, except  through  a  duly  appointed  agent  of  snch  insurance  company  or 
corporation  who  is  a  bona  fide  resident  firm  or  corporation  of  the  territory, 
resident  herein  and  bcenaed  as  agent  of  such  insuranoe  company  or  corpora- 
tion by  the  conmiissioner  to  write  and  solicit  insuranoe  for  such  insuranoe 
company,  corporation,  or  association.  The  license  of  such  insuranoe  com- 
pany or  corporation  which  shall  TioUte  this  section  shall  be  rcToked  by  the 
commissioner,  and  such  organization  shall  not  be  again  licensed  to  do  business 
in  this  territory  until  it  shall  have  paid  Into  the  treasury  of  the  territory  the 
sum  of  Is 00  as  a  license  fee.  This  section  shall  not  apply  to  the  acceptance 
of  or  effecting  of  reinsurance. 

Idaho.    Laws  of  1901. 

Section  1.  No  insurance  company  or  assodation  not  incorporated  undet 
the  laws  of  this  State,  authorized  to  transact  the  business  of  fire,  accident, 
surety,  liability,  and  workmen's  collective  insurance,  shall  make,  write,  plaoe, 
or  cause  to  be  made,  written,  or  placed  any  policy,  duplicate  policy,  or  contract 
of  insurance  cf  any  kind  or  character  or  any  general  or  floating  poUcjr  upon 
any  property  situated  or  located  in  this  State,  except  after  the  said  nA  has 
been  approved  in  writing  by  an  agent  who  is /a  resident  of  the  community  in 
which  said  risk  is  located,  and  being  a  regularly  licenaed  and  duly  commis- 
sioned agent  to  transact  insurance  business  therein,  who  shall  countersign  all 
policies  so  issued  and  receive  the  commission  thereon  when  the  premium  is 
paid.  Nothing  in  this  act  shall  be  construed  to  prevent  any  such  insurance 
company  or  association  authorized  to  transact  business  in  this  State  from 
issuing  policies  at  its  principal  or  department  offices  covering  property  in  this 
State,  provided  that  such  policies  are  issued  upon  applications  procured  and 
submitted  to  such  comfMtnies  by  duly  authorized  acenta,  who  are  residents  of 
the  county  and  State  in  whica  said  property  is  located,  which  agents  sludl 
countersign  all  policies  so  issued  and  receive  the  commission  thereon  wlien 
paid.  No  provision  in  this  section  is  intended  to  apply  to  direct  insuranoe 
covering  the  rolling  stock  of  railroad  corporations  or  property  in  transit  while 
in  the  possession  and  custody  of  common  carriers,  nor  the  property  of  such 
common  carrier?  used  or  employed  in  their  business  as  common  carriers  of 
freight,   merchandise,   or  passengers. 

Illinois.    Section  261,  Chapter  73  of  the  Revised  Statutes. 

Section  z6i.  It  shall  be  unlawful  for  anv  insurance  company  legally  au- 
thorized to  transact  business  in  the  State  of  Illinois  to  write,  placx,  or  cause 
to  be  written  or  placed,  any  policy  or  contract  for  indemnity  for  insurance  upon 
property  situatea  or  located  in  the  'State  of  Illinois,  except  through  legally 
autnorized  agents  in  the  State  of  Illinois,  and  the  writing,  placing,  or  causing 
to  be  placed,  of  any  such  policy  of  insurance  is  hereby  declared  to  be  a  vio- 
lation of  the  law  providing  for  the  payment  of  taxes  by  foreign  insurance  com- 
fianies  doing  business  in  the  Sute  of  Illinois.  Approved  and  in  force  March 
1 1,   1869. 

Indiana.      Act  approved  March  9,  1891. 

The  law  is  similar  to  that  of  Illinois  printed  above. 

Iowa.    Code  of  1897. 

Section  1739.  ...  No  such  company  shall  write,  place,  or  cause  to  be 
written  or  placed  any  policy  or  contract  for  insurance  upon  property  situated 
or  located  in  this  Sute  except  through  its  resident  agent  or  agents. 

Kansas.    Section  47  of  Article  1  of  the  Insurance  Laws. 
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Section  47.  Any  fire  insurance  companjr  authon/ed  to  do  business  by  the 
superintendent  of  insurance  is  hereby  prohibited  from  authorizing  or  allow- 
ing any  person,  agent,  firm,  or  corporation,  who  is  a  nonresident  of  the  State 
of  Kansas,  from  issuing  or  causing  to  be  issued  any  policy  or  policies  of  in- 
surance  on   property   located   in   the   State   of  Kansas. 

Kentucky.  Sections  15  to  18  of  the  General  Revenue  Act  of 
1902. 

Section  15.  Every  insurance  com^ny,  other  than  life  insurance  com- 
panies and  assessment  casualty  companies,  not  organized  under  the  laws  of 
this  state,  but  writing  policies  or  contracts  of  insurance  on  pro|)erty  located  in 
this  state,  or  doing  business  therein,  shall,  on  July  first  of^  each  year,  or 
within  thirty  days  thereafter,  return  to  the  auditor  of  public  accounts,  for 
deposit  in  the  insurance  department,  a  statement  under  oath  of  all  premiums  re- 
ceived for  the  twelve  months  preceding  on  policies  or  contracts  of  insurance 
written  bv  the  local  resident  agents,  and  shall  give  the  amouitt  of  premiums 
received  by  each  local  agency  and  the  losses  paid  thereon,  and  shall  at  the 
same  time  pay  into  the  state  treasurv  a  tax  of  two  dollars  upon  each  one 
hundred  dollars  of  premiums  received;  and  shall  also  make  a  statement  in 
detail  under  oath  of  all  premiums  received  for  the  twelve  months  preceding 
on  policies  or  contracts  of  insurance  covering  property  located  in  this  state, 
written  either  at  the  home  offices,  branch  offices,  bv  brokers  or  by  nonresi- 
dent agents  or  by  reinsurance  of  companies  not  authorized  to  do  business  in 
Kentud^,  and  also  make  statement  in  detail  of  the  losses  paid  under  such 
policies,  and  shall  at  the  same  time  pay  into  the  state  treasury  the  tax  of  two 
dollars  upon  each  one  hundred  dollars  of  premiums  so  received;  if  not  paid 
within  thirty  days,  a  penalty  of  five  dollars  additional  of  each  one  hundred 
dollars  of  the  gross  premiums  shall  attach.  Said  statements  of  insurance  writ- 
ten by  other  than  authorized  local  agents  duly  licensed  by  the  state  of 
Kentucky  shall  show  each  policy  written,  its  number,  the  assured,  date,  expira- 
tion, amount,  rate,  and  premium  and  the  kind  and  location  of  the  property 
insured. 

Section  16.  Any  company  or  association,  as  contemplated  in  this  section, 
failing  and  refusing  to  make  such  report  and  to  furnish  all  the  data  and  infor- 
mation as  required  in  sections  12,  14,  15,  and  16  of  this  article,  shall  be 
deemed  guiltv  of  a  misdemeanor,  and  on  conviction  be  fined  one  thousand  dol- 
lars  for  eacn   offense. 

Section  17  and  18  apply  the  law  to  "all  mutual  assessment 
companies,  associations,  individual  firms,  underwriters,  or  Lloyds 
not  organized  under  the  laws  of  Kentucky,  but  having  resident 
members  doing  business  therein." 

Louisiana.    Section  i  of  Act  of  1902. 

An  insurance  company,  corporation,  or  association  authorized  to  do 
business  in  this  state,  is  hereby  prohibited  from  authorizing  or  allowing  any 

C*rson,  agent,  firm,  or  corporation  who  is  a  nonresident  of  the  state  of 
ouisiana,  to  issue  or  cause  to  he  issued  any  policy  or  policies,  or  contracts 
of  insurance,  or  cover  on  any  risk  or  property  located  in  the  state,  or  upon 
the  lives  or  health  of  any  person  or  persons  residii\g  in  the  state  of  Louisiana. 

Maine.  Sections  72  and  73  of  the  Revised  Statutes  Relating  to 
Insurance,  as  amended  by  Chapter  95  of  the  laws  of  1895. 

Section  72 — III.  .  .  .  Upon  rcceivine  the  papers  herein  enumerated  the 
commissioner  may,  if  he  deems  it  advisable,  grant  a  license  authorizing  a 
company  to  do  insurance  business  in  thin  State  by  constituted  agents  resident 
therein,  subject  to  its  laws  until  the  third  day  of  next  July,  etc. 

Section  73.  The  commissioner  may  issue  a  license  ...  to  any  resi- 
dent of  this  State  to  act  as  an  agent  of  an^  foreign  insurance  company 
which  has  received  a  license  to  do  business  m  this  State  as  provided  in 
Section  72,  etc. 
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Maryland.  Section  126  B,  Article  23,  Code  of  Public  General 
Laws,  enacted  1900. 

136.  B.  No  corporation  or  associaiioti  authorized  to  transact  bttsinesa  in 
this  State,  and  no  copartnership  or  individual,  resident  or  nonresident,  'shall 
write  any  policy  of  insurance,  or  assume  any  Itabilitjr  in  the  matter  of  insurance 
upon  any  property,  real  or  personal,  situated  in  this  State,  unless  such  policy. 
certificate,  or  other  evidence  of  liability  assumed  by  said  corporation,  associa- 
tion, or  individual  shall  have  been,  previous  to  delivery,  written  and  signed  o« 
countersigned  by  sn  officer  or  agent,  resident  in  this  State,  authorized  by  law 
to  sign  such  policy  or  contract;  provided,  however,  that  policies  issued  to 
railway  corporations  insuring  the  rolling  stock  and  other  movable  property 
of  said  road,  and  those  insuring  the  liability  of  such  railroads  as  commo^i 
carriers,  shall  be  subject  to  the  requirements  that  they  shall  be  signed  by  the 
resident  agent  in  cases  only  where  more  than  one-half  the  trackage  of  the 
road  operated  by  such  railway  companies  is  situated  in  the  State  of  Maryland. 

Massachusetts.  Section  77  of  Chapter  552  of  the  Acts  of 
1894. 

Section  77.  Foreign  insurance  companies,  upon  compljring  with  the  con- 
ditions herein  set  forth  applicable  to  such  companies,  ma^  be  admitted  to 
transact  in  this  commonwealth  by  constituted  agents  resident  therein  aoT 
class  of  insurance  authorized  b^  the  laws  of  the  commonwealth,  subject  to  all 
general  laws  now  or  hereafter  m  force,  relative  to  the  duties,  obligations,  pro- 
hibitions and  penalties  of  insurance  companies,  and  subject  to  all  laws  ap- 
plicable to  the  transaction  of  such  business  bv  foreign  insurance  companies 
and  their  agents;  provided,  that  no  provision  of  law  which  by  its  terms  applies 
specifically  to  domestic  lite  •  insurance  companies  shall  hereby  become  appli- 
cable to  foreign  life   insurance  companies. 

Michigan.  Section  161,  Compilation  of  the  Insurance  Laws  of 
Michigan. 

Section  161.  It  shall  be  unlawful  for  any  insurance  companpr,  legally  au- 
thorized to  transact  business  in  the  State  of  Michigan,  to  write,  place,  or 
cause  to  be  written  or  placed,  except  through  a  duly  licensed  agent  in  .this 
State,  any  policy  or  contract  for  indemnity  for  insurance  in  the  State  of 
Michigan,  in  or  through  any  such  legally  authorized  company  outside  of  the 
State  of  Michigan. 

In  an  act  to  prohibit  reinsurance  in  unauthorized  companies, 
passed  in  1899,  the  following  clause  appears  in  Sectioit  2:  "Pro- 
vided, also,  that  nothing  in  this  act  shall  be  construed  as  prevent- 
ing any  insurance  company  which  has  lawfully  issued  a  policy  of 
insurance  through  its  resident  agent  upon  property  within  the  State 
from  reinsuring  said  risk  or  any  portion  thereof  in  any  authorized 
company  without  having  said  policy  of  reinsurance  signed  by  a 
local  agent  in  the  State. 

Minnesota.    Section  76  of  Chapter  175  of  the  Laws  of  1895. 
The  section  is  a  copy  of  Section  77  of  Chapter  522  of  the  acts 
of  1894  of  Massachusetts,  ante. 

Mississippi.    Section  84  of  act  approved  March  5,  1902. 

Section  84.  Foreign  fire  insurance  companies  legally  authorized  to  do 
business  in  this  State  through  regularly  commissioned  and  licensed  agents 
located  in  this  State  shall  not  make  contracts  of  fire  insurance  on  property 
herein  save  through  such  resident  agents  as  are  regularly  commissioned  by 
them  and  licensed  to  write  policies  of  fire  insurance  in  this  State.      No  provision 
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of  this  section  is  intended  to  or  shall  apply  to  direct  insurance  covering  the 
rolling  ^  stock  of  railroad  corporations  or  property  in  transit  while  in  the 
possession  or  custody  of  railroad  corporations  or  other  common  carriers. 

Missouri.  Section  291 2d  of  the  Revised  Statutes  as  amended 
in  1897. 

Section  291 2d.  Foreign  companies  admitted  to  do  business  in  this  State 
shall  make  contracts  of  insurance  upon  property  or  interest  therein  only  by 
lawfully  constituted  and  licensed  resident  agents,  who  shall  countersfgn  all 
policies  so  issued.  Any  such  insurance  company  which  shall  violate  any  pro- 
vision of  this  section  shall  suffer  a  revocation  of  its  authority  by  the  superin- 
tendent of  insurance  to  do  business  in  this  State,  in  addition  to  the  penalty 
prescribed  in  Section  59 17*  such  revocation  to  be  tor  the  term  of  one  year. 

Montana.     An  act  approved  March  4,  1897. 

Section  i.  It  shall  be  unlawful  for  any  fire  insurance  corporation  legally 
authorized  to  transact  business  in  the  State  of  Montana,  to  write,  place,  or 
cause  to  be  written  or  placed,  any  policy  or  contract^  of  indenuii^  uf  insur- 
ance upon  property  situate  in  the  State  of  Montana,  in  or  through  any  such 
legally  authorued  corporation  outside  of  the  State  of  Montana,  or  in  or 
through  any  other  corporation  outside  of  the  State  of  Montanat  or  to  adjust, 
settle  or  pay,  or  cause  to  be  adjusted,  settled  or  paid  any  loss  arising^  from 
any  contract  of  indemnity  or  insurance,  exce|)t  those  made  through  a  duly' 
licensed  agent  of  the  insurance  corporation,  resident  in  the  State  of  Montana. 

The  penalty  for  violation  of  the  act  is  revocation  of  license  for 
a  period  of  ninety  days,  and  a  company  cannot  be  re-admitted  until 
it  has  paid  all  taxes  and  penalties,  together  with  any  expenses  that 
may  be  due  under  the  law.  No  action  shall  be  maintained  in  the 
courts  of  the  state  upon  any  policy  issued  in  violation  of  the  law. 
Section  5  of  the  act  prohibits  the  state  auditor  from  issuing  a  cer 
tiflcate  of  authority  to  write  policies  of  fire  insurance  to  any  person, 
firm  of  corporation  unless  a  legal  resident  of  the  state  at  the  time 
such  authority  is  issued. 

Nebraska.    Act  approved  April  3,  1909. 

Section   i.     That  any  fire,  fire  and  marine,  tornado,  hail,  rent,  accident, 
health,   casualty,   liabilitv,   boiler,   fivwheel,   profits,   credit,   elevator,   disability, 

{>late  glass,  burglary,  bonding,  title,  surety,  or  fidelity  insurance  company 
egally  authorized  to  do  business  in  this  State  is  hereby  prohibited  from 
authorizing,  allowing,  or  permitting  any  person  or  persons,  partnership,  as- 
sociation»  corporation,  or  agent  that  is  a  non-resident  of  the  State  of  Nebraska 
to  issue  or  to  cause  to  be  issued,  to  sign  or  to  countersign,  or  to  deliver  or 
to  cause  to  be  delivered  any  policy  or  policies  of  insurance  or  of  reinsurance 
on  any  property,  person,  or  persons  located  in  the  State  of  Nebraska,  except 
through  regularly  commissioned  and  legally  licensed  agents  of  such  companies 
resident  within  this  state;  and  said  companies  are  also  hereby  prohibited  from 
assuming  liability,  by  way  of  re-insurance  or  in  any  other  way,  for  all  or  any 
part  of  the  liability  of  any  person,  persons,  partnership,  association  or  corpora- 
tion not  legally  authorized  to  do  ousiness  in  the  State  of  Nebraska  for  or 
upon  any  contract  covering  in  whole  or  in  part  upon  any  property,  person,  or 
persons  within  this  State;  provided,  however,  that  this  Act  shall  not  apply  to 
the  property  of  railroad  companies  and  other  common  carriers  transacting 
an  interstate  business,  where  such  property  is  insured  under  a  schedule  cover- 
ing in  more  than  one  state. 

The  act  provided  that  before  a  certificate  or  license  shall  be 
issued  a  sworn  statement  shall  be  filed  by  each  company  setting 
forth  that  it  has  not  and  will  not  violate  any  of  the  provisions  oi 
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the  act.  The  act  also  prohibits  the  paying  or  giving  directly  or  in* 
directly,  any  commission,  brokerage,  rebate  or  other  valuable  con- 
sideration on  account  of  any  policy  or  policies,  and  the  penalty  for 
violation  of  the  act  upon  a  company  is  revocation  of  license  for 
not  less  than  three  months  nor  more  than  six  months  for  the  first 
offense  and  for  each  offense  thereafter  not  less  than  one  year; 
and  upon  the  agent  revocation  of  license  for  each  and  every  com- 
pany {or  which  he  shall  have  been  licensed  for  not  less  than  three 
months  for  the  first  offense  and  for  a  second  offense  for  a  period 
of  one  year. 

Nevada.    Act  approved  March  6,  1901. 

The  text  of  the  act  is  the  same  as  that  of  Oregon,  which  see 
on  a  following  page. 

New  Hampshire.    Act  approved  March  11,  1899. 

Section  i.  No  fire  insurance  coiiipany  or  association  not  incorporated  under 
the  laws  of  this  State,  authorized  to  transact  business  herein,  shall  make,  write, 
place,  or  cause  to  be  made,  written,  or  placed,  any  policy  or  contract  of  in- 
surance upon  any  property  situated  or  located  in  this  State  except  by  an 
agent  who  is  a  resident  of  this  State,  regularly  commissioned  ana  licensed 
to  transact  insurance  business  herein,  and  no  such  company  or  association  shall, 
by  its  of&cers,  agents  or  managers,  not  residents  of  this  State,  write  policies 
upon  property  within  the  State  upon  policy  blanks  previously  eonntersigned 
by  an  agent  in  this  State.  Mutual  companies  writing  all  policies  at  their  home 
office  are  excepted. 

New  Jersey.  Section  80  of  an  Act  to  provide  for  the  Regula- 
tion and  Incorporation  of  Insurance  G>mpanies.  Approved  April 
5,  1902. 

Section  80.  No  fire  insurance  company  of  another  state  01  foreign  country 
may  transact  business  in  this  state  except  through  duly  constituted  and  ap- 
pointed agents  resident  herein,  who  shall  maintain  a  bona  fide  duly  operated 
business  office  in  this  state  and  shall  issue  and  countersign  all  policies  and 
contracts  so  issued.  This  section  shall  not  apply  to  direct  insurance  covering 
the  rolling  stock  of  railroad  corporations  operating  between  different  states 
or  property  received  for  shipment  from  one  state  to  another  while  in  the 
possession  or  custody  of  railroad  corporations  or  other  common  carriers. 

New  Mexico.  Law  of  1905.  A  Resident  Agents  Act  was  passed 
in  1901.  An  Act  creating  an  insurance  department  was  passed  in 
1905,  and  Section  22  of  that  act  regards  resident  agents,  and  reads 
as  follows: 

No  fire  insurance  company,  society,  association,  or  partnership  not  in- 
corporated under  the  laws  of  this  territory,  but  legally  authorized  to  transact 
business  herein,  shall  make,  write,  place,  or  cause  to  be  made,  written,  or 
placed  any  policy,  duplicate  policpr,  or  contract  of  insurance  of  any  kind  or 
character,  or  any  general  or  floating  policy,  upon  property  situated  or  located 
in  this  territory  except  after  the  said  risk  has  been  approved,  in  writing,  by 
an  agent  who  is  a  resident  of  this  territory,  regularly  commissioned  and  li- 
censed to  transact  insurance  business  herein,  who  shall  countersign  all  poli- 
cies so  issued  and  receive  the  commission  thereon  when  the  premium  is  paid, 
to  the  end  that  the  territory  may  receive  the  taxes  required  by  law  to  be  paid 
on  the  premiums  collected  for  insurance  on  all  property  located  in  this  terri- 
tory. 
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North  Carouna.  The  North  Carolina  legislature,  in  1897, 
adopted  the  Georgia  resident  agents'  law  with  additional  sections 
[See  Cyclopedia  for  1897- 1898],  but  in  1903  it  passed  an  act  amended 
in  1905  of  which  the  first  two  sections  are  as  follows : 

Section  i.  Ever^  fire  insurance  company  authorized  to  do  business  in  the 
State  is  hereby  prohibited  from  authorizing  or  allowing  any  person,  agent, 
firm,  or  corporation  who  is  a  non-resident  of  this  State  to  issue  or  cause  to 
be  issued,  except  through  a  licensed  agent,  any  policy  of  insurance  on  prop- 
erty located  in  this  State.  * 

Section  2.  Any  person,  agent,  firm,  or  corporation  licensed  bjr  the  In- 
surance Commissioner  to  act  as  a  fire  insurance  agent  in  this  State  is  hereCTy 
prohibited  from  paying  directly  or  indirectly,  any  commission;  brokerage, 
or  other  valuable  consideration  on  account  of  any  poli^  covering  on  property 
in  this  State,  to  any  person,  agent,  firm,  or  corporation  who  is  a  non-resident 
of  this  State  or  to  any  person,  agent,  firm,  or  corporation  not  duly  licensed 
by  the  Insurance  Commissioner  as  a  fire  insurance  agent.  Provided,  that  any 
fire  insurance  agent  licensed  in  the  State  may  pay  a  comrmission  not  exceed- 
ing five  per  centum  of  any  premiums  collected  by  him  to  a  licensed  non- 
resident broker.  The  insurance  commissioner  is  authorized  to  license  a  non- 
resident as  a  broker  when  he  shall  make  application  therefor  .on  a  proper 
blank  of  the  department  and  make  affidavit  that  he  will  not  during  the 
fiscal  year  place  directly  or  indirectly  any  fire  insurance  on  any  property  lo- 
cated in  North  Carolina  except  *^hrough  licensed  resident  agents  of  the  State. 
The  fee  for  said  license  and  seal  shall  be  three  dollars. 

Section  3  provides  for  the  punishment  of  violations  of  the  act, 
and  Section  4  empowers  the  insurance  commissioner  to  examine 
persons  and  send  for  papers  in  reference  thereto. 

The  act  of  1897  provided  that  "no  provision  of  this  section  is 
intended  to  do  or  shall  apply  to  direct  insurance  covering  the 
rolling  stock  of  railroad  corporations  or  property  in  transit  while  in 
the  possession  and  custody  of  railroad  corporations  or  other  com- 
mon carriers." 

North  Dakota.      Act  passed  by  the  Legislature  of  1901. 

Section  i.  No  insurance  company  or  association  not  incorporated  under 
the  laws  of  this  State,  authorized  to  transact  business  herein,  shall  make,  write, 
place,  or  cause  to  be  made,  written,  or  placed,  any  policy,  duplicate  policy,  or 
contract  of  insurance  of  anv  kind  or  character  or  any  general  or  floating^  policy 
upon  property  situated  or  located  in  this  State,  except  after  the  said  ride  has 
been  approved,  in  writing,  by  an  agent  who  is  a  resident  of  this  State,  regularlv 
commissioned  and  licensed  to  transact  insurance  business  therein,  who  shall 
countersign  all  policies  so  issued  and  make  a  record  of  the  same  on  books 
provided  for  that  purpose  and  receive  the  commission  thereon  when  the  pre- 
mium is  paid,  to  the  end  that  the  State  may  receive  the  taxes  required  by 
law  to  be  paid  on  the  premiums  collected  for  insurance  on  all  property  located 
in  the  State,  and  the  agents  to  be  paid  the  commission  thereon. 

Section  a.  Nothing  in  this  act  shall  be  construed  to  prevent^  any  such  in- 
surance company  or  association,  authorized  to  transact  business  in  this  State, 
from  issuing  policies  at  its  principal  department  offices  covering  property 
in  this  State,  provided  that  such  policies  are  issued  upon  ai>plication  pro- 
cured and  submitted  to  such  company  by  agents  who  are  residents  of  this 
State,  and  licensed  to  transact  the  business  of  insurance  herein,  and  who  shall 
countersign  all  policies  so  issued  and  receive  the  commission  thereon  when 
paid;  provided,  no  provision  of  this  section  is  intended  to  or  shall  apply  to 
direct  insurance  covering  the  rolling  stock  of  railroad  corporations  or  property 
in  transit,  while  in  the  possession  and  custody  of  railroad  corporations  or 
other  common  carriers  used  or  employed  by  them  in  their  business  as  common 
carriers  of  freight,  merchandise,  or  passengers. 
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Ohio    Section  27453  of  the  Revised  Statutes. 

Section  a^45a.  It  shall  be  unlawful  for  any  insurance  company  or  agent 
legally  anthonzed  to  transact  business  in  Ohio  to  write,  place,  or  cause  to  be 
written  or  placed,  any  policy  or  renewal  of  policjr  contract  for  insurance  upon 
property  situated  or  located  in  the  State  of  Ohio  in  or  through  any  such  legally 
authorized  company,  outside  of  the  State  of  Ohio,  and  the  writing,   renewal, 

C lacing,   or  causing   to  be   written   or  placed   any   such   policy   of  insurance    is 
ercby  declared  to  be  a  violation   of  the  law   providing   for  the  pavment    off 
taxes  by  foreign  insurance  companies  doing  business  in  the  State  of  Ohio. 

Oklahoma.     Section  31  of  the  general  insurance  laws  of  1909: 

Foreifcn  companies  admitted  to  do  bufiincss  in  this  state  shall  make  con- 
tracts of  insurance  upon  live*,  property,  or  interests  herein,  only  through  law- 
fully constituted  and  licensed  resident  aRciits. 

The  act  does  not  apply  to  direct  insurance  covering  the  rolling 
stock  of  railroad  corporations,  or  property  received  for  shipment 
from  one  state  to  another  while  in  the  possession  of  railroads  or 
other  common  carriers. 

Oregon.    Act  approved  Feburary  18/1899. 

Section  i.  ^  It  shall  be  unlawful  for  anjr  insurance  company  or  association, 
doing  business  in  the  state  of  Oregon,  to  write,  place,  or  cause  to  be  written  or 
placed,  any  policy  or  contract  for  indemnity  for  insurance  on  property  situated 
or  located  in  the  state  of  Oregon,  except  through  or  by  the  duly  authorized 
agent  or  agents  of  such  insurance  company  or  association  residing  and  doing 
business  in  this  state;  provided,  that  this  act  shall  not  apply  to  direct  insurance 
covering  the  rolling  stock  of  railroad  corporations  or  property  in  transit  while 
in  the  possession  and  custody  of  railroad  corporations  or  other  common  carriers. 
At  the  time  of  the  filing  of  the  ;.nnual  statement  of  every  such  company  with 
the  insurance  commissioner,  there  shall  be  attached  thereto  the  affidavit  of 
the  president,  manager,  or  chief  executive  officer  of  the  United  States  that 
this  section  has  not  been  violated. 

Pennsylvania.    Act  approved  May  8,  1899. 

Section  i.  No  fire  insurance  company  or  association  not  incorporated  under 
the  laws  of  this  State,  authorized  to  transact  business  herein,  shall  make,  write, 
or  place,  or  cause  to  be  made,  written,  or  placed,  any  policy  or  duplicate 
policy  or  contract  of  insurance  of  any  kind  or  character,  or  any  general  or  float- 
ing policy,  upon  property  situated  or  located  in  this  State  except  aftfcr  the 
said  risk  has  been  approved  in  iKrriting  by  an  agent  who  is  a  resident  of  this 
State,  regularly  commissioned  and  licensed  to  transact  insurance  business 
herein,  who  shall  countersign  all  policies  so  issued  and  receive  the  commission 
thereon  when  the  premium  is  paid,  to  the  end^  that  the  State  may  receive  the 
taxes  required  by  law  to  be  paid  on  the  premiums  collected  for  insurance  on 
all  property  located  in  this  State;  and  that  no  person  shall  pay  or  forward  any 
premiums,  application  for  insurance,  or  in  any  manner  help  or  aid  in  the  plae 
ing  of  any  fire  insurance  or  effect  any  contract  of  insurance  upon  real  or  per- 
sonal property  within  this  commonwealth  directly  or  indirectly  with  any  in- 
surance company  or  association  not  of  this  State  or  which  has  not  been  au- 
thorized to  do  business  in  this  State,  unless  such  person  or  persons  shall  first 
secure  a  license  from  the  insurance  comraiRsioncr  of  this  State  as  now  pro* 
vided  by  law.  Nothing  in  this  act  shall  be  construed  to  prevent  any  such  in- 
surance company  or  association,  authorized  to  transact  business  in  this  State, 
from  issuing  policies  at  its  principal  or  department  offices,  covering  property 
in  this  State,  provided  that  such  policies  arc  issued  upon  application  procured 
and  submitted  to  such  companies  by  agents  who  arc  residents  of  this  State,  and 
licensed  to  transact  the  business  of  insurance  herein,  and  who  shall  counter- 
sign all  policies  so  issued  and  receive  the  commission  thereon  when  paid.  Pro- 
vided,  however,  that  no  part  in  this  section  is  intended  to  or  shall  apply   to 
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direct  insurance  covering  the  rolling  stock  of  railroad  corporations  or  property 
in  transit  while  in  the  possession  and  custody  of  railroad  corporations  or  other 
common  carriers,  nor  to  the  property  of  such  common  carriers  used  or  em- 
ployed by  them  in  their  business  as  common  carriers  .of  freight,  merchandise, 
or  passengers. 

Rhode  Island.    Section  6,  Qiapter  182. 

Section  i.  Foreign  companies  admitted  to  do  business  in  Rhode  Island 
shall  make  contracts  of  insurance  only  through  lawfully  constituted  and 
licensed  resident  agents. 

South  Carouna.    Act  approved  February  9,  1900. 

Section  i.  No  fire  insurance  company  or  association  not  incorporated  under 
the  taws  of  this  State,  authorized  to  transact  business  herein,  shall  make,  write, 
place,  or  cause  to  be  made,  written,  or  placed,  any  policy,  duplicate  policy,  or 
contract  of  insurance  of  any  kind  or  character,  or  any  general  or  floating 
policy  upon  property  situated  or  located  in  this  State,  except  after  the  said 
risk  has  oeen  approved,  in  writing,  by  an  agent  who  is  a  resident  of  this  State, 
regularly  commissioned  by  any  company  doing  business  in  this  State,  who 
shall  countersi8[ii  all  policies  so  issued,  and  receive  the  commission  thereon 
when  the  premium  is  paid,  to  the  end  that  the  State  may  receive  the  taxes 
required  by  law  to  be  paid  on  ihe  premiums  collected  for  insurance  on  all 
property  located  in  this  State.  Nothing^  in  this  act  shall  he  construed  to  pre- 
vent any  insurance  companjr  or  association,  authorized  to  transact  business  in 
this  State,  from  issuing  policies  nt  its  principal  or  department  offices,  covering 
property  in  this  State;  provided,  that  such  policies  are  issued  upon  applica- 
tions procured  and  submitted  to  such  company  by  agents  who  are  residents 
of  this  State,  regularly  commissioned  to  transact  the  business  of  insurance 
herein,  and  who  shall  countersign  all  policies  so  issued  and  receive  the  com- 
mission thereon  when  paid.  No  provision  of  this  section  is  intended  to  or 
shall  apply  to  direct  insurance  covering  the  rolling  stock  of  railroad  corpora- 
tions or^  property  in  transit  while  in  the  possession  or  custody  of  railroad 
corporations  or  other  common  carriers. 

South  Dakota.    Section  i  of  Chapter  102  of  the  Laws  of  1895. 

Section  i.  No  corporation  transacting  the  business  of  fire  insurance  in  this 
State,  nor  incorporated  by  the  laws  of  this  State,  shall  write^  or  cause  to  be 
written  any  policy  of  insurance  on  property  located  in  this  State,  except 
through  a  duiv  authorized  agent  of  such  corporation,  who  shall  reside  within 
this  State,  and  who  shall  be  licensed  by  the  auditor  of  State  according  to  law. 

It  is  provided  by  subdivision  i  of  said  section  that  any  company 
violating  the  provisions  of  this  act  shall  have  its  authority  to  do 
business  revoked  for  not  less  than  ninety  days  and  cannot  be  re- 
admitted until  it  shall  have  paid  all  taxes  and  penalties  due  on  said 
conviction. 

Subdivision  2  is  as  follows : 

When  notice  of  the  violation  of  the  first  section  of  this  act  is  received  by 
the  auditor  of  State  of  South  Dakota,  it  shall  forthwith  be  his  duty,  in 
person  or  by  deputy,  to  visit  the  office  of  such  company  or  companies  where 
such  contract  or  insurance  may  have  been  written  or  made  and  demand  a'n 
inspection  of  the  books  or  reords  of  such  company  or  companies.  Any 
comfony  or  companies  refusing  to  exhibit  it  or  tncir  books  and  records  for 
his  inspection  shall  be  deemed  guilty  of  violating  the  provisions  of  the 
first  section  of  this  act,  and  '.he  penalties  provided  in  this  act  shall  im- 
mediately be  enforced  against  such  company  or  companies  by  the  auditor  •! 
State. 

Tennessee.  An  Act  passed  in  1899  is  nearly  similar  in  phrase- 
ology to  the  Florida  law,  printed  on  preceding  page. 
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Texas.    Act  passed  in  1903. 
Section  i  of  the  act  is  as  follows: 

Section  i.  Anv  fire,  fire  and  marine,  marine,  tornado,  rent,  accident,  casa- 
alty,  liability,  health,  elevator,  disability,  plate  glass,  burglary,  bonding,  title, 
surety,  or  fidelity  insurance  company,  legally  authorized  to  do  business  in  this 
State,  is  hereby  prohibited  from  authorizing  or  allowing  any  person^  agent, 
firm,  or  corporation  that  is  a  nonresident  of  the  State  of  Texas  to  issue  or 
Oiuse  to  be  issued,  to  sign  or  countersign,  or  to  deliver  or  cause  to  be  de- 
livered any  policy  or  policies  of  insurance  on  property,  person,  or  persons 
located  in  the  State  of  Texas,  except  through  regularly  commissioned  and  li- 
censed agents  of  such  companies  in  Texas;  provided,  however,  that  this  act 
shall  not  apply  to  pro()erty  owned  by  railroad  companies  or  other  common 
carriers;  provided,  further,  that  upon  oath  made  in  writing  b)r  any  person  that 
he  cannot  procuic  insurai.ce  on  property  through  such  agents  in  Texas,  jt  shall 
be  lawful  lor  any  insurance  company  not  having  an  agent  in  Texas  to  insure 
property  of  any  person  upon  application  of  said  person  upon  his  filing  said 
oath  with  the  county  clerk  of  the  county  in  which  such  person  resides. 

Section  2  provides  that  the  insurance  commissioner  shall  require 
each  company  before  a  license  is  issued  to  it  to  file  an  affidavit 
that  it  has  not  violated  any  provisions  of  the  act.  The  following 
sections  authorize  the  insurance  commissioner  to  examine  com- 
panies which  he  has  reason  to  believe  have  violated  the  act  and  pre- 
scribed revocation  of  license  and  of  the  right  to  do  business  in  the 
State  for  twelve  months  thereafter,  as  the  penalty. 

Utah.     Laws  of  1901. 

Section  i.  No  insurance  company  or  ai^sociation  (other  than  life)  not  in- 
corporated under  the  laws  of  this  State  shall  make,  write,  or  place  any  policy 
or  contract  of  insurance  of  anv  kind  or  character  binding  in  law  upon  anv 
person  or  property  situated  or  located  in  this  State,  except  after  the  said  risk 
nas  been  approved  by  an  agent  resident  in  this  State  regularly  Gommissione.d 
and  licensed  to  transact  insurance  business  in  Utah  for  said  company,  who 
shall  countersign  all  policies  so  issued  and  receive  the  regular  commission 
thereon,  and  also  to  the  end  that  the  State  may  receive  the  taxes  required  b^ 
law  to  be  paid  on  the  premiums  collected  for  insurance  written  hereon.  This 
section  shall  not  apply  to  reinsurance  policies  nor  insurance  covering  the 
rolling  stock  of  railroad  corporations  when  such  railroad  lies  partially  within 
and  partially  without  the  State  of  Utah,  or  to  property  in  transit  while  in 
the  possession  and  custody  of  common  carriers. 

Vermont.  Section  4182,  General  Laws.  Title,  License  to  For- 
eign Q>mpanies. 

Section  4182.  If  the  [insurance]  commissioners  are  satisfied  with  such 
copies  and  statements,  and  that  the  comnan^  has  complied  with  the  prorisions 
of  this  title,  they  shall  grant  a  license  autnorizing  it  to  do  insurance  business,  by 
lawfully  constituted  and  licensed  resident  agents  only,  until  the  first  day  of 
April  thereafter.  Such  license  may  be  renewed  annually  on  the  first  day  of 
April,  so  long  as  the  company  complies  with  the  requirements  aforesaid,  and 
the  commissioners  regard  the  company  as  safe  and  entitled  to  public  confi- 
dence. This  shall  not  be  constnicd  to  prohibit  residents  of  this  State  from 
procuring  insurance  at  the  home  office  of  any  foreign  company. 

ViRc.iNiA.  The  law  is  contained  in  Section  34,  Chapter  112, 
Acts  of  1906,  creating  a  bureau  of  insurance  and  reads  as  follows : 

That  fire,  accident,  health,  employers'  liability,  steam  boiler,  plate  glasa. 
«uretv.  burglary  or  other  insurance  companies  not  incorporated  by  the  laws  of 
the  State  of  Virginia,  but  legally  authorized  to  do  business  in  this  State,  shall 
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not  make  contracts  of  insurance  on  persons  or  proocrty  herein  save  through 
legularly  constituted  agents  of  such  companies  residing  in  the  State  of 
Virginia:  provided,  however,  that  this  act  shall  not  apply  to  railroad  com- 
panies and  other  common  carriers  engaged  in  interstate  commerce;  and  the 
writing,  placing,  or  causintr  to  be  written  or  placed,  any  policy  of  fire, 
accident,  health,  employers'  liability,  steam  boiler,  plate  glass,  surety,  burglary, 
or  other  insurance  m  contravention  of  this  section,  is  hereby  declared  to  be 
a  violation  of  the  laws  of  this  State  providing  for  the  payment  of  .taxes  by 
foreign  and  alien  insurance  companies  permitted  to  do  business  in  Virginia. 

The  penalty  for  violation  of  the  act  is  a  fine  of  not  less  than 
$100,  nor  more  than  $500. 

Washington.      Act  approved  March  15,  1899. 

Section  i.  ^  No  license  shall  hereafter  be  issued  to  any  fire  insurance  com- 
pany, corporation,  or  association,  permitting  said  fire  insurance  company,  cor- 
poration, or  association  to  do  business  in  this  State  until  such  fire  insurance 
company,  corporation,  or  association  shall  file  with  the  insurance  commissioner 
of  this  State  its  written  agreement  that  it  will  not  accept  any  application  for 
fire  insurance  upon,  nor  will  it  write,  issue,  or  deliver  any  policy  of  fire  in- 
surance covering  any  property  located  or  situated  within  the  State  of  Washing- 
ton, except  through  a  citizen  of  this  State,  resident  herein,  and  who  shall  be 
a  auly  appoin^d  agent  of  such  fire  insurance  company,  corporation,  or  asso- 
ciation and  licensed  by  the  insurance  commissioner  of  this  State  as  arent  ot 
such  fire  insurance  company,  corporation,  or  association  to  solicit  ana  write 
fire  insurance. 

Sec.  3.  Any  fire  insurance  compan^r,  corporation,  or  association  holding 
a  license  issued  by  the  insurance  commissioner  of  this  State,  prior  to  the  date 
that  this  act  shall  take  effect,  shall,  within  sixty  days  after  this  act  shall  take 
effect,  file  with  the  said  insurance  commissioner  a  like  written  agreement  as 
that  prescribed  by  Section  i  of  this  act,  as  a  condition  precedent  for  the  con- 
tinuance of  the  business  of  such  fire  insurance  company,  corporation,  or  asso- 
ciation in  this  State,  and  if  such  fire  insurance  company,  corporation,  or  asso- 
ciation shall  fail  so  to  do  w4thin  said  time,  said  insurance  commissioner  shall 
forthwith  revoke  the  license  of  such  fire  insurance  company,  corporation,  oi 
association. 

Sec.  3.  No  fire  insurance  company,  corporation,  or  association  licensed  to 
do  business  in  this  State  shall  accept  any  application  for  fire  insurance  upon, 
nor  shall  it  write,  issue,  or  deliver  any  policy  of  insurance  covering  property 
located  or  situated  within  this  State,  except  through  a  duly  appointed  agent 
of  such  fire  insurance  company,  corporation,  or  association,  who  is  a  citizen  of 
this  State,  resident  herein  and  licensed  as  agent  of  such  fire  insurance  com- 
pany, corporation,  or  association  by  thc^  insurance  commissioner  of  this_  State, 
to  write  and  solicit  insurance  for  such  fire  insurance  company,  corporation,  or 
association.  The  license  of  any  such  fire  insurance  company,  corporation,  or 
association  which  shall  accept  any  application  for  insurance  upon,  or  which 
bhall  wite,  issue,  or  deliver  any  policy  covering  any  properUr  located  or 
situated  in  this  State,  in  violation  of  this  section,  shall  be  revoked  by  the  com- 
missioner of  this  State. 

Sec.  4.  No  fire  insurance  company,  corporation,  or  association,  the  license 
of  which  shall  be  revoked  for  violation  of  this  act  after  its  ^ssagc,  shall  be 
again  licensed  to  do  business  in  this  State  until  it  shall  have  paid  into  the  State 
treasury  the  sum  of  $500  as  a  license  fee. 

West  Virginia.    Laws  of  1901. 

Section  i.  No  fire  insurance  company  or  association  not  incorporated  under 
the  laws  of  thi'<  State,  authorized  to  transact  business  herein,  shall  make,  write, 
place,  or  cause  to  be  made,  written,  or  placed,  any  policy,  duplicate  policy,  or 
contract  of  insurance  of  any  kind  or  character,  or  any  general  or  floating  policy, 
upon  property  situated  or  located  in  this  State,  except  after  said  risk  has  been 
approved  in  writing  by  an  agent  who  is  a  resident  of  this  State,  regularlv 
commissioned   and   licensed   to   transact   insurance   business   herein,   who   shall 
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coontcrsifB  alt  policict  lo  iMued  and  reoeiTe  the  ooflUBSttioo  tkereon  when 
the  premmm  is  paid,  to  the  end  that  the  State  niapr  receiYC  the  taxes  rcqmrcd 
by  law  to  be  paid  on  all  propertjr  located  in  this  State.     .     .     . 

Section  6.  No  parts  of  sections  i  or  a  of  this  law  shall  apply  to  direct  in- 
surance covering  the  rolling  stock  of  railroad  companies  or  property  while  in 
transit  and  in  the  custody  of  railroad  corporations,  nor  to  the  pcopeity  of 
such  corporations  while  used  or  employed  by  them  in  their  basincas  as  ooohboii 
carriers. 

Wisconsin.  .The  Reinsurance  Act  of  1899  contains  the  follow* 
ing  resident  agents  sections: 

Section  t.  No  fire  insurance  company  or  association  not  incorporated 
under  the  laws  of  this  State,  authorized  to  transact  business  herein,  shall  make. 


write,   place,   or  cause   to  be   made,    written,  or  placed,  any   policy*   duplicate 

Solicy,  or  Contract  of  insurance  of  any  kind  or  character,  or  any  general  or 
oating  policy  upon  property  situated  or  located  in  this  State,  except  after  the 
said  risk  has  been  approved,  in  writing,  bv  an  individual  agent  who  is  a  reai- 
dent  of  this  State,  regularly  commissioned  and  licensed  to  transact  fire  insur-  | 

ance  business  herein,   who  shall  countersign  all  policies  so  issued  and  receive  | 

the    commission    thereon    when    the   premium   is   |>aid,    and   enter    such    policy.  | 

duplicate  policy,  or  contract  and  payment  of  premium  upon  his  records,  to  the  | 

end  that  the  State  may   receive  the  taxes  required  by  law  to  be   paid  on   the  | 

premiums  collected  for  insurance  on  all  property  located  in  this  State.      Noth-  1 

mg  in  this  act  shall  be  construed  to  prevent  any   such  insurance  company  or  1 

association,  authorized  to  transact  business  in  this  State^  from  issuing  policies  1 

at  its  principal  or  department  offices,  covering  property  in  this  State,  provided  1 

that  such  policies  are  issued  upon  application  procured  and  submitted  to  such  1 

compsnsr  by  agents  who  are  residents  of  this  State,  and  licensed  to  transact 
the  business  of  insurance  herein,  and  who  shall  countersign  all  policies  so 
issued  and  receive  the  commission  thereon  when  paid,  and  make  the  entiics 
thereof  hereinbefore  provided.  No  provision  of  this  section  is  intended  to  or 
shall  apply  to  direct  insurance  covering  the  rolling  stock  of  railroad  corpora- 
tions or  property  in  transit  while  in  the  possession  and  custody  of  railroad 
corporations  or  other  common  carriers,  nor  to  the  property  of  such  cona- 
mon  carriers  used  or  employed  by  them  in  their  business  as  common  carriers 
of  ifreight,   merchandise,  or  passengers. 

The  legislature  of  1907  passed  an  act,  amending  section  I945e 
as  amended  by  Chapter  227  laws  of  1901,  which  reads  as  follows: 

No  fire,  casualty  or  surety  insurance  company  not  incorporated  under  the 
laws  of  this  state  shall  write  or  cause  to  be  written,  any  policy  •  •  • 
except  through  its  resident  agent  duly  authorized  by  the  commissioner  of  in- 
surance. Any  company  or  person  who  shall  solicit  or  place  insurance  in  a 
fire,  casualtv  or  surety  insurance  company  not  authorized  to  do  business  in 
this  state,  shall,  in  the  event  of  the  failure  of  such  unauthorized  company  tp 
('ay  any  claim  or  loss  within  the  policy  issued,  be  liable  to  the  insured  for 
the  amount  thereof  to  the  extent  tfiat  such  company  would  have  been  liable; 
and  such  company  or  agent  shall,  on  satisfactory  proof  of  violation  of  either 
uf  the  foregoing  provisions  made  to  the  commissioner  of  insurance,  have  its 
or  his  authority  to  transact  business  in  this  state  revoked  for  a  period  of  not 
less  than  ninety  days,  and  shall  not  again  be  permitted  to  do  business  herein 
until  all  liability  for  such  violation  shall  be  discharged  and  the  provisions  of 
these  statutes  concerning  the  admission  of  foreign  fire,  casualty  or  surety 
insurance  companies  to  do  business  in  this  state  be  complied  with.  Whenever 
said  commissioner  shall  receive  notice  of  the  violation  of  any  provision  of  thjs 
section  he  shall  forthwith,  in  person  or  by  his  deputy,  visit  the  office  of  the 
company  or  any  insurance  agent  charged  with  such  violation,  and  demand  an 
inspection  of  the  books  and  records  thereof;  and  any  company  or  such  agent 
refusing  to  permit  snch  inspection  shall  be  deemed  guilty  of  violating  this 
section,  and  such  commissioner  shall  enforce  the  penalties  herein  provided 
against  the  same.  The  commissioner  shall  receive  as  compensation  for  such 
inspection,  ten  dollars  for  each  day  he  is  engaged  therein  and  be  reimbursed 
his  necessary  traveling  expenses,  both  of  which  sums  he  shall  collect  from  the 
company,  if  he  find  the  same  guilty;  otherwise  he  shall  be  paid  and  reimbursed 
out  of  any  funds  in   his  hands  available   for  that  purpose. 
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Wyoming.   Act  of  1903. 

Section  I.  No  fire  insurance  company  or  association  not  an  incorporated 
corporation  of  another  state  or  foreign  country  shall  transact  business  in  this 
State  except  through  duly  constituted  and  appointed  agents,  resident  herein, 
who  shall  maintain  a  bona  fide  duly^  operated  ousiness  office  in  this  State  and 
shall  issue  and  countersign  all  policies  and  contracts  so  issued. 

Section  a.  This  statute  shall  not  apply  to  direct  insurance  covering  the 
rolling  stock  of  railroad  corporations  operating  between  different  states,  or 
property  received  from  shipment  from  one  state  to  another,  while  in  the  posses- 
sion or  custody  of  railroad  corporations  or  other  common  carriers. 

RESULTS  OF  FIRE  UNDERWRITING  IN  THE  UNITED 
STATES.  The  following  general  statement  of  the  fire  insurance 
business  by  joint  stock  companies  in  the  six  years  from  1904  to  1909, 
inclusive,  is  compiled  from  the  New  York  fire  insurance  reports. 
The  statistics  cover,  practically,  all  the  .principal  joint  stock  com- 
panies doing  business  in  the  United  States,  and  are  for  December 
31  of  each  year  named : 


FIRE  INSURANCE  BUSINESS  ONLY. 

1904.                      1905.  1906. 

Number   of   companies 144                       158  is6 

Assets    (not  including   assets   held 

nbroad),   $379.947t859       $4-21,619,369  $416,462,394 

Liabilities     (excepting     scrip     and 

capital) 199,569,641         214,821,075  243,848,931 

Premiums   written,    212,391,692         223,019,881  245,387,087 

Total     income 238,466,650         243,375,212  353>548,504 

Losses  paid 131,095,628         108,171,784  235,290,029 

Dividends  paid   (American  compa- 
nies   onljO,     7»534.6o5             7,761,201  7.134.785 

Total   disbursement,    222,068,865         208,395,229  *     347,302,061 

Amount  of  risks  in  force, 27,85o,972,8«;4    30.3M.594.784  32.506,507,864 

1907.         1908.  1909. 

Number  of  companies,   *                        169                       162  163 

Assets    (not   including   assets   held 

abroad) $430,363,427       $463,465,599  $5 » 2.098,4 » 3 

Liabilities     (excepting     scrip     and 

capital) 254,182,312         260,343,895  278,864,480 

Premiums  written, 260,643,573         254,675,170  262,196,532 

Total  income 285.411,217         279,647,557  301,344.804 

Losses    paid,     121,801,010         140,464,352  131.184,351 

Dividends  paid   (American   compa- 
nies  only) 7.986,245             8,845,310  9,850,069 

Total   disbursements,    245.918,379         263,956,832  259.880,261 

Amount  of  risks  in  force,   35.568,613,074    37.324.706,889  40,260,882,373 

RETALIATORY    OR    RECIPROCAL    LAWS.  Thirty-two 

states  inflict  retaliatory  penalties  on  the  companies  of  other  states 
or  of  other  states  and  countries.  New  York  appears  to  have  origi- 
nated this  kind  of  legislation  as  far  back  as  18(55,  and  in  1896  ex- 
tended its  scope  so  as  to  include  the  companies  of  other  nations. 

The  following  is  a  record  of  the  retaliatory  or  reciprocal  laws 
in  force: 

Alabama.    Section  20,  Chapter  614,  Acts  of  1897. 
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The  section  is  a  copy  of  the  Tennessee  law  of  1895,  for  full 
text  of  which  see  below. 

California.    Section  622,  Part  3,  Article  of  the  Political  Code. 

Section  63a.  When  (by  the  laws  of  any  other  State  or  country,  any  taxe:i. 
6ne8,  penalties,^  licenses,  fees,  deposits  of  money  or  securities  or  other  obliga- 
tions or  prphibitions  are  imposed  on  insurance  companies  of  this  Statr,  doing 
business  in  such  other  State  or  country,  or  upon  their  agents  therein,  ii.  excess 
of  such  taxes,  fines,  penalties,  licenses,  fees,  deposits  of  securities,  or  other 
obligations  or  prohibitions  imposed  upon  insurance  companies  of  such  other 
State  or  country,  so  long  as  such  taws  continue  in  force  the  same  obligations 
and  prohibftiqins  of  whatsoever  kind  must  be  imposed  upon  the  insurance  com- 
panies of  such  other  State  or  country  doing  business  in  this  State.  And 
whenever  under  this  section  any  dejposit  of  securities  shall  be  made  in  this 
State,  such  deposits  must  be  made  in  stocks  or  bonds  of  the  United  States 
CovernmenL  or  in  those  of  the  State  of  Ci^ifornia,  which  said  securities  must 
be  estimated  at  not  exceeding  their  par  value  nor  their  market  value. 

Connecticut.  Section  2913,  Chapter  173,  of  the  General  Stat- 
utes as  amended  in  1907: 

^  Section  2913.^  When  any^  other  State  shall  impose  anjr  obligation,  pro- 
hibition, or  restriction  upon  insurance  companies,  corporations,  or  associa- 
tions of  this  State,  or  their  agents  transacting  business  in  such  other  State. 
the  like  obligations,  prohibitions,  and  restrictions  are  hereby  imposed  on 
similar  companies,  corporations,  and  associations  of  such  other  State,  and 
their  agents  transacting  business  in  this  State:  and  such  companies,  cor- 
porations, and  associations  of  other  States  and  their  agents  shall  jpay  all 
penalties  to  the  insurance  commissioner  of  this  State  and  make  deposits  with 
the  State  treasurer.  Whenever  it  shall  appear  to  the  insurance  commissioner 
that  permission  to  transact  business  within  any  state  of  the  United  States  or 
within  any  foreign  country  is  refused  to  a  companv  organized  under  the  laws 
of  this  State  after  a  certificate  of  the  solvency  and  good  management  of  such 
company  has  been  issued  to  it  by  the  said  commissioner  and  after  such  com- 
pany has-  complied  with  any  reasonable  laws  of  such  State  or  foreign  country 
requiring  deposits  of  money  or  securities  with  the  government  of  such  State 
or  country,  then,  and  in  every  such  case,  the  commissioner  may  forthwith 
cancel  the  authority  of  every  company  organized  under  the  laws  of  such 
State  or  foreign  government  and  licensed  to  do  business  in  this  State,  and 
may  refuse  a  certificate  of  authority  to  ever^  such  company  thereafter  apply- 
ing to  him  for  authority  to  do  business  in  this  State,  until  his  certificate  snail 
have  been  duly  recognized  by  the  government  of  such  State  or  country. 

Section  2901  of  the  same  chapter  makes  the  same  provision 
regarding  the  payment  of  fees  and  taxes. 

Section  3801  of  Chapter  241  applies  the  retaliatory  provision 
specifically  to  surety  companies. 

Delaware.  Section  25  of  the  Act  of  1901  to  Re-enact  and  Re- 
vise the  Insurance  Laws  of  Delaware. 

Section  i.  That  whenever  the  existing  or  futute  laws^  of  any  other  State 
of  the  tlnited  States  shall  require  of  insurance  companies  incorporated  by 
this  State  and  having  agencies  in  such  other  States,  or  of  the  agents  thcrcol» 
any  deposits  of  securities  in  such  Stale  for  the  protection  of  policy-holders 
or  otherwise,  or  any  payment  for  taxes,  penalties,  certificates  of  authority, 
license  fees,  or  otherwise  greater  than  the  amounts  required  for  such  purpose.'* 
from  similar  corporations  of  other  States  by  the  then  existing  laws  of  this 
State,  then,  and  in  every  such  case,  all  companies  of  such^  States  establishing 
or  having  heretofore  established  an  agency  or  agencies  in  this  State  shall 
be  and  are  hereby  required  to  make  the  same  deposit  for  a  like  purpose  with 
the  treasurer  of  the  State  of  Delaware,  and  pay  said  treasurer  for  taxes,  fines. 
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penalties,  certificates  of  authority,  license  fees,  and  otherwise  an  «iiicttnt  ^ual 
to  the  amount  of  such  charges  and  payments  imposed  by  the  laws  of  such 
State  upon  companies  of  this  State  and  afi:ents  thereof. 

• 

Georgia.     Section  13  of  the  General  Insurance  Act. 
The  section  is  nearly  an  exact  copy  of  the  Delaware  retaliatory 
section,  ante. 

Illinois.  Section  29  and  55  of  Chapter  73  of  the  Revised 
Statutes. 

The  two  sections  are  similar  to  the  Delaware  retaliatory  section, 
ante,  except  that  the  first  which  applies  to  fire  insurance  companies, 
is  made  to  apply  to  "any  other  kingdom  or  country"  as  well  as 
"any  other  State  of  the  United  States,"  and  reciprocal  fees  are 
made  payable  to  the  insurance  superintendent,  and  the  second  ap- 
plies solely  to  life  insurance  companies  "of  any  other  State  of  the 
United  States." 

Indiana.  Section  3  of  act  approved  March  3,  1877,  "Regulat- 
ing Foreign  Insurance  G>mpanies." 

Section  3.  When  by  the  laws  of  any  oth^r  State  any  taxes,  fines,  penalfles, 
licenses,  fees,  deposits  of  money  or  securities,  or  other  obligations  or  pmhibi- 
tions  are  imposed  upon  insurance  companies  of  this  or  other  States,  or  their 
agents,  greater  than  are  reiquired  by  the  laws  of  this  State,  then  theV,^me 
obligations  and  prohibitions,  of  whatever  kind,  shall  in  like  manner,  /or  tike  pur- 
poses, be  imposed  upon  all  insurance  companies  of  such  States  and  tneir 
agents.  All  insurance  companies  of  other  nations  under  this  sectidn  shall  be 
held  as  of  the  State  where  they  have  elected  to  make  their  deposir  and  estab- 
lish their,  principal  agency  in  the  United  States. 

Section  14  of  the  assessment  companies  act  of  March  9,  1883,  as 
amended  in  1889,  applies  the  retaliatory  provision  to  assessment 
companies,  as  follows: 

Section  14.  When  any  other  State  or  government  shall  impose  any  obliga* 
tion  upon  such  corporation,  association,  or  society  of  this  State  or  their 
agents  transacting  business  in  such  other  State  or  government,  the  like  obliga- 
tions are  hereby  imposed  on  similar  corporations,  associations,  or  societies 
of  such  other  State  or  government  and  their  agents  or  representatives  trans- 
iicting  business  in  this  State. 

lowA.    Code  of  1897. 

Section  17^6.  When  by  the  laws  of  any  other  State  any  taxes,  fines,  ffenal- 
ties,  licenses,  tees,  deposits  of  mone^^t  securities,  or  other  obligations  or  't>ro- 
hibitions  are  imposed  or  would  be  imposed  on  insurance  companies  of  thif 
State,  doing  or  that  might  seek  to  do  business  in  such  other  state,  or  upon 
their  agents  therein  so  long  as  such  laws  continue  in  force,  the  same  obhga 
tions  and  prohibitions  of  whatever  kind  shall  be  imposed  upon  all  insurance 
companies  of  such  other  State  doing  business  in  tnis  State  or  upon  thei" 
agents  here. 

Kansas.    Part  of  Section  20  of  Article  i  of  the  Insurance  Laws. 

Section  ao.  .  .  .  Whenever  the  existing  or  future  laws  of  any  other 
State  or  Government  shall  require  insurance  companies  organized  under  the 
laws  of  this  State  applying  to  do  business  by  ajg;encies  in  such  other  State  or 
government,  or  of  the  agents  thereof,  any  deposit  of  security  in  such  State  for 
the  protection  of  policy-holders  therein  or  otherwise,  or  any  payment  for  taxes. 


55^  Retaliatorv  or  Rf.ciprocal  Laws. 

fine*,  penalties,  certiBcates  of  authority,  licenses,  fees,  or  otherwise,  greater 
than  the  amount  required  for  such  purposes  from  insurance  companies  of 
other  States  by  the  then  existing  law  of  this  State,  then  and  in  every  case  all 
companies  of  such  States  or  governments  establishing  agencies  in  this  State 
shall  make  the  same  deposit  for  a  like  purpose  with  toe  superintendent  of  in- 
surance of  this  State,  and  pay  to  said  superintendent  for  taxes,  fines,  penal- 
ties, certificates  of  authority,  licenses,  fees,  or  otherwise,  an  amount  equal 
tt*  the  amount  of  such  charges  and  payments  imposed  bv  the  laws  of  aaeh 
other  States  or  governments  upon  the  companies  of  this  State  and  the  agents 
thereof. 

Kentucky.    Section  637  of  Article  4  of  the  Kentucky  Statutes. 

Section  637.  When  by  the  laws  of  any  other  State  any  taxes,  fines,  penal- 
ties, deposits  of  money,  or  of  securities  or  other  obligations,  prohibitions,  or 
requirements  are  imposed  upon  insurance  companies  organizea  or  incorporated 
under  any  general  or  special  law  of  this  State,  and  transacting  bosinesa  in 
such  other  State,  or  upon  the  agents  of  such  insurance  company,  greater  tlum 
those  imposed  upon  similar  companies  by  the  laws  of  this  State,  or  when  such 
laws  of  other  States  shall  require  insurance  companies  of  this  commonwealth 
to  deposit  money  or  security  for  the  benefit  or  protection  of  citiaens  of  such 
other  States,  or  when  the  laws  of  any  other  State,  or  the  officers  thereof,  shall 
prohibit  companies  of  this  commonwealth  from  transacting  business  in  said 
State,  without  special  examination  of  said  companies,  or  a  computation  of 
their  liabilities  by  the  officers  of  said  State,  the  same  taxes,  fines,  penalties, 
deposits,  examinations,  obligations,  and  requirements  shall  be  imposed  upon 
all  insurance  companies  doins  business  in  this  State  which  are  incorporated  or 
oi^ganized  under  the  laws  of  such  State  and  upon  their  agents. 

Louisiana.    Section  12  of  Article  3  of  Act  105  of  1898. 

When,  by  the  laws  of  any  other  sUte,  any  taxes,  fines,  penalties,  licenses^ 
deposits,  or  other  obligations  or  prohibitions  additional  to  or  in  excess  of 
those  imposed  by  the  laws  of  this  state  upon  companies  organised  under  the 
laws  of  other  states,  and  their  agents,  are  imposed  on  insurance  companies  of 
this  state  and  their  agents,  doing  business  in  such  state,  the  same  taxes,  fines, 
penalties,  ncenses,  deposits,  or  other  obligations  or  prohibitions  shall  be  im- 
posed upon  all  insurance  companies  of  such  states  and  their  agents,  doing 
business  in  this  state,  as  long  as  such  laws  remain  in  force.  Every  companjr 
organized  under  the  laws  of  any  other  state  and  admitted  to  transact  business 
in  this  state,  and  each  agent  of  every  company  shall  pay  the  same  fees  to  the 
secretary  of  state  as  such  other  state  may  require  of  similar  companies  in- 
corporated by  or  organized  under  the  laws  of  this  state,  or  upon  toe  agents 
of  such  companies  transacting  business  in  such  other  state. 

Maine.    Chapter  155,  Laws  of  1901. 

Section  i.  When  by  the  laws  of  any  other  sUte  or  countnr,  any  fines, 
penalties,  licenses,  fees,  deposits,  or  other  obligations  or  prohibitions  addi- 
tional to  or  in  excess  of  those  imposed  by  the  laws  of  this  State  upon  forei^ 
insurance  companies  and  their  agents  are  imposed  on  insurance  companies 
of  this  State  and  their  agenU.  the  same  fines,  licenses,  fees,  deposits,  obliga- 
tions, or  prohibitions  shall  be  imposed  upon  all  insurance  companies  of  sueh 
State  or  country  and  their  agents  doing  business  in  or  applying  for  admia- 
sion  to  this  State. 

Maryland.    Section  138,  Insurance  Laws. 

Section  138.  .  .  .  When  by  the  laws  of  any  other  SUte  any  deposit  of 
money  or  securities  is  required,  or  taxes,  fines,  or  penalties  or  other  obligar 
tions  or  prohibitions  are  imposed  upon  insurance  companies  incorporated  or 
oreanized  under  the  laws  of  this  State,  and  transacting  business  m  such  othe. 
State  or  uoon  the  agents  of  such  insurance  companies,  greater  than  those  re- 
auired  or  (mposcd  by  the  laws  of  this  State,  so  long  as  such  laws  eontinue 
iii  force,  the  same  taxes,  fines,  penalties,  and  deposits,  obligations,  and  prohijn- 
tions  shall  be  imposed  upon  all  agents  or  insurance  companies  of  such  States  do- 
ing  business  in  this  State  instead  of  those  prescribed  by  the  laws  of  this  Stete. 
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Massachusetts.    Section  85  of  Chapter  522  of  the  Acts  of  1894. 

Section  85.  When  by  the  laws  of  any  other  State  any  taxes,  fines,  penal- 
cies,  licenses,  fees,  deposits,  or  other  obligations  or  prohibitions,  additional  to  or 
m  excess  of  those  imposed  by  the  laws  of  this  commonwealth  upon  foreign  in- 
surance .companies  and  their  agents  are  imposed  on  insurance  companies  of  this 
commonwealth  and  their  agents  doing  business  in  such  State,  the  same  taxes, 
fines,  etc.,  shall  be  im^sed  upon  all  insurance  companies  of  such  State  and 
their  agents  doing  business  in  this  commonwealth,  so  long  as  such  laws  re- 
main in   force. 

Michigan.    Act  approved  May  17,  1899. 

Section  i.  Whenever  by  the  existing  or  future  laws  of  any  State  an  in- 
surance corporation  of  this  State,  or  agent  thereof,  shall  be  required  to  make 
any  deposit  of  securities  in  such  other  State  for  the  protection  of  the  policy- 
holders or  otherwise,  or  to  make  payment  for  taxes,  fines,  penalties,  certificates 
of  authority,  valuation  of  policies,  license  fees  or  otherwise,  greater  than  the 
amount  required  by  the  laws  of  this  State  from  similar  corporations  of  su^h 
State  establishing  or  heretofore  having  established  an  agen<nr  or  agencies  in 
this  State,  the  insurance  companies  of  such  State  shall  be  ana  they  are  hereb]r 
required  to  make  a  like  deposit  for  the  like  purposes  in  the  insurance  depart- 
ment of  this  State,  and  to  pay  the  commissioner  of  insurance  for  taxes,  fines, 
penalties,  certificates  of  authority,  valuation  of  policies,  license  fees  and  other- 
wise, a  rate  equal  to  the  amount  of  such  charges  and  payments  imposed  by  the 
laws  of  such  other  State  upon  similar  corporations  of  this  State  and  the  agents 
thereof. 

Minnesota.  Section  84  of  Chapter  175  of  the  Laws  of  1895, 
amended  in  1907. 

The  section  is  a  copy  of  the  Massachusetts  law,  ante,  except  that 
the  words  "or  country"  are  interpolated  after  those  of  "any  other 
State,"  and  the  words  "or  whenever  any  conditions  percedent  to  the 
right  to  do  lousiness  in  such  state  are  imposed  by  the  laws  thereof 
beyond  those  imposed  upon  such  foreign  companies  by  the  laws 
of  this  state"  are  interpolated  after  "state"  in  the  fifth  line  of  the 
Massachusetts  law. 

MissouRL    Section  5932,  Laws  of  Missouri. 

5>ection  ^932.  Whenever  the  laws  of  any  other  State  of  the  United  States 
or  pf  any  foreign  country  shall  require  01  or  impose  upon  companies  not 
organized  under  the  laws  of  such  State  or  country  any  f\^rther  or  greater 
licenses,  fees,  taxes,  deposits,  or  securities,  statements  or  certificates  of  au- 
thority, or  require  anv  other  duties  or  acts  or  inflict  any  greater  fines  or  penal- 
ties than  are  oy  the  laws  of  Missouri  imposed  on  or  inflicted  upon  or  required 
of  companies  not  organized  under  the  laws  of  this  State,  then  it  shall  be  the 
duty  of  the  superintendent  of  the  insurance  department  ot  this  State  to  require 
from  every  company  of  such  other  State  or  country  transacting  or  seeking  to 
transact  the  business  of  insurance  in  this  State  the  payment  of  all  licenses,  fees, 
taxes,  fines,  or  penalties,  and  the  making  of  all  deposits  of  securities  and  state^ 
ments.  and  the  doing  01  all  acts  which  by  the  laws  of  the  State  or  country  in 
which  the  company  was  organized  are  in  excess  of  the  licenses,  fees,  taxes,  de 

SositF,  statements,  fines,  penalties,  acts,  or  duties  required  by  the  laws  of  thi» 
tate  of  companies  of  otner  States. 

Montana.      Section  596  of  the  Laws. 

The  section  is  nearly  the  same  as  the  Kansas  retaliatory  section. 
ante,  but  omitting  the  words  "or  government"  after  "any  other 
State." 
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Nebraska.  Laws  of  1905  supplemental  to  Chapter  25,  Revised 
Statutes  of  1866. 

Whenever  the  existing  or  future  laws  of  any  other  state  of  the  United 
States,  or  the  rules  and  regulations  of  the  insurance  department  of  an> 
such  state  shall  require  of  life  insurance  companies  organized  under  tb^ 
laws  of  this  State  any  deposit  of  securities  in  such  State  for  the  tecurity 
of  the  policy-holders,  or  any  payment  of  taxen,  fines,  penalties,  certificates 
of  authority,  licenses,  fees,  or  require  any  other  duties,  examinations  or 
acts  than  are  by  the  laws  of  this  State  reouired  of  such  companies  organised 
under  the  laws  of  such  other  state,  then  toe  auditor  of  public  accounts  shall 
immediately  require  from  every  insurance  company  of  any  and  every  char- 
acter whatever  of  such  other  state  transacting  or  seeking  to  transact  business 
in  this  State,  the  like  payment  of  all  licenses,  fees,  taxes,  fines  or  penalties, 
and  the  like  making  of  all  deposits  of  securities  and  statements,  and  the 
like  doing  of  all  acts  which  by  tne  laws  or  rules  of  the  insurance  aepartment 
of  such  other  state,  are  in  excess  of  the  licenses,  fees,  taxes,  deposits,  state- 
ments, fines,  penalties,  acts,  examinations,  or  duties  required  by  the  laws  of 
this  State  of  the  companies  of  such  other  states. 

New  Hampshire.    Section  i  of  Chapter  54  of  the  Laws  of  1891. 

Section  i.  If  any  State  shall  by  its  taws  deny  any  insurance  company  or 
citizen  of  this  State  any  rights  or  privileges  which  are  granted  to  insurance 
companies  and  the  citizens  of  that  State,  then  this  State  shall  in  like  manner 
.den]f  to  insurance  comoanies  and  citizens  of  that  State  all  such  rights  and 
privileges,  and  they  shall  be  subject  to  all  the  restrictions  and  penalties  as  pre- 
scribed by  that  State  to  insurance  companies  and  citizens  of  this  State;  and  if 
by  the  laws  of  any  State  the  insurance  commissioner  or  other  official  shall 
have  power  to  revoke  the  license  of  any  company  of  this  State  or  foreign  States 
for  writing  insurance  upon  any  person  or  projyerty  of  that  State,  otner  tha.n 
through  or  by  a  citizen  of  that  State,  then  the  insurance  commissioner  of  this 
State  is  empowered  to  revoke  the  license  of  any  insurance  com^ny  of  that 
State  or  any  foreign  insurance  company  licensed  to  do  business  m  this  State 
that  shall  write  for  or  through  an^  agent  of  that  State,  directly  or  indirectly, 
upon  any  person  or  property  of  this  State;  except  the  same  be  written  through 
a  duly  authorized  agent,  who  shall  be  a  citizen  of  this  State. 

In  addition  to  the  above,  Section  i  of  Chapter  100  of  the  Laws 
of  1895  is  as  follows : 

Section  i.  .  .  .  When,  b^  the  laws  of  any  other  State  or  country,  an^ 
taxes,  fines,  penalties,  licenses,  tees,  deposits,  or  other  obligations  or  prohibi- 
tions, additional  to  or  in  excess  of  those  imposed  by  this  State  upon  com- 
uanies  not  org^anized  under  the  laws  of  this  State  and  their  agents  doing 
business  in  this  State  are  imposed  upon  insurance  companies  of  this  State 
and  their  agents  doing  business  in  such  State  or  country,  the  ssme  taxes, 
fines,  penalties,  licenses,  fees,  deposits,  or  other  obligations  or  prohibitions, 
shall  be  imposed  upon  all  insurance  companies  of  such  'State  or  country  and 
*:heir  agents  doing  business  in  this  State,  so  long  as  su^  laws  remain  in  force. 

New  Jersey.  Section  66.  General  Insurance  Act  of  1902.  This 
act  was  amended  by  the  legislature  of  1904  to  read  as  follows: 

When  by  the  laws  of  any  other  state  or  foreign  country,  or  the  rules, 
regulations,  requirements,  or  impositions  thereof,  or  of  any  department  or 
nfficer  thereof,  any  taxes,  fines,  penalties,  licenses,  fees,  deposits  or  moneys 
'>r  of  securities  or  other  obligations,  prohibitions  or  restrictions  additional 
tc  or  in  excess  of  those  imposed  bv  the  laws  of  this  state  upon  insurance 
companies  of  such  other  state  or  foreign  countrv  or  their  agents,  are  im- 
posed on  insurance  companies  of  this  state  doing  business  in  such  other  state 
or  foreign  country,  or  upon  their  agents  therein,  so  long  as  such  laws,  rules, 
regulations,  requirements,  or  impositions  continue  in  force,  the  same  excesa 
taxes,  fines,  penalties,  licenses,  fees,  deposits,  obligations,  prohibitions,  and 
restrictions,    of    whatever    kind,    shall    be    imposed    upon    all    insurance    com- 
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panics  of  such  other  state  or  foreign  country  doing  business  within  this  state 
and  upon  their  agents  here;  and  whenever  pursuant  to  or  under  authority  of 
the  laws  of  any  other  state  or  foreign  country,  or  the  rules,  regulations,  re 
quirements,  or  impositions  thereof,  or  of  any  department  or  omcer  thereof, 
or  otherwise,  the  government  of  any  such  other  state  or  foreign  country,  6r 
any  department  or  officer  thereof,  shall  refuse  to  accept  as  conclusive  the  cer 
tificate  of  the  commissioner  of  banking  and  insurance  of  this  state  as  to  the 
results  of  any  examination  he  shall  cause  to  be  made  of  the  assets  and  liabili 
ties,  method  of  conducting  business  and  other  affairs  of  an^  insurance  com- 
pany of  this  state,  the  said  commissioner  of  banking  and  insurance  of  this 
state  shall  refuse  to  accept  as  conclusive  any  and  all  similar  certificates  made 
in  or  bv,  or  by  any  department  or  officer  of,  such  state  or  foreign  country 
where  the  acceptance  of  the  certificate  of  the  commissioner  of  bankmg  and  in- 
surance of  this  state  is  refused  as  aforesaid,  concerning  any  and  every  insui- 
ance  company  thereof;  and  if  any  insurance  company  of  this  state  shall  be 
refused  or  denied  license,  permission,  privilege,  or  authority  to  transact  or  to 
continue  to  transact  its  business  in  any  other  state  or  foreign  country  by 
reason  of  such  refusal  of  conclusive  acceptarcc  of  a?  y  fuch  certificate  of  the 
commissioner  of  banking  and  insurance  ot  this  state,  or  if  any  insurance  com- 
pany of  this  state  authorized  to  transact  its  bur.iress  in  this  Ftate,  after  com 
plying  with  all  the  laws,  rules,  regulations,  requirements,  or  impositions  of 
any  other  state  or  foreign  country,  or  of  any  nepartmert  or  officer  thereof, 
over  and  above  such  as  would  be  met  and  fulfilled  by  the  conclusions  accept- 
ance of  such  certificate  of  the  commissiot  er  of  banking  and  insurarce  of  this 
state,  shall  be  refused  or  denied  license,  permission,  privilege,  or  authority  to 
transact  or  to  continue  to  transact  its  business  in  anv  such  other  state  or 
foreign  country,  then  and  in  every  such  case  every  insurance  company  of 
evex^^  such  other  state  or  foreign  country  where  any  such  insurarce  company 
of  this  state  is  refused  or  denied-  license,  permission,  privilege,  and  authority 
to  transact  or  to  continue  to  transact  its  busiress  as  aforesaid,  shall  be  refused 
and  denied  license,  permission,^  privilege,  and  authority  to  transact  or  to  con- 
tinue to  transact  any  business  in  this  state,  and  any  license  or  authority  to  it 
or  them  theretofore  given  shall  be,  by  the  commis?:ioT-er  of  banking  and  in- 
surance of  this  state,  revoked  and  annulled;  and  whenever  pursuant  to  or 
under  authority  of  the  laws  of  any  other  state  or  foreign  country,  or  the  rules, 
regulations,  requirements,  or  impositions  thereof,  or  of  any  department  or 
ofhcer  thereof,  or  otherwise,  the  government  of  anv  such  other  state  or  foreign 
country,  or  any  department  or  officer  thereof,  shalf  refuse  or  deny  license,  per- 
mission, privilege,  and  authoiity  to  any  insurance  company  of  this  state  to 
transact  or  to  -.ontinue  to  transact  its  business  in  such  other  state  or  foreign 
country,  if  it  dhall  be  determined  by  the  commissioner  of  banking  and  insur 
ance  of  this  state,  whose  determination  thereupon  shall  be  firal  and  conclusive, 
that  such  refusal  or  denial  of  license,  permission,  privilege,  or  authority  as 
last  aforesaid,  is  unreasonable  or  unfair,  then  the  commissiorer  of  banking 
and  insurance  of  this  state  shall  rcfufe  or  deny  license,  permission,  privilege, 
or  authority  to  transact  or  to  contiiue  to  trnnsact  any  business  in  this  state 
to  each  and  every  such  company  of  every  such  other  state  or  foreign  countrj* 
where  any  such  insurance  company  of  this  state  is  ^o  refused  or  denied  as  last 
aforesaid,  and  any  license  or  authority  to  it  or  them  is  theretofore  given  shall  Ik 
by  the  commissioner  of  banking  and  insurarce  of  this  date  revoked  ana 
annulled. 

New  Mexico.     Section  33,  Chapter  46,  of  the  Laws  of  1882. 

The  section  is  nearly  a  copy  of  the  Delaware  retaliatory  sec 
tion,  ante. 

New  York.  A  retaliatory  law  was  adopted  as  early  as  1865, 
appearing  as  Chapter  694  of  the  acts  of  that  year.  It  is  embodied  ir: 
Section  33  of  the  insurance  law  of  1892,  and  is  as  follows : 

Section  33.  Reciprocal  Requirements. — Tf  bv  the  existing  or  future  laws 
of  anv  State  an  insurance  corporation  of  this  State  hnving  agencies  in  such 
other  State,  or  the  agents  thereof,  shall  he  required  to  make  any  deposit  of 
securities  in  such  other  State  for  the  protection  of  the  policy-holders  or  other- 
wise, or  to  make  payment  for  taxes,  fines,   penalties,  certificates  of  authority, 
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license  fees,  or  otherwise,  greater  than  the  amount  required  by  this  chapter  frou 
similar  corporations  of  such  other  State  by  the  tnen  existing  laws  of  this 
State,  then  and  in  every  such  case  all  insurance  corporations  of  such  State, 
establitihing  or  heretofore  having  established  an  agency  or  agencies  in  thif 
State,  shall  be  and  they  are  hereby  required  to  make  the  like  deposit  for  the 
tike  purposes  in  the  insurance  department  of  this  State,  and  to  pav  the  superin- 
tendent of  insurance  for  taxes,  fines,  penalties,  certificates  of  authority,  license 
fees,  and  otherwise,  an  amount  equal  to  the  amount  of  such  charges  and  pig- 
ments imposed  by  tae  laws  of  such  other  State  upon  the  insurance  corporations 
of  this   State  and  the  agents  thereof. 

The  provisions  of  this  section  applied  only  to  companies  oi 
other  states.  The  Legislature  of  1896,  in  consequence  of  the  restric- 
tions  placed  by  the  Prussian  government  upon  American  life  insur> 
ance  companies  which  had  done  business  therein,  causing  their  with- 
drawal from  that  country,  adopted  the  following  additional  retalia- 
tory provisions,  which  were  made  an  amendment  and  addition  to 
the  above  Section  33  of  the  insurance  law : 

Whenever  it  shall  appear  to  the  superintendent  of  insurance  that  permission 
to  transact  business  within  any  foreign  countrjr  is  refused  to  a  company  or- 
ganized under  the  laws  of  this  State,  after  a  certificate  of  the  solvency  and  good 
management  of  such  company  has  been  issued  to  it  by  the  said  superintendent, 
and  after  such  company  has  complied  with  any  reasonable  laws  of  such  foreign 
country  requiring  deposits  of  monev  or  securities  with  the  government  of 
such  country,  then  and  in  every  sucn  case  the  superintendent  shall  forthwith 
cancel  the  authority  of  every  company  or^anixed  under  the  laws  of  such 
foreign  government  and  licensed  to  do  busmess  in  this  State,  and  shall  re- 
fuse a  certificate  of  authority  to  every  such  cominny  thereafter  applying  to 
him  for  authority  to  do  business  in  this  State  until  his  certificate  shall  haTe 
been  duly  recognized  by  the  government  of  such  company. 

Efforts  to  repeal  the  last  section,  relating  to  foreign  countries, 
made  in  the  sessions  of  1897,  1899,  and  1900  failed. 

North  Carolina.  Section  11  of  the  insurance  law  approved 
March  6,  1903: 

Section  11.  When,  by  the  laws  of  any  other  state  or  nation,  any  taxes, 
fines,  penalties,  licenses,  fees,  deposits  of  moneys  or  of  securities,  or  other 
obligations  or  prohibitions  are  imposed  upon  insurance  companies  of  thU 
state  doing  business  in  such  other  state  or  nation,  or  upon  their  agents 
therein,  so  long  as  such  laws  continue  in  force,  the  same  taxes,  fines,  penal- 
ties, licenses,  fees,  deposits,  obligations,  and  prohibitions,  of  whatsoever  kind, 
shall  be  imposed  upon  all  such  insurance  companies  01  such  other  state  or 
nation  doing  business  within  this  State  and  upon  their  agents  here:  Pro- 
vided, that  nothing  herein  shall  be  held  to  repeal  or  reduce  the  license 
fees,  taxes,  and  other  obligations  now  imposed  by  the  laws  of  this  state  or  to 
go  into  effect  with  the  companies  of  any  other  state  or  nation  unless  some 
company  of  this  state  is  actually  doing  or  seeking  to  do  business  in  said  state 
or  nation. 

North  Dakota.  Section  49  [Section  3133  R.  S.]  of  the  Insur- 
ance Laws. 

Section  49.  Whenever  the  laws  of  any  other  State  of  the  United  States  or 
foreign  country  shall  require  of  insurance  companies  incorporated  under  the 
laws  of  this  State,  or  of  the  agent  thereof,  any  deposits  of  securities  in  such 
State  for  the  protection  of  policy-holders  or  otherwise,  or  any  payment  for 
axes,  fines,  penalties,  certificates  of  authority,  license  or  fees  greater  than 
ihe  amount  required  for  such  purposes  from  similar  companies  of  other  States 
by  thr  then  existing  laws  of  this  State,  then  and  in  every  such  case  all  insur- 
cc  companies  of  such  States  establishing  or  having  heretofore  established  aa 
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agency  in  this  State,  shall  be  and  are  hereby  required  to  make  the  same  de- 
posits for  a  like  purpose  with  the  State  treasurer  of  this  State,  and  to  pay  to 
the  commissioner  of  insurance  an  amount  equal  to  the  amount  of  such  charges 
and  payment  imposed  by  the  laws  of  such  other  States  upon  the  companies  of 
this  State  and  the  agents  thereof. 

Ohio.    Section  282  of  the  Revised  Statutes. 

Section  382.  .  .  .  When  by  the  laws  of  any  other  State  or  nation  any 
taxes^  fines,  penalties,  license  fees,  deposits  of  money,  or  of  securities  or  other 
obligations  or  [>rohibitions  are  imposed  on  insurance  companies  of^  this  State 
doing  business  in  such  State  or  nation,  or  upon  their  agents^  therein,  so  long 
as  such  laws  continue  in  force  the  same  obligations  and  prohibitions,  of  what- 
ever kind,  shall  be  imposed  upon  all  insurance  companies  of  such  other  State 
or  nation  doing  business  within  this  State  and  upon  their  agents  here. 

Oklahoma.  Section  29  of  Article  i,  and  Section  20  of  Article 
3  of  Chapter  44  of  the  Laws. 

Section  29  is  substantially  the  same  as  the  Delaware  retaliatory 
section,  except  that  this  section  is  made  applicable  in  addition  to 
"any  other  kingdom  or  country."  Section  20  is  nearly  similar  to 
the  Delaware  section,  but  is  made  applicable  solely  to  life  insurance 
companies. 

Pennsylvania.  Part  of  Section  53  of  the  Insurance  Laws  creat- 
ing an  insurance  department  as  amended. 

Section  53.  *  •  •  •  When  by  the  laws  of  any  other  state  greater  fees 
arc  charged  the  insurance  companies  of  this  State  for  authority  to  do  busi- 
ness in  said  state  than  are  required  by  the  law  of  this  State  to  be  paid  by 
the  companies  of  other  states  authorized  to  do  business  herein,  the  Insurance 
Commissioner  shall  exact  from  the  companies  of  said  state  the  same  amount 
of  fees  for  similar  service  which  are  exacted  from  the  insurance  companies 
of  Pennsylvania  by  the  laws  of  the  state  aforesaid. 

Rhode  Island.     Section  23,  Chapter  181  of  the  General  Laws. 

Section  23.  Whenever  by  the  laws  of  any  other  state  of  the  United 
States  any  fees,  charges,  taxes,  deposits  of  money  or  of  securities  or  other 
obligations  or  prohibitions  are  imposed  on  insurance  companies  incorporated 
or  organized  under  the  laws  of  this  State  or  on  the  agents  of  such  insurance 
companies,  so  long  as  such  laws  continue  in  force,  the^  like  fees,  charges, 
taxes,  deposits,  and  obligations  shall  be  imposed  on  all  insurance  companies 
doinir  business  in  this  State  which  are  incorporated  or  organized  under  the 
laws  of  such  other  state  and  on  their  agents. 

South  Dakota.    Section  43  of  the  Insurance  Law. 

Section  43.  When  by  the  laws  of  any  State  or  Territory  any  taxes,  fines, 
Itenalties,  licenses,  fees,  ^  deposits  of  nioney  or  securities,  or  capital  require- 
ments, or  other  obligations  or  prohibitions  are  imposed,  or^  would  he  im- 
Cosed,  on  insurance  companies  or  the  State,  doing  or  that  might  seek  to  do 
usiness  in  such  State  or  Territory,  or  upon  their  agents^  therein,  so  long  as 
such  laws  continue  in  force  the  same  obligations  and  prohibitions,  of  whatever 
kind,  shall  be  imposed  upK>n  all  insurance  com|)anies  of  such  State  or  Territory 
doing  business  within  this  State,  or  upon  their  agents  here. 

Tennessee.    Section  20  of  the  Insurance  Act  of  1895. 

Section  20.  Whenever  the  existing  or  future  laws  of  any  other  State  of 
the  United  States  shall  require  of  the  insurance  companies  incorporated  by  or 
organized  under  the  laws  of  this  State,  or  the  agents  thereof,  any  deposit  of 
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Mcurities  in  such  State,  for  th«  protection  ^f  poHcy-holdera  or  otherwise, 
greater  than  the  amount  required  for  similar  ^rposea  from  similar  corapanim 
cf  other  States  by  the  then  existing  taws  of  this  State,  then  and  in  eTeiy  aach 
ease  all  companies  of  such  States  establishing  or  haying  heretofore  established 
an  agency  or  agencies  in  this  State  shall  be  and  are  hereby  required  to  make 
the  same  deposits  for  a  like  purpose  with  the  treasurer  of  this  State,  and  to  pay 
into  the  treasury  of  this  State  tor  taxes,  fines,  penalties,  license  fees,  or  other* 
wise,  an  amount  equal  to  the  amount  of  such  charges  and  payments  imposed  by 
the  law  of  such  State  upon  companies  of  this  State  and  the  agents  thereof. 

Texas.    Article  2948  of  the  Revised  Civil  Statutes. 

Article  2^48.  Whenever  the  existing  or  future  laws  of  any  other  State  of 
the  United  States  shall  require  of  life  or  health  insurance  comnanies  incor 
porated  by  this  State  any  deposit  of  securities  in  such  other  State  before  trans- 
acting insurance  business  therein,  then  and  in  every  such  case  all  insurance 
companies  of  such  State  shall,  before  doing  any  insurance  business  in  this 
State,  be  required  to  make  the  same  deposit  of  securities  with  the  treasurer  of 
this  State. 

Vermont.    Sections  4215  and  4217  of  the  General  Laws. 

Section  421^.^  When  by  the  laws  of  another  State  or  nation  a  deposit  of 
money  or  securities  is  required  to  he  made  with  the  treasurer  or  other  officei 
of  such  other  State  or  nation  by  life  insurance  companies  of  this  State  doing 
business  therein,  the  same  deposit  of  money  or  securities  shall  be  made  with 
the  treasurer  of  this  State  by  the  life  insurance  companies  of  such  other  State 
or  nation  doing  business  in  this  State. 

Sec.  4217.  If  another  State  or  country  imposes  or  requires  of  a  domestic 
insurance  company  or  its  agents  doing  business  therein  taxes,  fees,  finesL  penal- 
ties, deposits,  obligations,  or  prohibitions  exceeding  those  imposed  by  this 
State  upon  or  required  of  foreign  insurance  companies  doing  business  herein, 
an  insurance  companv  organized  under  the  laws  of  such  ather  State  or  country 
and  its  agent  doing  business  in  this  State  shall  be  subject  to  taxes,  fees,  finea, 
penalties,  deposits,  obligations,  or  prohibitions  similar^  to  those  so  imposed 
in  such  other  State  or  country,  and  the  same  shall  be  imposed,  required,  and 
enforced,  as  like  taxes,  fees,  fines,  penalties,  deposits,  ooligations,  and  pro- 
hibitions are  under  the  laws  of  this  State. 

Washington.  An  act  passed  and  approved  March  2,  1909.  The 
law  is  practically  the  same  as  section  3  of  the  Indiana  law,  (which 
see),  and  the  act  further  provides  in  respect  to  companies  of  foreign 
countries  that  such  companies  shall  "be  held  as  of  the  states  where 
they  have  elected  to  make  their  general  United  States  deposits  and 
establish  their  principal  United  States  agencies." 

West  Virginia.  Part  of  Section  2,  Chapter  34,  of  the  Code,  as 
amended. 

When,  by  the  laws  of  any  other  State,  any  deposit  of  monev  or  of  securi* 
ties,  or  other  obligations  or  prohibitions,  are  imposed  or  would  oe  imposed  on 
insurance  companies  of  this  State  doing,  or  that  might  seek  to  do  business  in 
such  other  State,  or  upon  their  agents  therein,  so  long  as  such  laws  continue 
in  force,  the  same  obligations  and  prohibitions,  of  whatever  kind,  shall  be 
imposed  upon  all  insurance  companies  of  such  other  State  doing  business 
within  this  State,  or  upon  their  agents  here. 

Wisconsin.  Section  272,  Compilation  of  Insurance  Laws  of 
Wisconsin. 

Section  272.  Whenever  the  laws  of  any  other  State  of  the  United  States 
shall  require  of  life,  fire,  accident,  or  inland  navigation  insurance  companies,  or- 
ganized under  the  laws  of  this  State,  and  doing  business  in  such  other  State, 
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any  deposit  of  securities  for  the  protection  of  their  policy-holders  or  otherwise, 
or  anv  payment  for  taxes,  fines,  penalties,  certificates  of  authority,  license  fees, 
or  otherwise,  greater  than  the  amount  required  by  the  laws  of  this  State  for 
the  same  purpose  from  similar  companies  organized  under  the  laws  of  such 
other  State,  and  doing  business  in  this  State,  then  all  such  companies  of  such 
other  Sutes  doing  business  within  this  Sute  shall  make  the  same  deposit 
with  the  State  treasurer,  and  shall  pay  him  the  same  sum  for  taxes,  fines, 
penalties,  certificates  of  authority,  license  fees,  or  otherwise,  as  a  condition  to 
the  issue  of  a  license  to  them,  as  is  required  to  be  paid  by  the  laws  of  such 
other  State. 

Wyoming.    Section  33  of  the  Insurance  Laws, 

This  section  is  nearly  a  copy  of  the  Delaware  retaliatory  section. 

RHODE  ISLAND  ASSOCIATION  OF  LOCAL  FIRE  IN- 
SURANCE AGENTS  was  organized  in  July,  1900,  with  the  fol- 
lowing officers:  President,  C.  H.  Beach;  vice-presidents,  H.  Bull, 
Jr.,  C.  A.  Morgan,  and  G.  H.  Smith;  secretary  and  treasurer, 
C.  F.  Newcomb.  Officers  were  elected  in  July,  1910,  as  follows: 
President,  Joseph  G.  Henshaw,  Providence;  vice-presidents,  James 
Gallivan,  Jr.,  George  R.  Smith,  and  Arthur  O'Leary;  secretary 
and  treasurer,  Clinton  T.  Gahiwell,  Providence. 

RHODE  ISLAND  INSURANCE  COMPANY  of  Providence, 
R.  I.  Organized  1907;  capital,  $300,000.  George  L.  Shepley,  presi- 
dent; Emil  G.  Pieper,  secretary.  Assets,  December  31,  1909,  $1,001,- 
214.76 ;  liabilities,  $348,742.41 ;  net  surplus,  $352472.35.  The  com- 
pany writes  a  general  fire  insurance  as  well  as  sprinkler  leakage 
business. 

RHODE  ISLAND,  INSURANCE  SUPERVISION  IN.  1856- 
1910.  The  insurance  department  was  established  in  1856,  and  was 
composed  originally  of  a  board  of  three  commissioners.  In  1863 
the  law  was  amended  making  the  State  auditor  ex  oMcio  insurance 
commissioner.  The  auditor  is  elected  by  the  legislature  annually. 
The  board  of  three  commissioners  from  1856  to  1863  were  John  R. 
Bartlett,  William  R.  Watson,  and  Samuel  A.  Parker.  The  com- 
missioners who  have  served  since  1863  are  as  follows : 


ames  C.  Collins,         .         1863-1868 


fames  M.  Spencer, 
Samuel  H.  Cross, 
Elisha  W.  Bucklin, 
Almon  K.  Goodwin, 


1 868- 1 88a 
1882-1887 
1 887- 1 888 
1 888- 1 889 


William  C.  Townsend,  1889*1890 

Elisha  W.  Bucklin,  1 890-1 891 

Albert  C.  Landers,      .  1891-1899 

Charles  C.  Gray,  .  1899- 


RHODE  ISLAND  MUTUAL  FIRE  INSURANCE  COM- 
PANY, Providence,  R.  I.  Organized  1848.  John  R.  Freeman, 
president;  Theodore  P.  Bogert,  secretary. 

RHODES,  EDWARD  E.,  vice-president  and  mathematician 
of  the  Mutual  Benefit  Life  Insurance  Company,  was  bom  of  Ameri- 
can parentage  in  Newark,  N.  J.,  February  21,  1868.  He  began  his 
business  career  with  the  Mutual  Benefit,  and  entered  the  mathemat- 
ical department  in  1S86.  He  was  made  assistant  mathematician  in 
1902,  and  was  appointed  mathematician  in  May,  1905,  to  succeed 
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Bloomfield  J.  Miller.    In  January,  ipoS,  he  was  elected  vice-presi- 
dent   He  is  a  member  of  the  Actuarial  Society  of  America. 

RHODES,  STEPHEN  H.,  late  president  of  the  John  Hancock 
Mutual  Life  Insurance  Company  of  Boston.     [See  Death  Roll.] 

RICE,  JOHN  P.,  was  bom  at  Milwaukee,  Wis.,  February  g, 
1864.  He  was  educated  at  the  Milwaukee  Academy,  and  entered 
the  fire  insurance  business  at  an  early  age.  He  was  three  years 
in  the  Chicago  local  agency  of  E.  M.  Teall  &  Co.,  and  afterward 
special  agent  of  the  Fire  Insurance  Association  of  London.  For 
two  years  he  was  assistant  manager  for  the  Union  of  California; 
in  1891  he  was  appointed  assistant  United  States  manager  of  tfie 
Prussian  National,  and  in  1897  was  placed  in  charge  of  the  eastern 
department  of  the  company,  with  headquarters  at  New  York.  In 
1903  he  resigned  that  position  and  became  associated  with  John  M. 
Whiton  &  Co.,  having  charge  of  the  general  business  of  the  Eastern 
of  New  Jersey  throughout  the  United  States,  and  the  New  England 
department  of  the  Concordia  of  Wisconsin.  On  May  i,  1908,  he 
was  appointed  manager  of  the  Maryland  department  of  tiie  General 
Adjustment  Bureau  covering  the  States  of  Maryland,  Virginia 
and  District  of  Columbia  with  headquarters  at  Baltimore. 

RICHARDS,  ELLIS,  G.,  United  States  manager  for  the  North 
British  and  Mercantile  Insurance  Company  of  London  and  Edin- 
burgh, was  bom  at  Worcester,  Mass.,  December  16,  1848.  After  a 
public  school  education  he  was  a  bookkeeper  eight  years  in  a  manu- 
facturing establishment.  He  entered  the  fire  insurance  business  in 
1874  in  the  ofiice  of  the  New  England  general  agency  of  the  Com- 
mercial Union  of  Boston.  He  was  in  the  service  of  the  National 
Board  of  Fire  Underwriters,  with  headquarters  at  Worcester,  Mass., 
from  November,  1874,  to  April,  1877,  then  special  agent  of  the  Royal 
and  Pennsylvania  Fire,  under  Foster  &  Scull  of  Boston,  until  May, 
1881,  when  he  became  special  agent  of  the  Queen  for  New  England. 
He  remained  in  charge  of  the  New  England  business  of  that  company 
until  his  appointment  to  the  secretaryship  of  the  National  Fire  of 
Hartford,  April  6,  1887.  He  was  elected  a  member  of  the  board  of 
directors  of  the  National  in  1895,  and  in  December,  1896,  he  was 
elected  to  the  vice-presidency,  in  addition  to  the  secretaryship.  In 
November,  1899,  he  accepted  the  position  of  manager  for  the  United 
States  of  the  North  British  and  Mercantile  Insurance  Company  of 
London  and  Edinburgh,  with  headquarters  in  New  York,  beginning 
his  duties  in  that  position  on  January  i,  1900. 

RICHARDS,  FRED  E.,  president  of  the  Union  Mutual  Life 
Insurance  Company  of  Portland,  Me.,  is  a  native  of  Camden,  Mc. 
He  entered  public  life  in  1873  as  a  member  of  the  legislature  of 
Maine,  representing  his  native  town,  and  was  re-elected  a  second 
term.  In  1875  and  1876  he  was  a  member  of  the  executive  council, 
and  in  1871  was  appointed  by  Governor  Connor  State  land  agent 
In  1878  and  1879  he  was  trustee  of  th^  ip^li^  hospital    In  1880  he 
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was  appointed' by  Governor  Davis  State  bank  examiner,  to  which 
office  he  was  twice  reappointed  by  Governor  Robie.  He  resigned 
in  1888,  having  served  nearly  three  full  terms.  In  1886  he  opened 
a  banking  house  in  Portland,  and  has  since  been  the  local  fiscal 
agent  of  the  Maine  Central  and  other  railroad  companies,  and  of 
several  large  business  corporations.  When  the  Portland  National 
Bank  was  organized,  in  1889,  he  was  elected  president,  retiring 
from  that  position,  after  eighteen  years  service,  in  1907,  but  con- 
tinuing as  a  director.  Mr.  Richards  became  connected  with  the 
Union  Mutual  Life  in  1881  as  a  member  of  the  board  of  directors. 
He  served  as  a  member  of  the  finance  committee,  and  always  took 
an  active  interest  in  the  management  of  the  company.  On  the  death 
of  President  DeWitt  he  was  unanimously  elected  to  be  his  suc- 
cessor, and  began  his  administration  November  i,  1893. 

RICHMOND  INSURANCE  COMPANY  of  New  York.  Or- 
ganized in  1836  as  the  Richmond  County  Mutual;  reorganized  as  a 
stock  company  in  1907.  Capital,  $200,000.  J.  F.  Smith,  president; 
David  Cortelyou,  secretary;  John  E.  King,  general  agent 

RIDGELY  PROTECTIVE  ASSOCIATION,  Worcester, 
Mass.  Organized  1907;  capital,  $100,000.  F.  A.  Harrington,  presi- 
dent; Austin  A.  Heath,  secretary. 

RITTENHOUSE,  E.  E.,  president  of  the  Provident  Savings 
Life  Assurance  Society,  was  born  in  New  York  city,  of  American 
parentage,  June  9,  1861.  He  was  educated  in  the  public  schools,  and 
his  early  vocation  was  that  of  a  telegraph  operator.  He  was  en- 
gaged in  railroading  for  a  number  of  years,  reaching  the  position  of 
division  superintendent,  and  later  entered  newspaper  work  in  Colo- 
rado. Later  he  became  deputy  in  the  state  auditor's  department  of 
Colorado,  and  in  1907,  on  the  establishment  of  the  insurance  depart- 
ment in  the  state,  he  was  appointed  superintendent  of  insurance. 
He  was  elected  to  his  present  position  in  1909. 

ROBERTS,  HARVEY  E.,  insurance  journalist,  was  born  at 
Elbridge,  N.  Y.,  May  25,  1861.  After  a  high  school  education  he 
entered  the  house  of  Marshall  Field  &  Co.,  at  Chicago,  where  he 
was  engaged  seven  years.  He  came  to  New  York  to  represent  the 
Chicago  Investigator,  and  had  charge  of  its  New  York  office  four 
years.  After  one  year's  experience  as  business  manager  for  the 
Philadelphia  Insurance  Advocate  he  became  half  owner  of  the  Sur- 
veyor of  New  York  and  a  member  of  the  firm  of  Hall  &  Roberts,  its 
editors  and  publishers.  He  retired  from  insurance  journalism  in 
1903,  to  accept  a  position  with  the  Interstate  Life  Insurance  Com- 
pany of  Indianapolis,  and  was  elected  second  vice-president  of  the 
company.  In  1906  he  resigned  this  position,  returned  to  New  York 
and  established  the  H.  E.  Roberts  Co.,  to  do  a  general  insurance 
business.  He  returned  to  insurance  journalism  the  same  year  as 
editor  and  manager  of  the  Insurance  Advocate.  In  1908,  he  pur- 
chased the  paper  and  became  its  editor  and  publisher. 
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ROBERTS,  JAMES  SAUL,  secretary  of  the  Metropolitan 
Life  Insurance  Company  of  New  York,  was  born  in  Liverpool,  Eng- 
land, May  6,  1859.  He  was  educated  in  a  private  academy,  and  began 
his  insurance  career  at  an  early  age  in  one  of  the  branch  offices 
of  the  Pfudential  Assurance  Company  of  London.  He  became 
cashier  of  the  Manchester  branch  office  in  1879,  and  in  June,  1^0. 
resigned  to  accept  a  position  with  the  Metropolitan  Life  in  New 
York.  Mr.  Roberts  has  filled  various  positions  at  the  home  office 
of  the  Metropolitan,  and  in  1898  was  appointed  assistant  secretary. 
He  was  advanced  to  his  present  position  in  October,  1901. 

ROBERTSON'.  JOHN'  WALTER,  manager  of  the  western 
department  of  the  Fire  Association  of  Philadelphia  at  Chi- 
cago, is  a  native  of  Virginia,  and  was  born  at  Alexandria,  Septem- 
ber 9,  1856.  He  was  educated  in  private  schools  and  at  the  Uni- 
versity of  Virginia,  was  admitted  to  the  bar,  and  practiced  law  as  an 
early  vocation.  He  was  special  agent  of  the  National  Fire  Insurance 
Company  of  Hartford  in  Illinois  and  Wisconsin  from  1882  to  1888, 
and  in  the  latter  year  was  appointed  special  agent  for  the  London 
and  Lancashire  in  Wisconsin,  Illinois  and  Michigan.  In  1902,  he 
became  Wisconsin  state  agent  for  the  Fire  Association,  was  pro- 
moted to  be  assistant  manager  in  1908,  and  was  appointed  to  his 
present  position  in  July,  1909. 

ROBINSON,  HENRY  SEYMOUR,  vice-president  of  the  Con- 
necticut Mutual  Life  Insurance  Company,  was  born  in  Hartford, 
Conn.,  April  16,  1868.  He  was  educated  in  the  public  and  high 
schools  of  Hartford,  and  graduated  from  Yale  College  in  the  class 
of  1889.  He  was  admitted  to  the  bar  in  1891,  and  practiced  law 
as  a  member  of  the  law  firm  of  Robinson  &  Robinson  until  1895, 
when  he  was  elected  secretary  and  general  manager  of  the  trust 
department  of  the  Connecticut  Trust  and  Safe  Deposit  Company  of 
Hartford.    He  was  elected  to  his  present  position  in  October,  1905. 

ROBINSON,  JOHN  H.,  manager  of  the  Berkshire  Life  Insur- 
ance Company  for  New  York  and  New  Jersey,  was  born  in  Ontario, 
Canada,  February  18,  1861.  His  insurance  experience  began  when 
he  was  eighteen  years  old,  with  the  Canada  Life  Insurance  Company. 
A  few  years  later  he  was  in  Wisconsin  as  the  State  agent  of  the  "Man- 
hattan Life,  and  in  1885,  being  then  but  twenty-four  years  old,  he 
joined  the  field  force  of  the  Michigan  Mutual  Life  as  its  State  agent 
for  Michigan.  In  the  autumn  of  1891  he  was  invited  to  Vermont  to 
take  the  management  of  the  Vermont  Life  Insurance  Company, 
which  had  just  been  resigned  by  Mr.  Hart.  He  was  elected  vice- 
president  and  manager,  his  services  beginning  December  i,  and  later 
became  president.  On  the  reinsurance  of  the  Vermont  Life  by  the 
Metropolitan  Life  Insurance  Company  in  March,  1900,  Mr.  Robin- 
son was  appointed  manager  for  the  States  of  New  York  and  New 
Jersey  for  the  Berkshire  Life  Insurance  Company. 
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ROCHESTER-GERMAN  INSURANCE  COMPANY,  Roches- 
ter, N.  Y.  Organized  1872;  capital,  $500,000.  Albrecht  Vogt. 
president;  H.  F.  Atwood,  vice-president;  Edward  E.  Paschall. 
secretary. 

ROSSIA  INSURANCE  COMPANY,  THE,  St.  Petersburg, 
Russia.     Carl  F.  Sturhahn,  United  States  manager,  New  York. 

ROSS,  ROBERT  F.,  insurance  journalist,  was  born  in  Poco- 
moke  City,  Maryland,  October  9,  1851.  He  received  a  public  school 
education,  and  at  the  age  of  fifteen  was  an  apprentice  in  a  printing 
office  in  his  native  city.  In  1868  he  removed  to  Baltimore  and  be- 
came connected  with  the  business  department  of  the  Gazette  of  that 
city,  and  entered  -insurance  journalism  in  1873,  becoming  connected 
with  The  Avalanche  of  Philadelphia.  Again  later  he  purchased 
the  Expositor,  which  was  discontinued  in  1875,  and  from  1878  to 
1883  he  was  associated  with  Mathew  Griffin  in  the  publication  of 
the  Insurance  Age,  and  Daily  Stockholder,  a  financial  paper.  Later 
he  associated  in  the  publication  of  a  journal  in  Boston  devoted 
to  electrical  matters,  and  known  as  Modern  Light  and  Heat,  and 
in  1905  established  the  Expositor,  at  Newark,  N.  J. 

ROTH,  HENRY,  secretary  of  the  Mutual  Life  Insurance  Com- 
pany of  Baltimore,  was  born  of  German  parentage  at  Baltimore, 
January  16,  1858.  He  received  his  education  at  parochial  schools 
and  Bryant,  Stratton  &  Sadler's  business  college  at  Baltimore, 
graduating  from  the  latter  in  1871.  He  entered  the  service  of  the 
Mutual  Life  as  a  collector  and  solicitor  in  1875,  and  was  afterward 
promoted  to  bookkeeper  in  the  office  of  the  company,  and  in  1886, 
at  the  early  age  of  twenty-eight,  was  elected  to  the  responsible  post 
of  secretary. 

ROWE,  JOHN  SCOFIELD,  secretary  of  the  liability  depart- 
ment of  the  iEtna  Life  Insurance  Company,  was  born  at  Grand 
Rapids,  Michigan,  November,  6,  1868.  He  was  educated  in  the 
public  schools  and  Little  Rock  University.  After  graduation  from 
the  Grand  Rapids  Business  College  he  entered  the  insurance  busi- 
ness. He  obtained  his  experience  in  liability  insurance  under  the 
late  George  Munroe  Endicott,  and  was  auditor  and  superintendent 
of  agencies  of  the  United  States  branch  of  the  Employers'  Liability 
Assurance  Corporation  from  i8qi  to  1902,  when  he  was  appointed 
assistant  secretary  of  the  liability  department  of  the  iEtna  Life, 
being  promoted  to  the  p6sition  of  secretary,  February  14,  1905. 
In  addition  to  the  above  position  Mr.  Rowe  was  elected  secretary 
of  the  i^tna  Accident  and  Liability  Company,  March  16,  1908. 

ROW,  SAMUEL  H.,  Michigan  State  agent  for  the  National 
Fire  Insurance  Company  of  Hartford.  [Sec  Death  Roll.] 

ROYAL  EXCHANGE  ASSURANCE  of  London.  Uberto  C. 
Crosby,  New  York  city,  resident  manager  for  the  United  States; 
Richard  D.  Harvey,  assistant  manager. 
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ROYAL  INSURANCE  COMPANY  of  Liverpool.  Edward 
F.  Beddall,  general  attorney  for  the  United  States;  J.  H.  Pearch, 
secretary;  Cecil  F.  Shallcross,  manager  for  the  New  York  depart- 
ment; Frederick  W.  Day,  assistant  manager;  Albert  R,  Hosford, 
assistant  manager;  Morton  S.  Lewis,  second  assistant  manager; 
Charles  R.  Pitcher,  local  secretary.  New  York  office,  84  William 
street. 

ROYAL  UNION  MUTUAL  LIFE  INSURANCE  COMPANY, 
Dcs  Moines,  la.  Chartered  1886.  Frank  D.  Jackson,  president; 
Sidney  A.  Foster,  secretary. 

RUBBER  MANUFACTURERS'  MUTUAL  FIRE  INSUR- 
ANCE COMPANY,  Boston,  Mass.  Organized  1885.  Arthur  H. 
Lowe,  president;  Benjamin  Taft,  secretary. 

RUSSELL,  JOHN  NEWTON,  JR.,  former  secretary  of  the 
Pacific  Mutual  Life  Insurance  Company,  was  born  at  Boonville, 
Mo.,  June  5,  1864.  He  received  a  high  school  and  business  college 
education,  and  began  his  business  career  in  life  insurance.  He 
engaged  in  both  office  and  field  work,  and  was  secretary  of  the 
Guardian  Life  Insurance  Company  of  Denver  for  six  years,  and 
on  the  reinsurance  of  that  company  he  became  assistant  superin- 
tendent of  agents  of  the  Conservative  Life  Insurance  Company  of 
Los  Angeles.  He  was  appointed  superintendent  of  agencies  of  the 
company  in  1905,  and  was  elected  secretary  in  1906  following  the 
amalgamation  of  the  Conservative  Life  with  the  Pacific  Mutual 
He  was  elected  a  director  of  the  company  in  1907,  and  resigned 
the  secretaryship  to  become  manager  of  the  Southern  California 
general  agency,  with  headquarters  at  the  home  office.  He  is  a 
member  of  various  Masonic  bodies,  and  a  Knight  Templar  and 
Shriner,  and  is  also  a  member  of  the  Society  of  the  Sons  of  the 
American  Revolution. 

RUSSIAN  REINSURANCE  COMPANY,  St.  Petersburg. 
Russia.    Paul  E.  Rasor,  United  States  manager.  New  York. 


s 


SACKETT,  ROBERT  EMORY,  vice-president  of  the  National 
Life  Insurance  G^mpany  of  the  United  States  of  America,  was 
born  at  Pittsford,  N.  Y.,  of  American  parentage,  November  ii,  1852. 
He  was  educated  in  a  country  school  and  the  preparatory  de- 
partment  of  Olivet  College.  For  a  time  he  was  a  farmer,  then 
went  to  Cedar  Rapids,  la.,  and  engaged  in  the  retail  grocery  busi- 
ness. Later  he  took  a  position  in  the  office  of  the  Blair  land  and 
railroad  interests  at  Cedar  Rapids,  la.,  where  he  remained  until 
1880,  when  he  became  assistant  cashier  of  the  W.  A.  McHenry 
Bank  at  Denison,  la.  After  two  years  he  resigned  this  position 
to  take  charge  of  the  land  grants  of  the  different  railroads  repre- 
sented by  the  Blair  interests,  with  headquarters  at  Sioux  City,  la. 
He  next  engaged  in  the  real  estate  and  insurance  business,  after 
which  he  was  elected  clerk  of  the  courts  at  Sioux  City,  la.,  which 
position  he  held  until  he  became  connected  with  the  Iowa  Life 
Insurance  Company  as  secretary  in  1894-  He  was  connected  with 
that  company  until  its  reinsurance  in  the  National  Life  Insurance 
Company  in  May,  1900,  when  he  became  secretary  of  the  National 
Life,  and  on  January  31,  1906,  was  elected  to  the  office  of  vice- 
president. 

SAFETY  FUND  LAW  OF  NEW  YORK  This  law,  which 
permits  the  accumulation  by  a  fire  insurance  company  of  New 
York,  from  its  net  profits,  of  a  fund,  one-half  of  which  may  be  de- 
posited with  the  insurance  department  to  be  held  for  the  protection 
of  the  unearned  premiums  of  the  company  and  to  serve  as  a  second 
capital  in  said  case  its  capital  and  assets  are  swept  away  by  a  great 
conflagration,  the  other  half  to  be  retained  by  the  company  for  the 
payment  of  losses,  was  enacted  by  the  State  Legislature  in  its  ses- 
sion of  1874  (passed  April  i6th)  on  the  suggestion  of  Insurance 
Superintendent  Chapman.  It  is  now  embodied  in  Sections  130,  131, 
and  132  of  Chapter  690  of  the  laws  of  1892  (the  revision).  The 
following  companies  have  funds  accumulated  under  the  provisions 
of  this  law: 


Companies. 


Buffalo  German, 

Continental,   

German-American 

Germania  Fire,  

Glens  Falls,  

Hom^ 

Niagara  Fire,    

United  States  Fire.  ... 

Westchester,    

Williamsburg  City  Fire, 


Deposited  with  the 

Guaranty    Surplus 

Insurance  Dept 

Fund. 

$200,000 

$200,000 

600,000 

600.000 

750,000 

750,000 

500,000 

500,000 

-     200,000 

200,000 

1.500,000 

1,500,000 

375.000 

375.000 

21,304 

a  1,304 

300,000 

300,000 

a8o,ooo 

a8o,ooo 
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Surplus  fund  laws  are  in  force  in  four  other  states,  the  pro- 
visions thereof  being  similar  to  those  of  the  law  of  New  York, 
which  was  the  first  to  enact  legislation  of  this  character.  The  states 
ind  their  laws  are: 

Minnesota,  Chapter  i8,  laws  of  1876,  re-enacted  by  Section  98  of 
the  general  law  of  1895,  and  Chapter  437,  laws  of  1909. 

Rhode  Island,  Sections  26  to  32,  inclusive,  of  Chapter  156  of  the 
Public  Laws. 

Wisconsin,  Sections  1909  to  1913,  inclusive,  of  the  Revised  Stat- 
utes. 

New  Jersey  in  1908  enacted  a  somewhat  similar  law. 

SAGE,  FRANK  L.,  assistant  secretary  of  the  Mutual  Benefit 
Life  Insurance  Company,  Newark,  N.  J.,  was  born  in  Lewiston, 
New  York,  July  13,  1867.  He  received  a  public  school  and  college 
education,  and  graduated  from  Mt.  Union  College  in  1890,  and  from 
the  law  school  of  the  University  of  Michigan  in  1901.  After  graduat- 
ing from  college  he  was  principal  of  a  high  school  in  Saginaw, 
Mich.,  for  several  years,  and  subsequently  practiced  law  at  Buffalo, 
N.  Y.  He  was  professor  of  law  at  the  University  of  Michigan  from 
1902  to  1907,  when  he  resigned  to  resume  the  practice  of  law,  but 
gave  up  that  purpose  to  accept  his  present  position  with  the  Mutual 
Benefit  Life. 

SAGE,  JOHN  DAVIS,  secretary  of  the  Union  Central  Life  In- 
surance Company,  Cincinnati,  is  a  native  of  Connecticut,  and  was 
born  in  Hartford,  September  14,  1877.  He  received  a  public  school 
and  college  education,  and  graduated  from  Brown  University  in 
1899.  He  entered  the  home  office  of  the  Union  Central  Life  as 
clerk  after  graduation,  and  was  elected  to  the  position  of  assistant 
secretary  in  1906  and  secretary  in  1907.  He  was  formerly  editor 
of  the  Union  Central  Advocate  and  other  company  publications. 

SALAMANDRA  INSURANCE  COMPANY  of  St  Petersburg, 
Russia.  Organized  1846.  Albert  Willcox  &  Co.,  United  States  man- 
agers. New  York  City. 

SALVAGE  CORPS.  [See  Fire  Patrols  and  Salvage  Corps  in 
the  United  States.] 

SAMSON,  FREDERICK,  secretary  of  the  Hartford  Fire  In- 
surance Company,  was  born  in  Glastonbury,  Conn.,  in  1847,  and 
received  a  common  school  education.  He  has  been  in  the  service  of 
the  Hartford  Fire  for  forty-four  years,  entering  its  services  as  clerk 
in  1866.  In  t88o  he  was  appointed  special  agent  in  Connecticut  and 
Rhode  Island,  and  eight  years  later  was  appointed  adjuster  with 
headquarters  at  the  home  office.  He  was  appointed  assistant  secre- 
tary in  1908,  and  appointed  to  his  present  position  in  1910.         • 

SANBORN,  MOORE,  was  born  at  Tamworth,  N.  H.,  April  15, 
i860.  He  received  a  common  and  high  school  education,  and  studied 
for  the  ministry,  which  he  entered  at  the  age  of  twenty,  holding 


San  pRANasco  Life  Underwriters'  Association.  573 

pastorates  in  the  south  and  west  until  1889,  when  ill  health  forced 
him  to  retire  from  the  ministry.  He  then  took  up  life  insurance, 
being  a  solicitor  for  the  New  York  Life  in  Georgia  and  Florida,  and 
later  agency  director  in  Nova  Scotia.  He  was  appointed  manager 
at  Detroit  for  the  Massachusetts  Benefit  Life  in  1893,  being  later 
called  to  the  home  office  as  assistant  superintendent  of  agents.  In 
1895  he  was  appointed  superintendent  of  agents  and  third  vice- 
president  of  the  American  Union  Life,  and  in  1900  was  elected  third 
vice-president  and  superintendent  of  agents  of  the  Security  Life  of 
Binghamton.  This  connection  he  resigned  in  1903  to  become  one 
of  the  vice-presidents  and  agency  manager  of  the  Security  Trust  and 
Life  Insurance  Company  of  Philadelphia,  and  was  the  editor  of 
this  company's  agency  paper,  The  Security  Socius.  Mr.  Sanborn  is 
a  life  member  of  the  American  Unitarian  Association  of  Boston. 
He  severed  his  connection  with  the  Security  Trust  and  Life  on 
May  I,  1905,  and  re-entered  the  ministry,  but  returned  to  life 
insurance  work  in  1906,  becoming  supreme  vice-counselor  of  the 
Home  Guards  of  America,  a  fraternal  beneficial  order  with  head- 
quarters at  Van  Wert,  Ohio.  He  is  one  of  the  editors  of  its 
official  publication,  the  Home  Guard  Monitor.  In  1909  Mr.  Sanborn 
was  elected  as  executive  head  of  the  Home  Watchmen  of  the  World, 
a  fraternal  order  located  in  Erie,  Pennsylvania. 

SANDERS,  GEORGE  WHITE,  actuary  of  the  Michigan  Mu- 
tual Life  Insurance  Company  of  Detroit,  was  born  in  Jefferson 
county,  Indiana,  December  7,  1845.  He  was  graduated  from  the 
Indiana  University  in  1869,  with  the  degree  of  A.B.,  and  three  years 
later  received  A.M.,  from  the  same  institution.  After  graduation, 
until  March,  1875,  Mr.  Sanders  was  engaged  in  civil  engineering 
in  the  south  and  west.  The  latter  year  he  entered  the  office  of 
the  Michigan  Mutual  at  Detroit,  and  in  January,  1891,  was  appointed 
its  actuary.  He  is  a  charter  member  of  the  Actuarial  Society  of 
America. 

SAN  FRANCISCO  LIFE  UNDERWRITERS'  ASSOCIA- 
TION was  organized  in  March,  1895,  "to  promote  the  general  in- 
terests of  life  insurance  throughout  the  State  of  California."  The 
officers  and  executive  committee  elected  at  the  first  meeting  were: 
Henry  K.  Field,  general  agent  of  the  New  England  Mutual  Life, 
president;  John  Landers,  manager  of  the  Manhattan  Life,  vice- 
president;  Clarence  M.  Smith,  general  agent  of  the  Northwestern 
Mutual  Life,  secretary;  Dr.  F.  A.  Archibald,  general  agent  of  the 
Union  Central  Life,  treasurer.  The  association  withdrew  from  the 
National  Association  and  was  inactive  for  a  number  of  years.  The 
association  was  reorganized  at  a  meeting  in  April,  1907,  and  at  the 
annual  meeting  in  January,  19TO,  officers  were  elected  as  follows: 
President,  William  J.  Bell ;  vice-president,  J.  F.  Johnson ;  secretary, 
S.  R.  Thompson;  treasurer,  D.  J.  Sidwell;  executive  committee,  W 
H.  Matson,  E.  W.  Armstrong  and  J.  Dwiggins. 
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SAN  FRANCISCO,  MANAGERS  OF  PACIFIC  COAST 
DEPARTMENTS  AT.  The  Pacific  coast  department  managers  of 
other  State  and  foreign  companies  at  San  Francisco  at  the  time  this 
volume  was  ready  for  the  press  were : 


AMBIICAll    FIBB    IN8UBANCB    COMPANIES. 


Companict, 


Managers. 


JEtnz, 

Agricultural,  N.  Y., 
Alliance,  Pa., 
American,  N.  J., 
American  CentrSt, 


E.  C.  Morrison. 

Edw.  Brown  &  Sons. 

Bailey  &  Johnston. 

Gordon  ft  Hoadley. 

Christcnsen 
ft  Goodwin. 
American    Druggists,  B.  C.  Ansley. 
Austin  Fire  Ins.  Co.,  J.   £.  Anderson. 
Boston,  Harry  J.   Knowles. 

CitisenSf  Palache  ft  Hewitt. 

Caledonian   American,T.   J.   Conroy. 
Camden   Fire,  Macdonald  ft  Miles. 

Com.  Union.  N.  Y.,  E.  T.  Niebling. 
Commonwealth,  J«  E.  Anderson. 

Continental,   N.    Y.,   Arthur  G.   Nason. 
Concordia,  Dickson  ft  Thieme. 

Connecticut  Fire,         Benj.   J.   Smith. 
Dixie   Fire,  Tames  E.  Cobb. 


Dubuque  F.  ft  M., 

Eastern  Fire, 

Empire  City, 

Equitable  F.  ft  M., 

Federal, 

Fidelity-Phenix, 

Firemens,  Newark, 

Fire  Associ'n,  Phila.,  Frank  M.  Avery. 


Clarence  Dc  Venrc. 
Chas.   H.   Ward. 
J.  F.  Magee. 
J.    F.    D.    Curtis. 
G.  L.  Rathbone. 
Arthur  J.  Nason. 
C.  H.  Ward. 


Franklin. 
German-Alliance, 
Ge  rman- American, 
GemiaT\,  Peoria, 
German  Union, 
German,  Pittsburg, 


C.  E.   Kinney. 
Geo.  H.  Tyson. 
Geo.   H.   Tyson. 

D.  Duncan. 
Dickson  ft  Thieme. 
Dickson    &   Thieme. 


Girard   Fire  ft  Marine, Ed.   E.   Potter. 
Glens  Falls,  Ed.  E.  Potter. 


Globe  ft  Rutgers, 
Hamilton    Fire^ 
Hanover,  N.  Y., 
Hartford  Fire, 
Home,  N.  Y., 
Home,  Salt  Lake, 


Companies. 


Managers. 


Ins.  Co,  of  N.  Am.,    Bailey  ft  Johnston. 
Ins.  Co.  State  of  Pa..Bertheau  Watson   Co. 
International   Fire,      J.  II.  Ankele. 
Jefferson,  Asso.  UnderwYs,  Inc 

Lumber,  H.  V.  Humphreys. 

Mechanics  ft  Traders,  McNear  ft  Wayman. 
Mercantile,   Mass.,       Christensen 

ft  Goodwin. 
MerchanU  Fire.,  N.Y.Asso.  Und'rwVs,  Inc 
Merchants,    Denver,    C.  D.  HalL 
Michigan   F.  ft  M.,    C.  A.  Henrv. 
Michigan  Commercial,  T.  J.  A.  Tiedeman. 

■':Nej 


Eaw.  Brown  ft  Sons 
Arthur  M.  Brown. 
Bertheau,  Watson  Ca 
Palache  ft  Hewitt 
H.   L.  Rofr. 
H.  R.  Mann. 


Parrii 


McNear  ft  Wayman 
W.  A.  Drennan.  ■ 
Magee. 

Magee. 
^arrish  ft  Thornton. 

Daniel  W.  Clark. 

James  Wyper. 

Russell  W.  Osborn 

Berthean   Watson&Ca 

G.  H.  Tyaon. 

T.  T.   D.  Curtis. 

W.  Irving. 

RoUa  V.   Watt. 

C.  C.  Kinney. 

J.  G.  Barnett. 
Seaboard  Fire  ft  Marine,     H.    W.    Colson. 
Security,  Ed.  E.  Potter. 

Shawnee,  Kan.,  H.  L.  A.  Bates. 

Sprinff  Garden,  David  Duncan. 

Sun.  New  Orleans,      Carl  A.  Henry  &  Co. 
Springfield  F.  &  M.,  Geo.   W.   Dornin. 
St  Paul  F.  ft  M.,        Christensen 

ft  Goodwin. 
Teutonia,   N.   O.,         H.  R.   Mann. 
Union,  Phila.,  Bertneau   Watson  Co. 

Westchester  Fire,         Macdonald  ft   Miles. 
Washington,  Ed.    Doerilcr. 


National,  Conn.. 
National  Union, 
New  Brunswick, 
North  River, 
Niagara.  N.  Y., 
Northwestern  Nat. 
Orient. 

Pennsylvania   Fire, 
People's  National, 
Phcenix,  Conn., 
Providence- Wash., 
Pelican, 
Queen,  N.  Y., 
Reliance, 
Rhode  Island, 


FOREIGN    FIRE   AND    MARINE    INSURANCE    COMPANIES. 


Aachen  and  Munich,  Conroy  ft  Grimm. 

Alliance  Assn.,  E.  T.  Niebling. 

Am.  ft  For'n  Marine,  Balfour,  Guthrie  ft  Co. 

Atlas,  London,  Frank  J.  Devlin. 

Australian  Alliance, 

Baloise,  Louis  Rosenthal. 

British  America,  J.  T.  Kenny, 

Brit  ft  For'n  Marine.Baffour  Guthrie  ft  Co. 

Caledonian,  T.  J.  Conroy. 

Canton,  Hong  Kong,   R.   B.   Hine. 

Commercial   Union.     E.  T.  Niebling. 

Fonciere  Transports,  H.  R.  Mann. 


New  Zealand,  Clinton  Foleer. 

N.    Brit  ft  Mercantile, W.   S.   Berdan. 


Northern, 
Ocean   Marine, 
Palatine, 

Pelican  Assurance, 
Phoenix,  London, 
Prussian    National, 
Reliance   Marine, 
Royal, 


F.  L.  Hunter. 

G.  A.  Newhall  ft  Co. 
E.  T.  Niebling. 

W.    Irving. 
W.    Irving. 
John  A.  Prinsen. 
Henry  Lund  ft  Co. 
Rolla  V.  Watt 


Scottish  Union  ft  Nat.,  H.    W.   Fores. 
Standard  Marine,      J.  D.  Sprecldes  Bro.  Co 


\ 


Sargeant,  Frank  W. 
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Companies. 


Managers. 


General  Marine,  Macondray  &  Co. 

Helvetia  General,         Louis    Rosenthal. 
Indem.   Mut.   Marine,E.  C.  Evans. 
Law  Union  &  Rock,  11.  H.  Smith. 
Liv.  &  Lon.  &  Globe,  Chas.  D.  Haven. 
Lon.  Assur.,  E.  Parrish  &  A.  W.  Thornton. 
London  &  Lancashire, Tames  Wyper. 
Mannheim,  J.  B.  Levison. 

Marine,  Ltd.,  Geo.  MacNear. 

Maritime,  J.    Livingston. 


Companies. 

State, 

Sun,  London, 

Svea, 

Switzerland  General, 

Thames  &  Mursey, 

Union   Assurance, 

Union  Marine, 

Western,  Toronto, 

Yangtse, 


Managers. 

H.    W.   Fores. 
C.  A.  Henry. 
Arthur   M.   Brown. 
Louis    Rosenthal. 
Louis   Rosenthal. 
A.   Dalton   Harrison. 
J.  B.  Levinson, 
T.  T.  Kenny. 
Balfour,  Guthrie  &  Co. 


LIFE    INSURANCE    COMPANIES. 


jfAnz  Life,  E.  H.  L.  Gregory. 

Bankers,  L.,  Des  Moines,     G.  F.  Wink. 
Columbian    National,  Bert   Goldsmith. 
Connecticut    Mutual,  A.  K.  P.  Harmon. 
Continental.  P.  A.  Bergerot. 

Equitable,  N.  Y.,        A.   M.  Shields. 


Fidelity^  Mutual, 
(ter  mania. 
Home  Life, 
Manhattan, 
Mass.  Mutual, 
Metropolitan, 
Mutual  Benefit, 
Mutual  Life, 
National,   Vt., 


James  S.  Osborne. 
T.   H.   Harris. 
Frank  Sperling. 
John  Landers. 
C.  M.  T.  Parker. 
George   B.    Scott. 

F.  E.  DeGroat 
W.  L.  Hathaway. 

G.  M.   Stolp. 


National,  U.  S.  of  A.,R.  L.  Underbill. 


New  England, 
New  York  Life. 
Northwestern  "Mutual, 

Northwestern  Nat'al, 

Penn.    Mutual, 

Phoenix  Mutual  Life, 

Pittsburg  L.  &  T., 

Prudential, 

Prov.  Life  &  Trust, 

Reliance    Life, 

SecuYity  Life, 

State, 

Travelers, 

Union  Central, 

Union  Mutual, 


Chas.  K.  Field. 
Jos.    Gray. 
Smith,  Thomas  & 
Thomas. 


¥ 


E.  H.  Hart, 
ean   C.    I)e  Kolty. 
£.   Coddington. 
Oscar  O.  Orr. 
Vail  &   Eldridge. 
(ieo.    Mann. 
Parsons   &   Atwood. 
Pac.  <ro'st  Under's  Co. 
A.  F.  Bridge. 
R.   L.   Stephenson. 
W.  C.  Leavitt. 


CASUALTY,    SURETY,    AND    LIABILITY    COMPANIES. 


/Etna  Life,  E.  H.  L.  Gregory. 

AltnA  Ace.  &  Liab.,     J.    R.    Malony. 
Aitn&  Indemnity.         Paul  M.  Nippert  Co. 
Atnerfcan  Live  Stod^F.  B.  Gonzales. 
American  Surety,         RoUand. 
American   Bonding,     Joy  Lichtenstein. 
American  Credit  Ind., 
Casualty  Co.  of  Am.,  P.  M.  Nippert. 
Conti*tal  Casualty  Co.,  J.  E.  Bctts. 
Emp.  State  Surety  Co.,  Y.  C.  Hayburn. 
Fmployers'   Liability,  Chas.  J.   Okell. 
Fecferal  Casualty,         James    S.    Moyles. 
Fidelity    Accident,        Chas.   A.    Bartlett. 
Fidelity  and  Casualty,Chas.    J.    Bosworth. 
Fidelity  and  Deposit,  James  S.   Moyles. 
Frankiort  Ac.  &  P.  G., David  Duncan. 
Hartf'd  Steam  Boiler,  H.   R.  Mann  &  Co. 
Ind.  &  Ohio  Live  Stock W.  J.  Cleverdon. 
Lloyds  Plate  Glass,    Christen  sen  ^ 

&  Goodwin. 
London  Guarantee,     E.   C.   Landis. 


Maryland,  H.  W.  Wheatley 

Metropolitan  Casualty.    H.  R.  Mann  &  Co. 
Mass.    Bonding,  E.  J.  Tobin  &  Co. 

National  Casualty,       S.   E.  Iloge. 
National   Surety,  F.   S.   Gilbert. 

N.  Jersey  Plate  Glass,Chas.  J.   Stood. 
New  York  Plate  Glas8,C.    B.    Sloan. 
New  Anftterdam,  Ashley    R.    Faull. 

North   American,         J.  1..  Dunscomb. 
Penns'lv'nia  Casualty.A.  G.  Nason. 
Philadelphia  Casualty.P.  M.  Nippert  Co. 
Preferred    Accident.    J.    C.    Karrell. 
Standard,  Clarence  F.   Briggs. 

Title  Guar.  &  Surety, Alfred  C.   Shaife. 
Travelers,  A.    P.    Bridge. 

U.  S.  Casualty,  F.   W.    Birlem. 

U.  S.  Fidelity  &  Gu., Borland  &  Johns. 
U.  S.  Health  &  Acc.,Tame$  C   Hayburn. 
United   Surety,  I>.    Duncan. 

Union  Health  &  Acc.,J.  C.  Hayburn. 


SAN  FRANCISCO  UNDERWRITERS'  FIRE  INSURANCE 
PATROL.     [See  Underwriters*  Fire  Patrol  of  San  Francisco.] 

SARGEANT,  FRANK  W.,  president  of  the  New  Hampshire 
Fire  Insurance  Company,  was  born  at  Candia,  N.  H.,  March  7, 
i860.  He  obtained  his  education  in  the  schools  of  that  village  and 
at  Phillips  Exeter  Academy.  In  1882  he  entered  the  mercantile 
imsiness   in   Boston,  where   he   remained   a   short   time.      He   then 
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spent  a  brief  time  in  the  office  of  the  master  mechanic  of  the  New 
York  and  New  England  Railroad.  On  October  25,  1882,  he  en- 
tered the  employ  of  the  New  Hampshire  Fire  Insurance  Company, 
beginning  as  office  l)oy  and  working  his  way  through  all  the  depart- 
ments to  his  present  position  to  which  he  was  elected  in  1905. 

SARGFANT,  WILLIAM  HRXRY,  vice-president  of  the  Mas- 
sachusetts Mutual  Life  Insurance  Company,  was  bom  in  Springfield, 
Mass.,  October  5,  1868.  He  received  a  public  school  education,  and 
began  his  business  career  in  the  office  of  the  Massachusetts  Mutual 
Life,  serving  in  various  capacities  in  the  different  departments 
He  was  appointed  inspector  of  agencies  in  1900,  was  elected  as- 
sistant secretary  in  1903,  secretary  in  January,  1905,  second  vice- 
president  in  October,  1908  and  vice-president  in  January,  1909. 

SCHEDULE  RATING.     [See  Universal  Mercantile  Schedule.] 

SCHERMERHORN,  WINFIELD  SCOTT,  insurance  jour- 
nalist,  was  born  at  Burlington,  N.  J.,  March  11,  1S63.  He  was  grad- 
uated  from  the  Boys*  High  School,  Burlington,  N.  J.,  Farnum  State 
School,  Beverly,  N.  J.,  and  from  Pierce  Business  College,  Phila- 
delphia. After  graduating  he  was  an  accountant  for  ten  years.  In 
January,  1893,  he  purchased  the  Daily  Telegram,  of  Camden,  N.  J., 
conducting  it  with  success,  and  subsequently  he  became  the  ad- 
vertising manager  of  the  Insurance  News,  leaving  the  News  to 
accept  a  position  with  a  shoe  and  leather  magazine  in  -  its  adver- 
tising department,  where  he  remained  until  December,  1898,  when 
he  again  returned  to  the  Insurance  News  to  become  its  editor  and 
manager.  On  October  31,  1901,  he  purchased  the  Insurance  News, 
thereby  becoming  its  publisher  as  well  as  its  editor. 

SCHUMANN,  HUGO,  president  of  the  Germania  Fire  Insur- 
ance Company  of  New  York,  is  a  native  of  Germany,  where  he  was 
born  in  1842.  After  three  years*  business  experience  in  Germany, 
from  1857  to  i860,  he  came  to  the  United  States.  On  the  breaking 
out  of  the  wax  in  1861  he  enlisted  in  the  army,  and  served  until  he 
was  wounded,  when  he  received  an  honorable  discharge.  His  con- 
nection with  the  Germania  Fire  Insurance  Company  dates  from 
1863.  Four  years  after  he  entered  the  service  he  was  elected  secre- 
tary of  the  company.  In  1886  he  was  made  vice-president,  and  on 
the  death  of  Mr.  Garrigue,  in  1891,  he  succeeded  to  the  presidency. 

SCOTT,  GEORGE  BENJAMIN,  assistant  secretary  and  Pacific 
coast  manager  of  the  Metropolitan  Life  Insurance  Company,  at  San 
Francisco,  was  born  in  Ireland,  October  19,  1864,  and  was  educated 
in  the  national  schools  of  Ireland  and  under  private  tutors.  He 
entered  the  service  of  the  Metropolitan  Life  in  May,  1883,  as  junior 
clerk,  and  was  advanced  from  one  position  to  another  in  the  home 
office,  and  was  appointed  superintendent  of  agencies  in  1900.  He 
was  appointed  to  his  present  position  in  January,  1910. 
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SCOTTISH  UNION  AND  NATIONAL  INSURANCE  COM- 
PANY, Edinburgh,  Scotland,  was  chartered  in  1824.  J.  A.  Cook 
is  its  manager  at  the  Edinburgh  office,  and  J.  K.  Macdonald  secre- 
tary. It  commenced  business  in  1880  in  the  United  States,  with 
headquarters  in  Hartford,  and  does  here  a  fire  insurance  business 
exclusively.  In  Grea^  Britain  it  also  insures  lives  and  grants  an- 
nuities. The  United  States  trustees  are  Messrs.  Morgan  G.  Butke- 
ley,  Meigs  H.  Whaples,  and  Morgan  B.  Brainard,  Hartford.  The 
American  representatives  of  the  company  are:  James  H.  Brewster, 
manager,  Henry  J.  Houge,  and  B.  M.  Culver  agency  superintendents. 

SCOVEL,  CHARLES  WOODRUFF,  former  president  of  the 
National  Association  of  Life  Underwriters,  was  born  at  Springfield, 
O.,  August  16,  1862.  and  has  been  a  resident  of  Pittsburgh,  Pa.,  since 
1865.  He  is  a  graduate  of  the  University  of  Pittsburgh  (A.  B.,  1883 ; 
A.  M.,  1886),  studied  law  at  Columbia  University  and  the  Univer- 
sity of  Berlin,  Germany,  and  practiced  law  from  1886  to  1897.  ^ie 
entered  the  life  insurance  field  in  the  latter  year,  as  manager  for 
western  Pennsylvania  of  the  Provident  Savings  Life,  which  post  he 
retained  ;mtil  after  the  company  had  witlidrawn  from  the  state,  in 
Etecember,  1907.  After  a  year  each  of  special  work  for  the  Pitts- 
burgh Ufe  &  Trust  and  the  Penn  Mutual  Life,  he  became  in  June, 
19 10,  a  partner  in  the  old-established  Pittsburgh  agency  of  the  Con- 
necticut Mutual  Life,  the  firm  being  Hemingway  &  Scovel.  Mr. 
Scovel  was  president  of  the  Pittsburgh  Life  Underwriters*  Associa- 
tion from  1901  to  1903,  and  was  president  of  the  National  Associa- 
tion iOT  1905-6,  during  which  the  association  received  recognition 
from  President  Roosevelt  and  other  public  authorities,  founded  the 
official  organ,  Life  Association  News,  and  extended  the  movement 
into  Canada.  He  has  served  as  secretary  of  the  Allegheny  County 
Bar  Association,  president  of  the  General  Alumni  Association,  and 
secretary  of  the  board  of  trustees  of  the  University  of  Pittsburgh, 
and  secretary  of  the  Art  Society  and  of  the  Pittsburgh  Orchestra, 
lie  is  a  member  of  the  Pittsburgh  Board  of  Trade  and  the  Univer- 
sity Club. 

SCRANTON  LIFE  INSURANCE  COMPANY,  Scranton, 
Pa.  Organized,  1907;  capital,  $300,000.  James  S.  McAnulty,  presi- 
dent; William  E.  Napier,  assistant  secretary  and  actuary. 

SEABOARD  FIRE  AND  MARINE  INSURANCE  COM- 
PANY,  Galveston,  Texas.  Organized  1905;  capital,  $250,000.  B 
Adoue,  president;  J.  H.  Langbehn,  secretary. 

SEA  INSURANCE  COMPANY,  Limited,  Uverpool,  England 
Chubb  &  Son,  New  York,  general  agents  for  the  United  States. 

SECURITY  FIRE  INSURANCE  COMPANY.  Cincinnati.  O 
Organized  1881;  capital,  $150,000.  F.  A.  Rothier,  president;  A 
Benus,  secretary. 
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SECURITY  FIRE  INSURANCE  COMPANY.  Davenport,  la. 
Organized  1883;  capital,  $100,000.  S.  F.  Oilman,  president;  M.  C 
Hinsch,  secretary. 

SECURITY  INSURANCE  COMPANY,  New  Haven,  Conn 
Organized  184 1 ;  capital,  $500,000.  John  W.  Ailing,  president; 
Victor  Roth,  secretary. 

SECURITY  LIFE  INSURANCE  COMPANY  OF  AMERICA, 
Chicago,  111.  Organized  1902;  cash  capital,  $soo,ooa  W.  O.  John- 
son, president;  C.  A.  Goodale,  secretary. 

SECURITY  LIFE  AND  ANNUITY  COMPANY  of  Greens- 
boro, N.  C  Organized  1901.  J.  Van  Lindley,  president;  Geo.  A. 
Grimsley,  secretary. 

SECURITY  MUTUAL  LIFE  INSURANCE  COMPANY, 
Binghamton,  N.  Y.  Organized  1886.  Fredric  W.  Jenkins,  presi- 
dent; W.  G.  Phelps,  G.  W.  Dunn  and  Albert  B.  Howe,  vice-presi- 
dents; C.  H.  Jackson,  superintendent  of  agencies.  Assets,  $5444,- 
046.97;  surplus,  $583,850.83;  insurance  in  force  December. 31,  1909, 
$47,521,015.00. 

SECURITY  MUTUAL  LIFE  INSURANCE  COMPANY, 
Lincoln,  Neb.    Organized  1895.    W.  A.  Lindly,  president;  M.  Weil, 

secretary. 

SEWARD,  GEORGE  F.,  president  of  the  Fidelity  and  Casualty 
Company  of  New  York,  was  born  at  Florida,  N.  Y.,  NoveAber  8, 
1840.  He  was  educated  at  the  S.  S.  Seward  Institute  at  Florida 
and  at  Union  College,  Schenectady.  He  was  appointed  United 
States  consul  at  Shanghai,  China,  in  1861,  and  in  1863  he  was  made 
consul-general  in  China,  with  a  general  charge  of  all  consulates  in 
that  empire.  In  1867  he  was  sent  to  Siam  as  a  special  representa- 
tive of  the  United  States  to  arrange  certain  questions  then  pending 
between  the  two  governments.  In  1869  he  was  appointed  United 
States  minister  to  Corea,  that  being  the  iirst  diplomatic  appointment 
of  the  government  to  Corea.  In  1876  he  was  appointed  minister 
of  the  United  States  to  China,  and  served  in  that  capacity  until  the 
close  of  1880,  when  he  was  superseded  because  his  views  were  at 
variance  with  those  of  the  government  on  the  question  of  Chinese 
immigration.  In  1881  he  published  a  work  entitled  "Chinese  Im 
migration  in  Its  Social  and  Economic  Aspects."  In  1887  Mr. 
Seward  was  elected  vice-president  of  the  Fidelity  and  Casua]t> 
Company,  and  on  the  death  of  Mr.  Richards,  the  president,  in  18^, 
he  was  elected  president.  He  has  contributed  various  articles  to 
the  reviews  and  other  publications  on  the  affairs  of  Eastern  Asia 
and  other  economical  questions.  He  is  chairman  of  the  committee 
on  taxation  of  the  New  York  Chamber  of  Commerce,  one  of  the 
vice-presidents  of  the  Chamber,  an  LL.D.  of  Union  College,  and 
has  received  decorations  from  France  and  Denmark  for  services 
in  the  East 
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SEXTON,  WILLIAM,  Pacific  coast  fire  underwriter,  is  a  native 
of  Nova  Scotia,  and  was  bom  October  24,  1832.  He  had  a  common 
school  education,  went  to  sea  as  a  sailor,  and  arriving  in  California 
many  years  ago  became  a  miner.  In  1868  he  was  in  possession  of  a 
local  insurance  agency  in  San  Jose,  Cal.,  and  was  representing 
the  yEtna  and  Phoenix  of  Hartford.  He  was  eight  years  a  special 
agent  on  the  coast  for  the  Fireman's  Fund,  ten  years  assistant  man- 
ager in  the  Pacific  department  of  the  Lion  Fire,  and  in  i8gi  suc- 
ceeded to  the  general  management  of  that  company,  as  well  as  of 
the  Imperial  for  the  Pacific  States,  In  June,  i^,  Mr.  Sexton 
resigned  and  entered  the  service  of  the  Fireman's  Fund  of  Sati 
Francisco  as  general  adjuster.  Mr.  Sexton  has  found  time  before 
his  insurance  career  to  serve  the  people  as  a  public  functionary,  and 
has  been  justice  of  the  peace,  sheriff,  and  chief  of  police,  as  well  as 
a  representative  in  the  California  legislature. 

SHALLCROSS,  CECIL  F.,  manager  at  New  York  of  the  Roya) 
Insurance  Company,  Limited,  was  born  in  the  county  of  Cheshire* 
England^  November  28,  1872.  He  received  an  English  school  educa- 
tion. After  spending  six  months  in  a  merchant's  office  in  Liverpool,  he 
became  connected  with  the  Liverpool  branch  of  the  Commercial 
Union  Assurance  Company  of  London,  in  February,  1891,  in  which 
office  he  remained  until  he  entered  the  service  of  the  Royal  at  the 
head  office  of  the  company  in  March,  1893.  In  October,  1896,  he 
went  out  to  the  Royal's  office  in  Calcutta,  India,  and  in  January, 
T900,  came  to  New  York,  where  he  was  appointed  manager  on  May 
T,  1900. 

SHAWNEE  FIRE  INSURANCE  COMPANY,  Topeka,  Kan. 
Organized  1882;  capital,  $200,000.  Joab  Muloane,  president;  James 
W.  Going,  vice-president  and  manager;  H.  S.  Morgan,  secretary. 

SHELDON,  CHARLES  E.,  vice-president  and  manager  of  the 
western  department  of  the  American  Insurance  Company  of  Newark, 
Rockford,  III.,  has  spent  his  entire  business  life  in  fire  insurance. 
He  was  born  in  Rockford,  III.,  of  American  parentage,  July  29,  1857, 
and  was  educated  in  the  public  schools  of  that  city.  He  began  his 
insurance  career  as  a  local  agent  in  1872,  and  in  i^  became  special 
agent  for  the  National  Fire  Insurance  Company  of  Hartford.  He 
was  secretary  of  the  Rockford  Insurance  Company  from  1882  to 
1899,  and  in  the  latter  year  was  appointed  to  his  present  position. 
He  is  a  director  of  the  Third  National  Bank  of  Rockford  and  a 
trustee  of  the  Rockford  Hospital  Association. 

SHEPLEY,  GEORGE  L.,  fire  insurance  agent,  president  of 
Starkweather  &  Shepley,  Inc.,  of  Rhode  Island;  president  of  Stark- 
weather &  Shepley,  of  New  York,  and  surviving  member  of  Stark> 
weather  &  Shepley,  was  born  at  Dover,  N.  H.,  October  11,  1854. 
He  was  educated  in  the  common  schools  of  Providence,  and  entered 
the  insurance  business  at  the  age  of  seventeen  as  a  broker  and  mem- 
b<;r  of  the  firm  of  Shepley  &  Eddy,  which  became  in  1879  Stark- 
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weather  &  Sheplcy;  in  1887  Mr.  Starkweather  died.  In  s6sK>  an 
office  was  opened  in  New  York  city,  and  in  December,  1904,  one  in 
Boston,  Mass.,  and  last  year  in  Qiicago,  111.  In  1905,  the  Rhode 
Island  business  was  incorporated  under  a  special  charter  under  the 
name  of  Starkweather  &  Shepley,  Inc.,  and  the  business  of  the  New 
York  office  w&5  incorporated  under  the  New  York  law  under  the 
name  of  Starkweather  &  Shepley.  They  represent  in  Providence, 
R.  L,  the  Liverpool  &  Loudon  i  Globe,  .£tna,  Hartford*  Scottish 
Union  &  National,  and  many  other  offices,  and  they  have  been  gen- 
eral agents  for  the  Hamburg- Bremen  since  1875.  Mr.  Shc|>ley  is 
president,  and  Starkweather  &  Shepley  are  general  agents  of  the 
Rhode  Island  Insurance  Qhnpany,  which  was  organized  in  Janu- 
ary, 1907.  The  Boston  office  holds  the  general  agency  for  New 
England  of  the  Michigan  Q>mmercial  They  have  extensive  con- 
nections in  London  and  Paris,  and  represent  directly  as  sole  attor- 
neys for  the  United  States  and  Canada,  many  foreign  offices  for 
surplus  lines.  Mr.  Shepley  was  a  member  of  the  mAitary  staff  of 
<jovenior  Dyer  from  which  position  he  acquired  the  rank  of  colonel. 
He  ifi  a  prominent  Mason,  has  received  the  33d  degree,  is  mnch 
interested  in  outdoor  sports,  being  a  member  of  numerous  yacht, 
sporting,  political,  and  social  clubs  in  Rhode  Island,  New  York, 
Massachusetts,  and  Europe.  In  1902  G)k>nel  Shepley  served  as 
lieutenant-governor  of  the  State  of  Rhode  Island,  and  is  now 
president  of  the  Insurance  Association  of  Providence. 

SINGLETON,  JOl^ETT  P.,  assistant  manager  western  depart- 
ment of  the  Niagara  Fire  Insurance  G)mpany,  Chicago,  is  a  native 
of  Kentucky  and  was  born  in  Flemingsburg,  March  14,  i860.  He 
received  a  private  school  education,  and  his  early  vocation  was  as 
a  circuit  court  clerk,  and  later  he  became  a  practising  attorney.  He 
entered  the  fire  insurance  business  in  1883  in  the  service  of  the 
Union  Insurance  Company  of  Philadelphia,  and  three  years  later 
entered  the  service  of  the  Niagara  Fire.  He  was  appointed  to  his 
present  position  in  1909. 

SKANDIA  INSURANCE  COMPANY  of  Stockholm,  Sweden. 
was  organized  in  1855,  and  entered  the  United  States  for  reinsurance 
business  in  May,  1900,  making  a  deposit  with  the  New  York  and 
Ohio  departments.  Cecil  F.  Shallcross,  manager  and  attorney  in 
the  United  States.    New  York  office,  84  William  street. 

SKILTON,  DeWITT  C,  president  of  The  Pheenix  Insurance 
Company  of  Hartford,  was  bom  at  Plymouth,  Conn.,  January  11 
1839.  In  1855  he  removed  to  Hartford  and  became  a  bookkeeper  ic 
a  mercantile  establishment.  In  October,  1861,  he  entered  the  insur- 
ance business  as  a  clerk  of  the  Hartford  Fire  Insurance  Company. 
In  1862  he  went  to  the  war  as  a  lieutenant  in  the  Twenty-second 
Regiment  of  Connecticut  Volunteers.  He  returned  the  following 
year  and  resumed  his  desk  in  the  office  of  the  Hartford.  In  Decem- 
ber, 1867,  he  was  elected  secretary  of  The  Phcenix  Insurance  Com- 
pany; in  Auguat,   r888,  vice-president,  and  on  the  death  of  Mr. 
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Ketkyg^g,  hi  February,  1891,  succeeded  Wm  as  president.  Mr.  Skilton 
was  secretary  of  the  National  Board  from  1881  to  1883,  vice-presi- 
dent from  1884  to  1890,  and  was  elected  president  in  May,  1891, 
and  was  re-elected  in  1892  and  1893,  declining  a  re-election  in  1894. 
He  was  a  member  of  the  committee  which  prepared  the  New  York 
standard  policy. 

SLOAN,  EDGAR  J.,  assistant  secretary  yEtna  Insurance  Com- 
pany, Hartford,  was  born  in  Hartford,  November  4,  1870,  and  was 
edticated  in  the  public  schools  of  hts  native  city.  After  leaving 
ndiool  he  started  to  learn  the  machinest's  trade,  and  entered  the  fire 
insurance  business  in  the  local  agency  of  the  Phoenix  Fire  Insur- 
ance company,  and  four  years  later  became  examiner  for  the  com- 
pany. He  was  state  agent  for  the  Home  of  New  York,  having 
charge  of  Connecticut  and  Rhode  Island,  later  becoming  special 
agent  for  the  i^tna  in  charge  of  the  western  New  England  field. 
He  was  later  called  to  the  home  office  of  the  iCtna  as  general  agent, 
and  was  elected  to  his  present  position  in  May,  1907. 

SLOCUM,  CHARLES  M.,  former  assistant  manager  of  the 
United  States  branch  of  the  Aachen  and  Munich  Fire  Insurance 
Company,  was  bom  in  Philadelphia  in  1858,  and  in  1877  entered  the 
office  of  Louis  Wagner,  a  local  agent  of  that  city.  In  1882  he  was 
bookkeeper  in  the  United  Firemen's  Insurance  Company,  and  in  1883 
a  special  agent  of  that  company.  In  1888  he  was  the  New  England 
special  agent  of  the  Providence- Washington  Insurance  Company, 
in  1890  the  New  England  special  agent  of  the  Phoenix  of  London, 
in  1897  assistant  manager  of  the  eastern  department  of  the  Aachen 
and  Munich,  and  in  1902  the  assistant  manager  of  the  United 
States  branch  of  that  company.  He  resigned  the  assistant  manager- 
ship of  the  Aachen  and  Munich  in  1903,  and  is  at  present  an  adjuster 
«nd  special  agent,  with  headquarters  in  New  York. 

SMITH,  ARTHUR  L.  J.,  insurance  journalist  and  publisher,  is  a 
native  of  Charleston,  S.  C,  where  he  was  bom  May  31,  i860.  He  is 
the  grandson  of  William  Loughton  Smith,  representative  from  South 
Carolina  in  the  first  five  Congresses  of  the  United  States,  and  son 
of  William  Wragg  Smith,  a  distinguished  botanist  and  entomolo- 
gist. He  received  his  high  school  education  at  Astoria.  N.  Y.,  and 
after  service  as  court  reporter  on  the  New  York  daily  papers, 
entered  the  office  of  the  Spectator  in  September,  1877,  when  seven- 
teen years  old.  For  nine  years  following  he  had  charge  of  the 
statistical  work  of  that  journal,  being  sub-editor  the  latter  part  of 
that  period.  In  t888  Mr.  Smith  became  one  of  the  proprietors  of  the 
Spectator  and  its  business  manager  and  associate  editor;  in  tqto 
president  of  The  Spectator  Company.  Tie  is  a  memher  of  the  Riding 
and  Driving  Chih,  Montaiik  Club,  and  Crescent  Athletic  Club  of 
Brooklyn,  and  the  Underwriters*  Club  of  New  York  City. 

SMITH,  BENJAMIN  J.,  manager  of  the  Pacific  coast  depart- 
ment of  the  Connectiait  Fire  Insurance  Company,  San  Francisco. 
Cal.,  entered  the  fire  insurance  business  when  a  young  man,  and 
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started  as  a  clerk  in  the  office  of  the  Connecticut  Fire*  in  San  Tran- 
cisco.  He  is  descended  from  Puritan  stock  and  was  bom  in  New 
Marlborough,  Mass.,  March  17,  i860,  and  was  educated  in  the  South 
Berkshire  Institute. 

SMITH,  CHARLES  J.,  insurance  journalist,  was  bom  at 
Brighton,  England,  in  1841,  and  came  to  the  United  States  in  1865. 
He  was  educated  at  a  private  school  at  Bromiilton,  and'  began  his 
business  life  as  a  shorthand  reporter  Upon  the  Brighton  Pulpit 
After  coming  to  this  country  he  was  first  employed  as  a  proofreader 
on  the  New  York  Sun,  and  subsequently  for  three  years  was  city 
editor  of  that  paper.  In  1869  he  started  the  New  York  daily  Star, 
and  was  its  managing  editor  until  1876.  After  a  year  upon  the  New 
York  Express  as  city  editor,  he  established  in  1877  the  Insurance 
Record,  of  which  he  continues  to  be  the  proprietor.  Mr.  Smith  en- 
tered the  service  of  the  Mutual  Life  of  New  York  as  one  of  the 
official  staff  at  the  home  office  in  1885,  and  resigned  in  i<)05.  He 
is  at  present  editor  of  the  Vigilant. 

SMITH.  HARRY  ALEXANDER,  vice-president  and  a  director 
of  the  National  Fire  Insurance  Company  of  Hartford,  was  born  in 
Massachusetts  May  24,  18^^.  He  prepared  for  college  at  Williston 
Seminary,  Irlasthampton,  Mass.,  and  Cayuga  Lake  Military  Academy, 
Aurora,  N.  Y.,  and  was  graduated  from  Amherst  College  with  the 
class  of  1890.  For  a  short  time  he  was  local  agent  in  Rochester, 
N.  Y.,  then  special  agent  in  New  York  State  for  the  National  Fire 
of  Hartford,  later  State  agent,  and  in  January,  190a,  was  elected 
assistant  secretary  of  the  company.  Mr.  Smith  at  the  time  of  hi« 
election  to  an  official  position  with  the  National  was  first  vice 
president  of  the  Underwriters*  Association  of  New  York  State,  an 
organization  in  which  he  had  held  important  official  position  for 
several  years.  In  January,  1907,  Mr.  Smith  was  elected  vice-presi- 
'lent.  He  is  also  vice-president  and  a  director  of  the  Mechanics  & 
Traders  Insurance  Company  of  New  Orleans,  La.,  of  the  Franklin 
Insurance  Company  of  Wheeling,  W.  Va.,  and  secretary  of  the 
Colonial  Securities  Company  of  Hartford,  Conn. 

SMITH,  THOMAS  H.,  fire  insurance  adjuster,  Chicago,  111., 
is  a  native  of  the  State  of  Maine,  and  was  born  December  12,  1847. 
After  an  academic  and  high  school  education  he  entered  business 
in  a  private  banking  office  in  Bangor,  Me.,  with  which  was  asso- 
ciated a  large  local  insurance  agency.  In  1873  ^^  went*  west  for  the 
North  British  and  Mercantile  Insurance  Company,  and  was  with 
that  company  for  more  than  twenty  years,  first  at  Kansas  City,  Mo., 
later  at  Cincinnati,  Ohio,  and  from  1875  till  December  31,  1894,  at 
Chicago,  during  the  last  five  years  of  the  time  giving  his  attention 
to  its  losses.  Mr.  Smith  was  president  of  the  Illinois  State  Board 
and  has  been  closely  identified  for  many  years  with  the  Fire  Under- 
writers' Association  of  the  Northwest,  serving  a  term  as  vice-presi- 
dent and  for  many  years  on  the  executive  committee.  He  has  al.so 
been  vice-president  and  is  still  a  director  of  the  Society  of  the  Sons 
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of  Maine  in  Illinois.  Since  leaving  the  service  of  the  North  British 
and  Mercantile  he  has  been  engaged  in  independent  adjusting  in 
Chicago  and  the  west. 

SMITH,  WILLIAM  SIMEON,  actuary  of  the  John  Hancock 
Mutual  Life  Insurance  Company  of  Boston.    [See  Death  Roll.] 

SNOW,  ELBRIDGE  G.,  presidjsnt  of  the  Home  Insurance  Com- 
pany of  New  York,  was  bom  at  Barkhamsted,  Conn.,  January  22, 
1841.  He  was  educated  at  Fort  Edward  Institute,  New  York,  and 
studied  law  in  Waterbuiy,  Conn.,  but  gave. up  a  prospective  career 
at  the  bar  to  enter  the  insurance  business  as  a  clerk  in  an  agency 
office  in  that  place.  In  1862  he  joined  the  office  force  of  the  Home 
m  the  city  of  New  York,  and  was  some  years  afterward  made  state 
agent  of  the  company  for  Massachusetts,  with  headquarters  in  Bos- 
ton. Here  he  also  organized  the  firm  of  Hollis  &  Snow,-  local 
agents.  In  1885  Mr.  Snow  was  recalled  to  New  York  as  assistant 
secretary,  and  in  1888  he  was  elected  to  the  vice-presidency  of  the 
company,  and  in  ip04  president,  succeeding  John  H.  Washburn, 
tesigned. 

SOMMERS,  HENRY  CANTINE,  formerly  editor  of  the  In- 
surance Record,  was  born  in  New  York  City  November  22,  1861. 
He  was  graduated  from  Cornell  University  in  1881  and  from  Co- 
Itunbia  Law  School  in  1883.  He  was  admitted  to  the  bar  in  1883, 
and  practiced  law  in  New  York  five  years.  He  entered  the  field  of 
daily  journalism  in  1889,  and  in  1894  was  one  of  the  founders  of 
Insurance  Opinion,  but  in  1898  sold  his  interest  in  that  paper,  and 
in  December,  1899,  assumed  the  editorship  of  the  Insurance  Record, 
but  resigned  the  position  early  in  1908,  to  engage  in  other  business. 
He  was  elected  secretary  of  the  Burglary  Insurance  Underwriters' 
Association  in  1909,  but  resigned  in  1910. 

SOUTH  ATLANTIC  LIFE  INSURANCE  COMPANY, 
Richmond,  Va.  Organized  in  February,  1900.  Capital,  $200,000. 
Edmund  Strudwick,  president;  Chas.  G.  Taylor,  Jr.,  secretary  and 
actuary. 

SOUTH  CAROLINA  ASSOCIATION  OF  LOCAL  FIRE  IN- 
SURANCE AGENTS  was  organized  at  Columbia,  June  21,  1899. 
The  following  officers  were  elected:  John  B.  Reeves,  Charleston, 
president;  Allen  Jones,  Columbia,  vice-president;  A.  H.  Walker, 
Columbia,  secretary.  At  the  annual  meeting  at  Columbia  in  July, 
1910,  the  fdllowing  officers  were  elected :  President,  Q,  Frank  John- 
son, Anderson;  vice-president,  C.  L.  Schofield;  secretary  and  treas- 
urer, Sam  M.  Grist,  of  Yorkville;  executive  committee,  D.  A.  Spivey, 
C.  C.  Edwards,  Perry  Moses,  Jr.,  J.  H.  Fraser,  C.  B.  Simmons, 
John  B.  Reeves,  James  Cofield. 

SOUTH  CAROLINA,  SUPERVISION  OF  INSURANCE  IN, 
1876-1910.  In  South  Carolina  the  comptroller-general  was  charged 
with  limited  duties  of  insurance  supervision  up  to  1908.  Since  the 
insurance  law  was  passed  in  1876  the  comptrollers-general  have  been 
Johnson  Hagood,  John  Bratton,  W.  E.  Stoney,  John  S.  Vemer, 
W.  H.  Ellerbe,  James  Norton,  L.  P.  Epton,  D.  P.  Derham,  and  A. 
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W.  Jones.  Tb«  legisfattire  of  1968  estabfisfied  a  separate  insurance 
4e|>artnient,  with  the  oflkial  in  charge  designated  as  insurance 
commissioner.  The  term  of  office  is  two  years.  F.  H.  McMaster 
was  appointed  commissioner  under  the  act. 

SOUTH  DAKOTA,  SUPERVISION  OF  INSURANCE  IN, 
188^x910.  After  the  State  was  organized  the  State  auditor  was 
charged  with  the  duties  of  insurance  supervision,  his  terni  being  two 
years,  and  his  election  by  the  people.  L.  C.  Taylor  was  the  first 
official,  from  November  2,  1889,  and  was  succeeded  in  1893  by  J.  E 
Hippie,  and  he  in  1897  by  H.  E.  Mayhew.  The  State  Legislature  of 
1897  established  a  department  of  insurance  with  an  official  in  charge 
styled  commissioner  of  insurance.  His  term  is  for  two  years.  J.  H. 
Kipp  was  appointed  to  the  office  in  1897,  but  in  March,  1898,  was  re- 
moved by  the  governor  on  a  charge  of  malfeasance,  and  Thomas  H 
Ayers,  the  governor's  private  secretary,  was  appointed  to  fill  the 
vacancy  temporarily.  In  a  few  days  he  turned  over  the  commis- 
sioner ship  to  L.  C.  Gimpbell.  F.  G.  King  succeeded  him,  and  he 
was  succeeded  by  Howard  C.  Shober.  John  C.  Perkins  was  ap 
pointed  in  1903,  and  was  succeeded  by  Len  U.  Doty.  The  present 
commissioner  is  Orville  S.  Basford,  appomted  in  1907. 

SOUTH-EASTERN  UNDERWRITERS  ASSOCIATION, 
(formerly  the  South-Eastern  Tariff  Association).  The  first  meet- 
ing of  this  association  was  held  at  New  Holland  Springs,  near 
Gainesville,  Ga.,  on  August  16,  r882.  At  that  meetmg  about  thirty 
companies  were  represented,  and  promise  of  co-operation  was  re- 
ceived from  about  seventeen  others.  Captain  Edward  S.  Gay,  the 
present  manager  for  the  Insurance  Company  of  North  America,  was 
the  temporary  chairman,  and  the  following  permanent  officers  were 
chosen  at  that  time:  President,  Charles  Knowles  (then  special 
agent  of  the  New  York  Underwriters*  Agency) ;  vice-president- 
Peter  F.  Pescud  (then  a  special  agent  of  the  Commerciaf  Union) ; 
secretary,  Thomas  Peters  (then  a  general  adjuster  in  Atlanta,  Ga.). 
The  operations  of  the  association  first  covered  the  states  of  Nortfi 
Carolina,  South  Carolina,  Georgia,  and  Alabama,  and  its  object 
was  stated  to  be  "to  organize  and  maintain  local  boards;  to  estab- 
lish and  enforce  adequate  rates  and  uniform  commissions,  and  in- 
culcate sound  principles  of  underwriting."  Subsequently  it  ex- 
tended its  jurisdiction  over  Virginia,  Florida,  Mississippi,  and 
Louisiana. 

Mr.  Knowles  remained  president  of  the  association '  until  June, 
1888,  at  which  time  Major  Livingston  Mims  was  elected.  He  was 
in  office  until  1894,  when  he  was  succeeded  by  Thomas  Egleston. 
His  successor  in  1896  was  Samuel  Y.  Tupper,  who  retired  in  1898, 
and  was  succeeded  by  Captain  Edward  S.  Gay.  Harry  C.  Stockdell 
was  elected  in  1900  and  190T ;  W.  E.  Chapin  1902  and  1903 ;  Geo. 
J.  Dexter,  1904  and  1905.  Thomas  Peters  continued  in  office  as 
secretary  until  May,  1886,  when  he  was  succeeded  by  Charles  C. 
Fleming,  who  was  continued  as  secretary  until  he  resigned  to  accept 
service  with  the  German- American  in  March,  1891.     Mr.  Fleming 
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was  sticcccdcd  by  Satnttel  Y.  Tupper,  who  served  unfit  1894,  when 
he  resigned  to  takfe  the  management  of  the  Qtieen  for  the  Sotith, 
and  Mr.  Fleming  returned  to  the  secretaryship. 

The  most  important  work  of  the  association  has  been  the  en- 
forcement of  an  adequate  tariff  and  uniform  commissions,  which 
latter  legislation  has  been  vigorously  prosecuted  throughout  the 
southern  territory  under  the  authority  of  the  association  for  the 
past  eight  years.  The  association  has  jurisdiction  now  over  the 
states  of  Virginia,  North  Carolina,  Georgia,  Alabama,  and  Florida, 
the  first-named  having  repealed  its  anti-compact  law  in  1902.  There 
being  anti-compact  laws  m  South  Carolina,  Mississippi,  and  Louisi- 
ana,  the  companies  act  independently  of  each  other  in  making 
rates.  • 

The  twenty-ninth  annual  meeting  of  the  association  was  held 
at  Hot  Springs,  Va.,  May  t8  and  19,  1910.  President  Harris  pre- 
sided and  in  his  report  reviewed  the  work  of  the  year.  The  presi- 
dent's report  and  recommendations  were  submitted  to  the  usual 
committee  of  twenty-five.  Officers  were  elected  as  follows:  Presi- 
dent, W.  R.  Prescott;  vice-president,  E.  H.  A.  Correa;  manager, 
A.  B.  Andrews;  executive  committee:  resident  members,  R.  N. 
Hughs,  F.  M.  Mikell,  S.  Y.  Tupper,  W.  E.  Chapin,  H.  A.  Tanner, 
J.  S.  Middleton.  A.  L.  Brooms  and  E.  S.  Gay;  associate  members, 
L.  R.  Warren,  Virginia;  B.  J.  Smith,  North  Carolina;  J.  H.  Raine 
South  Carolina;  E.  S.  Wilson,  Georgia;  Dana  Blackmar,  Alabama; 
F.  O.  Hawkins,  Florida. 

Manager  Andrews  presented  a  report  summarizing  the  work 
of  his  office  and  the  force  operating  under  the  direction  of  the 
association.  The  following  is  a  statement  of  the  work  accomplished 
for  the  fiscal  year  ending  March  31,  1910: 


Cities  and  Towns — Tariffs  published. 
Rate  Card  Systems  tnstallea,   .^  .  . 

Rate  Slips   (other  than  tho'ie  given  below'i   published, 
Cotton    Warehouses,    Compresses,    Sheds   and    Platforms 

Rate  Slips  published,  ..... 

Cotton  and  Woolen   Mill;*— Rate  Slips  published. 
Phosphate  and   Fertilizer  Risks — Rate  Slips  published. 
Cotton  Seed  Oil  Mills — Rate  Slips  published,    . 
Saw    Mills   and    other    S|)ccial    Hazards — Rate    Slips    pub 

lished,       .          .                    .                    .^      . 
Tobacco  Ricks — Rate  Slips  published. 
Copies  of  Association   Maps  made,    .  . . 

*Onlv  includes  Slips  published  since  April  i,  1907. 
tOnly  includes  Maps  copied  &ince  May  i,  1907. 
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The  Mkywktg  is  a  stmnnary  of  the  rqwrt  by  A.  VL  Sdioen, 
chief  engineer,  of  the  work  done  by  the  electrical  and  inspection 
departments  for  the  year  ending  March  31,  1910: 

Original  Survejrs  (rtsk^  not  sprtnklerrd)  namher  made,  2S21  Re-inspec- 
tionn  (risks  not  sprtoklcrcd)  number  made,  1,181;  Plans  or  Plans  and  Views 
of  Risks  Inspected,  number  issued,  321;  Water  Works  and  Fire  Departments 
Inspected,  4^;  Special  Reports,  number  made,  21  Fire  Reports,  number  made,  7; 
Bulletins  Relating  to  l)efects  Corrected,  number  published,  681;  Plans  of 
Town  Protection  Furnished,  5 ;  Special  Plan  made,  1 ;  Original  Town  Reports 
published,  6;  Reinspection  Town  Reports  published,  3;  Reports  on  Tobacco 
Drying  Machines  and  Rooms,  2;  Re-inspection  Reports  on  Tobacco  Drying 
Machines  and  Rooms,  (>;  Electrical  Installation  lns|pections  pubtished— (a) 
Special  Risks,  739:  (b)  Town  Reports,  176;  (c)  Correction  Slips,  449;  Gasoline 
Inspections  made,  23;  Correction  Slips,  3. 

The  following  force  operates  under  direction  of  the  association : 

Virginia  DarAKTMSNT. — A.  H.  Harris,  Secretary. 

Special  Agents. — J.  P.  Orme,  E.  W.  Spencer,  J.  R.  Parker,  John  A.  Stevenson, 
H.  W.   Kirkpatrick,  T.   B.  Jacocks. 

Elbctiical   and    Inspection    Department. — ^A.    M.    Schoen,    Chief    Engineer, 
F.  G.    fupper,  Assistant  Engineer. 

Inspectors — ^T.   H.   Robertson,  A.   H.   Apperson,   W.   H. ' Barnwell,  J.   B.    Dan- 

forth,    J.    C.    Crowcll.    H.  C.    Reynolds,    L.    L.    Ilunnicutt,    W.    E.    Finch, 

A.   F.   Fitzsimmons,  O.  L.  Harrison,  J.   D.   Lowndes,  W.   D.   Cates,   R-   H. 
Breese. 

.Sprinkler  Risk   Department. — H.   E.  Burdette,  Secretary;    S.   W.  ComwelL 
Assistant   Secretary. 

Inspectors — I.   G.    Hoagland,    S.    C.    Rumph,    E.    D.    Murphy,  J.    C.    Prioleau, 
A.  A.  Ilepp,  G.  R.  Glenti. 

STAMPING    CLERKS. 

I 
AtlanU,  Ga.,  H.  M.  Holliday;  Augusta,  Ga.,  A.  H.  Howell;  Birmingham, 
Ala.,  P.  B.  Hulfish;  Columbia,  S.  C,  F.  T.  Buice;  Columbus,  Ga.,  A-  C. 
Murdoch;  Charleston,  S.  C,  E.  B.  Shelby;  Charlotte,  N.  C,  Chas.  H.  Murray; 
Huntsville,  Ala.,  W.  E.  Gantt,  Tr. ;  Tacksonville,  Fla.,  J.  H.  Holmes;  Macon,  Ga., 
T.  T.  Starke;  Mobile,  Ala.,  W.  C.  Barker;  Montgomery,  E.  B.  M.  Atkins; 
Norfolk,  Va.,  W.  S.  Selby;  Richmond,  Va.,  E.  G.  Michaels;  Tampa,  Fla.,  F.  N. 
Fuller;  Pcnsacola,  Fla.,  J.  E.  Ward. 

SOUTHERN  FIRE  INSURANCE  COMPANY  of  Lynchburg, 
Va.  Organized  1904.  The  company  re-insured  its  business  in  1909 
and  retired. 

SOUTHERN  LIFE  AND  TRUST  COMPANY,  Greensboro, 
N.  C.  Organized  1903;  capital,  $300,000.  A.  W.  McAlister,  presi- 
dent; David  White,  secretary. 

SOUTHERN  MUTUAL  FIRE  INSURANCE  COMPANY. 
Athens,  Ga.  Organized  1847.  Billups  Phinizy,  president;  A.  E. 
Griffith,  secretary. 

SOUTHERN  NATIONAL  INSURANCE  COMPANY,  Austin, 
Texas.  Organized,  1905 ;  capital,  $100,000.  J.  G.  Hornberger,  presi- 
dent; A.  G.  Beckmann,  secretary. 
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SOUTHERN  STATES  LIFE  INSURANCE  COMPANY, 
Montgomery,  Ala.  Organized  1906.  Wilmer  L.  Moore,  president; 
Frank  Orme,  secretary  and  treasurer. 

SOUTHERN  STATES  MUTUAL  FIRE  INSURANCE 
COMPANY,  Philadelphia,  Pa.  Organized,  1907;  F.  A.  Downes, 
president;  H.  C.  Cornwall,  secretary. 

SOUTHERN  STATES  MUTUAL  LIFE  INSURANCE 
COMPANY  of  Charleston,  W.  Va.  Organized  1906;  capital, 
$250,000.    Harrison  B.  Smith,  president;  A.  S.  Alexander,  secretary. 

SOUTHERN  STOCK  FIRE  INSURANCE  COMPANY. 
Greensboro,  N.  C.  Organized  1895;  capital,  $100,000.  B.  D.  Heath, 
president;  A.  W.  McAllister,  secretary. 

SOUTHWESTERN  LIFE  INSURANCE  COMPANY  of 
Dallas,  Tex.  Organized  1903;  capital,  $250,000.  Henry  D.  Linds- 
ley,  president;   Lawrence  M.   Cathles,   secretary. 

SOVEREIGN  FIRE  ASSURANCE  COMPANY  OF  CANADA, 
Toronto,  Canada.  Organized  1906.  Cyrus  A.  Birge,  president; 
H.  S.  Wilson,  managing  director. 

SPAULDING,  LYMAN  A.,  general  counsel  and  chairman  of 
the  board  of  directors  of  the  Casualty  Company  of  America,  and 
its  former  president,  was  born  in  Syracuse,  N.  Y.,  February  11,  1868. 
He  was  educated  in  the  Lockport  Union  school,  studied  law  and 
was  admitted  to  the  bar  October  5,  1894.  He  was  clerk  of,  the 
Supreme  court  and  sheriff's  clerk  at  Lockport,  and  from  1900  to 
1907  served  as  trial  counsel  for  the  New  York  City  Railway  Com- 
pany and  the  Florida  East  Coast  Railway  Company,  He  /was 
acting  United  States  vice-counsel  at  Brunswick,  Germany  from  1888 
to  1891.  He  was  elected  president  of  the  Casualty  Company  of 
America  in  1907,  but  resigned  in  April,  1909,  and  appointed  to  his 
present  official  position  With  the  company. 

SPRINGFIELD  FIRE  AND  MARINE  INSURANCE  COM- 
PANY was  incorporated  April  24,  1849,  and  organized  April  9,  185 1. 
The  charter  authorized  fire,  marine,  and  tornado  insurance.  The 
original  capital  was  $150,000.  The  amount  was  increased  at  dif- 
ferent times,  making  the  company's  present  capital  stock,  $2,000,000. 
Business  was  commenced  in  June,  185 1,  and  at  first  embraced  fire 
c»nd  marine  lines.  The  latter  was  discontinued  in  1861.  The  Chi- 
cago disaster  involved  the  company  in  the  loss  of  $550,000,  and  the 
Boston  loss  was  $260,000.  In  the  San  Francisco  disaster  of  April, 
1906,  the  company's  loss  was  $1,639,063.39.  The  company's  premium 
receipts  during  its  first  year  of  business  were  $38,695.28.  The  net 
rash  premiums  for  1909  were  $5,307,622. 

Edmund  Freeman  was  chosen  its  first  president,  and  William 
Connor,  Jr.,  its  first  secretary.     Mr.  Freeman  held  his  office  until 
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April,  1874,  when  h«  resided.  He  was  succeeded  by  Dwtgfit  R. 
Smith,  who  remained  until  his  death,  Afyril  15,  1880.  Jarvis  N.  Dan- 
ham  succeeded  Dwtght  R.  Smith  in  1880,  and  died  December,  l8pf. 
He  was  succeeded  by  Andrew  J.  Wright  Mr.  Wright  died  March 
14*  1895,  and  was  succeeded  by  the  assistant  secretary,  A.  W 
Damon. 

The  company's  present  officers  are:  A.  W.  Damon,  president; 
Charles  E.  Galacar,  vice-president:  W.  J.  Mackay,  secretary;  F.  J. 
Beates,  assistant  secretary;  F.  H.  Williams,  treasurer.  Western  de- 
partment, Chicago,  111.,  A.  J.  Harding,  manager;  A.  F.  £>ean,  assist- 
ant manager;  William  A.  Blodgett,  second  assistant  manager. 
Pacific  coast  department,  San  Francisco,  Cal.,  George  W.  Domin, 
manager;  John  C.  Dornin,  assistant  manager.  It  has  agencies  in  all 
prominent  localities  throughout  the  United  States  and  Canada. 

The  present  board  of  directors  consists  of  F.  H.  Harris,  J.  L, 
Pease,  M.  S.  South  worth.  Homer  L.  Bos  worth,  W.  D.  Kinsman, 
W.  A.  Harris,  A.  W.  Damon,  Charles  E.  Galacar,  Joseph  Shattuck, 
Jr.,  A.  J.  Harding  of  Chicago.  The  company's  financial  strength, 
as  exhibited  year  by  year  since  1880,  will  appear  from  the  sub- 
joined comparative  exhibit: 


Date. 

Capital 

Assets. 

Ket  Surplus. 

tJfcc.  31, 

1880, 

$1,000,000 

$2,083,585.00 
3.255.808.00 

$361,948.00 

M 

I88I, 

1,000,000 

431,117.00 

t» 

1883, 

1 ,000,000 

2.395.288.00 

J78,866.oo 

M 

1883, 

1,000,000 

2,585,633.00 

400,945*00 

M 

1884, 

1,000,000 

2^562,510.00 
2,803,437.00 

236.374-00 

M 

1885, 

1,000,000 

410.542.00 
679,821.00 

M 

1886, 

X, 000,000 

3,044,9  »SOO 

M 

1887, 
1888. 

1,350,000 

3,099.904-00 

"    •4y3»986.oo 

■• 

1,350,000 

3,300,143.00 
3,41 0,983.00 
3,604,148.00 

617,992.00 

M 

1889, 

1,500,000 

•520,509.00 

M 

1890, 

1,500,000 

6S5,a!»o.oo 

M 

189I, 

1,500,000 

3,631,969.00 

601,300.00 

M 

189a, 

1,500,000 

3.751,504.00 

584.710.00 

M 

1893, 

1,500,000 

3.505,495-00 

262,43 1 .00 

N 

1894, 

1,500,000 

3,581,153.00 
3,845.145.00 

513,710.00 

M 

1895. 

1,500,000 

614,609.00 

M 

1896, 

1,500,000 

4.»o5,375-0O 

885,430.00 

«« 

1897, 

t, 500,000 

4,507.27700 
4.774,658.39 

1,350,900.00 

«• 

1898, 

1,500,000 

».  596, 5  69. 40 

M 

i899f 

1,500,000 

4.906,939.06 

1,685,092.34 
1,818,143.41 

M 

1900, 

1,500,000 

5, » 56,633.47 

M 

1901. 

3,000,000 

5,898,887.43 

•1,387.195-28 

M 

1903, 

3,000,000 

6,027,413.06 

1,512,070.50 

M 

1903, 

3,000,000 

6,282,402.00 

1.620,490.00 

M 

1904, 

3,000,000 

6,446,898.00 

1,574.986.00 

It 

1 90s. 

2,000,000 

7. '56,53 '•72 

2,024,000.40 

•< 

1906, 

2,000,000 

6,936,261.00 

1,171,125.00 

M 

1907, 
1908, 

2.000,000 

7.204,958.80 

910,758.32 

«< 

2,000.000 

8.5>9.933.96 

1,903,900.63 
2,718,061.53 

« 

1909. 

2,000,000 

9,761,460.23 

•$500,000   net   surplus   capitaKzcd. 
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SPRINKLER  INSURANCE  IN  1909.  SfxrinWer  insurance 
covers  loss  or  damage  caused  by  the  accidental  discharge  or  leak- 
age of  water  from  automatic  sprinklers  installed  in  factories  and 
other  buildings.  'Ihe  business  is  specifically  written  by  three  casualty 
companies,  which  reported  as  follows  for  1909: 

Net  Premiums  Net  Losses 

RecetTcd.  Paid. 

Empire    State    Surety, $7f924  $2,881 

Maryland  Casualty  Co.,  ....        190,694  32,493 

United   States  Casualty,  ....  48,311  151648 

Total,        .......  $246,829  $51,022 

Total   1908,       ....*.  183,510  48,200 

Total   i907i        ......  157,003  28,516 

Total    1906,        ......  it9>75i  30,826 

Total   1905,        ......  99,362  36,510 

SPRING  GARDEN  INSURANCE  COMPANY,  THE,  ol 
Philadelp^hia,  Pa.  Organized  1835;  capital,  $400,000.  Clarence  £. 
Porter,  president;  Edward  L.  Goff,  secretary. 

STAMFORD,  HENRY  P.,  assistant  secretary  of  the  New  York 
Life  Insurance  Company,  was  born  in  County  Donegal,  Ireland, 
July  18,  1847.  He  was  educated  in  the  public  schools  of  Philadel- 
phia, and  after  service  in  the  United  States  navy,  entered  the  ser- 
vices of  the  New  York  Life  in  the  accounting  department  in  1870. 
He  was  appointed  supervisory  accountant  in  1893,  and  in  that  year, 
while  reorganizing  the  system  of  accounts  in  the  Paris  ofice,  he 
devised  the  tab  record  card.  He  was  appointed  resident  secretary 
at  Chicago  in  1905,  and  was  appointed  to  his  present  position  in  1909. 

STANDARD  ACCIDENT  INSURANCE  COMPANY  of 
Detroit,  Mich.  Organized  1884;  ca^Htal,  $500,000.  Lem  W.  Bowen, 
president;  E.  A.  Leonard,  secretary. 

STANDARD  FIRE  INSURANCE  COMPANY,  Hartford, 
Conn.  Organized  1910;  capital  $500,000.  M.  L.  Hewes,  president; 
H.  B.  Anthony,  secretary. 

STANDARD  FIRE  INSURANCE  COMPANY,  New  Jersey. 
Organized,  1868;  capital,  $200,000.  W.  C.  Lawrence,  president; 
I.  W.  Rogers,  secretary. 

STANDARD  FIRE  INSURANCE  COMPANY  OF  IOWA, 
Keokuk,  la.  Organized,  1904;  capital,  $200,000.  F.  C  Overton, 
president;  N.  A.  King,  secretary. 

STANDARD  MARINE  INSURANCE  COMPANY,  Liver- 
pool, England.    A.  J.  Roberts,  New  York,  manager. 

STANDARD  MUTUAL  FIRE  INSURANCE  COMPANY, 
Philadelphia,  Pa.  Organized  1892.  James  Henry,  president;  Ed- 
win I.  Atlee,  secretary. 
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STANDARD  POLICY.     [S^  Policy  Forms.  Fire] 

STATE  DWELLING  HOUSE  INSURANCE  COMPANY, 
Concord,  N.  H.  Organized  1885;  capital,  $25,000.  Solon  A.  Car- 
ter, president;  O.  Morrill,  secretary. 

STATE  EIRE  INSURANCE  COMPANY,  Limited,  of  Liver- 
pool.  Was  established  in  1891  and  does  a  fire  insurance  business 
exclusively.  Its  manager  and  secretary  is  Mr.  Albert  H.  Heal. 
In  1897  the  State  began  an  agency  business  in  the  United  States 
and  is  now  under  the  management  of  J.  H.  Brewster  at  Hartford. 
The  company  has  $200,000  on  deposit  with  the  Connecticut  insurance 
department  for  the  benefit  of  all  policy-holders  in  the  United  States. 

STATE  INSURANCE  COMPANY  OF  NEBRASKA,  THE, 
Omaha.  Organized  1903;  capital,  $200,000.  E.  A.  Cudahy,  presi- 
dent;  A.  J.   Love,   secretary. 

STATE  INSURANCE  COMPANY,  Des  Moines,  la.  Organ- 
ized, 1865:  capital,  $100,000.  IT.  A.  Elliott,  president;  W.  M.  Elliott, 
vice-president;  Theo.  F.  Grefe,  secretary. 

STATE  LIFE  INSURANCE  COMPANY.  THE,  Indianapolis, 
Ind.  Organized  1894,  and  reorganized  as  a  legal  reserve  company 
in  1899.  Henry  W.  Bennett,  president;  Wilbur  S.  Wynn,  vice- 
president  and  secretary. 

STATE  MUTUAL  FIRE  INSURANCE  COMPANY,  Provi- 
dence, R.  I.  Organized  1855.  John  R.  Freeman,  president  and 
treasurer;  Theo.  P.  Bogert,  secretary  and  assistant  treasurer. 

STATE  MUTUAL  LIFE  ASSURANCE  COMPANY  of  Wor- 
cester, Mass.  Chartered  1844.  Burton  H.  Wright,  president;  D.  W. 
Carter,  secretary;  Edgar  C.  Fowler,  superintendent  of  agencies. 

STATE  MUTUAL  LIFE  INSURANCE  COMPANY,  Rome. 
Ga.  Organized  1898.  C.  R.  Porter,  president;  A.  C.  Wadsworth, 
secretary. 

STATEMENTS,  ANNUAL.  LATEST  DATES  FOR  FILING. 
The  following  table  exhibits  the  latest  dates  for  filing  annual  state- 
ments in  the  several  states  and  territories,  as  reported  to  the  Cyclo- 
pedia by  the  insurance  department  officials  thereof  to  May  i,  1910, 
(changes  were  possible  after  that  date)  : 


\l 
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States  and 
Territories. 


Alabama,    

Arizona,    .^»..... 

Arkansas,     

California^    

Colorado, 

Connecticut,     . .  • . 

Delaware,     

Dist.  of  Columbia, . 
Florida,     ........ 

Georgia  (c)   

Hawaii 

Idahoj    

Illinois, 

Indiana    (d)    . . .  • 

[owa    

ivansas,     •«•••••• 

Kentucky4 

Louisiana,    ...... 

Maine,     

Maryland,     

Massachusetts!    • . 

Michigan,     

Minnesota2    

Mississippi,    

Missouri,    ....... 

Montana,    ....... 

Nebraska,     b 

Nevada, 

New  Rampdilre, . 
New  Jersey,  .... 
New  Mexico,  ... 
New  York,  ...., 
North  Carolina,.. 
North    Dakota,... 

Ohio VV... 

Oklahoma,    

Oregon,     

Pennsylyania.  ... 
Rhode  Island,  ... 
South  Carolina,.. 
South    Dakota,... 

Tennessee,    

Texas,     

Utah. 

Vermont,    

Washington,  . . , . 
West  Virginia,   .. 

Wisconsin,    

Wyoming,     


Fire 

Insurance 

Companies. 


March  i   (2) 
March  31 
March  i 
March  i 
March  i 
Tan.  31 
March  i 
March  i 

ian.  31 
larch  2 
April  15 
April  I 
Feb.  I 
Jan.  31 
March  i 
March  i 
Feb.   10 
March  i 
Tan  3x  (1) 
March  i 
Jan.  15 
Jan.  31 
Feb.  I 
March  i 
Feb.  I 
Feb.  IS 
Jan.  pi 
March  i 
Feb.  1  (6) 

Jan.  31 
farch  I 
Tan.  31 
March  i 
Feb.  (3) 
Jan.  31 
Jan.  31 
March  i 
March  i 

Jan.  31 
farch  31 
March  i 
Feb.   I 
March  i 
Feb.  a8 
Jan.  31 
Feb.   15 
Feb.  IS 

^an.  31 

,'an.  31 
March  i 


Life 

Insurance 

Companies. 


March  i 
March  31 
March  i 
March  x 
March  i 
March  x 
March  i 
March  x 

ian.  31 
larch  2 
April  15 
April  I   (f 
March  i 

Jan.  31 
larch  I 
March  i 
March  xo 
March  i 

Jan  ^i  (1) 
larch  31 
Tan.  15 
March  x 
Feb.  IS 
March  i 
March  x 
Feb.  IS 
March  x 
March  i 
Feb.  I  <6) 

ian.  IX 
farcn  x 
March  x 
March  x 
Feb.  (8) 
March  x 
March  i 
March  i 
March  i 

Jan.  31 
larch  31 
March  i 
Feb.  I 
March  t 
Feb.  38 
Feb.  a8. 
March  31 
Feb.  xs 
Tan.  31 
March  x 
March  x 


(a)  Foreign 

Insurance 

Companies. 


Feb.  I 


May  I 

May*i'(t) 


March  31 
Jan.  31 


Assessment 
Companies. 


March  I 
March  31 
March  1 
March  1 
March  x 
March  i 
March  i 
March  i 
"an.  31 

darch  2 
April  IS 

*Lpril   I 

iarch  I 

an.  pi 
March  i 
March  i 
March  i 
March  i 
March  i 
March  31 
March  i 
March  i 
Feb.  15 
March  i 
Feb.  I 
Feb.  IS 
Jan.  31 
March  i 
Feb.  I   (/) 
Jan.  ti 
March  i 
March  1 
March  i 

Feb.  (3) 

March  i 
March  i 
March  i    • 
Jan.  31 
March  31 
March  i 
Feb.  I   (2) 
March  i 
Feb.  28 
Feb.  28 
March  i 
Feb.  IS 
March  i 
March  i 
March   i 


(a)  D'mestic 

Insurance 

Companies. 


March  i 


Tan.  31 


Aug.   14  (*) 
Jan.  IS 


All  other 

Insurance 

Companies. 


{; 


March  j 
March  ji 
March  i 
March  1 
March  1 

Sn.  pi 
arch  I 
March  i 
Tan.  pi 
March  2 
April  IS 
April  I 
Feb.  I 
Jan.  31 
Tan.  pi 
March  i 
Feb.   10 
March  i 

{an  31  (1) 
larch  31 

an.  IS 

an.  31 
Feb.  IS 
March  i 
Feb.  I 
Feb.  XS 
Tan.  pi 
Mar<;h  1 
Feb.  I 
Tao.  pi 
March  i 
March  i 
March  i 
Feb.  (8) 

'•"•  d') 

March  i 
March  i 
Jan.  31 
March  31 
March  i 
Feb.  I   (6) 
March  i 
Feb.  28 
Feb.  28 
March  31 
Feb.  IS 
Jan.  31 
Tan.  31 
March  1 


1  Commissioner  may,  on  application,  give  till  February  15.  2  Commissioner 
may,  for  good  cause,  extend  the  time.  8  First  Monday  in  February.  4  Com- 
missioner may  extend  time  60  days.  5  Surety  companies  in  Tennessee  file 
statements  in  January,  April,  July,  and  October,  showing  assets  and  liabilities. 
6  Commis.sioner  may  extend  term,  but  not  later  than  March  1,  and  life  com- 
panies may  have  to  May  i  to  file  gain  and  loss  exhibit. 

(a)  When  time  for  filing  is  specially  designated  for  this  class  of  com- 
panies,    (b)  Home  office  statement  only;  statement  of  the  United  States  bust- 
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neM  must  be  filed  the  Mae  m  that  of  United  Statct  cooipMiiee.  ic)  Besides 
filing  an  annual  statement  with  the  coin|>troller-seneral  March  a,  aemi-annoal 
fctatements  of  condition  roust  be  filed  with  the  (ovemor  not  later  that  March 
*  and  August  30.  Annual  statements  of  the  amounts  of  preoriams  received  in 
(he  state  for  the  year  ending  April  30  must  be  filed  on  or  bcfofc  JtiW  1.  <d) 
Semi-annual  statements  from  fire  and  life  companies  were  abolished  by  act  of 
the  legislature  in  1903.  («)  For  surety  companies.  (/)  Fraternal  orders  hav^ 
•ntii  March  i.  (Ii)  No  time  for  filing  by  this  claM  ol  oanjpasiiea  dnignatrd  by 
law.  (0  Domestic  life  companies  have  until  March  1  to  we.  (/)  Foreign  fire 
companies,     ik)  Mutual  fire  companies  of  Verjnoot  have  until  Auguat  15. 

STATISTICS  OF  INSURANCE.  [See  tabular  matter  under 
the  respective  captions  of  Fire,  Life,  Industrial,  Marine,  Plate  Glass. 
Surety,  etc.,  Insurance.] 

STEELE,  WM.  LOWE,  manager  of  the  western  department 
of  the  Niagara  Fire  Insurance  Company,  Chicago,  111.,  is  a  native 
of  New  Hampshire,  ajid  was  born  at  Peterboro,  N.  H.,  October  26, 
1858.  He  received  his  education  in  the  public  and  business  schools 
and  Hinckley  Military  Academy,  and  his  early  vocation  was  that  of 
school  teacher  and  accountant.  He  was  state  agent  of  die  Niagara 
Fire  Insurance  Company  from  1890  to  1894,  and  general  agent  for 
the  Caledonian  Insurance  Company  for  three  years,  and  in  1897  was 
apiiointed  assistant  manager  of  the  Niagai*a  Fire.  He  was  appointed 
to  his  present  position  in  190S.  He  is  a  member  of  the  Fir^e  Under- 
writers' Association  of  the  Northwest,  and  a  member  of  the  Union 
league  Club,  Chicago. 

STEVENS,  WILLIAM  H.,  president  of  the  Agricultural  Insur- 
ance Company  of  Watertown,  N.  Y.,  was  bom  at  La  Fargeville, 
N.  Y.,  May  3,  1859.  He  was  educated  at  Syracuse  Universitv,  from 
which  he  was  graduated  in  1880.  He  studied  law,  and  has  been  in 
the  service  of  the  Agricultural  Insurance  Company  continuous 
since  leaving  college,  holding  meanwhile  various  positions  of  iruaH 
on  municipal  boards  and  in  diurch  and  charitable  organizations. 

STEWART,  ALEXANDER  N.,  general  agent  of  the  Fidejitv- 
Phenix  Fire  Insurance  Company  of  New  York,  for  the  Eastern  (fe- 
partment,  with  headquarters  in  New  York,  began  his  fire  insurance 
career  in  Reading,  Pa.,  in  May,  187 1,  and  after  fifteen  years  in 
local  agency  work  became  assistant  special  agent  of  the  Phenix 
of  Brooklyn  in  1886,  under  Frank  \yilliains,  covering  Middle  depart- 
ment territory,  succeeding  Mr.  Williams  in  i88p.  Mr.  Stewart  was  an 
active  member  of  the  Underwriters  Association  of  the  Middle 
department,  chairman  of  executive  committee  four  years  and  elected 
president  in  1894.  He  was  called  to  the  home  office  of  the  Phenix  of 
Brooklyn  in  1903,  as  assistant  general  agent,  and  made  general  agent 
in  1908',  succeeding  Capt.  J.  W.  Bailey,  retired,  and  in  the  merger  of 
the  Phenix  with  the  Fidelity  Fire  in  1910  became  general  agent  oi 
the  merged  company. 

STILLMAN,  BENJAMIN  R.,  secretary  of  the  National  Fire 
Insurance  Company  of  Hartford,  was  born  at  Adams,  N.  Y^,  March 
31,  1852.     He  graduated  from  the  high  school  at  Oswego,  N.  Y.,  aa 
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1868,  and  entered  ah  insurance  office  in  that  city  as  clerk,  receiv- 
ing his  appointment  as  the  result  of  a  competitive  examination.  In 
1872  he  became  a  member  of  the  firm  of  Shepard  &  Stillman,  but 
soon  after  was  appointed  special  agent  and  adjuster  of  the  Water- 
town  Fire  Insurance  Company,  remaining  with  it  in  that  capacity 
until  the  business  of  that  company  was  purchased  by  the  Sun  Fire 
Office  of  London,  when  he  was  retained  by  it  in  a  similar  capacity 
and  served  also  as  assistant  general  agent.  In  1884  he  was  appointed 
general  agent  of  the  Springfield  Fire  and  Marine  Insurance  Com- 
pany at  the  home  office,  with  jurisdiction  throughout  the  eastern, 
middle,  and  southern  states,  and  in  1891  he  accepted  the  assistant 
secretaryship  of  the  National  Fire,  serving  in  that  capacity  until 
January,  1900,  when  he  was  promoted  to  his  present  position.  Mr. 
Stillman  was  president  of  the  New  England  Insurance  Exchange  in 
1889  was  prominently  identified  with  the  organization  and  earlier 
work  of  the  New  England  Bureau  of  United  Inspection,  and  was 
one  of  the  original  trustees  of  the  Boston  Insurance  Library  Asso- 
ciation. 

ST.  JOHN,  HOWELL  W.,  actuary  of  the  ^Etna  Life  Insurance 
Company,  was  born  at  Newport,  R.  I.,  in  April,  1834.  He  was 
graduated  from  Yale  College  as  a  civil  engineer,  and  pursued  his 
profession  in  the  south  and  west  until  October,  1867,  when  he  was 
appointed  actuary  of  the  i9£tna  Life.  He  is  one  of  the  charter 
members  of  the  Actuarial  Society,  and  was  elected  its  president  in 
1893  and  1894.  Mr.  St.  John  is  also  a  corresponding  member  of 
the  French  Institute  of  Actuaries,  a  member  of  the  American  Statist- 
ical Society,  and  a  member  of  the  "Permanent  Committee"  of 
the  First  National  Congress  of  Actuaries  held  in  Brussels  (Belgium) 
in  September,  1895. 

ST.  LOUIS  FIRE  INSURANCE  COMPANY,  St.  Louis,  Mo. 
Organized,  1905;  capital,  $200,000.  Edgar  M.  Davis,  president; 
B.  B.  Sawyer,  secretary. 

ST.  LOUIS  LIFE  UNDERWRITERS'  ASSOCIATION.  [Sec 
Life  Underwriters'  Association  of  St.  Louis.] 

ST.  LOUIS  NATIONAL  LIFE  INSURANCE  COMPANY, 
St.  Louis,  Mo.  Organized,  1907;  capital,  $150,000.  E.  L.  Waggoner, 
president;  W.  L.  Rowley,  secretary. 

ST.  PAUL  FIRE  AND  MARINE  INSURANCE  COMPANY. 
St.  Paul,  Minn.  Organized  1865;  capital,  $500,000.  C.  H.  Bigelow, 
president:  F.  R.  Bigelow,  vice-president;  A.  W.  Perry,  secretary; 
J.  T.  Williams,  treasurer. 

ST.  PAUL  FIRE  UNDERWRITERS'  INSPECTION  BU- 
REAU AND  ASSOCIATION,  now  known  as  the  Insurance  Ex- 
change of  St.  Paul.  At  the  annual  meeting,  held  in  January,  1910, 
the  following  officers  were  elected:  President,  F.  G.  Warner;  vice- 
president,  F.  L.  Powers;  secretary  and  treasurer,  W.  H.  Hart; 
executive  committee,  W.  A.  Lang,  J.  Quincy  Haas,  D.  D.  Smith, 
Val.  J.  Rothschild,  Chas.  Leibrock,  John  Rogers,  Jr.,  Jos.  A.  Rogers, 
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Percy  W.  Parker.  R  A.  Benjamin,  W.  G.  Strickland.  G.  W.Stcnger, 
John  Townsend. 

STOCKDRLL.  HARRY  C.  was  born  May  i,  1854,  in 
Woodford  county,  Kentucky.  As  early  as  1869  he  was 
clerk  in  the  insurance  office  of  J.  W.  Cochran  &  Son, 
who  were  then  general  agents  of  the  Franklin  Insurance  Company 
of  Philadelphia  for  the  entire  south.  In  1875  he  moved  to  Atlanta, 
Ga..  and  held  a  position  with  Low,  Putnam  &  Low.  who  were  then 
general  agents  for 'the  New  Orleans  Mutual  Insurance  Association, 
which  was  composed  of  several  local  New  Orleans  companies  which 
issued  joint  policies.  His  first  service  in  the  field  was  as  -special 
agent  of  the  Georgia  Home,  and  following  in  similar  service  with 
the  Petersburg  Savings  and  Insurance  Company  of  Virginia,  the 
Insurance  Company  of  North  America,  under  Capt.  Edward  S.  Gay, 
manager,  and  the  Queen  Insurance  Company  of  England,  until,  in 
[882,  he  was  appointed  special  agent  of  the  Phenix  of  Brooklyn. 
On  January  i,  1885,  he  was  made  general  agent  of  the  southeastern 
department  of  the  Phenix,  which  position  he  held  25  years. 
At  the  annual  meeting  of  the  Southeastern  Tariff  Associa- 
tion in  April,  1900,  he  was  unanimously  elected  president  of  the 
association,  and  he  was  re-elected  in  1901.  He  served  as  an  alder- 
man in  the  general  council  in  the  city  of  Atlanta  during  the  years 
1884,  1885,  and  1886.  During  that  time  he  was  chairman  of  the 
Board  of  Fire  Masters.  In  this  position  he  aided  very  largely  in 
the  establishment  of  a  paid  fire  department,  and  it  was  through  his 
influence  that  the  present  efficient  chief,  Capt.  W.  R.  Joyner,  was 
put  in  charge.  In  December,  1892,  Mr.  Stockdell  was  again  elected 
to  the  city  council  to  serve  as  councilman  from  the  Second  Ward, 
rind  for  the  years  1893  and  1894  was  chairman  of  the  finance  com- 
mittee of  the  city  government.  In  1902  he  was  elected  a  member  of 
the  board  of  water  commissioners,  and  served  as  chairman  of  the 
6nance  committee  of  the  board.  He  is  president  of  several  business 
institutions  and  social  clubs,  having  been  the  organizer  and  Brst 
president  of  the  Capital  City  Club.  He  has  devoted  very  much  ol 
his  spare  time  to  Masonry,  and  has  the  honor  of  having  received 
every  degree  in  both  the  York  and  Scottish  rites, — ^being  at  this 
time  a  thirty-third  degree  Mason.  He  is  now  a  member  of  the 
$3,000,000  bond  commission  of  Atlanta,  Ga.,  and  is  chairman  of 
the  sub-committee  on  water  works. 

STOKES,  HENRY  B.,  president  of  the  Manhattan  Life  Insur 
ance  Company  since  June,  1890,  is  a  son  of  Henry  Stokes,  "who  was 
president  of  the  company  from  1861  to  1886.  Mr.  Stokes  has  been 
connected  with  the  company's  clerical  department  from  his  boy 
hood,  and  the  five  years  preceding  his  father's  retirement  in  1886 
he  had  been  second  vice-president  of  the  company,  having  in  charge 
its  financial  interests.  He  continued  in  the  office  until  1890,  when 
he  was  elected  to  succeed  the  late  Mr.  McLean  as  president. 

STONE,  JOHN  THEODORE,  president  of  the  Maryland 
Casualty  Company  of  Baltimore,  Md.,  was  born  in  that  city  No- 
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vember  21,  1859,  and  educated  in  its  public  schools  and  the  Balti- 
more City  College.  In  1874  he  began  business  life  as  a  clerk.  He 
was  assistant  cashier  of  the  American  National  Bank  of  Baltimore 
from  1891  to  1895,  and  secretary  and  treasurer  of  the  American 
Bonding  and  Trust  Company  of  Baltimore  from  1895  to  1898,  which 
company  he  organized,  and  as  secretary  and  treasurer  actively 
•managed.  In  1898  the  Maryland  Casualty  Company  was  organized 
by  him  and  on  its  incorporation  in  February,  1898,  Mr.  Stone  became 
its  president.  Upon  his  initiation  the  Board  of  Casualty  and  Surety 
Underwriters  of  the  United  States  was  established.  He  was  its 
first  president,  serving  two  terms,  from  1904  to  1906. 

STONEWALL  INSURANCE  COMPANY.  Mobile,  Ala. 
Organized,  1866;  capital,  $150,000.  Jno.  E.  Michael,  president;  John 
Gaillard,  secretary. 

STUYVESANT  INSURANCE  COMPANY,  New  York  City 
Organized,  1850;  capital,  $400,000.  A.  R.  Pierson,  president;  C.  A 
Garthwaite,  secretary. 

SUBURBAN  FIRE  INSURANCE  EXCHANGE.  (New  York) 
was  organized  in  December,  1907,  and  its  objects  as  stated  in  its: 
constitution  are:  **to  promote  harmony  among  its  members,  to 
determine  adequate  and  just  rates  of  premium  of  Fire,  Tornado 
and  Cyclone  insurance,  to  encourage  the  economical  conduct  of  the 
business,  the  prevention  and  extinction  of  fires,  the  prompt  and 
equitable  adjustment  of  losses,  the  ascertainment  of  proper  and 
safe  methods  in  the  construction  and  occupation  of  buildings,  and 
the. collection,  preservation  and  dissemination  of  information  valu- 
able to  the  underwriter  and  to  the  property  owner,  within  the  ter- 
ritory of  its  jurisdiction."  The  territory  under  the  jurisdiction  of 
the  Exchange  includes  Westchester,  Rockland,  Putnam,  Suffolk  and 
Nassau  counties,  except  such  portions  included  in  the  city  of  Greater 
New  York  which  may  be  under  the  jurisdiction  of  the  New  York 
Fire  Insurance  Exchange.  All  companies,  managers  and  agents 
having  jurisdiction  over  the  entire  territory  are  eligible  to  member- 
ship. The  officers  are:  President,  Frederick  W.  Dny,  Royal  In- 
surance Company;  vice-president  and  treasurer,  Joseph  McCord, 
"Hanover  Fire;  executive  committee:  F.  H.  Crum,  Nassau  Fire; 
F.  H.  Douglas,  Williamsburg  City;  C.  A.  Ludlum,  Home;  George 
W.  Babb,  Northern;  F.  W.  Day,  Royal;  R.  M.  Bissell.  Hartford; 
D.  H.  Dunham,  Firemen's;  John  B.  Knox,  Phoenix;  I.  H.  Lindsley, 
Fire  Association;  John  Mott,  American  CeMtral,  H.  A.  Smith, 
National  Fire.  S.  A.  Reed  is  secretary  and  manager  of  the 
Exchange. 

SUBURBAN  UNDERWRITERS'  ASSOCIATION  of  fire 
insurance  agents  in  places  contiguous  to  Boston,  Mass.,  adopted 
a  permanent  organization  in  May,  1895.  The  organization  was 
prompted  by  the  attempt  made  in  1894  by  the  fire  Underwriters' 
Union  to  cut  down  commissions  and  brokerage  in  its  territory. 
All  agents  of  stock  fire  insurance  companies  doing  business  in  the 
district  covered  by  the  association,  and  who  are  not  members  of 
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the  New  England  Insurance  Exchange  or  the  Boston  Board  of 
Fire  Underwriters,  are  eligible  to  membership.  The  officers  were: 
President,  Herman  Bird,  Cambridge;  vice-president,  A.  L.  Whitte- 
more,  Dorchester;  secretary  and  treasurer,  Arthur  S.  Pevcar, 
Cambridge;  executive  committee.  Charles  Liffler,  Roxbury;  C  Willis 
Gould,  Chelsea,  and  C.  G.  W.  Capen  of  Dorchester.  A  permanent 
organisation  was  perfected  at  a  meeting  December  i8,  1907,  when  a 
constitution  was  adopted  and  the  following  officers  were  elected: 
Herman  Bird,  Cambridge,  president;  Ralph  F.  Goddard,  Wobum, 
vice-president;  T.  H.  Raymond.  Cambridge,  secretary  and  treasurer 
No  meeting  has  been  held  since  1908  and  the  above  officers  hold 
over. 

SUN  INSURANCE  OFFICE  of  London  was  cstabKshed  as  the 
Sun  Fire  Office  April  7,  1710,  in  London,  and  is  the  oldest  insur- 
ance company  in  the  world,  having  had  an  experience  of  198  years. 
In  the  olden  time  it  kept,  like  the  other  fire  insurance  offices,  an 
engine  of  the  crude  hand  form,  with  thirty  men,  called  '^vatcrrocn," 
to  take  it  to  (ires  in  property  insured  by  the  company.  The  water- 
men were  clothed  in  blue  livery,  and  were  assisted  in  the  saving 
of  goods  by  twenty  abled-bodied  porters,  the  entire  force  wearing 
'iilver  badges  with  the  mark  of  the  Sun.  This  device  of  the  Snti, 
wrought  in  lead,  was  nailed  on  houses  insured  by  the  company, 
an<l  continues  to  be  the  trademark  of  the  company  to  diis  day. 
In  the  course  of  many  years  the  Sun  Fire  Office  grew  to  be  a 
great  and  prosperous  corporation,  but  its  affairs  were  kept  pro- 
foundly secret,  until  the  requirements  of  its  American  connection 
impelled  the  directors  to  publish  its  accounts. 

The  Sun  was  admitted  to  New  York,  August  i,  i88a,  depositing 
(700,000  with  the  insurance  department  at  Albany,  and  in  a  few 
months  it  had  spread  its  business  into  all  the  important  states  of 
the  Union.  The  arrangements  were  made  by  Mr.  F.  B.  Rehon, 
then  secretary  of  the  company,  who  had  been  with  it  nearly  half  a 
century.  He  had  purchased  for  the  company  the  plant  and  business 
of  an  American  company,  the  Watertown  Fire  Insurance  Com- 
pany of  Watertown,  >f.  Y.,  and  taken  its  manager,  Mr.  Uri  S.  Gil- 
bert, to  be  manager  of  the  United  States  branch  of  the  Sun,  with 
headquarters  at  Watertown.  A  few  years  afterward  Mr.  J.  J.  Guile 
was  sent  over  from  the  home  office  to  assist  Mr.  Gilbert  The 
latter  died  suddenly  4n  1886,  and  Mr.  Guile  was  appointed  to  suc- 
ceed him.  He  removed  the  United  States  branch  to  New  York. 
The  first  report  made  by  the  company  to  the  New  York  insurance 
department,  which  was  in  1883,  of  the  business  of  the  preceding 
year,  showed  United  States  assets  of  $1,095,229  with  a  premium 
income  of  $30Of373. 

In  1891,  by  special  act  of  Parliament,  the  charter  of  the  Sun  Fire 
Office  was  amended  so  as  to  add  to  its  privileges  the  power  to  do 
all  kinds  of  insurance,  and  the  name  it  had  borne  for  180  years  was 
changed  to  the  Sun  Insurance  Office. 
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At  the  annual  general  meeting  of  the  company  in  London,  in 
June,  19 10,  the  directors  submitted  a  report  of  the  business  of  1909. 
The  fire  premiums  received  were  $7^589,670,  with  losses  of  %3f399f02S. 
Total  assets  January  i,  1910,  were  $13,926,445.  The  capital  of  the 
company  is  $12,000,000,  of  which  $600,000  is  paid  up. 

The  chairman  of  the  Sun  is  Frederick  Henry  Norman,  and  the 
board  of  directors  is  composed  of  leading  business  men  of  London. 

The  United  States  assets  of  the  Sun  at  the  close  of  1909,  as 
well  as  its  income  and  expenditures,  will  be  found  in  the  table  below : 


PremiumB 

Total 

Total  Ex- 

Year. 

Received. 

Losses  Paid. 

Income. 

penditures. 

Assets. 

1862 

$390,973 

$164,154 

$390,976 

$312,467 

$1,095,239 

1883 

1,078,610 

6ao,995 

1,1 14,8a  1 

1,033,104 

1.475.784 

1884 

t,ai9.96o 

782,913 

1,271.034 

1,242,787 

1.477.933 

i88s 

1886 

1.161,758 

799,387 
715,618 
718,005 
647.089 

1,233,870 

1.262,779 

1,712,361 

1,076,640 

1,135,078 

1,130,180 

1,666,68 1 

1887 

1888. 

970,059 

1,040,156 

1,037.514 
1,012,768 

1,811,043 

i,ioa,o64 

1,161,071 

1.936,303 

1889 

1,311.377 

795,101 
765.351 

1,284,169 

1,212.406 

1,956.331 

1890. 

i,455.«i8 

1,520,967 
1.826.344 

1,243.539 

3.333,735. 
3.510,368 

1B91 

1.755.17^ 

1,122,748 

1.723.459 

1893. 

a.iS7»S6a 
1,981,608 

1,376,27a 

2,244,353 
2.083,836 

2,113.456 
2,278,564 

3,671.350 

1893 

1,589,308 

3,449,543 

1894 

S.I  64,9 1 3 
2,966,403 

1,144,052 

1,661,531 

1.690,537 

3.433.16s 
2,479.448 

.tl:::::::: 

910,626 

i,68a,668 

1,416,341 

x.SS7,i7o 

795,489 
819,007 

1.655,134 

1.351.937 

2.641,510 
3,738,13d 

\Ui.::::::: 

i,6«  5,850 

1,715.267 
1,678,263 

1,410,600 

t.579.a58 
1,405,683 

904,64a 

1,506,011 

3,734,973 

3.616,935 

1899. 

1.057,497 

1,502,335 
1,571.867 

1.627,350 

1900 

1,480,473 

1.815.09s 

1,057,923 

1.655.345 

2.595.075 

1901 

1,031,790 

1,900,203 

1,720,705 

2.716.457 

1903 

1.996,430 

991.990 
1,007,983 

2,092,741 

1,716,730 

3,903,199 

1903 

a.oaa,549 
a,339,8i7 

2,128,445 

2,033,156 
2,759.26a 

3,911,883 

1904 

1.706,763 
1,132,126 

2,98^,065 
a,5ad,498 

3.195.440 

1905 

1906 

ai396,977 
a,744,ai8 

a,8i9.a9i 

3,546,746 
4.541,281 

3.139.168 

a,  7 16,546 

4.994.560 
994.819 

3,556.754 

1907. 

igdS 

1,308,504 
1.558.476 

<,594,30i 

3.790,767 

a,8oa,895 

a,97a,8a9 

2.965.789 

4.0  II. 445 

1909 

3.077,119 

1,423,767 

3,259,101 

3,044.447 

4,236,374 

The  resident  manager  of  the  Sun's  United  States  branch  is 
J.  J.  Guile,  A.  M.  Thorburn  being  secretary,  and  W.  F.  Bingham, 
assistant  secretary.  H.  N.  Kelsey  is  the  manager  for  the  western 
department,  with  headquarters  at  Chicago,  while  C.  A.  Henry  & 
Co.  are  general  agents  for  the  Pacific  coast. 

SUN  INSURANCE  COMPANY,  THE,  of  New  Orleans,  La., 
was  incorporated  in  November,  1855,  under  the  name  of  Sun  Mutual 
Insurance  Company,  and  began  business  in  January,  1856,  and  has 
done  and  is  now  doing  a  general  fire,  river,  and  marine  business, 
and  is  operating  in  the  southern  states.  The  capital  stock  of  the 
company  is  $500,000,  all  paid  up.  Assets  of  the  company  December 
31,  1909,  $1,252,851;  net  surplus  to  policy-holders,  $636,751.92;  net 
surplus  over  and  above  liabilities,  $136,751.92.  The  name  of  the 
company  was  changed  from  Sun  Mutual  Insurance  Company  to 
Sim  Insurance  Company  on  November  19,  1898.     The  officers  of  the 
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company   arc    Charles   Janvier,   president;    Fergus    G.    Lee,    vice- 
president;  Wm.  P.  Maus,  secretary. 

SUN  MUTUAL  INSURANCE  COMPANY,  Cincinnati,  O. 
Organized  1862.  Semuel  Nieman,  president;  R.  B.  Eckelmann, 
secretary. 

SUPERINTENDENTS  AND  COMMISSIONERS  OF  IN- 
SURANCE. [See  Insurance  Departments,  and  also  National  In- 
surance Commissioners'  Convention.] 

SUPERVISION  OF  INSURANCE,  STATE  AND  NA- 
TIONAL.   [See  Insurance  Departments.] 

SURETY  AND  FIDELITY  INSURANCE.  This  kind  of  in- 
surance, the  guaranteeing  of  the  fidelity  of  employes  of  corpora- 
tions and  public  officials  holding  places  of  trust,  and  the  giving  of 
bonds  for  executors  and  administrators  of  estates,  was  barely  trans- 
acted fifteen  years  ago,  but  has  had  a  rapid  growth  within  a  few 
years.  Its  use  has  become  general  throughout  the  United  States, 
and  new  companies  to  do  this  class  of  business  are  constantly  form- 
ing. The  New  York  State  insurance  department  makes  a  •  distinc- 
tion between  surety  and  fidelity  insurance,  and  requires  companies 
to  make  separate  reports  of  the  business  done  in  each  kindj  [  De- 
fining it  generally,  surety  insurance  is  going  on  the  bond  with  ad- 
ministrators and  executors  of  estates,  and  ndelity  insurance  igiving 
bond  guaranteeing  the  honesty  of  employes  and  public  officials, 
and  becoming  pecuniarily  responsible  therefor. 

The  following  tabular  statement  shows  the  premiums  and  losses 
in  1909  of  the  principal  surety  and  fidelity  companies : 
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£tna  Indemnity, 

American  Bonding 

American  Fidelity, 

American  Surety 

Empire  State, 

Employers  Liability, 

Fidelity  and  Casualty, 

Fidelity  and  Deposit, 

Guarantee  Co.  of  No.  America,. 

Illinois  Surety, 

Massachusetts  Bonding 

National  Surety, r 

Ocean    Ace.   Guarantee 

Pacific  Coast  Casualty 

Peoples  Surety, 

Title  Guarantee  and  Surety,..., 

United  Surety, 

United   States  Guarantee, 

Totals, 


Fidelity  Insukaitcb. 

SuuTT  Insuiancl 

•                           • 

Net 

Net 

Net     . 

.      .Net 

Premiums 

Losses 

Premiums 

Losses 

Written. 

Paid. 

Written. 

Paid. 

$71.^59 

$28,081 

$a  19,332 

• 

$i47.6«7 

262,068 

46,077 

712,925 

171.511 

29,069 

3.29^ 

45.442 

3.451 

1,069.481 

259.819 

1,292,298 

163,798 

112,272 

17,010 

376,137 

137.H6 

98,000 

23.937 

360,841 

68.694 

1,759.806 

668.340 

413.M6 

a97.7o6 

148,163 

33.003 

89,937 

20.378 

186,073 

47,029 

155.495 

4.083 

292,804 

33.064 

956,424 

272,122 

1.277,960 

191.050 

4.860 

126 

2.028 

27,73^^ 

4,690 

70,927 

2,177 

889.438 

232.417 

62,095 

7.655 

553.594 

109,083 

159,810 

33,851 

$9,165,057 

$1,491,032 

$6,332,194 

$1,536,089 

li 
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The  United  States  Fidelity  and  Guaranty  of  Baltimore  in  1909 
received  net  fidelity  and  surety  premiums  of  $2,916,159  and  paid  net 
losses  of  $983,668. 

Bankers  Surety  of  Cleveland,  Ohio,  in  1909  received  net  fidelity 
and  surety  premiums  of  $460,468,  and  paid  net  losses  of  $106,981. 

Citizens  Trust  &  Guarantee  of  Parker sburg,  Va.,  received  net 
fidelity  and  surety  premiums  of  $116,976,  and  paid  net  losses  of 
$14,827. 

Federal  Union  Surety  of  Indianapolis,  received  net  fidelity  and 
surety  premiums  of  $221,849,  and  paid  net  losses  of  $66,173. 

Pacific  Surety  of  San  Francisco,  Cal.,  in  1909  received  net 
fidelity  and  surety  premiums  of  $82,163,  and  paid  out  losses  of  $57,956. 

SVEA  FIRE  and  LIFE  INSURANCE  COMPANY,  Limited, 
of  Gothenburg,  Sweden.  M.  L.  Duncan,  New  York,  United  States 
manager.  Edward  Brown  &  Sons,  San  Francisco,  Pacific  coast 
managers. 

SWITZERLAND  GENERAL  INSURANCE  COMPANY  of 
Zurich  (marine  business).    Jacob  Bertschmaan,  New  York,  attorney. 

SYRACUSE  LIFE  UNDERWRITERS'  ASSOCIATION  was 
organized  at  a  meeting  held  in  November,  1904,  and  the  following 
officers  were  elected:  President,  Pancoast  Kidder,  Mutual  Life; 
first  vice-president,  Charles  F.  Whitney,  Provident  Savings  Life; 
second  vice-president,  C.  H.  Tennant,  Prudential;  secretary  and 
treasurer,  Arthur  C.  Boshart,  Mutual  Life.  The  present  officers 
elected  at  the  annual  meeting  in  November,  1909,  are:  President, 
Warren  S.  Parks;  vice-president,  Charles  L.  Behm;  second  vice- 
president,  George  F.  Hadley;  secretary  and  treasurer,  Elmer  E. 
Clark;  executive  committee,  George  C.  Sawyer,  Peter  L.  Ryan, 
Henry  Phillips,  Chas.  T.  Bro«kway,  R.  H.  I-I erring,  W.  F.  WallacC 
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TALBOT,  WALTER  LE  MAR,  president  of  the  Philadelphia 
Casualty  Company,  was  born  in  Philadelphia,  Pa.,  August  23,  1870. 
He  received  a  public  school  education  and  began  his  insurance 
career  when  eleven  years  of  age  as  office  boy  with  the  Fidelity 
Mutual,  passing  through  various  stages  of  promotion  to  the  position 
of  second  vice-president.  He  is  a  member  of  the  vestry  and 
rector's  warden  of  the  Protestant  Episcopal  Giurch  of  the  Annon- 
ciation  of  Philadelphia.  Member  of  Art  Club  of  Philadelphia; 
second  vice-president  Fidelity  Mutual  Life  Insurance  Company,  and 
a  director  Juvenile  Association  of  Philadelphia. 

TAPPING.  EDGAR  JAMES,  fire  underwriter  and  a  fortnei 
president  of  the  National  Association  of  Local  Fire  Insurance 
Agents,  is  a  native  of  New  Jersey,  and  was  bom  at  New  Bruns- 
wick, April  7,  1863.  He  received  a  public  school  education,  and 
began  his  business  career  in  a  wholesale  leather  house  in  New 
York  city.  He  is  at  present  engaged  in  the  fire  insurance  business 
as  senior  member  of  the  local  agency  firm  of  Tapping  &  Riede* 
burg,  Milwaukee,  Wis.  He  has  been  an  active  member  of  the 
National  Association  of  Local  Agents  and  was  elected  president  oi 
the  association  at  the  annual  meeting  in  1905. 

TATLOCK,  JOHN,  former  president  of  the  Washington  Life  In- 
surance Company  of  New  York,  was  born  at  Williamstown,  Mass^ 
March  12,  i860,  and  is  the  son  of  Rev.  Dr.  John  Tatlock,  a 
distinguished  minister  of  the  Presbyterian  church.  He  was  pre- 
pared for  college  at  Park  Institute,  Rye,  N.  Y.  Like  his  father 
and  his  great-uncle,  Professor  Tatlock  of  Williams  College,  Mr. 
Tatlock  was  a  graduate  of  that  seat  of  learning,  his  class  being  that 
of  1882.  After  his  graduation  he  accepted  the  position  of  astron 
omer  of  the  Washburn  Observatory  at  Madison,  Wis,,  resigning 
therefrom  to  become  professor  of  astronomy  at  Beloit  College.  In 
January,  1889,  he  was  appointed  actuary  of  the  Prudential  Insur- 
ance Company  of  Newark,  and  in  March,  1889,  was  appointed 
assistant  actuary  of  the  Mutual  Life.  Mr.  Tatlock  has  been  a  ifre- 
quent  contributor  to  the  scientific  and  literary  periodicals  of  the 
time.  His  services  to  science  have  been  recognized  abroad  as  well 
as  in  his  own  country.  He  is  a  Fellow  of  the  Royal  Astronomical 
Society  of  London  and  of  the  New  York  Academy  of  Sciences,  and 
a  member  of  the  Actuarial  Society  of  America,  the  New  York 
Mathematical  Society,  and  other  scientific  associations.  In  1887 
bis  alma  mater  conferred  upon  him  the  degr^^  of  M-A-    H^  wa$ 
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elected  secretary  of  the  Actuarial  Society  of  America  in  May,  1899. 
In  the  fall  of  1899  he  was  appointed  associate  actuary  of  the  Mutual 
Life  Insurance  Company  of  New  York.  He  was  general  secretary 
of  the  fourth  Internationa]  G>ngress  of  Actuaries,  which  met  in 
New  York  in  September,  1903.  Mr.  Tatlock  was  elected  an  asso- 
ciate of  the  Institute  of  Actuaries  of  England  in  March,  1904.  He 
was  elected  president  of  the  Washington  Life  Insurance  Company 
on  December  30,  1904,  and  retained  the  position  until  the  sale  and 
re-insurance  of  the  company  in  1908,  and  later  entered  the  bond 
investment  business  in  New  York  city. 

TAXATION  OF  PREMIUM  RECEIPTS  by  States  and  Ter- 
ritories  (not  including  taxes  on  assessment  companies  and  fraternal 
orders).  The  following  table  has  been  prepared  from  the  state- 
ments made  by  the  insurance  departments  in  response  to  inquiries 
in  behalf  of  the  Cyclopedia  of  Insurance,  to  June  i,  1910  (changes 
were  possible  after  that  date)  : 

Alabama* — Fire  companies  $1.50  upon  each  $100  of  gross  premiums  received 
in  the  State*  every  other  company  $3.00  on  each  fioo  of  gross  premiumSi 

Alas]ca<~-none. 

Arizona — 2  per  cent  on  gross  premiums. 

Arkansas! — aj^   per  cent,  on  net  premiums. 

California* — a  per  cent,  on  premiums,  less  losses  paid^  and  return  premiums: 
life  insurance  companies  one  per  cent,  gross  premiums  received  in   State. 

Colorado— a  per  cent,  on  gross  premiums;  also  corporation  tax  of  a  cents  on 
each  $1,000  of  capital. 

Connecticut* — 2  per  cent,  on  gross  premiums  by  companies  of  foreign  coun- 
tries;   United  States  companies  reciprocal  provisions. 

Dela¥rare* — Life,  2  per  cent.,  all  other  companies  lyi  per  cent,  on  gross 
premiums.  Delaware  fire  and  miscellaneous  companies,  1^  of  i  per  cent, 
gross  premiums. 

District  ot  Columbia— i^  per  cent.  00  gTT>88  premiums,  less  reinsurance  ani' 
return  premiums,  of  all  companies  except  mutual  fire  companies. 

Florida^ — 2  per  cent,  on  gross  premiums,  except  local  companies. 

Georaia*— I  per  cent,  pn  gross  premiums,  except  that  premiums  on  canceled 
fire  and  marine  policies  are  aeducted. 

Hawaii — 2  per  cent,  on  gross  premiums,  less  losses,  return  premiums  and  pay- 
ments to  policyholders. 

Idaho— a  per  cent,  on  premiums  less  losses  and  return  premiums. 

Illinois* — ^Tax  on  net  receipts  same  as  other  pergonal  propertv,  but  cities  mav 
lay  not  exceeding  2  per  cent,  on  gross  receipts  for 'fire  depdrtments.  II 
linois  companies  are  exempt  from  taxes  on  premium  receipts. 

Indiana*— 3  per  cent,  less  losses  and  return  premiums. 

Iowa*— Life,  Casualty  and  miscellaneous  companies  a^  per  cent,  on  gross 
premiums.  Fire  companies  a^  per  cent  on  gross  premiums  less  return 
premiums  on  canceled  policies. 

Kansas* — 4  per  cent  on  aross  premiums  by  foreign  fire  companies,  less  return 
premiums  or  cancelled  policies,  and  2  per  cent,  on  gross  premiums  of  com- 
panies of  other  states;  also  other  state  and  foreign  fire  companies  pay  2 
per  cent,  on  gross  premiums  in  cities  having  fire  apparatus  worth  $1,000. 

Kentucky* — 2  per  cent  on  gross  premiums,  fire  and  miscellaneous  companies 
deduct  return  and  reinsurance  premiums;  fire  companies  also  one-third 
of  one  per  cent,  on  gross  premiums  for  the  fire  marsnal's  office;  fratema! 
assessment  companies   i    per  cent  gross  premiums. 

•Reciprocal  or  retaliatory   law   in    force. 

tUnder  an  act  of  1907  a  franchise  tax  is  imposed  on  amount  of  authorized 
capital,  as  follows:  capital  of  not  over  $2;, 000,  $10;  over  $25,000  to  $ioo,ooq, 
$25;  _^ 1 00,000   to  $500,000,   $50;     over  $500,000,   $100. 

tFire,  life  and  casualty  companies  pay,  in  addition,  a  hcense  tax  of  $200; 
plate  glass  companies  $50. 
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Louisiana*— No  per  cent.  tax.  Companies  are  chained  specific  amounts  for 
licenaes,  graded  according  to  amount  of  gross  premiums  received  un 
Louisiana  business.  Fire  comtNinies  deduct  return  and  reinsurance  pre- 
miums;   municipalities  may  collect  the  same  license  as  the   State. 

Maine ^ — Lite  companies  2  per  cent  less  dividends  paid  to  policyholders  in 
the  state  on  account  of  premiums,  and  one-half  of  one  per  cent  on  surplus 
le^s  value  of  real  estate  neld  in  the  state;  all  other  companies  ij^  per  cent., 
policies  issued  on  farm  property  exempt. 

Maryland* — i^  per  cent,  en  gross  premiums  received  in  State  less  return  pre- 
miums  and    reinsurance    in    autnorized   companies. 

Massachusetts* — 2  per  cent,  on  gross  premiums  of  other  State  and  fo.-eign 
companies  other  than  life,  with  deductions  for  reinsurances  and  return 
premiums,  life  companies  one-quarter  of  one  per  cent,  on  the  net  value  of 
all  policies  held  by  Massachuwtts  policy-holders  in  life  comjMinies. 

Michigan* — 3  per  cent,  on  gross  premiums  of  fire  companies  Irss  tetum 
premiums  and  re-insurance  when  the  tax  has  been  paid  on  the  original 
premium;    2  per  cent  on  gross  premiums,  of  all  other  companies. 

Minnesota*— a  per  cent,  on  gross  premiums,  less  return  premiums;  2  per  cent 
additional  on  gross  premiums  of  fire  companies  received  in  cities  main- 
taining fire  patrols  tor  the  expenses  of  the  fire  patrol,  and  one-fourth 
per  cent  on  net  premiums  for  the  fire  marshal's  office.  Assessment  life 
and  accident  companies  exempt 

Mississippi — 2  per  cent  on  gross  premiums  less  return  premiums  by  all 
but  life  companies,  which  pay  2  per  cent  on  the  gross  amount  of  their 
first  year's  premiums,  and  one-tenth  of  one  per  cent  on  renewals  there- 
after issued;    fire  companies  one-fifth  of  one  per  cent  for  fire  martial  tax. 

Missouri*— 2  per  cent  on  gross  premiums  less  return  premiums  and  rein- 
surance in  authoriaed  companies;  stipulated  premium  companies  1  per 
cent.;  5  pcr  cent  on  excess  lines  by  agents,  and  a  per  cent  on  premi- 
ums  placed   with   unauthorized   companies. 

Montans — 2}4  per  cent  on  $5>ooo  of  premiums  and  2  per  cent  on  premiums 
in  excess  of  $5,000. 

Nebraska* — 2  per  cent,  on  gross  premiums,  all  con^ianies  except  fire  and 
assessment  and  fraternal  associations;  fire  companies  taxed  locally;  gross 
premiums  assessed  as  personal  property. 

Nevada — None. 

New  Hampshiret — 2^  per  cent.  ^  on  gross  premiums  of  fire  and  fidelity  and 
casualty  companies,  less  reinsurances  and  return  premiums.  Life  compa- 
nies, a  per  cent,  on  gross  premiums  less  payments  for  death  loaiea  paid 
during  vear  in  the  state. 

New  Jersey^— a  per  cent  on  gross  premiums,  less  return  and  re-insurance 
premiums,  by  all  except  life  companies;    life  companies  no  taxes. 

New  Mexico* — 2  per  cent,  on  gross  premiums,  all  companies. 

New  York* — Reciprocal  and  2  per  cent  on  gross  premiums  received  by  non- 
State  fire  companies  within  the  limits  of  cities  maintaining  fire  depart- 
ments. Life  and  casualty  companies  of  other  States,  i  per  cent  on 
Sross  premiums;  'marine  companies,  a  per  cent  on  gross  premiums. 
Carolina — 2^  per  Mnt  on  gross  premiums,  less  return  premiums;  ~  fire 
comi>anies  also  one-fifth  of  one  per  cent  semi-annually  on  gross  receipt^ 
for  investigation  of  fires. 

North  Dakota* — 2yi  per  cent  on  gross  premiums,  less  return  premiums. 

Ohio* — 2^  per  cent,  on  gross  premiums  of  all  companies,  less  return  pre- 
miums paid  and  reinsurance  premiums  received.  ^  Fire  companies  pay  in 
addition  one-half  of  i  per  cent,  on  gross  premiums  for  maintaining  the 
department   of   state  fire   marshal. 

Oklahoma* — 2  per  cent  on  gross  premiums,  cancellations  deducted. 

Oregon — 2  per  cent,  less  returned  premiums  and  losses  paid  in  the  State  and 
re-insurance  premiums  paid  to  authorized  companies — all  companies. 

Pennsylvania — 2  per  cent,  on  gross  premiums,  less  reinsurances  in  author- 
ized companies  and   return   premiums. 


"Reciprocal  or   retaliatory  law  in   force. 

tLife  companies  are  taxed  2  per  cent  on  gross  premiums  receired  on 
business  in  the  state,  less  death  losses  paid,  except  that  the  tax  shall  not  be 
less  than  an  amount  equal  to  i^  per  cent,  of  the  gross  premiums  received 
in  the  state. 
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Rhodo  Island — 2  pen  cent  on  gross  premiums  less  return  premiums  and  re- 
insurance in  authorized  companies  unless  a  contract  exists  with  re-insuring 
company. 

South  Carolina — z  per  cent,  on  gross  premiums  less  dividends  and  return 
premiums,  fire  companies  one-tenth  of  i  per  cent,  additional  on  gross  pre- 
nuums  for  fire  inspection. 

South  Dakota* — aYt  per  cent,  on  gross  premiums  of  fire  and  life  companies, 
less  return  premiums  on  cancelled  policies  and  re-insurance  in  authorized 
companies,  one-half  of  i  per  pent,  for  fire  marshal.  Assessment  compa- 
nies 2  per  cent 

Tennessee* — zYi  per  cent,  on  gross  premiums,  less  return  premiums  and  cash 
dividends. 

Texas* — 2  i>er  cent,  on  gross  premiums  of  fire,  marine,  casualty  and  guarantee 
companies;  life,  3  per  cent,  gross  premiums;  except  if  30  per  cent,  of 
reserve  on  policies  written  upon  lives  of  citizens  ox  the  State  is  invested 
in  Texas  securities,  2.6  per  cent,  on  gross  premiums;  if  60  per  cent,  of 
reserve  be  invested  the  tax  is  2.3  per  cent.,  and  if  75  per  cent,  of  the 
reserve  be  invested  the  tax  is  i  per  cent 

Utah — 1 54  per  cent  on  gross  premiums,  less  return  premiums. 

Vermont* — 2  per  cent,  on  gross  premiums,  less  remsurances,  cash  dividends 
paid  to  policy-holders,  and  return  premiums. 

V'irgmia — Lite,  health,  and  sick  benefit  insurance  companies  i  per  cent,  on 
grote  premiums..      Alt  other  companies  i  ^  per  cent  on  gross  premiums. 

Washington — 2  per  cent  on  net  premiums  of  life  companies;  2%.  per  cent, 
on  all  other  companies,  less  return  premivims. 

West  Virginia*— r2  per  cent  on  gross  premiums,  less  return  premiums. 

Wisconsin* — Fire  and  marine  companies  2  per  cent  on  gross  premiums, 
less  return  premiums  and  cancellations,  also  H  of  i  per  cent  on  gross 
premiums  for  expenses  of  fire  marshal  office,  and  2  per  cent,  in  cities  and 
towns  having  standard  fire  departments;  domestic  life  companies 
3  per  cent  on  gross  income  from  all  sources,  excepting  income  from  rents 
of  real  estate  on  which  the  company  has  paid  assessed  taxes,  and 
also  premiums  collected  outside  the  state  on  policies  held  by  non-residents; 
foreign  companies,  license  fee  of  $300;  casualty  and  surety  companies 
2  per  cent  on  gross  premiums. 

Wyoming* — aj4  per  cent,  on  gross  premiums. 

*  Reciprocal  or  retaliatory  law  in  lorot 

TAYLOR,  FREDERICK  R,  fifth  vice-president  of  the  Metro- 
politan Life  Insurance  Company,  was  born  in  Cambria,  Niagara 
county,  N.  Y.,  August  21,  1863.  His  early  years  were  spent  in  ser- 
vice in  the  United  States  navy,  and  he  has  filled  various  positions 
in  the  service  of  the  Metropolitan  Life  from  local  agent  to  superin- 
tendent and  supervisor  in  the  field,  and  was  later  assistant  secretary 
and  manager  of  the  Pacific  coast  department,  which  position  he 
relinquished  to  accept  his  present  position  in  19 10. 

TAYLOR,  GEORGE  W.,  Boston  fire  underwriter,  was  born  in 
Nottingham,  England,  December  13,  1852,  and  came  to  this  country 
in  his  youth.  His  first  connection  with  insurance  was  as  a  local 
agent  at  Lexington,  Mass.,  in  1875-76.  In  the  latter  year  he  ac- 
cepted the.  appointment  of  New  England  special  agent  for  the 
North  British  and  Mercantile,  serving  until  1888.  The  following 
two  vears  he  was  general  agent  for  the  London  arid  Lancashire, 
and  from  1890  to  1892  assistant  United  States  manager  of  that  com- 
pany. In  1893  he  organized  and  put  in  the  field  the  Commonwealth 
Mutual  of  Boston.  Mr.  Taylor  was  president  of  the  New  England 
Insurance  Exchange  in  1886.  He  also  was  general  agent  in  the  New 
England  states  of  the  North  German  Fire  Insurance  Company  of 
New  York,  and  is  engaged  in  general  fire  insurance  business  as 
agent  and  broker  at  141  Milk  Street,  Boston. 
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TAYLOR,  JOHN  M.,  president  of  the  Connecticut  Mutual  Life 
Insurance  Company,  was  bom  at  Cortland,  N.  Y.,  February  18,  184J. 
He  entered  the  sophomore  class  at  Williams  College  in  1864,  gradh 
aating  with  the  class  of  1867.  He  was  admitted  to  the  bar  in  1870 
at  Pittsfield,  Mass.,  and  practiced  law  there  until  1872,  meanwhile 
filling  the  office  of  clerk  in  the  district  court,  town  clerk,  and  various 
other  public  positions.  In  August,  1872,  he  was  appointed  assistant 
secretary  of  the  Connecticut  Mutual,  and  was  elected  secretary  in 
1878,  and  vice-president  in  1884.  Mr.  Taylor  is  the  author  of  a  very 
entertainmg  and  valuable  memoir  of  Maximilian  and  Carlotta  of 
Mexico,  and  of  a  history  of  colonial  days  in  Massachusetts  and 
Connecticut  entitled  "Roger  Ludlow,  the  Colonial  Law  Maker." 
He  was  elected  president  to  succeed  President  Jacob  L.  Greene  in 

1905. 

TENNESSEE  ASSOCIATION  OF  LOCAL  FIRE  INSUR- 
ANCE AGENTS  was  organized  at  Nashville,  in  October,  iSpg,  with 
the  following  officers:  Tnomas  Hart,  president;  James  E.  Beasley, 
N.  A.  Crocket,  Edward  Maynard,  vice-presidents;  Sol  Moyses. 
Chattanooga,  secretary  and  treasurer.  The  present  officers  elected 
in  January,  1910,  are:  President,  W.  E.  Mctzger,  Nashville;  vice- 
president,  R.  H.  Fitzgerald;  second  vice-president,  Sol  Moyses; 
third  vice-president,  D.  A.  Fisher;  secretary  and  treasurer,  Chas. 
B.  H.  Loventhal;  executive  committee:  John  Burns,  chairman; 
R.  H.  Fitzgerald,  N.  H.  Grady,  F.  B.  Hunter,  R.  P.  Johnson,  H.  B. 
Cowan,  D.  A.  Fisher. 

TENNESSEE  FIRE  PREVENTION  ASSOCIATION,  was 
organized  in  1909,  and  at  a  meeting  held  in  January,  1910,  officers 
were  elected  as  follows :  President,  David  Caldwell,"  Commercial 
LInion:  vice-president,  J.  C.  Lucas,  Phoenix;  secretary  and  treas- 
urer. Verner  M.  Kline,  Niagara  Fire;  executive  committee:  James 
K.  Polk,  Aetna,  chairman;  C.  F.  Frizzell,  Royal;  John  M.  Picton, 
American  Central;  Caesar  Thomas,  National  Union,  and  T.  Graham 
Hal',  National. 

TENNESSEE,  SUPERVISION  OF  INSURANCE  IN.  1876- 
1910.  The  bureau  of  insurance  in  Tennessee  was  created  in  1876, 
the  State  treasurer,  who  is  appointed  for  a  term  of  two  years,  being 
made  insurance  commissioner  ex  oMcio.  The  officials  who  have  ex- 
ercised the  duties  of  the  office  are: 

William  Morrow,  .  .  1876 — 1877  Atha   Thomas,    .  .  .  1887 — td8^ 

M.  T.  Polk,       .  .  .  1878 — 1882  Manse  F.  House,  .  .  1889 — 18913 

Atha  Thomas,    .  .  .  1883 — 1884  Ed.   B.  Craig,     .  .  .  1893 — «9oi 

J.  W.  Thomas,  .  .  .  1885 — 1886  Reau  E.   Folk,   .  .  .  1901 — 

Reau  E.  Folk  is  the  present  state  treasurer,  elected  in  1901. 

TEUTONIA  FIRE  AND  MARINE  INSURANCE  COM- 
PANY, Dayton,  Ohio.  Organized  1865;  capital,  $100,000.  E.  Pape, 
president;  J.  Linxweiler,  Jr.,  secretary. 
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TEUTONIA  FIRE  INSURANCE  COMPANY,  Allegheny,  Pa. 
Organized  187 1 ;  capital,.  $200,000.  H.  Gerwig,  president;  C  W. 
Gerwig,  secretary. 

TEUTONIA  INSURANCE  COMPANY,  New  Orleans,  La. 
Organized  1871 ;  capital,  $250,000.  A.  P.  Noll,  president ;  Frank 
Langbebn,  secretary. 

TEXAS  FIRE  PREVENTION  ASSOCIATION  was  organ- 
ized in  1901,  and  at  the  first  annual  meeting,  held  in  July,  1901,  J.  B. 
Hereford  was  elected  president.  The  present  officers  elected  at  the 
annual  meeting  held  at  San  Antonio  in  June,  1909,  are:  President, 
J.  W.  Cochran,  Dallas;  vice-president,  J.  S.  Hereford;  secretary, 
T.  L.  Monagan. 

TEXAS  LOCAL  FIRE  UNDERWRITERS'  ASSOCIATION 
was  organized  at  Waco,  June  15,  1891,  S.  P.  Cross  of  Cameron 
being  elected  president;  B.  F.  Weems  of  Houston,  first  vice-presi- 
dent; C.  M.  Guinard  of  Galveston,  second  vice-president;  W.  V. 
Fort  of  Waco,  third  vice-president,  and  J.  D.  Kerfoot  of  Dallas, 
fourth  vice-president ;  P.  L.  Downs  of  Temple,  secretary,  and  J.  L 
Lee  of  Belton,  treasurer.  The  association  was  re-organized  in 
1898,  and  at  the  annual  meeting  in  May,  1910,  offic^ers  were  elected 
as  follows :  President,  Oliver  H.  Millican,  Austin ;  vice-president^ 
S.  Hundley  Moody;  secretary  and  treasurer,  William  H.  Stacy, 
Austin;  executive  committee.  Walter  Torrey,  Walter  Keeble, 
George  Willig.  W.  L.  Stiles  and  P.  W.  Terry. 

TEXAS  NATIONAL  INSURANCE  COMPANY,  Fort  Worth. 
Texas.  Organized,  1906;  capital,  $100,000.  E.  E.  Bewley,  president  i 
G.  Walker,  secretary. 

TEXA.S,  SUPERVISION  OF  INSURANCE  IN.  1876-1910. 
The  insurance  department  of  Texas  Was  organized  in  1876,  becom- 
Tig  operative  September  i  of  that  year.  The  title  of  the  official  was 
up  to  1907  commissioner  of  agriculture,  insurance,  statistics,  and 
history,  his  term  of  office  being  for  two  years.  The  commissioners 
have  been  as  follows : 

V.  O.  King Sept,     i,  .1876— Tan.  26,  1861 

h.    W.    Spaight. fan.  25,.  1881 — Jan.  31,  1883 

H.  P.  Brewster, Jan.  31,  1883— Dec.  26,  1884 

H.  P.  Bee, Hec.  30.   1884— Tan.  21,   1887 

L.  L.   Foster, Jan.  21.  1887— May  s,  1891 

J.   E.  Hollingsworth May  15,   1891— Jan.  10,  1895 

A.J.  Rose, Jan.  10.  1895 — Aug.  1,  1897 

Tef{^rson   Johnson, Aug.      i,   1897 — ^Aug.  1,   1901 

W.  J.  Clay Aug.      i,  1901— .Aug.  i,  1906 

R.  T.  Milncr  succeeded  Mr.  Clay,  but  resigned  in  1907;  the 
resignation  to  take  effect  September  i,  1907,  and  Thomas  B.  Love 
was  appointed  his  successor.  The  legislature  of  1907  separated  the 
insurance  department   from  the  other  departments  and   Mr.   Love 
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was  appointed  the  first  commissioner.     William  E.   Hawkins   suc- 
ceeded him»  and  F.  C.  von  Rosenberg  is  the  present  commissioner. 

THAMES  AND  MERSEY  MARINE  INSURANCE  COM- 
PANY, LTD.,  of  Liverpool,  England.  H.  K.  Fowler,  New  York, 
resident  manager. 

THOMSON,  CLIFFORD,  insurance  journalist,  was  bom  at 
Fulton,  Oswego  county,  N.  Y.,  April  15,  1^34.  After  leaving 
school  his  experiences  for  a  score  of  years  were — like  those  of 
most  Americans  who  have  their  own  way  to  make  in  the  world — 
varied  and  interesting.  He  learned  the  printer's  trade,  was  a  miner 
in  California,  lived  among  the  Indians  in  northwestern  Minne- 
sota, worked  on  the  New  York  Tribune,  doing  reporter's  work  up  to 
1861,  when  he  enlisted  from  the  Tribune  editorial  rooms  for  the 
war  and  longer,  serving  five  years  in  the  cavalry,  and  rising  from 
private  to  the  rank  of  major  of  the  Fifth  U.  S.  Vol.  Cavalry.  He 
received  the  Congressional  medal  of  honor  for  "distinguished  serv- 
ices" at  Chancellorsville,  and  was  twioe  brevetted  for  "gallantry,'* 
and  is  a  member  of  the  Military  Order  of  the  Loyal  Legion,  the 
Medal  of  Honor  Legion,  and  the  Society  of  the  Arnw  of  the 
Potomac.  In  1866  he  was  on  the  editorial  staff  of  the  New  York 
Times,  and  thea  on  that  of  the  Evening  Mail.  He  was  four  years 
in  the  internal  revenue  service  with  General  Pleasonton,  when 
United  States  commissioner  of  internal  revenue,  and  finally,  in 
1877,  he  was  called  to  the  Spectator,  of  which  he  became  editor 
and  part  proprietor,  and  so,  after  thirty-two  years  in  the  harness, 
remams. 

THOMSON,  JOHN  L.,  vice-president  of  the  Pennsylvania  Fire 
Insurance  Company  of  Philadelphia,  was  born  in  that  city  October 
19,  1839.  He  was  educated  in  the  public  schools  and  began  his 
business  life  in  1855  in  a  wholesale  grocery  and  sugar  refining  estab- 
lishment In  1864  he  entered  the  office  of  the  Pennsylvania  Fire  as 
a  clerk,  was  promoted  to  assistant  secretary  in  1877,  to  secretary 
in  1881,  and  to  vice-president  September  i,  1890.  Mr.  Thomson 
was  secretary  of  the  National  Board  of  Fire  Underwriters  from 
1884  to  188B,  inclusive,  and  is  president  of  the  Fire  Insurance  Patrol 
of  the  city  of  Philadelphia. 

THORBURN,  ALFRED  M.,  secretary  of  the  United  Sitates 
branch  of  the  Sun  Insurance  Office  of  London,  was  born  in  1859, 
at  Newark,  New  Jersey.  In  1875  he  entered  the  employ,  of  the 
German-American  Insurance  Company  of  New  York,  and  in  1886 
was  appointed  assistant  secretary  of  that  company.  In  August, 
1893,  he  resigned  to  accept  his  present  position.  He  is  also  secretar>' 
and  treasurer  of  the  New  York  Board  of  Fire  Underwriters,  secre- 
tary and  treasurer  of  the  New  York  Fire  Insurance  Exchange. 

THORNTON.  ALBERT  WARREN,  fire  underwriter,  San 
Francisco,  Cal.,  is  of  Irish  descent  and  was  born  at  Perth,  Ontario, 
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Canada,  April  23,  1865.  He  was  educated  in  the  public  schools  and 
in  the  Perth  Collegiate  Institute,  from  which  he  graduated  in  1884, 
and  engaged  in  teaching.  He  began  his  insurance  career  in  1887  as 
local  agent  at  Crookston,  Minn.,  and  in  1890  removed  to  Tacoma, 
Wash.,  entering  the  local  agency  field  there.  He  was  a  special 
agent  in  the  Pacific  coast  field  from  1902  to  1908,  and  was  chief 
adjuster  for  the  London  Assurance  Corporation  in  the  settlement 
of  its  San  Francisco  losses  in  1906,  and  was  a  conference  member 
of  the  committee  of  five  on  adjustments.  He  was  appointed  to  his 
present  position  as  joint  manager  of  the  Pacific  departments  of  the 
London  Assurance  Corporation  and  Niagara  Fire  Insurance  Com- 
pany in  1908. 

TITLE  GUARANTY  &  SURETY  COMPANY,  THE,  Scran- 
ton,  Pa.  (surety  department).  Organized  1901;  capital,  $1,000,000; 
L.*  A.  Watres,  president ;  J.  H.  Law,  secretary. 

TITLE  INSURANCE  COMPANY  OF  NEW  YORK,  THE. 
New  York.  Organized  1901;  capital,  $2,000,000.  Edgar  J.  Levey, 
president;  C  H.  Burdett,  secretary. 

TITLE  INSURANCE.  Companies  have  been  organized  within 
the  past  ten  years  in  the  larger  cities  of  the  United  States  to 
guarantee  the  titles  of  property  to  purchasers  or  owners  thereof 
In  the  state  of  New  York  there  are  several  of  these  companies. 
The  Title  Insurance  Company  of  New  York,  organized  1901,  cash 
capital,  $2,000,000;  Lawyers'  Title  Insurance  and  Trust  Company 
of  the  city  of  New  York,  capital  $4,000,000;  Lawyers'  Mortgage 
Company,  organized  1887,  capital  $400,000;  BuflFalo  Abstract  and 
Title  Company,  capital  $260,000;  United  States  Title  Guaranty  and 
Indemnity,  New  York,  cash  capital,  $1,250,000;  Westchester  and 
Bronx  Title  and  Mortgage  Guaranty,  White  Plains,  capital,  $500,000; 
Lawyers*  Westchester  Mortgage  and  Title  Company,  organized  1906, 
capital  $250,000;  Home  Title  Insurance  Cojnpany,  organized  1906, 
capital,  $204,200;  Bond  and  Mortgage  Guarantee,  organized  1892, 
capital  $3,000,000;  Queens  County  Mortgage  Company,  Jamaica, 
organized  190Q.  In  other  states  are  the  following  companies,  all 
incorporated  since  1885:  Massachusetts  Title  Insurance  Company 
of  Boston;  Conveyancers'  Title  Insurance  Company  of  Boston; 
California  Title  Insurance  and  Trust  Company  of  San  Francisco; 
Minnesota  Title  and  Trust  Company  of  Minneapolis;  Real  Estate 
TitU  Company  of  Trenton,  N.  J. ;  West  Jersey  Title  and  Guarantee 
Company  of  Camden,  N.  J. ;  Kentucky  Title  Company  of  Louisville ; 
Louisville  Title,  Louisville,  Ky. ;  Title  Guarantee  and  Surety  Company 
of  Scranton,  Pa. ;  Central  Title  Insurance  Company,  San  Francisco ; 
Pacific  Title  Insurance  Company,  San  Francisco ;  Title  Guarantee  and 
Trust  and  Title*  Insurance  and  Trust  of  Los  Angeles;  Citizens 
Title  Insurance  and  Mortgage,  Passiac;  North  Jersey  Title 
Guarantee,  Hackensack;  N.  J.;  New  Jersey  Title  and  Abstract, 
Newark;  Passaic  County  Title  Guarantee,  Paterson. 
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TOLEDO  FIRE  AND  MARINE  INSURANCE  COMPANY. 
Sandusky.  O.  Organized  1848;  capital.  $100,000.  J.  J.  McKelvey. 
president;  James  E.  Melville,  secretary;  John  McKelvey.  vice-presi- 
dent and  manager. 

TOLEDO  ASSOCIATION  OF  LIFE  UNDERWRITERS. 
This  association  was  organized  May  10.  1902.  with  the  following 
officers:  G.  W.  Farley,  president;  A.  K.  Wylic,  first  vice-presi- 
dent; Charles  Skene,  second  vice-president;  Thomas  J.  Stewart, 
secretary.  The  present  officers,  elected  at  the  annual  meeting  in 
February,  iqio,  are:  President.  George  W.  Farley.  Equitable  of 
Iowa ;  vice-president,  A.  J.  Gallagher,  Metropolitan ;  secretary- 
treasurer.  E.  L.  Brings,  Prudential ;  executive  committee :  J.  W. 
Crook,  Provident  Life  &  Trust;  Thomas  Davidson,  Canada  Life; 
E.  A.  Leavenworth,  Connecticut  Mutual. 

TORREY.  MORRIS  W.,  secretary  and  actuary  of  the  Manhat- 
tan Life  Insurance  Company  of  New  York,  was  born  in  that  city 
November  20.  1870.  of  Revolutionary  stock  on  both  sides  of  his 
family.  In  1^7.  at  the  age  of  seventeen  years,  he  entered  the  office 
of  David  Parks  Fackler,  the  Actuary,  and  in  i8pi  became  his  man- 
aging clerk.  He  resigned  in  1893  to  enter  the  actuarial  department 
of  the  Union  Central  Life  Insurance  Company  of  Ohio,  of  which 
company  he  became  assistant  actuary  in  1895.  In  i8p8  he  resigned 
to  become  actuary  of  the  Manhattan  Life,  and  in  1905  was  elected 
secretary  as  well  as  actuary. 

TRADERS  AND  MECHANICS  MUTUAL  FIRE  INSUR- 
ANCE  COMPANY,  Lowell.  Mass.  Organized  1848.  C  C  Hutchin- 
son, president;  E.  M.  Tucke,  secretary. 

TRADERS  AND  TRAVELERS  ACCIDENT  COMPANY, 
New  York  city.  Organized  1887.  E.  A.  Brown,  president;  Geo. 
E.  Keeler,,  secretary. 

TRAVELERS  INDEMNITY  COMPANY.  THE,  of  Hartford, 
was  organized  in  1905,  and  all  its  capital  stock  is  owned  by  The 
Travelers  Insurance  Company.  Capital  $500,000;  total  admitted 
assets,  $821,167:  capital  and  surplus,  $579»836.  The  officers  are: 
Sylvester  C  Dunham,  president;  John  B.  Lunger,  vice-president; 
John  L.  Way,  secretary;  Louis  F.  Butler,  assistant  secretary;  Wal- 
ter G.  Cowlcs,  assistant  secretary;  George  Gilmour,  chief  engineer; 
Henry  Souther,  consulting  engineer;  board  of  directors,  Charles  C. 
Beach,  William  B.  Clark,  Sylvester  C.  Dunham,  Fredericlc  R 
Foster,  John  R.  Hills,  John  B.  Lunger,  George  Roberts,  Charles 
L.  Spencer,  John  L.  Way. 

TRAVELERS  INSURANCE  COMPANY,  THE,  of  Harttord, 
Conn.,  was  chartered  in  1863,  as  an  accident  insurance  company, 
with  a  capital  stock  of  $250,000.  In  1866  it  secured  an  amendment 
to  its  charter  authorizing  it  to  procure  and  issue  policies  of  life 
insurance.     In   i^  it  commenced  issuing  employers*  and  general 
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liability  contracts,  and,  in  March,  1899,  the  issuance  of 
health  policies,  providing  indemnity  for  loss  of  time  occa- 
sioned by  sickness.  Its  capital  stock  at  the  present  time  (1910) 
is  $2,500,000;  assets.  $70,752,145;  excess  security  to  policyholders, 
$10,099,753.  The  official  staff  is  as  follows:  Sylvester  C.  Dunham, 
president ;  John  B.  Loinger,  vice-president ;  John  L.  Way,  second  vice- 
president;  Louis  F.  Butler,  secretary;  John  £.  Morris,  associate 
secretary;  Edward  V.  Preston,  general  manager  of  agencies; 
Hiram  J.  Messenger,  actuary ;  William  Bro  Smith,  counsel ;  Levi 
L.  Felt,  comptroller;  J.  Stanley  Scott,  secretary,  life  department; 
bertrand  A.  Page,  secretary,  accident  department;  Walter  G. 
G)wles,  secretary,  liability  department;  James  L.  Howard,  assistant 
secretary  life  department;  John  B.  Lewis,  M.D.,  Wyeth  E.  Ray, 
M.D.  and  Arthur  B.  Wright,  M.D.,  medical  directors;  Charles 
C  Beach,  M.D.  and  Frank  L.  Grosvenor,  M.D.,  associate  medical 
directors;  Chester  G.  Munyaa  and  George  B.  Newton,  naanagers 
mortgage  loan  division;  Howard  A.  Giddings  and  Samiiiel  R. 
McBumey,  superintendents  of  agencies;  Theron  U.  Lyman,  man- 
ager of  liability  claim  division;  J.  W.  H.  Pye>  Auditor;  George 
S.  Pen^eld,  superintendent  of  ticket  and  railway  insurance;  George 
Gilmour,  superintendent  of  inspections;  Robert  C.  Dickinson,  attor- 
ney; Edward  B.  Morris  and  Benedict  D.  Flynn,  assistant  actuaries; 
Julian  S.  Eaton,  chief  adjuster  life  and  accident  departments ;  George 
W.  Ellis,  superintendent  of  publications;  Edwin  P.  Piper,  super- 
intendent liability  department;  Ernest  H.  Cady,  superintendent 
pay  roll  audit;  William  P.  Conklin,  cashier;  Louis  N.  Denniston, 
agency  instructor;  Donald  A.  Dunham,  office  supervisor;  Earl  D. 
Church,  superintendent  policy  loan  division;  Frank  W.  Theis,  pur- 
chasing agent;  directors:  William  B.  Clark,  Austin  C.  Dunham, 
George  Roberts,  Charles  C.  Beach,  M.  D.,  Frederick  R.  Foster, 
Sylvester  C.  Dunham,  Charles  L.  Spencer,  John  R.  Hills,  John  E. 
Morris,  James  G.  Batterson,  John  B.  Lunger,  John  L.  Way,  Ed- 
ward B.  Bennett,  Arthur  L.  Shipman,  Francis  T.  Maxwell. 

TREZEVANT,  JOHN  TIMOTHEE,  Southwestern  depart- 
ment  manager  for  the  Fire  Association  of  Philadelphia,  Scottish 
Union  and  National,  Lion,  Philadelphia  Underwriters,  Orient,  and 
other  prominent  fire  insurance  companies,  is  the  descend^uit  of  a 
lefugee  French  Huguenot  family  which  settled  in  South  Carolina  in 
1865.  He  was  bom  at  Memphis,  Tenn.,  October  18,  1842.  The 
civil  war  began  when  he  was  at  school.  He  enlisted  in  the  Confed- 
erate army  and  served  throughout  the  four  years  of  the  conflict, 
participating  in  many  of  the  great  battles,  and  being  twice  badly 
wounded.  At  first  a  civil  engineer,  after  the  return  of  peace  he 
found  in  1868  his  best  vocation  in  insurance.  For  ten  years  he  was 
located  at  Little  Rock,  Ark.,  as  a  local  agent  and  secretary  of  a 
tocal  6  re  insurance  company.  He  has  been  for  30  years  a  member 
of  the  firm  of  Trezevant  &  Cochran,  and  Southwestern  department 
manager  at  that  point  for  Northern  and  foreign  companies  jCi 
years.     Colonel  Trezevant  is  largely  interested  in  the  social  and 


6io  TupFER,  Samuel  Y. 

business  affairs  of  the  city  of  Dallas,  and  is  director  of  City  National 
Bank  and  Trust  Company  of  Dallas ;  Fidelity  Real  Estate  and  Trust 
Company;  president  of  the  T.  and  C.  Insurance  Company,  and  oi 
Dallas  Golf  and  Country  Oub.  He  has  been  prominent  in  the 
councils  of  all  the  Texas  fire  underwriting  organizations,  both  as 
committeeman  and  officer,  and  was  the  first  president  of  the  Asso- 
ciation of  Underwriters  for  Texas,  which  was  organized  in  1882. 

TRIMINGHAM,  R.  N.,  secretary  of  the  Chicago  Board  of  Un- 
derwriters, is  a  native  of  St.  Johns,  Newfoundland,  and  became 
a  resident  of  Chicago  in  1856.  He  was  employed  in  the  agency 
office  of  A.  C  Ducat  ten  years,  and  was  with  Fred.  S.  James  nearly 
3S  long.  When  the  Underwriters'  Exchange  was  organized  in  1880 
Mr.  Trimingham  was  appointed  secretary,  and  he  succeeded  to  the 
secretaryship  of  the  late  Fire  Underwriters'  Association  when  that 
body  absorbed  the  Exchange  in  1885.  Upon  the  reorganization  of 
that  body  in  1894,  as  the  Underwriters'  Association,  Mr.  Triming- 
ham was  continued  as  secretary.  In  January,  igo6,  the  Chicago 
Board  of  Underwriters  succeeded  the  Chicago  Underwriters*  Asso- 
ciation. Mr.  Trimingham  continues  as  secretary  of  the  Chicago 
Board. 

TRUSTS,  LAWS  AGAINST.     [See  Anti-Compact  Uws.] 

TRYON,  GEORGE  H.,  assistant  secretary  of  the  National  Fire 
Insurance  Company  of  Hartford,  was  bom  at  Buffalo,  N.  Y.,  March 
6,  1866.  He  received  a  public  and  high  school  education,  and  began 
his  business  career  in  fire  insurance.  He  was  engaged  successively 
in  local  agency  and  field  work,  and  was  New  York  State  agent 
of  the  National  when  called  to  the  home  office  and  appointed  an 
assistant  secretary  in  May,  1904. 

TUPPER,  SAMUEL  Y.,  Southern  department  manager  of  the 
Queen  Insurance  Company  of  America,  was  bom  at  Charleston, 
S.  C,  May  18,  1856,  and  is  the  son  of  the  late  Samuel  Y.  Tupper, 
an  eminent  citizen  and  for  more  than  a  quarter  of  a  century  a  promi- 
nent underwriter  of  Charleston.  The  younger  Tupper  was  grad- 
cated  from  the  University  of  Nashville  in  1875,  and  immediately 
began  the  study  of  fire  underwriting  in  his  fathePs  office,  where  the 
advantages  for  a  sound  and  extended  education  were  unusual.  In 
1877  he  was  admitted  to  partnership  in  the  business.  In  1884  Mr. 
Tupper  became  special  agent  in  the  Southeastern  department  for 
the  Phenix  of  Brooklyn,  of  which  his  father  had  long  been  agent 
and  a  director.  The  reputation  gained  in  this  service  led  to  his 
election  as  secretary  of  the  South  Eastern  Tariff  Association  in 
1891.  After  three  years  in  this  important  and  exacting  field  of 
labor,  he  declined  a  re-election  by  the  association  in  June,  1894,  to 
•iccept  the  management  of  the  Southern  department  of  the  Queen, 
with  headquarters  at  Atlanta.  He  continued,  however,  on  the 
executive  committee  of  the  South  Eastern  Tariff  Association,  of 
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which  he  was  made  chairman,  and  at  the  annual  meeting  of  the 
association  in  1896  he  was  unanimously  elected  president,  serving 
until  May,  i8p8. 

TURNBULL,  JAMES  ARCHIBALD,  former  secretary  of  the 
.G)nnecticut  General  Life  Insurance  Company  of  Hartford,  was 
born  in  Brooklyn,  N.  Y.,  July  31,  1869,  and  received  his  education  in 
private  schools  and  Yale  University,  graduating  from  the  latter  in 
the  class  of  iSg2,  He  entered  the  office  of  the  Phcenix  Mutual  Life 
Insurance  Company  immediately  after  graduation.  In  1899^  he  be- 
came connected  with  the  Connecticut  General,  was  appointed  actuary 
m  1900  and  elected  secretary  in  May,  1901.  He  resigned  in  May, 
1905.  He  is  at  present  agency  manager  for  the  company  for  central 
New  York. 

TURNBULL,  THOMAS,  former  secretary  of  the  Hartford  Fire 
Insurance  Company  of  Connecticut,  is  a  native  of  Scotland.  In  early 
life  he  was  engaged  in  the  foreign  dry  goods  and  commission 
trade  in  the  city  of  Philadelphia.  Afterward  he  was  in  the  whole- 
sale tea  trade  in  Philadelphia  and  New  York  as  a  member  of  the 
firm  of  Merritt  &  Turnbull.  In  1869  he  began  his  insurance  career 
with  the  Niagara  Fire  Insurance  Company  of  New  York,  as 
special  agent  in  New  York  and  the  New  England  States.  In  1876, 
Mr.  Turnbull  entered  the  service  of  the  Hartford  Fire  as  general 
agent  for  New  York  State.  In  June,  1886,  he  was  invited  to  the 
company's  office  in  Hartford  to  take  the  office  of  assistant  secretary, 
and  on  January  16,  1908,  he  was  elected  secretary  of  the  company. 
He  rcsigiied  as  secretary  of  the  company  April  i,  1910,  and  retired 
from  active  business. 

TURNER,  PAUL,  formerly  special  agent  of  the  German- Amer- 
ican of  New  York  for  the  Middle  Department,  was  bom  in  Novem- 
ber, 1857,  and  entered  the  insurance  business  in  the  old  agency  office 
of  Gegan  Bros.  &  AUmand  in  Baltimore,  about  1872.  Later  he 
was  a  special  agent  under  Joseph  Selby,  then  Southeastern  man-~ 
ager  of  the  Western  of  Toronto.  Leaving  the  field  in  1881  he 
engaged  in  the  local  agency  business  in  Baltimore,  in  which  he 
contmued  until  1890,  when  he  went  again  into  the  field  as  special 
agent  of  the  Royal  Insurance  Company,  which  position  he  resigned 
in  October,  1896,  to  become  special  agent  of  the  German- American. 
Mr.  Turner  was  elected  president  of  the  Underwriters*  Association 
of  the  Middle  Department  in  1904,  and  was  chairman  of  the  General 
Loss  Committee  which  handled  the  losses  of  the  Baltimore  con- 
flagration. Resigned  as  special  agent  of  the  German-American 
March  15.  1907,  to  become  president  of  American  Agency  Company, 
a  corporate  field  agent  for  insurance  companies,  which  position  he 
still  holds,  being  also  a  member  of  the  local  agency  firm  of  Fraser 
Bros.,  Pittsburg,  Pa. 

TYSON,  GEORGE  H.,  Pacific  Department  manager  for  the 
German-American,    Phcenix   of   Hartford,    German    Alliance,   and 
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Protector  Underwriters'  Insurance  Companies,  was  bom  in  1863  in 
Denmark.  His  parents  were  pioneers  in  California  in  l849f  and 
Mr.  Tyson  was  born  while  they  were  on  a  visit  to  the  old  country 
He  has  lived  in  California  since  childhood.  He  began  his  busi- 
ness life  as  an  office  boy  with  the  Fireman's  Fund  in  1879,  ^nd 
filled  the  positions  of  clerk,  counterman,  special  agent,  adjuster,  and 
assistant  secretary,  successively,  in  that  company.  In  May,  1891, 
Mr.  Tyson  was  appointed  Pacific  Coast  Department  manager  for 
the  German-American,  and  in  1897  the  German  Alliance  Insurance 
Company  was  also  placed  in  his  hands.  In  1901  he  was  appointed 
Pacific  Coast  manager  for  the  Phoenix  of  Hartford  and  Protector 
Underwriters.  He  is  a  member  of  the  San  Francisco  Chamber  of 
Commerce  and  the  Merchants'  Club,  and  the  Bohemian  Qub, 
Clairmont  Country  Club,  and  of  the  Fire  Underwriters'  Association 
of  the  Pacific,  and  was  secretary  of  this  association  in  1891.  Mr. 
Tyson  is  a  prominent  member  of  the  Masonic  order,  a  stockholder 
in  numerous  local  enterprises,  and  a  director  of  the  Chas.  Nelson 
Company,  and  the  Globe  Mutual  Building  and  Loan  Society,  the 
Old  People's  Home  and  other  institutions  in  San  Francisco. 


u 


"UNAUTHORIZED"  FIRE  INSURANCE  COMPANIES. 
At  the  National  Convention  of  Insurance  Department  Officials  in 
September,  1902,  the  committee  on  unauthorized  insurance  reported 
a  list  of  fire  insurance  companies  transacting  business  in  different 
states  without  licenses  therefrom  and  through  correspondence.  [For 
List  of  Companies  see  Cyclopedia  of  Insurance  for  1904-5  and 
subsequent  volumes.] 

UNDERHILL,  WILLIAM  WILSON,  former  president  of 
the  United  States  Fire  Insurance  Company  of  New  York,  was 
born  in  that  city  September  13,  1839.  He  was  educated  at  Bur- 
lington (N.  J.)  college  and  the  University  of  Pennsylvania,  was 
clerk  in  the  commission  business  from  1858  to  1862,  and  entered  the 
service  of  the  United  States  Fire  in  1S62,  and  remained  wilJi  the 
comoany  until  1908.  He  was  assistant  secretary  in  1862,  secretary 
in  1865,  and  was  elected  president  in  1882.  He  was  elected  vice- 
president  of  the  New  York  Board  of  Fire  Underwriters  in  May,  1904, 
and  1905. 

UNDERWOOD,  WILLIAM  E.,  insurance  journalist,  was 
born  at  New  Orleans,  La.,  November  8,  i860.  He  was  educated 
in  the  pubHc  schools  and  left  the  high  school  when  seventeen  years 
old  to  enter  an  insurance  agency  as  office  boy.  In  1882,  when 
twenty-two  years  old,  he  was  assistant  manager  of  the  Denver  com- 
pact. He  was  then,  successively,  manager  of  the  compacts  at  St. 
Joseph,  Mo.,  Mobile,  Ala.,  and  Joliet,  111.  From  1889  to  1891  Mr. 
Underwood  was  manager  of  and  edited  the  New  Orleans  Vindi- 
cat  or.  From  1891  to  1893  he  was  the  special  representative  of  the 
Mutual  Life  of  New  York  for  its  Louisiana  and  Mississippi  de- 
partment. In  1894  he  purchased  the  Insurance  Radiator,  with  which 
he  was  connected  until  1899,  when  he  again  assumed  editorial  charge 
of  the  Vindicator  of  New  Orleans.  He  resigned  the  latter  position 
in  August,  1 901,  and  became  insurance  editor  of  the  Daily  States, 
New  Orleans.  He  is  now  proprietor  and  editor  of  Assurance, 
New  York. 

UNDERWRITERS'  AGENCIES,  JOINT  POLICIES  OF 
FIRE  INSURANCE  COMPANIES  WRITTEN  BY.  [For 
jction  of  certain  State  insurance  departments  against  "under- 
writers*" combinations  of  fire  insurance  companies,  see  Cyclopedia 
tor  1898-99.] 


6l4  UNDERWRITtRS'  ASSOCIATION  OF  ALABAMA. 

The  following  is  a  list  of  the  principal  Underwriters'  Agencies 
in  business  when  this  record  closed: 

Aimrrican  Underwriters'  Agency,  guaranteed  by  Spring  Garden  Insurance 
Company,  Philadelphia. 

Atlantic  Underwriters*  Agency,  guaranteed  by  Eastern  Fire  Insurance 
Company,  Atlantic  City. 

Cincinnati  Underwriters,  composed  of  the  Eureka  Fire  and  Marine  and 
Security  Insurance  Companies  of  Cincinnati. 

Colonial  Underwriters,  guaranteed  by  the  National  Fire  of  Hartford. 

English  American  Underwriters,  guaranteed  by  the  London  and  Lanca- 
•hire  Insurance  Company. 

Federal  Underwriters.  Policies  guaranteed  by  Franklin  Insurance  Com- 
pkny  and  Potomac  Insurance  Company,  Washington,   D.  C. 

Fidelity  Underwriters.  Policies  assumed  halt  by  the  Continental  Insurance 
Company  and  half  by  Fidelity-Phenix  Insurance  Company. 

Globe  Underwriters'  Agency,  guaranteed  by  Globe  and  Rutgers  Assurance 
Company,  New  York. 

German  Underwriters,  guaranteed  b]r  the  Milwaukee  Mechanics. 

German  Alliance  Insurance  Association,  composed  of  the  German- American 
and  Grrman  Alliance  of  New  York. 

Hudson  Underwriters,  composed  of  the  Lumber  and  Adirondack  Fire 
Insurance  Companies  of  New  York. 

Jefferson  Underwriters,  Policies  guaranteed  by  Jefferson  Fire  Insurance 
Company,  Philadelphia.  ^ 

Keystone  Underwriters,  composed  of  German,  Union,  Monongahela  and 
German- American  Insurance  Companies.  Pittsburgh,  Pa. 

New  England  Underwriters,  guaranteed  by  the  Capital  Insurance  Com- 
pany of  Concord,  N.  H. 

New  Hampshire  Underwriters'  Agency,  guaranteed  by  the  New  Hamp- 
shire fire. 

New  York  Underwriters'  Agency,  guaranteed  by  the  Hartford  Fire  In- 
surance Company. 

Northwestern  Underwriters,  guaranteed  by  the  Northwestern  National  of 
Milwaukee. 

Pittsburgh,  Underwriters,  composed  of  the  Allemannia  of  Pittsburgh  and 
the  Ben  Franklin,  Humboldt,  National,  and  Teutonia  Insurance  Companies  of 
Allegheny,  Pa. 

Republic  Underwriters,  Dalles,  Tex,  composed  of  the  Austin  Fire  and' 
Commonwealth   Fire   Insurance   Companies. 

Underwriters  of  Pennsylyania.  guaranteed  by  the  German,  and  Citizens  of 
Pittsburgh  and  Mechanics  of  Philadelphia. 

United  Underwriters  of  Chicago,  composed  of  the  Farmers  and  Men 
chants  of  Lincoln,  Neb.,  German  of  Indianapolis,  and  National  of  Allegheny. 

United  Fire  Policy,  guaranteed  by  the  Seaboard  Fire  and  Marine  In- 
surance company  of  Galyeston,  Commonwealth  Insurance  Company'  of  Dallas, 
and  the  Commercial  Fire  Insurance  Company  of  Houston,  all  of  Texas. 

UNDERWRITERS'  AGENCY,  NEW  YORK.  (A.  and  J.  H. 
Stoddart,  general  agents.)     [See  New  York  Underwriters'  Agency.] 

UNDERWRITERS'  ASSOCIATION  OF  ALABAMA.  The 
local  fire  insurance  agents  of  Alabama  met  in  convention  at  Mont- 

?:omery,  January  20,  1897,  and  organized  this  association,  with  the 
ollowing  officers:  J.  L.  Dean,  Opelika,  president;  J.  G.  Smith, 
Birmingham,  vice-president;  M.  M.  Sweatt,  Montgomery,  secretary 
and  treasurer;  H.  C.  Davidson  and  Leopold  Strauss,  Montgomery; 
R.  H.  Mabry,  Selma;  Samuel  L.  Cook,  Anniston;  J.  K,  Glennoti, 
Mobile,  executive  committee.  The  officers  elected  at  the  annual 
meeting  in  June,  1909,  are :  President,  James  H.  Glennon ;  vice- 
president,  R,  F.  Manly;  secretary-treasurer,  Tom  Boone,  Mobile; 
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executive  committee:  John  W.  Scheible,  chairman;  R.  H.  Mabry, 
J.  W.  G)leman,  W.  M.  Sweat,  Henry  Hiden,  and  J.  h.  Dean. 

UNDERWRITERS'  ASSOCIATION  OF  THE  MIDDLE  DE. 
PARTMENT.  January  28,  1881,  a  'few  supervising  and  adjusting 
agents,  having  charge  of  the  states  of  Pennsylvania,  New  Jersey, 
Delaware,  and  Maryland,  held  a  meeting,  and,  believing  ''that  a 
thorough  concert  of  action"  and  acquaintance  with  the  views  of 
agents  relative  to  the  best  interests  of  underwriting  were  necessarv, 
agreed  to  form  a  permanent  organization,  which  was  effected  July 
19,  1881.  The  officers  elected  were:  President,  A.  J.  Foster;  vice- 
president,  J.  B.  Kelsey;  secretary  and  treasurer,  W.  C.  Goodrich. 
Quarterly  meetings  are  held.  On  May  9,  1883,  a  reorganization  took 
place,  creating  thereby  the  Underwriters'  Association  of  the  Middle 
Department,  the  object  of  which  is  the  systematic  interchange  of 
information  and  co-operation  among  field  men.  The  membership 
is  personal,  and  no  company  is  pledged  to  any  course  of  action,  re- 
liance being  placed  on  the  honor  and  good  faith  of  the  members  to 
use  their  influence  to  secure  the  accomplishment  of  such  measures 
as  they  may  individually  approve. 

The  territory  covered  by  the  association  is  Pennsylvania  (except 
the  counties  of  Allegheny,  Bucks,  Chester,  Delaware,  Montgomery, 
and  Philadelphia)  ;  New  Jersey  (except  the  counties  of  Camden, 
and  Hudson,  and  the  city  of  Newark  and  townships  of  Belleville, 
Clinton,  and  Irvington)  ;  Delaware  (entire  state)  ;  Maryland  (except 
city  of  Baltimore)  ;  West  Virginia  (counties  of  Berkeley,  Jefferson, 
and  Morgan  only.) 

The  officers  of  the  association  since  organization  have  been: 


1883 
1884 
1885 
1886 
1887 
1888 
1889 
1890 
1891 
1893 
1893 
1894 
1895 
1896 

1897 
1898 
1899 
1900 
1901 
1903 

»903 
1904 

1905 
1906 

1907 
1908 
1909 
1910 


President 


E.   C.  Irvin. 
E.   C.   Irvin. 
J.  H.   Mitchell. 
William  Muir. 
William  Muir. 
William  Muir. 
Alfred  Rowcll. 
J.  B.  Kremer. 
E.    O.    Weeks. 
W.   N.   Kremer. 
H.    O.    Kline. 
A.    N.    Stewart. 
W.  C.  Goodrich. 
R.   H.   Wilson. 
James  S.  Catanach. 
Benjamin    Bevier. 
Thomas  C.  Temple. 
C.   J.    Irvin. 
Chas.  F.  Hawes, 
Edvr.   B.   Crcighton. 
L.    Wiederhold,    Jr. 
Paul   Turner. 
R-  C.  Christopher. 
G.  A.  Russell. 
A.   E.   Duncan. 

E.  J.   Haynes,   Jr. 

F.  H.   Patterson. 
Geo.  A.  Clarke. 


Vice-PresidenL 


J.  H.  Mitchell. 
J.  H.  Mitchell. 
15.  H.  Wood. 

John  Tenney. 
ohn  Tenney. 
Alfred  Rowcll. 
J.  B.  Kremer. 

E.  O.  Weeks. 
W.   N.    Kremer. 
A.  N.  Stewart. 
R.  H.  Wilson. 
R.  H.  Wilson. 
R.  H.  Wilson. 
M.  I-cwin  Hewcs. 
Benjamin    Bevier. 
Thomas  C.  Temple. 
Wm.   B.   Kcllcy. 
Chas.  F.  Hawes, 
Edw.   B.   CreiRhton. 
L.    Wiederhold,    Jr. 
Paul    Turner. 

R.   C.  Christopher. 
M.   L.  Ward. 
J.   Woods  Brown. 
E.  J.  Haynes,  Jr., 

F.  K.  Patterson, 
Geo.  A.  Clarke. 
Chas.  M.  Kerr, 


Secretary. 


W.  C.  Goodrich. 
W.  C.  Goodrich. 
W.  C.  Goodrich. 
W.  C.  Goodrich. 
W.  C.  Goodrich. 
W.  C.  Goodrich. 
E.  R.  Clemence. 
E.  R.  Clemence. 
E.  R.  Clemence. 
E.  R.  Clemence. 
E.  R.  Clemence. 
E.  R.  Clemence. 
E.  R.  Clemence. 
E.  R.  Clemence. 
E.  R.  Clemence. 
E.  R.  Clemence. 
E.  R.  Clemence. 
E.  R.  Clemence. 
E.  R.  Clemence. 
E.  R.  Clemence, 
E.  R.  Clemence. 
E.  R.  Clemence. 
E.  B.  Creighton. 
E.  B.  Creighton. 
E.  B.  Creighton. 
E.  B.  Crcighton. 
E.  B.  Creighton. 
LouisWiederhold,  Jr. 


6f6    Unbekwriters'  AssoaATtoN  or  thb  State  or  New  York. 

The  officers  elected  at  the  annnal  meeting  in  January,  1910,  arc 
President,  Geo.  A.  Clarke;  vice-president,  Charles  M.  Kerr;  secre- 
tary. Louts  Wtederhfid,  Jr.;  assistant  secretary,  W.  A.  Peters; 
treasurer,  E.  R.  Clemence. 

The  present  members  of  the  executive  committee  are:  A.  F. 
Sanford,  chairman;  Caleb  G.  Baxter,  Thos.  J.  Lasher,  G.  Hope 
Miller,  E.  A.  Innes,  H.  O.  Kline,  Gilbert  A.  Russell,  Harold  Has- 
kins.  U.  O.  Michaels,  R.  H.  M.  Stuart,  M.  O.  SeWon,  H.  N.  Dickin- 
son. C.  K.  Underbill,  Hubert  W.  Chapman,  Smith  M.  Wilson,  W.  E. 
MacQuesten,  Wm.  P.  I-ong.  Wm.  C.  Poe,  Jr. 

The  following  is  a  list  of  standing  committees: 

Constitution,  By-Laws  and  Rules :  Gilbert  A.  Russell,  chairman ; 
Ross   M.   Wickham,   G.    Hope   Miller,   M.   B.  Jones,   H.   O.   Kline. 

Schedule  Committee:  Henry  P.  Whitman,  chairman;  W.  G. 
Kent.  Clias.  M.  Kerr,  Gilbert  A.  Russell,  Harry  T.  Poor,  Hubert 
W.  Chapman.  Geo.  Velten  Steeb. 

Sprinklcred  Risk  Committee:  A.  L.  Mooney,  chairman;  Hubert 
W.  Chapman,  A.  X.  Hamilton,  G.  G.  Plyer,  W.  V.  A.  Keeler,  H.  A. 
Miller,  11.  E.  Griswold,  Percy  Ling,  Russell  M.  Young,  Paul  Kline, 
J.  Arthur  Pulsford.  Geo.  Velten  Steeb,  Frederick  Ackerman,  George 
A.  French,  Charles  M.  Slocum,  R.  L.  Riggs,  Harry  T.  Poor,  P.  G. 
Farquaharson,  Robet  E.  Michaels,  Harry  Y.  Chatterley. 

UNDERWRITERS*  ASSOCIATION  OF  THE  STATE  OF 
NEW  YORK.  This  association,  which  is  a  rating  and  supenrising 
body,  having  jurisdiction  over  the  State  of  New  York,  except  Long 
Iskind  and  8ie  counties  of  New  York,  Richmond,  Westdiester,  Put- 
nam, and  Rockland,  and  the  city  of  BuflFalo  and  Tanawanda,  was 
organized  at  Syracuse,  September  13,  1883.  The  presidents  of  the 
association  have  betn:  J.  H.  Van  Baren,  1883-S4;  A.  hL  Boitts, 
1884-85;  O.  W.  Palkner,  1885-86;  C.  W.  Du  Bois,  1886-87;  W.  A. 
Holman,  1887-88;  J.  J.  Babcock,  1888-89;  George  M.  Elwood,  iSSjh 
90;  J.  L.  Kendig,  1890-91;  T.  E.  Gallagher,  1891-92;  C.  L.  Hedge, 
1892-93;  J.  M.  Carothers,  1893-94;  C.  H.  Van  Antwerp,  1894-95; 
I.  H.  Lindslcy,  1895-96;  George  W.  Wyatt,  1896-97;  H.  B.  Smith, 
1897-98;  L.  S.  Morgan,  1898-99;  J.  T.  Ryan,  1899-1900;  F.  W 
Jenness,  1900- 1 901 ;  J.  M.  Hodges,  1901-1902;  F.  W.  Bauer,  1902- 
1903;  F.  E.  Burke,  1903-1904;  F.  F.  Buell,  1904-1905;  F.  S.  Tyler, 
1905-1906;  A.  W.  Selkirk,  1906- 1907;  H.  P.  Moore,  1907;  A.  G. 
Martin,  1908;  A.  T.  Lovett,  1909. 

The  following  is  a  list  of  the  companies  which  were  represented 
in  the  association  June  i,  1910. 

Aachen  and  Nfuntch,  Mtm^  Agricultural,  Albany,  American  Centra!,  Amer- 
ican of  New  Jersey,  Alliance  of  Pennsylvania,  Atlantic  Underwriters,  Atlas, 
Roston,  British-America,  Caledonian,  Caledonian- American,  California^  Calucaet, 
Citizens  of  Missouri,  Commercial  Union  of  London,  Commercial  Union 
of  New  York,  Commonwealth,  Concordia,  Connecticut,  Detroit,  DuVvque, 
Dutchess,  Equitable  of  Rhode  Island,  Farmers,  Fire  Association  of  Penn- 
sylvania, Firemen's  Fund,  Franklin,  Germania,  German  of  W.  Va..  German 
Alliance,    German -American    of    New    York,    German-American    of    Aiarykind, 
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Glens  Falls,  Hainbiirg-Bremen,  HanoTer,  Hartford,  Home,  Insvnmce  Company 
of  North  America,  Jefferson.  LivenNK>l  and  London  and  Globe,  London^  As- 
surance, Mechanics  and  Traocrs,  Mechanics  of  Pennsylvania,  Nassau,  National 
of  Hartford.  National  Lumber,  National  Union  of  Pittsburg,  Newark|  New 
Brunswick^  New  Hampshire  Fire,  New  York  Underwriters'  Agency,  Niagara, 
North  British  and  Mercantile  of  England,  North  British  and  Mercantile, 
North  River,  Northern  of  London,  Norwich  Union,  Old  Colony  of  Boston, 
Palatine,  Pennsylvania  Fire,  Peter  Cooper,  Phenix  of  Brooklyn,  Philadelphia 
Underwriters,  Phoenix  of  London,  Phoenix  of  Hartford,  Providence-Washington, 
Prussian  National,  Queen,  Rochester-German,  Royal  Exchange,  Royal  Insur> 
ance,  Scottish  Union  and  National,  Security,  Springfield  Fire  and  Marine, 
spring  Garden,  Standard  of  New  Jersey,  Sun  of  London,  Svea,  Westchester, 
Western  of  Canada,  Wilfiamsburgh  City. 

At  a  meeting  of  the  association  held  at  Syracuse  in  January, 
19 10,  officers  and  executive  committee  of  the  association  were  elected 
as  follows:  President,  F.  L.  Curtis;  vice-presidents,  C.  E.  Dosser 
and  W.  W.  Lenox ;  secretary  and  treasurer,  F.  W.  Jenness ;  assistant 
secretary,  G.  S.  Baxter ;  exeaitive  committee :  F.  E.  Burke,  chairman ; 
W.  C.  Roach,  E.  H.  Hornbostel,  J.  M.  Carothers,  E.  S.  Jarvis, 
Charles  Gibson,  W.  D.  Hunter,  A.  H.  Murphy,  R.  G.  Potter,  W.  H. 
Taylor. 

The  secretary's  office  is  at  looo  Onondaga  County  Savings  Bank 
Building,  Syracuse,  N.  Y. 


LOCAL  BOARDS. 

The  following  is  a  list  of  the  local  boards  under  the  jurisdiction 
of  the  association,  arranged  by  counties : 

Chenango—  County  Board* 
Clinton — County    Board. 
Columbia — County  Board,   Hudson. 
Cortland— County  Board. 
Delaware — County  Board. 
Dutchess— County      Board,      Pough- 

keepsie. 
Rensselaer — County      Board,      Lan- 

singburghj  Troy. 
Saratoga—County    Board,    Saratoga 

Springs^  Waterford. 
Schenectady — County  Board,  Schen- 

ectadjr. 
Schoharie — County    Board. 
Schuyler — County  Board. 
Seneca — County   Board. 
Steuben— Addison  and  ridnity,  Bath 

and    vicinity.   Corning  and   vicin- 

tty,  Ilornelsyille  and  vicinity. 
St.  Lawrence — County  Board. 
Sullivan— County    Board. 
Tioga — County   Board. 
Tomkins — County   Board. 
ITlstcr — County    Board. 
Warren — County    Board. 
Washington — County   Board. 
Wayne — Eastern       County       Board. 

Western  County  Board. 


Albanv — ^Albany,  Cohoes,  West  Troy. 

Alleghany — County    Board. 

Broome— Co.  Board,   Binghamton. 

Cattaraugus — County    Board. 

Casruga — County   Board,   Auburn. 

Chautauqua-Nortbern  County  Board, 
Southern  County  Board. 

Erie — County  Board. 

Essex— County  Board. 

Franklin — County    Board. 

Fulton — County    Board. 

Genessce— County    Board. 

Greene — County  Board. 

Herkimer — County  Board. 

Jefferson — County    Board. 

Lewis— County  Board. 

Madison — County  Board. 

Monroe-^ounW    Board,    Rochester. 

Montgomery — County  Board,  Am- 
sterdam. ^ 

Niagara — Niagara  Falls,  LockporL 

Oneida — County  Board,  Utica, 
Rome. 

Onondaga — County  Board,  Syracuse. 

Ontario— County   Board. 

Orange — County    Board,    Newburg. 

Orleans — County  Board. 

Oswego — County    Board,    Oswego. 

Otsego— County   Board. 

Chemung — County  Board,  Elmlra. 


Wyoming — County  Board. 
Yates — County  Board. 


6i8  Underwriters'  Laboratories,  Inc 

UNDERWRITERS'  BUREAU  OF  NEW  ENGLAND.  Or- 
ganized  1894.  The  bureau  has  oflBces  at  93  Water  Street,  Boston, 
and  the  companies  composing  the  bureau  are  Queen,  Na- 
tional Fire.  German- American,  Phoenix,  Hartford;  New  Hani|»- 
shire  Fire,  Springfield  Fire  and  Marine,  Royal,  Liverpool  & 
London  &  Globe,  ^tna,  Scottish  Union  and  National,  Home,  Nordi 
British  &  Mercantile,  Fire  Association  of  Philadelphia,  Hartford 
Fire,  New  York  Underwriters*  Agency,  Royal  Exchange  Assurance, 
Northern  Assurance,  London  &  Lancashire,  Norwich  Union  Fire, 
Atlas  Assurance,  G)mmercial  Union,  Phoenix  Assurance. 

The  following  is  the  executive  committee  elected  at  the  arama) 
meeting  in  T909:  Liverpool  &  London  &  Globe,  Springfield  Fire  and 
Marine,  (C.  E.  Galacar,  chairman)  ;  Atlas,  Home,  Queen,  Aetna, 
London  &  Lancashire,  Scottish  U.  &  N.,  New  Hampshire.  E.  B. 
Cowles  is  treasurer,  and  Gorham  Dana,  secretary  and  manager. 
The  bureau  maintains  the  following  corps  of  inspectors:  C.  M. 
Whitaker,  H.  C.  Newell,  G.  H.  Spooner,  J.  W.  Chapman,  Benjamin 
Richards,  J.  A.  Robinson,  L  Osgood,  G.  M.  Chamberlin,  A.  Ellis,  Jr., 
D.  W.  Sleeper,  T.  F.  Holland,  J.  W.  Smith,  C.  E.  Macomber,  Jr., 
J.  M.  Colby,  J.  E.  Downey  and  B.  W.  Pepper. 

UNDERWRITERS'  CLUB  OF  NEW  YORK  was  organized 
in  August,  1898,  with  Paul  E.  Ra.sor  as  president,  Marshall  S. 
Driggs,  vice-president,  and  Harry  Hall,  secretary  and  treasurer. 
The  club  occupies  rooms  at  73,  75,  and  ^^  William  Street,  New 
York,  which  were  open  for  the  first  time  for  the  use  of  the  members 
on  November  3,  1898.  The  membership  is  over  700  and  represent! 
all  classes  of  down-town  business  men  of  New  York,  principally 
those  engaged  in  the  fire,  life,  and  casualty  insurance  business.  At 
the  annual  election  in  October,  1909,  the  following  governors  were 
elected:  Farnham  Yardley.  C.  E.  W.  Chambers,  Harry  Halt 
Graham  H.  Brewer,  E.  H.  Betts,  J.  H.  Ward,  B.  C.  Fuller,  Louis 
Windmuller,  C  A.  Jenney,  S.  T.  Carter,  Jr.,  W.  C.  Scheide 
Officers:  Farnham  Yardley,  president;  C.  E.  W.  Chambers,  vice- 
president;  Harry  Hall,  treasurer;  Graham  H.  Brewer,  secretary. 

UNDERWRITERS'  FIRE  INSURANCE  COMPANY,  Con- 
cord, N.  H.  Organized,  1886;  capital,  $100,000.  L.  Jackman,  presi- 
dent; F.  T.  Jackman,  secretary. 

UNDERWRITERS'  FIRE  PATROL  OF  SAN  FRANCISCO 
Organized  April  i,  1876,  with  E.  D.  Farnsworth  president,  and 
Charles  A.  Laton,  secretary.  The  present  officers  are:  Bernard 
Faymonville,  president;  C.  Mason  Kinne,  vice-president;  Clinton 
Folger,  secretary  and  treasurer.  The  directors  are:  Carl  A.  Henry. 
Bernard  Faymonville,  C.  Mason  Kinne,  F.  J.  Devlin,  E.  C  Mor- 
rison, Whitney  Palache  and  Clinton  Folger.  Capt.  Comstock 
is  superintendent.     The  Patrol  operates  four  stations. 

UNDERWRITERS'  LABORATORIES,  INC,  Chicago.  These 
laboratories  are  under  the  direction  of  the  National  Board  of  Fire 
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Underwriters.  They  are  supported  by  the  stock  fire  insurance  com- 
panies doing  business  in  the  United  States,  are  engaged  exclusively 
in  experimental  work  in  fire  protection  engineering  and  testing  of 
devices  and  materials  having  a  bearing  on  fire  hazard.  This  plant 
is  the  only  thing  of  the  kind  in  the  world  and  has  grown  to  its 
present  size  and  importance  from  a  beginning  made  ten  years  ago 
m  the  establishment  by  the  Western  Insurance  Union  and  the 
Chicago  Underwriters'  Association  of  a  small  room  for  testing 
electrical  fittings  on  the  second  floor  of  one  of  the  insurance  patrol 
houses  in  Chicago.  This  organization,  upon  which  the  insurance 
interests  largely  depend  for  correct  estimates  of  the  value  of  fire 
extinguishing  appliances  and  fire  resistive  materials  and  methods 
of  construction,  as  well  as  for  correct  methods  of  safeguarding  as 
far  as  practicable  lighting  and  heating  devices,  has  the  support 
and  co-operation  of  manufacturing  companies  interested  in  fire- 
proof wares  and  construction. 

The  present  officers  and  staff  of  the  Laboratories  are :  President 
of  the  corporation  and  chairman  of  the  board  of  directors,  Henry 
Clay  Eddy,  Chicago,  resident  secretary  Commercial  Union  and 
Palatine  Insurance  Companies;  secretary  and  treasurer  of  the  cor- 
poration and  manager  of  the  laboratories,  W.  H.  Merrill. 

Chief  Engineer — W.  C.  Robinson. 
Consulting  Engineer — Prof.  Fitzhugh  Taylon  B.  S. 
Associate  Engineer — Prof.  J.   B.   Finnegan,   S.  B. 

Assistant  Engineers — G.  W.  Riddle,  R.  K.  Porter,  M.  L.  Carr,  B.  S., 
C.  R.  Ailing,  B.  S.,  W.  L.  Egy,  M.  S.,  R.  W.  Hendricks,  E.  P.  Benjamin.  , 

Electrical  Engineer — -Dana  Pierce,  B.  A. 

Assistant  Electrical  Engineers — A.  O.  Boniface  and  Charles  Yerkes. 
Chemical  Engineer — ^A.  H.  Nuckolls,  B.  A. 
Engineer  Gases  and  Oils — K,  J.  Smith,  B.  S. 
Assistant  Engineers  Gases  and  Oils — ^J.  J.  Banash,   S.  B.,  H.  V.   Glos, 

B.  S.,  and  John  Tregay. 

Special  Agent — A.  R.  Small,  B.  S.;  Inspector — ^W.  M.  Hinesley,  E.  E. ; 
Assistant  to  the  Manager — D.  B.  Anderson;  Cashier — B.  F.  Hardy;  Chief 
Clerk— N.  S.  Neal. 

UNDERWRITERS  OF  GREENSBORO,  Greensboro,  N.  C. 
Organized,  1898 ;  capital,  $100,000.  J.  Van  LindJey,  president ;  A.  W. 
McAllister,  secretary  and  treasurer. 

UNDERWRITERS'  NATIONAL  ELECTRIC  ASSOCIA- 
TION.   H.  C  Eddy,  president;   W.  A.  Anderson,  vice-president; 

C.  M.  Goddard,  secretary  and  treasurer,  141  Milk  street,  Boston. 

UNDERWRITERS'  PROTECTIVE  ASSOCIATION  (salvage 
corps)  of  Newark  was  organized  in  July,  1879,  with  the  following 
officers:  President,  Silas  Merchant;  vice-president,  H.  J.  Pionier; 
secretary,  F.  H.  Dawes;  treasurer,  I.  H.  Lindsley.  The  present 
officers  are:  President,  Robert  O'Gorman;  vice-president,  Henry 
F.  Trimpi;  secretary  and  treasurer,  Chas.  S.  Dodd.  Henry  S. 
Martin  is  superintendent  of  the  corps. 

UNION  CENTRAL  LIFE  INSURANCE  COMPANY,  Cin- 
cinnati, Ohio.     Organized,  1867;  capital,  $500,000.    Jesse  R.  Clark; 
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president;  E.  P.  Marshall,  vke-president ;  John  D.  Sage,  secretary. 
Assets,  $74,523,966.28:  gross  liabilities,  $72,324,302.92;  net  surplus, 
$2,199,663.3(5. 

UNION,   EASTERN.     [See  Fire  Underwriters'  Union.] 

UNION  FIRE  INSURANCE  COMPANY,  Buffalo,  N.  Y. 
Organized  1874;  capital,  $200,000.  O.  E.  Foster,  president;  C  Lee 
Abell,  secretary. 

UNION  INSURANCE  COMPANY  (Marine).  Bangor,  Me. 
Organized  1862;  capital,  $100,000.  A.  F.  Stetson,  president;  A.  W. 
Staples,  secretary. 

UNION  HEALTH  AND  ACCIDENT  INSURANCE  COM- 
PANY, Denver,  Col.  Organized,  1906;  capital,  $100,000.  F.  S 
Moore,  president;  J.  S.  McClecry,  secretary. 

UNION  INSURANCE  COMPANY  of  Philadelphia.  Incor- 
porated 1804;  capital,  $200,000.  J.  Henry  Scattergood,  president; 
Edgar  R.  Dannels,  secretary. 

UNION  INSURANCE  COMPANY,  Pittsburgh,  Pa.  Or- 
ganized 1871 ;  capital,  $100,000.  A.  W.  Mellon,  president ;  J.  W.  J. 
McLain,  secretary. 

UNION  MARINE  INSURANCE  COMPANY,  LTD..  OF 
LIVERPOOL,  England.  F.  Herrmann,  United  States  manager. 
New  York. 

UNION  MUTUAL  FIRE  INSURANCE  COMPANY,  Mont- 
pelier,  Vt.  Organized  1875.  Joseph  W.  Brock,  president;  H.  W. 
Kemp,  secretary. 

UNION  MUTUAL  FIRE  INSURANCE  COMPANY,  Provi 
dence,  R.  I.    Organized  1863.    J.  T.  A.  Eddy,,  president ;  Qiarles  G. 
Easton,  secretary. 

UNION  MUTUAL  LIFE  INSURANCE  COMPANY  of  Port- 
land.  Me.  Fred  £.  Richards,  president;  Arthur  L  Bates,  vice- 
president  ;  J.  Frank  Lang,  secretary. 

UNION,  THE,  an  association  of  officials  of  fire  insurance  com- 
panies doing  business  in  the  Western  and  Northwestern  states,  often 
called,  for  sake  of  distinctiveness,  the  "Western  Union,"  has  it? 
headquarters  in  the  city  of  Chicago. 

The  Union  has  jurisdiction  over  Illinois,  Indiana,  Iowa,  Kan- 
sas, Kentucky,  Michigan,  Minnesota,  Missouri,  Nebraska,  North 
Dakota,  Ohio,  Oklahoma,  South  Dakota,  Tennessee,  and  Wisconsin, 
except  as  modified  or  restricted  by  the  laws  of  the  respective  states. 

The  "governing  committee"  is  appointed  by  the  president  of 
The  Union,  and  is  composed  of  two  classes,  the  first  of  members 
whose  terms  expire  in  September,  annuallv,  and  the  second  of 'mem* 
bers  whose  terms  expire  in  April,  annually. 
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The  follawii^  is  the  governing  cx>mmittee  as  constituted  after 
the  semi-annual  meeting  of  The  Union  at  Philadelphia,  April,  1910: 
F.  C  Buswell,  W.  N.  Johnson,  A.  G,  Dugan,  H.  N.  Kdsey,  H.  C. 
Eddy,  A.  J.  liarding,  term  expiring  September,  1910;  C.  H.  Barry, 
Thos.  E.  Gallagher,  C.  W.  Higley,  G.  H.  Lermit,  W.  H.  Sage,  term 
expiring  April,  191 1.    The  committee  to  elect  its  chairman. 

At  the  annua]  meeting  held  at  Frontenac,  N.  Y.,  September, 
1909,  officers  were  elected  for  the  year  as  follows:  President,  J.  H. 
Lenehan,  Chicago;  vice-president,  John  H.  Stoddart  of  New  York; 
secretary,  H.  N.  Kelsey,  of  Chicago. 

Edward  B.  Hatch  is  secretary  of  the  governing  committee. 

UNION  TRUST  COMPANY  of  St.  Louis.  Organized  1890; 
capital,  $225,000.  N.  A.  McMillan,  president;  Thomas  West,  Jr., 
secretary. 

UNITED  AMERICAN  FIRE  INSURANCE  COMPANY. 
Milwaukee,  Wis.  Organized  1898;  capital,  $100,000.  L.  A.  Karel, 
president;  F.  A.  Krehla,  secretary. 

UNITED  FIREMEN'S  INSURANCE  COMPANY  of  Phila- 
delphia; incorporated  April  i,  i860,  and  began  business  on  April 
2,  i86r.    President,  Robert  B.  Beath;  secretary,  Henry  A.  Kfiabe. 

UNITED  STATES  CASUALTY  COMPANY,  New  York, 
was  organised  under  the  laws  of  New  York  State,  and  began 
business  in  May,  1895,  with  a  paid-in  capital  of  three  hundred 
thousand  ($300,000)  dollars,  two  hundred  and  fifty  thousand 
($250,000)  dollars,  being  deposited  with  the  New  York  Insurance 
Department  lor  the  protection  of  all  policy  holders.  The  capital 
was  increased  in  1906  to  four  hundred  thousand  ($400/X)o)  dollars, 
and  in  1909  to  $500,000,  the  latter  increase  being  in  the  shape  oi 
a  stodc  dividend.  Benjamin  F.  Tracy  was  the  first  president  of  the 
company  and  was  succeeded  by  Edson  S.  Lott  in  1906. 

The  company  writes  personal  accident,  health,  burglary, 
sprinkler  leakage,  steam  boiler,  workmen's  collective,  and 
all  forms  of  liability  insurance,  aad  is  licensed  to  do  business  in 
nearly  all  of  the  states.       In   1909   the   United   States   Casualty 

,  company  re-insured  the  entire  United  States  business  of  the 
Norwich  and  London  Accident  Insurance  Association,  on  its  with- 
drawal from  this  country. 

The  present  ofljcers  of   this   Company   are:    Edson   S.   Lott, 

.  president  and  general  manager ;  John  Farr,  vice-president ;  D.  G. 
Luckett,  secretary;  J.  J.  Meador,  Jr.,  assistant  secretary;  George  H. 
Prentiss,  treasurer;  Lester  H.  Qarke,  assistant  treasurer.  The 
Board  of  Trustees  is  as  follows:  Benjamin  F.  Tracy,  chairman; 
John  F.  Dryden,  Edson  S.  Lott,  R.  L.  Edwards,  J.  W.  Hinkley,  Jr., 
Joseph  J.  O'Donohue,  Jr.,  Geo.  H.  Prentiss,  John  Farr,  Silas  Hink- 
ley, Henry  W.  Poor,  J.  Edward  Simmons,  William  H.  Force,  Edward 
T.  Hulst,  James  H.  Post,  Casimir  Tag,  Geo.  H.  Frazier,  George 
C.  Kobbe,  Robert  B.  Woodward,  D.  G.  Luckett 
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The  Company's  financial  statement  of  December  31,  1909 
showed:  Assets,  $2,546,547.22;  liabilities,  $1,746,547.22;  capital, 
$500,000;  net  surplus  over  all  liabilities,  $800,000. 

Its  premium  income  in  1909  was  $1,784,354.98  and  losses  paid, 
$678,796.89. 

UNITED  STATES  FIDELITY  AND  GUARANTY  COM- 
PANY, of  Baltimore,  Md.  (surety,  fidelity,  and  casualty  insurance 
business).  Organized  1896;  cash  capital,  $2,000,000.  John  R.  Bland, 
president;  George  R.  Callis,  secretary. 

UNITED  STATES  FIRE  INSURANCE  COMPANY,  New 
York  city.  Organized  1824;  capital,  $25o,ooa  Charles  A.  Norris, 
president;  M.  L.  Allen,  vice-president  and  secretary. 

UNITED  STATES  GUARANTEE  COMPANY,  New  York. 
Organized  1889;  capital,  $250,000.  Edward  Rawlings,  president; 
D.  J.  Tompkins,  secretary. 

UNITED  STATES  HEALTH  AND  ACCIDENT  INSUR- 
ANCE COMPANY,  Saginaw,  Mich.  Business  established,  1891: 
capital,  $300,ooa     J.  B.  Pitcher,  president;  J.  M.  Pitcher,  secretary. 

UNITED  STATES  LIFE  INSURANCE  COMPANY,  New 
York  city.  Organized  1850;  capital,  $264,000.  Dr.  John  P.  Munn, 
president;  A.  Wheelwright,  secretary. 

UNITED  STATES  PLATE  GLASS  INSURANCE  COM- 
PANY,  Philadelphia,  Pa.  Organized  1867;  capital,  $100,000.  Frank 
V.  Smyth,  president;  H.  L.  Henderson,  secretary. 

UNITED  SURETY  COMPANY.  Baltimore,  Md.  Organized 
1905 ;  capital,  $500,000.  Edwin  W.  Poe,  president ;  R,  A.  Dobbin,  Jr., 
vice-president  and  secretary. 

UNIVERSAL  MERCANTILE  SCHEDULE.  [A  history  ol 
the  origin  of  the  Universal  Mercantile  Schedule  appeared  in  the 
Cyclopedia  for  1893-4.  For  a  brief  explanation  of  Uie  "Mercantile 
Schedule"  and  the  Analytic  System  or  Dean  Schedule  see  Cyclopedia 
for  1907- 1908.] 

UTAH  ASSOCIATION  OF  LIFE  UNDERWRITERS  was 
organized  by  the  life  insurance  agents  of  the  Itate  at  a  meeting  held 
at  Salt  Lake  City  in  April,  1905.  The  following  officers  were 
elected:  President,  John  D.  Spencer;  vice-presidents,  W.  G.  Farrell 
and  W.  J.  Deischer;  secretary,  Thomas  W.  Sloan;  treasurer,  Victof 
Wells.  The  present  officers  elected  at  the  annual  meeting  in  Aprili 
1910,  are:  President,  Joseph  Meltzer,  Metropolitan  Life;  vice- 
president,  F.  E.  Francisco,  West  Coast  Life;  second  vice-president, 
Elmer  A.  Ricker,  Equitable  Life;  secretary,  Joseph  V.  Smith,  New 
York  Life;   treasurer,  John  James,  Travelers. 
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UTAH,  SUPERVISION  OF  INSOrANCE  IN,  1884-1910. 
The  insurance  department  of  Utah  was  organized  under  an  act 
approved  March  13,  1884,  the  territorial  secretary  being  charged 
A'ith  the  duties  of  supervision.  Arthur  L.  Thomas  was  the  first 
secretary  at  the  time  the  law  went  into  effect,  and  was  succeeded 
by  William  C  Hall,  April  6,  1887,  Elijah  Sells,  May  16,  1889,  and 
Qiarles  C  Richards  in  1893.  The  new  State  government  in  1896 
put  an  end  to  Mr.  Richard's  term  and  under  the  State  law  the 
insurance  commissioner  ex  officio  was  the  secretary  of  state.  J.  T. 
Hammond  served  until  1905,  when  he  was  succeeded  by  Charles 
S.  Tingey  who  served  until  1909.  The  legislature  in  1909  created 
a  separate  insurance  department,  and  George  B.  Squires,  formerly 
the  assistant  secretary  of  state,  was  appointed  the  first  commissioner 
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VALUED-POLICY  LAWS.  Twcnty-ci^t  valued-policy  bills 
were  introduced  in  fifteen  state  legislatures  in  189 1,  nine  bills  were 
introduced  in  six  legislatures  in  1892,  twenty-nine  bills  in  seventeen 
legislatures  in  1893,  eleven  bills  in  six  legislatures  in  1894,  thirty 
bills  in  eighteen  legislatures  in  1895,  ten  bills  in  seven  legislatures 
in  1896,  nineteen  bills  in  sixteen  legislatures  in  1897,  four  bills  in 
three  legislatures  in  1898,  nineteen  bills  in  fifteen  legislatures  in 
1899,  four  bills  in  four  legislatures  in  1900,  twenty-one  bills  in 
eighteen  legislatures  in  1901,  three  bills  in  three  legislatures  in  1902. 
and  thirteen  bills  in  nine  states  in  1903,  and  two  bills  in  two  states 
in  1904.  No  bill  was  successful  in  1891,  one  bill  passed  in  1892, 
six  bills  passed  in  1893,  two  of  which  were  vetoed;  one  bill  was 
passed  in  1895,  two  bills  were  passed  in  1896,  one  in  Mississippi  being 
a  substitute  for  the  old  law;  three  bills  were  passed  in  1897,  no 
bill  was  passed  in  1898,  four  bills  were  passed  in  1899,  of  which 
three  were  vetoed;  two  bills  were  passed  in  1900,  of  which  one  was 
vetoed;  two  were  passed  in  1901,  of  which  one  was  vetoed,  and  one 
bill  was  passed  in  1903.  The  1899  bills  were  passed  in  West 
Virginia,  Colorado,  Nevada,  and  Utah.  The  last  three  were  vetoed. 
The  West  Virginia  bill  became  a  law  without  the  governor's  signa- 
ture, the  governor  writing  a  memorandum  opposing  the  principle 
of  the  law.  The  Florida  legislature  of  1899  passed  a  new  law 
which  took  the  place  of  that  of  1897,  and  the  Washington  legisla- 
ture of  1899  modified  the  law  of  1897.  The  Iowa  legislature  of 
1900  passed  a  substitute  for  the  act  of  1897,  but  as  the  governor 
vetoed  this  substitute  the  old  law  remains,  and  the  Louisiana  legis- 
lature of  1900  passed  a  bill  which  was  approved  In  1901  the 
legislatures  of  California  and  Colorado  passed  bills,  and  the  latter 
was  vetoed,  and  in  1903  South  Dakota  passed  a  bill  An  attempt 
to  repeal  the  Mississippi  law  in  1900  failed,  but  it  was  modified 
in  1902  and  again  in  I904>  sind  in  190 1  the  Delaware  law  was 
modified.  The  Nevada  bill  of  1899,  which  was  vetoed,  was  re- 
vived and  passed  in  190 1,  but  was  declared  null  and  void  by  the 
supreme  court  of  the  state  because  it  had  not  been  signed  on 
its  repassage  by  the  presiding  officers  of  the  two  houses  of  the 
legislature.  Attempts  in  1902  to  repeal  the  Louisiana  and  Ohio 
laws,  and  in  1903  and  1905  to  repeal  the  Missouri  law,  were  not 
successful.  Attempts  in  1904  in  Iowa,  Kentucky,  and  South  Caro- 
lina to  modify  the  existing  law  failed,  as  did  also  an  attempt  to 
modify  the  Iowa  law  in  1906.  Valued-policy  bills  appeared  in  the 
legislatures   of  Maryland,    New   York,   and   Virginia   in    1906,   but 
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failed  of  enactment,  and  a  bill  in  the  Alabama  legislature  in  1907. 
and  the  Maryland  legislature  of  1908  failed  of  passage.  Bills 
were  introduced  in  the  l^islatures  of  Massachusetts,  Vermont. 
South  Carolina,  Illinois,  Utah,  Indiana,  Iowa,  New  York,  North 
Dakota,  Nebraska,  Tennessee,  South  Dakota  and  Wisconsin,  in 
1909,  but  none  of  the  bills  were  enacted  into  law,  except  in  Tennessee, 
where  the  law  was  successful.  The  bills  in  South  Dakota  and 
Wisconsin  were  for  the  repeal  of  existing  laws.     > 
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The  legislature  of  Wisconsin  passed  a  valued-policy  law  in  1874, 
ind  was  therefore  the  pioneer  in  this  species  of  legislation.  Five 
/ears  later,  at  the  session  of  1879,  Ohio  added  a  valued-policy  sec- 
tion to  its  revised  statutes.  In  the  same  year  the  State  of  Texas 
passed  a  valued-policy  law,  which  was  a  dead  letter  up  to  a  few 
years  ago,  when  a  decision  of  the  courts  gave  judgment  against 
the  company  for  the  full  face  value  of  the  policy  under  the  provisions 
of  the  law.  In  August,  1885,  the  legislature  of  New  Hampshire 
passed  the  law,  in  company  with  an  "anti-compact  law,"  and  the 
agency  companies  of  other  States  and  Territories  doing  business  in 
the  State  signified  their  displeasure  at  the  adoption  of  this  kind  of 
hostile  legislation  by  withdrawing  from  the  State.  New  Hampshire 
was  deprived  of  the  protection  which  the  great  fire  insurance  com- 
panies afforded  until  1890,  when  the  ^tna  led  most,  but  not  all,  of 
the  companies  back.  Missouri  passed  a  valued-policy  law  similar  to 
the  Wisconsin  law,  which  was  in  force  several  years,  but  in  1889  the 
general  insurance  laws  of  the  State  were  revised,  and,  while  the 
valued-policy  feature  was  retained,  the  section  embodying  it  was 
re-written.  Arkansas,  Delaware  (amended  in  1901),  and  Nebraska 
adopted  laws  in  1889,  the  Territory  of  Oklahoma  in  1890,  Mississippi 
in  1892  (amended  in  1904  so  as  to  eliminate  personal  property  ex- 
cept household  and  kitchen  furniture),  Kansas,  Kentucky,  and 
Oregon  in  1893,  Minnesota  in  189.S,  South  Carolina  in  1896,  Floridn 
(substitute  in  1899),  Iowa  and  Washington  (amended  in  1899)  in 
1897;  West  Virginia  in  1899,  Louisiana  in  1900,  California  in  1901. 
and  South  Dakota  in  1903  (repealed  1905.) 

The  following  is  the  full  text  of  all  the  valued-policy  laws  ir 
force  in  States  and  Territories  of  the  United  States  on  June  i,  1910: 

Arkansas.     (Law  passed  in  1889,  and  amended  in  1899.) 

Section  i.  A  fire  insurance  policy  in  case  of  a  total  loss  by  fire  of  prop- 
erty insured  shall  be  held  and  considered  to  be  a  liquidated  demand  agains* 
the  company  for  the  full  amount  for  which  the  company  charges  and  collects 
premiums,  provided,  that  the  provisions  of  this  article  shall  not  apply  to  per- 
sonal property. 

California.     (Section  2757  of  the  Civil  Code,  passed  in  1901.; 

2757.  Whenever  the  injured  desires  to  have  a  valuation  named  in  his 
polig^,  insuring  any  building  or  structure  against  fire,  he  may  require  such 
butldinff  or  structure  to  be  examined  by  the  insurer,  and  the  value  of  the 
insured^s  interest  therein  shall  be  thereupon  fixed  by  the  parties.      The  cost  of 
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such  examination  shall  be  paid  for  by  the  insured.  A  clanse  shall  be  inserted 
m  such  policy,  stating  substantially  that  the  yalue  of  the  insured's  interest  in 
such  building  or  structure  has  been  thus  fixed.  In  the  absence  of  any  chansre 
increasing  the  risk  without  the  consent  of  the  insurer  or  of  fraud  on  the  part  of 
the  insured,  then  in  case  of  a  total  loss  under  such  policy,  the  whole  amount 
so  insured  upon  the  insured's  interest  in  such  building  or  structure,  as  stated 
in  the  policy  upon  which  the  insurers  have  received  a  premium,  shall  be  paid, 
and  in  case  of  a  partial  loss  the  full  amount  of  the  partial  loss  shall  be  ao 
paid,  and  in  case  there  are  two  or  more  policies  covering  the  insured's  interest 
therein,  each  poHcjr  shall  contribute  pro  rata  to  the  payment  of  such  whole  or 
partial  loss.  But  in  no  case  shall  the  insurer  be  reouired  to  pay  more  than  the 
amount  thus  stated  in  such  policy.  This  section  snail  not  prevent  the  parties 
from  stipulating  in  such  policies  concerning  the  repairing,  rebuilding,  or  re- 
placing buildings  or  structures  wholly  or  partially  damaged  or  destroyed. 

Delaware.  (Law  passed  in  1889,  amended  1893,  and  amended 
pnd  re-enacted  in  1901 — Act  to  Re-enact  and  Revise  the  Insurance 
Laws  of  Delaware,  Chapter  695,  Volume  18,  Laws  of  Delaware.) 

5>ec.  28.  Whenever  any  policy  of  insurance  shall  be  issued  to  insure 
any  real  property  in  this  State  against  loss  by  fire,  tornado,  or  lightning,  and 
the  property  insured  shall  be  wholly  destroyed,  without  criminal  fault  on  the 
part  of  the  insured  or  his  assigns,  the  amount  of  the  agreed  or  estimated  value 
stated  in  such  policy  shall  be  taken  conclusively  to  be  the  true  value  of  the 
property  insured  and  the  total  amount  of  insurance  in  force  and  the  true 
amount  of  loss  and  measure  of  damages  subject  to  the  proviso  herein;  and 
every  such  policy,  when  hereafter  issued  or  renewed,  shall  have  endorsed  across 
the  face  of  it  the  following:    "It  is  agreed  between  insurer  and  insured  that 

the  value  of  the  insured  property  is  the  sum  of  $ ,  and  this  estimate  shall 

be  binding  on  both  parties  as  to  the  value;  provided,  however,  that  nothing 
herein  contained  shall,  in  case  of  loss,  prevent  the  company^  insuring  from  ad- 
justing the  loss  by  replacing  the  property  destroyed;  and  in  case  any  owner 
shall  effect  any  subsequent  insurance  upon  any  larger  value  than  so  agreed  all 
insurance,  as  well  as  that  then  existing,  and  that  subsequently  obtained,  shall 
become  void." 

Sec.  29.  This  act  shall  apply  to  all  policies  of  insurance  hereafter  made  or 
issued  upon  real  property  in  tne  State;  and  also  the  renewal  which  shall  faere- 
after  be  made  of  all  policies  heretofore  is.sued  in  this  State;  and  the  contracts 
made  bv  such  policies  and  renewals  shall  be  construed  to  be  contracts  made 
under  the  laws  of  this  State. 

Sec.  30.  The  court  upon  rendering  judgment  against  any  insurance  com- 
pany upon  any  such  policies  of  insurance  shall  allow  the  plaintiff  a  reasonable 
Sttorney's  fee,  ato  be  taxed  as  a  part  of  the  costs. 

Florida.  (Chapter  4677,  Laws  of  1899,  substitute  for  the 
Act  of  1897.) 

Section  i.  From  and  after  the  passage  of  this  act  any  individual,  firm,  cor- 
poration, or  association  insuring  any  building  or  structure  in  this  State  against 
loss  or  damage  by  fire  or  lightning,  shall  cause  such  building  or  structure  to 
be  examined  by  an  agent  of  the  insurer,  and  full  description  thereof  to  be 
made,  and  the  insurable  value  thereof  to  be  fixed  by  such  agent  and  written 
in  the  policy;  in  the  absence  of  any  change  increasing  the  risk  without  the 
consent  of  the  insurers,  in  case  of  total  loss,  the  whole  amount  mentioned 
in  the  policy  upon  which  the  insurers  receive  a  premium  shall  be  ^id.  and  in 
case  of  a  partial  loss  the  full  amount  of  the  partial  loss  shall  be  paid,  but  in  no 
case  shall  the  insurer  be  required  to  pay  more  than  the  amount  upon  which 
a  premium  is  paid. 

Sec.  2.  In  case  of  the  total  loss  of  the  property  insured  the  measure  of 
damage  shall  be  the  amount  upon  which  the  insured  paid  a  premium,  and,  in 
case  of  partial  loss,  the  measure  of  damage  shall  be  such  part  of  the  amount 
upon  which  premiums  are  paid  as  the  damage  sustained  in  part  of  the  insurable 
value  of  the  building  or  structure  as  fixed  by  the  agent  of  the  insurer,  and  the 
insurers  shall  be  estopped  from  denying  that  the  property  insured  was  worth 
at  the  time  of  insuring  the  amount  ot  the  insurable  value  as  fixed  by  the  agent. 
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Sec.  3.  Anv  person  who  solicits  insurance  and  procures  applications  there* 
for  shall  oe  held  to  be  the  agent  of  the  party  issuing  a  policy  upon  such  ap- 
plication, anything  in  the  application  or  policy  to  the  contrary  notwithstanding 

Sec.  4.  The  defendant  in  any  action  brought  upon  a  policy  or  contract  of 
insurance,  hereafter  made,  or  renewed,  insuring  any  building  or  structure  in 
this  State  against  loss  or  damage  by  fire  or  lightning,  shall  not  be  permitted 
to  defend  against  such  action,  by  settinpr  up  any  claim,  or  provision  of  such 
policy,  or  contract  of  insurance,  as  avoiding  the  provisions,  or  any  of  them 
ot  this  act,  and  it  shall  be  the  duty  of  the  court,  on  motion  of  the  plaintiff,  or 
on  its  own  motion,  to  strike  out  any  plea  setting  up  such  defense. 

Iowa.     (Section  1742  of  the  Code  of  Iowa.)     The  section  was 
adopted  in  1897. 

Section  1742.  In  any  action  brought  in  any  court  in  this  state  on  any 
policy  of  insurance  for  the  loss  of  any  building  so  insured,  the  amount  stated  in 
the  policy  shall  be  received  as  prima  facie  evidence  of  the  insurable  value  of  the 
property  at  the  date  of  the  policy;  provided  the  insurance  company  or  associa 
tion  issuing  such  policy  ma^  show  the  actual  value  of  said  property  at  date 
of  policy  and  any  depreciation  in  the  value  thereof  before  the  loss  occurred, 
but  the  said  insurance  company  or  association  shall  be  liable  for  the  actual 
value  of  the  property  insured  at  the  date  of  *^he  loss,  unless  such  value  exceeds 
the  amount  stated  in  the  policy.  And  in  an  action  upon  said  policy  it  shall 
nnlv  be  necessary  for  the  assured  to  prove  the  loss  of  the  buijding  insured 
and  that  he  has  given  the  company  or  association  notice  in  writing  of  such 
loss,  accompanied  by  an  affidavit  stating  the'  facts  as  to  how  the  loss  occurred 
so  far  as  they  are  within  his  knowledge,  and  the  extent  of  his  loss.  Any  con- 
dition in  said  policy  voiding  the  same  shall  not  prevent  a  recovery,  unless  it  it 
shown  that  the  violation  of  such  conditions  contributed  to  the  loss. 

Kansas.  (Law  passed  in  1897,  taking  the  place  of  the  law  of 
1893.) 

Section  i.  Whenever  any  policy  of  insurance  shall  be  written  to  insure 
any  real  property  in  this  State  against  loss  by  fire,  tornado,  or  lightning,  and 
the  property  insured  shall  be  wholly  destroyed,  without  criminal  fault  on  the 
part  of  the  insured  or  his  assigns,  the  amount  of  insurance  written  in  such 
policy  shall  be  taken  conclusively  to  be  the  true  value  of  the  property  insured, 
and  the  true  amount  of  loss  and  measure  of  damap:es,  and  the  payment  of 
money  as  a  premium  for  insurance  shall  be  prima  facte  evidence  that  the  party 
paying  such  insurance  is  the  owner  of  the  property  insured;  provided,  that 
any  insurance  com  pan  v  may  set  up  fraud  in  obtaining  the  policy  as  a  defense 
to  a  suit  thereon;  and  provided  further,  that  nothing  herein  contained  shall  in 
case  of  loss  prevent  the  company  insuring  from  adjusting  the  loss  by  re- 
building the  property  destroyed. 

Sec.  2.  It  shall  be  the  duty  of  every  person,  corporation,  association, 
partnership,  company,  or  individual  issuing  a  policy  insuring  real  property 
of  any  description  against  loss  b^  fire  or  any  of  the  risks  usually  insured  against 
in  their  insurance  policies,  by  itself  or  its  agents,  to  make  careful  examina- 
tion of  the  premises  insured,  and  to  place  in  such  policy  a  full,  complete,  and 
correct  description  of  the  property  or  premises  insured  thereby;  and  no  failure 
to  properly  and  fully  describe  such  property  or  premises,  nor  any  erroneous 
statement  m  the  description  of  such  property  or  premises  shall  be  a  defense  in 
any  action  to  collect  for  loss  thereon  or  thereunder  when  such  description  shall 
be  sufficient  to  enable  a  person  of  ordinary  intelligence  to  find  and  fully 
identify  the  property  or  premise?  ui>on  which  said  insurance  was  written,  and 
upon  which  premiums  have  been  paid,  and  this  notwithstanding  any  provision 
in  said  insurance  policy  contained. 

Sec.  3.  This  act  shall  apply  to  all  policies  of  insurance  hereafter  written  in 
this  State,  and  also  to  the  renewals  which  shall  hereafter  be  made  of  all  policies 
written  in  this  State,  and  the  contracts  made  by  such  policies  and  renewals 
shall  be  construed  to  be  contracts  made  under  the  laws  of  this  State. 

Sec.  4.  The  court  in  rendering  judgment  against  any  insurance  company 
on  any  such  policy  of  insurance  shall  allow  the  plaintiff  a  reasonable  sum  as  an 
attorney's  fee  to  be  deposited  as  a  part  of  the  costs. 
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Kentucky.     (Law  passed  1^93.) 

Section  i.  That  insurmnce  coll^>•nie8  that  take  fire  or  storm  riaka  on  real 
property  in  this  commonwealth  shall,  on  all  policies  issued  after  this  act 
takes  effect  (in  case  of  total  loss  thereof  by  fire  or  storm),  be  liable  for  the 
full  estimated  value  of  the  property  insured,  as  the  value  thereof  is  fixed 
in  the  face  of  the  policy,  ana  in  case  of  partial  loss  of  the  property  insured 
the  liability  of  the  company  shall  not  exceed  the  actual  loss  of  the  party  in- 
sured} provided,  that  the  estimated  value  of  the  property  insured  may  be 
diminished  to  the  extent  of  any  depreciation  in  the  value  of  the  property  oc- 
curring between  the  dates  of  the  policy  and  the  loss.  And  proviaed.  further, 
that  the  insured  shall  be  liable  tor  anv  fraud  he  mav  practice  in  nxing  the 
value  of  the  property,  if  the  company  be  misled  thereby. 

Louisiana.    (Law  passed  1900.) 

Section  i.  Whenever  any  policy  of  insurance  against  loss  by  fire  is  here- 
after written  or  renewed  on  propertv  immovable  by  nature  and  situate  in  this 
State,  and  the  said  property  shall  be  either  partially  damaged  or  totally  de^ 
stroyed  without  criminal  fault  on  the  part  of  the  insured  or  his  assigns,  the 
value  of  the  proi>erty  as  assessed  by  the  insurer,  or  as  by  him  permitted  to  be 
assessed  at  the  time  of  the  issuance  of  the  policy,  shall  be  conclusively  taken 
to  be  the  true  value  of  the  property  at  the  time  of  damaEC  or  destruction. 
Provided,  that  nothing  herein  shall  be  so  construed  as  to  prevent  the  insurer  pre- 
vious to  the  damage  or  destruction  of  property  from  reducing  the  insurance 
thereon. 

Sec  a.  Whenever  any  policy  of  insurance  a/rainst  loss  by  fire  is  hei^ 
after  written  or  renewed  on  property  situate  in  this  State  and  the  said  prop- 
erty shall  be  totally  destroyed  without  criminal  fault  on  the  part  of  insured 
or  his  assigns,  the  full  amount  of  the  insurance  on  the  property  so  destroyed 
shall  be  paid  by  the>  insurer,  and  that  when  the  said  property  shall  be  partially 
damaged  without  criminal  fault  on  the  part  of  the  insured,  or  his  assigns,  the 
insurer  shall  pay  to  the  insured  such  amount  as  will  permit  the  insured  to 
restore  the  damaged  property  to  its  original  condition.  Provided,  that  nothing 
herein  shall  be  so  construed  as  to  prevent  the  insurer  from  replacing  property 
partially  damaged  or  totally  destroyed  at  his  own  expense  and  without  con- 
tribution on  the  part  of  the  insured. 

Minnesota.    (Law  passed  1895,  as  part  of  the  Insurance  Code.) 

Any  person,  company,  or  association  hereafter  insuring  any  building  or 
structure  against  loss  or  aamage  by  fire,  lightning,  or  other  hazard,  by  a  re- 
newal of  a  policy  heretofore  issued,  or  otherwise,  shall  cause  such  building  or 
structure  to  be  examined  by  the  insurer,  or  his  agent,  and  a  full  description 
thereof  to  be  made,  and  the  insurable  value  thereof  to  be  fixed  by  the  insurer 
or  bis  agent,  the  amount  of  which  shall  be  stated  in  the  policy  of  insurance: 
in  the  absence  of  any  change  increasing  the  risk  without  the  consent  of  the 
insurer,  and  in  the  absence  of  intentional  fraud  on  the  part  of  the  insured,  in 
case  of  total  loss,  the  whole  amount  mentioned  in  the  policy  or  renewal  upon 
which  the  insurer  receives  a  premium  shall  be  paid;  and  in  case  of  a  partial 
loss,  the  full  amount  of  the  partial  loss  shall  be  paid,  and  in  case  there  are  two 
or  more  policies  upon  the  property,  each  policy  shall  contribute  to  the  pay- 
ment of  the  whole  or  the  partial  loss  in  proportion  to  the  amount  of  in' 
surance  mentioned  in  each  policy;  but  in  no  case  shall  the  insurer  be  re- 
quired to  pay  more  than  the  amount  mentioned  in  the  policy;  provided,  that 
in  the  absence  of  fraud  the  burden  of  proof  to  show  an  increase  of  riak,  bv 
reason  of  any  change  in  the  ownership  or  condition  of  the  structure  or  buila> 
ing  upon  which  insurance  is  effected,  either  before  or  after  loss  arises,  shall 
be  upon  the  insurer,  anything  in  the  application  or  the  policy  ol  insurance 
to  the  contrary  notwithstanding. 

Mississippi.  (Act  of  1904,  amending  the  act  of  1902  to  establish 
an  insurance  department.) 

Section  33.  No  insurance  company  shall  knowingly  Issue  any  fire  insur- 
ance policy  upon  property  within  this  state  for  an  amount  which,  together 
with  any  existing  insurance  thereon,   exceeds  the  fair  value  of  the  property 
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nor  for  a  longer  terra  than  five  years.  When  real  property  or  buildings,  house- 
hold and  kitchen  furniture,  insured  against  loss  by  fire,  and  situated  within 
this  state,  are  totally  destroyed  by  fire,  the  company  shall  not  be  permitted  to 
deny  that  the  proi)ertv  insured  was  worth  at  the  time  of  issuing  the  policy  the 
full  value  upon  which  the  insurance  was  calculated.  And  in  case  the  policy 
contains  a  three-quarters  valuation  clause,  the  insurer  shall  not  deny  that  the 
amount  of  the  policy  was  but  three-fourths  the  value  at  the  date  of  ita  issu- 
ance,  and  a  similar  rule  shall  apply,  it  matters  not  what  proportion  the  amount 
of  insurance  bears  to  valuation,  according  to  the  terms  of  the  policy,  but  the 
measure  of  damace  shall  be  the  amoiuit  for  which  the  property  was  insured 
In  case  of  partial  loss  or  damage  by  fire  to  real  property  or  buildings,  the 
measure  of  damage  shall  be  an  amount  equal  to  the  damage  done  the  pro|h 
erty,  not  to  exceed  the  amount  written  in  the  policy. 

MissouKi.     (Revised  Statutes,  passed  1889.) 

Section  6009.  In  all  suits  brought  upon  policies' of  insurance  against  loss 
or  damage  by  fire  hereinafter  issued  or  renewed,  the  defendant  shall  not  be 
permitted  to  deny  that  the  property  insured  thereby  was  worth  at  the  time  of 
the  issuina  of  the  policy  the  full  amount  insured  therein  on  said  property;  and 
in  case  of  total  loss  ot  the  property  insured,  the  measure  of  damage  shall  be 
the  amount  for  which  the  same  was  insured,  less  whatever  depreciation  in 
value,  below  the  amount  for^  which  the^  property  is  insured,  the  property  nugr 
have  sustained  between  the  time  of  issuin|:  the  policy  and  the  time  of  the  loss, 
and  the  burden  of  proving  such  depreciation  shall  be  upon  the  defendant: 
and  in  case  of  partial  loss  the  measure  of  damage  shall  be  that  portion  of 
the  value  of  the  whole  pro|)erty  insured,  ascertained  in  the  matter  hereinaftet 
prescribed,  which  the  part  injured  or  destroyed  bears  to  the  present  property 
insured. 

Section  6009a.  When  fire  insurance  policies  shall  be  hereafter  issued  or 
renewed  by  more  than  one  company  upon  the  same  property,  and  suit  shall  be 
brought  upon  any  of  said  policies,  the  defendant  shall  not  be  permitted  to 
deny  that  the  property  insured  was  worth  the  aggregate  of  the  several  amounts 
for  which  it  was  insured  at  the  time  the  policy  was  issued  or  renewed  thereon, 
unless  willful  fraud  or  misrepresentation  is  shown  on  the  |>art  of  the  insured 
in  obtaining  such  additional  insurance:  and  in  such  suit  the  measure  of 
damage  shall  be  as  provided  in  the  preceding  section;  provided,  that  whatever 
depreciation  in  value  below  the  amount  for  which  the  property  is  insured  may 
Pe  shown  as  provided  in  the  preceding  section,  shall  be  deducted  from  the 
amount  insured  in  each  policy,  in  the  proportion  which  the  amount  in  each  • 
such  policy  bears  to  the  aggregate  of  all  the  amounts  so  insured  on  such 
property.  This  and  the  preceding  section  shall  apply  only  to  real  property  in- 
sured. Any  condition  in  any  policy  of  insurance  contrary  to  the  provisions  of 
this  act  shall  be  illegal  and  void. 

The  legislature  of  1895  enacted  a  law  the  concluding  sentence  of 
which  reads: 

No  company  shall  take  a  risk  on  any  property  in  this  State  at  a  ratio  greater 
than  three-fourths  of  the  value  of  the  property  insured,  and  when  taken  its 
value  shall  not  be  questioned  in  any  proceeding. 

Nebraska.     (Law  passed  1889.) 

Section  i.  Whenever  any  policy  of  insurance  shall  be  written  to  insure 
any  real  property  in  this  State  against  loss  by  fire,  tornado,  or  lightning,  and 
the  property  insured  shall  be  wholly  destroyed  without  criminal  fault  on  the 
part  of  the  insured  or  his  assignees,  the  amount  of  the  insurance  written  in 
such  policy  shall  be  taken  conclusively  to  be  the  true  value  of  the  property 
insured,  and  the  true  amount  of  loss  and  measure  of  damages. 

Sec  a.  This  act  shall  apply  to  all  policies  of  insurance  hereafter  made  and 
written  upon  real  property  in  this  State  and  also  to  the  renewal  which  shall 
hereafter  oe  made  of  all  policies  heretofore  written  in  this  State,  and  the  con- 
tracts made  by  such  policies  and  renewals  shall  be  construed  to  be  contracts 
pMdc  under  the  laws  of  this  State. 
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Sec  3.      The  court  upon  rendering  jad«nent  against  any  insurance  cont 
fMiny  upon  any  such  policy  of  insurance  shall  allow  the  plaintiflf  a  reasonable 
sum  as  an  attorney's  fee,  to  be  taxed  as  a  part  of  the  costs. 

New  Hampshire.     (Law  passed  1885.) 

Section  is>  Chapter  172,  General  Laws.  In  any  suit  that  may  be  brought 
m  this  State  against  an  insurance  company  to  recover  for  a  total  loss  su» 
tained  by  fire  or  other  casualty  to  real  estate  or  to  buildings  on  th:  land  of 
another,  the  amount  of  damage  shall  be  the  amount  expressed  in  thr  contract 
as  the  sum  insured,  and  no  other  evident  shall  be  admitted  on  trial  as  to  the 
value  of  the  propertv  insured;  |>rovided,  whenever  there  is  a  partial  <iestruc- 
tion  or  damage  to  the  property  insured,  it  shall  be  the  duty  of  the  company 
to  pay  the  assured  a  sum  of  money  equal  to  the  damage  done  to  the  property; 
ana  provided,  further,  that  nothing  in  this  section  shall  be  omstruea  to  pre- 
vent the  admission  of  testimony  to  prove  over-insurance  fraudulently  obtained. 

North  Dakota.  .(Law  passed  1907.) 

Whenever  any  policy  of  insurance  shall  be  written  to  insure  acv  real 
property  in  this  state  against  loss  by  fire,  and  that  property  shall  oe  de- 
stroyed without  fraud  on  the  part  91  the  insured  or  his  assigns,  the  stated 
amount  of  the  insurance  written  in  such  policy  shall  be  taken  concIu;<ively  to  He 
the  true  value  of  the  property  insured. 

Ohio.      (Law  passed  1879.) 

Section  3643,  Revised  Statutes.  Any  person,  company,  or  association  here- 
after insuring  any  building  or  structure  against  loss  or  damage  by  fire  or 
lightning,  bv  the  renewal  of  a  policy  heretofore  issued,  or  otherwise,  shall 
cause  such  building  or  structure  to  be  examined  by  an  agent  of  the  insurer, 
and  a  full  description  thereof  to  be  made,  and  the  insurable  value  thereof  to 
be  fixed  by  such  agent;  in  the  absence  of  any  change  increasing  the  risk  with- 
out the  consent  of  the  insurer,  and  also  of  intentional  fraud  on  the  part  of  the 
insured,  in'  case  of  total  loss,  the  whole  amount  mentioned  in  the  policy  or 
renewal  upon  which  the  insurers  receive  a  premium  shall  be  paid;  and  in  case 
there  are  two  or  more  policies  upon  the  property  each  policy  shall  contribute 
to  the  payment  of  the  wnole  or  the  partial  loss  in  proportion  to  the  amount  of 
insurance  mentioned  in  each  policy;  but  in  no  case  shall  the  insurer  be  r^ 
quired  to  pay  more  than  the  amount  mentioned  in  this  policy. 

Oklahoma.    (Law  passed  1890.) 

All  insurance  companies  issuing  policies  in  this  Territory  shall  be  re- 
quired to  pay  in  case  of  total  loss  the  full  amount,  and  in  case  of  partial  loss 
will  be  required  to  pay  the  amount  of  loss  so  sustained,  for  which  the  property 
is  insured;  provided,  however,  that  no  policy  shall  be  issued  which  shall  contain 
a  greater  sum  than  75  per  cent,  of  the  value  of  the  property  so  insured.  Sec- 
tion 3a,  Article  2,  Chapter  XLIV. 

If  there  is  no  valuation  in  the  policy  the  measure  of  indemnity  in  an  in- 
surance against  fire  is  the  full  amount  stated  in  the  policy,  but  the  effect  of  the 
valuation  in  a  policy  of  fire  insurance  is  the  same  as  in  a  policy  of  marine  in- 
surance.    Section  4,  Article  4,  Chapter  XLIV. 

Oregon.    (Section  3721,  Statutes  of  Oregon,  passed  1893.) 

Section  3721.  That  the  amount  of  insurance  written  in  a  policy  of  insur- 
ance on  all  buildings  insured  after  the  passage  of  this  act  shall  be  taken  and 
deemed  the  true  value  of  the  propertv  at  the  time  of  the  loss,  and  the 
amount  of  the  loss  sustained,  and  shall  be  the  measure  of  damage,  unless  the 
insurance  was  procured  by  the  fraud  of  the  insured,  or  the  loss  was  caused  by 
the  criminal  act  of  the  insured.  It  shall  be  lawful  for  any  insurance  compauy 
liable  to  pay  losses  occasioned  by  fire  to  rebuild  any  structure  or  building 
wholly  or  partially  destroyed,  of  the  same  style  and  materials  and  of  equal  value 
with  the  one  so  wholly  or  partially  destroyed,  but  the^  shall  make  thctr  electioii 
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so  to  do  within  thirty  days'  notice  of  loss.  In  case  there  is  a  partial  destruc- 
tion of  the  property  insured  no  greater  amount  shall  be  collected  than  the 
damage  sustained. 

South  Carolina.    (Law  passed  1896.) 

Section  i.  That  hereafter  no  fire  insucanoe  company  or  individuals  writing 
-ire  ittsurance  polirirs,  doing  hiiiiai'^w  within  this  State,  shall  issue  policies 
for  more  than  the  value  (to  be  stated  in  the  policy)  of  the  property  to  be 
insured*  the  amount  of  insurance,  to  be  fixed  by  the  insurer  and  insured,  at 
or  before  the  time  of  issuing  said  policies,  and  in  case  of  total  loss  by  fire 
the  insured  should  be  entitled  to  recover  the  full  amount  of  insurance  and  a 
proportionate  amount  in  case  of  partial  loss;  provided  that  two  or  more 
policies  written  upon  the  same  property  shall  be  deemed^  and  held  to  be  con- 
tributive  insurance,  and  if  the  aggregate  sum  of  all  such  insurance  exceeds  the 
insurable  value  of  the  property  as  agreed  by  the  insurers  and  insured,  in  the 
event  of  a  total  or  partial  loss,  each  company  shall  only  be  liable  for  its  pro 
rata  share  of  said  insurance. 

Sec  3.     That  no  statement  in  the  application  for  insurance  shall  be  held 
to  prevent  a  recovery  before  a  jury  on  said  policy,  in  case  of  partial  or  total 
loss,  provided  after  the  expiration  of  sixty  days  the  insurer  shall  be  estopped 
to  deny  the  truth  of  the  statement  in  the  application  for  insurance  which  was  ' 
adopted,  except  for  fraud  in  making  their  application   for  insurance. 

Sec   3.     The  provisions  of  this  act  shall  not  apply  to  any  insurance  on 
chattels  or  personal  property. 

South  Dakota.  (Law  passed  in  1903.)  The  act  was  repealed 
in  1905,  but  was  included  in  the  standard  policy  form  prescribed  by 
an  act  passed  in  1905. 

Tennessee.     (Law  passed  in  1909.) 

That  all  corporations,  firms  or  individuals  doing  a  fire  insurance  business 
in  this  state  shalf,  with  respect  to  policies  issued  from  and  after  the  passage  of 
this  act,  on  buildings  or  property  in  this  State,  other  than  stocks  of  goods  and 
merchandise  and  other  species  of  personal  property  changing  in  specific  and 
quantity  by  the  usual  custom  of  trade,  be  bound  to  pay  the  full  amount  of  the 
policy  m  the  event  of  a  total  loss  of  such  buildings  or  property;  and,  provided, 
further,  that  the  provisions  of  this  section  shall  not  be  applicable  to  policies 
containing  a  co-insurance  clause  as  authorized  hereinafter;  and,  ^rovided^  fur- 
ther, that  the  insurer  shall  have  the  right  to  stipulate  in  the  policy  the  insur- 
able value  of  the  property  insured,  and  that  any  policy  containing  such  stipula- 
tion shall  be  avoided  if  at  the  time  of  the  loss  tne  whole  of  amount  of  insur- 
ance on  such  property  shall  be  in  excess  of  such  stipulated  insurable  value. 

Section  2  of  the  law  provides  that  "corporations,  firms  or  indi- 
viduals doing  a  fire  insurance  business  in  the  state  to  contract  with 
the  assured,  in  respect  of  insurance  on  stocks  of  goods  and  mer- 
chandise and  other  species  of  personal  property  changing  in  specifics 
and  quantity  by  the  usual  custom  of  trade,  that  in  the  event  of  loss 
the  insured  shall  not  be  liable  for  an  amount  greater  than  three- 
fourths  of  the  actual  cash  value  of  the  property  covered  by  each  item 
of  the  policy  at  the  time  of  such  loss,"  and  section  3  makes  the  use 
of  the  co-insurance  clause  lawful.  In  respect  to  the  use  of  the 
three-fourths  value  clause  it  is  provided  that  the  clause  shall  not 
be  binding  on  the  assured  unless  its  use  is  indicated  by  the  words 
"Three-Fourths  Value  Contract,"  printed  or  stamped  in  capital 
letters,  in  red  ink,  across  the  face  of  the  policy,  and  the  use  of  the 
co-insurance  clause    is   made   optional    with    the   assured,   and   the 
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assiircd's  ix>nsent  will  be  presumed  if  the  words  "Co-insurance  Con- 
tract" are  stamped  or  printed  in  red  ink  across  the  face  of  the 
policy. 

Texas.     (Law  passed  in  ^879.) 

A  fire  insurance  policy,  in  case  of  a  total  loss  by  fire  of  property  taaured. 
shall  be  held  and  considered  to  be  a  liquidated  demand  against  the  company 
for  the  full  amount  of  such  policy;  provided,  that  the  prorisions  of  thts 
article  shall  not  apply  to  personal  property.     Article  3971,  Civil  Statutes 

Washington.    (Law  passed  in  1897,  and  amended  in  1899.) 

Section  6.  Whenever  any  policy  of  insurance  shall  be  hereafter  written  or 
renewed  insuring  anjr  real  property  or  building  or  structure  erected  thereon 
»r  connected  therewith,  ana  tne  property  insured  shall  be  wholly  destroyed 
without  criminal  fault  on  the  part  of  the  insured  or  his  assigns,  the  amount 
of  insurance  written  in  such  policy  shall  be  taken  conclusively  to  be  the  true 
value  of  the  property  when  insured,  and  the  true  amount  of  the  loss  and 
measure  of  damages  when  destroyed.  In  case  there  is  a  partial  destruction 
of  the  property  insured,  no  greater  amount  shall  be  collected  than  the  injury 
sustained;  provided,  that  the  insurer  shall  have  the  option  to  repair,  rebuild,  or 
replace  the  property  lost  or  damaged  with  other  of  like  kind  and  quality  if 
he  gives  notice  of  his  intention  so  to  do  within  twenty  da^  after  tne  reeeipt 
of  notice  of  loss;  provided,  such  insurer  shall,  within  thirtv  days  from  the 
receipt  of  notice  above,  commence  such  rebuilding  or  replacing,  and  shall 
diligently  prosecute  the  same  to  completion,  and  shall  ray  to  the  insured 
the  reasonable  rental  value  of  the  premises  with  the  buildings  thereon  from 
the  date  of  loss  to  the  date  of  such  completion. 

West  Virginia.    (Law  passed  in  1899.) 

Section  i.  All  fire  insurance  companies  doing  business  in  this  State  shall 
be  liable,  in  case  of  total  loss  bv  fire  or  otherwise,  as  stated  in  the  policy 
on  any  real  estate  insured,  for  tne  whole  amount  of  insurance  stated  in  the 
policy  of  insurance  upon  said  real  estate;  and  in  case  of  partial  loss  by  fire 
or  otherwise,  as  aforesaid,  of  the  real  estate  insured,  the  basis  upon  which 
said  loss  shall  be  computed,  shall  be  the  amount  stated  in  the  policy  of  insur- 
ance effected  upon  said  real  estate,  and  the  insured  shall  have  the  right  to 
enforce  his  claim  for  said  loss  in  any  court  having  jurisdiction. 

Wisconsin.    (Law  passed  1874.) 

Section  19^3,  Revised  Statutes.  Whenever  any  poKcy  of  insurance  shall 
be  written  to  insure  any  real  property,  and  the  property  insured  shall  be 
wholly  destroyed,  without  criminal  fault  on  the  part  of  the  insured  or 
his  assigns,  the  amount  of  the  insurance  written  in  such  policy  shall  be  taken- 
conclusively  to  be  the  true  value  of  the  property  when  insured,  and  the  true 
amount  of  loss  and  measure  of  damages  when  destroyed. 

The  Missouri  Supreme  Ojurt,  in  the  case  of  Robert  E.  Daggs  vs. 
the  Orient  Insurance  Cxjmpany,  passed  upon  the  constitutionality 
of  the  valued-policy  law  of  that  State  on  December  15,  1896.  [For 
opinion  of  the  court  see  Cyclopedia  1904-5I 

A  movement  to  test  the  constitutionality  of  valued-policy  laws  in 
the  Supreme  Court  of  the  United  States  was  begun  in  March,  1898, 
and  an  agreement  to  that  effect  was  signed  by  the  principal  fire  in- 
surance companies  doing  business  in  the  United  States. 

The  case  was  argued  before  the  Supreme  Court  in  the  autumn 
of  1898,  and  the  court  rendered  an  opinion  January  16,  1899.  It 
sustained  the  opinion  of  the  Missouri  Supreme  Court  and  the  con- 
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stitntionality  of  the  valued-policy  law  in  that  State  in  an  opinion 
written  by  Mr.  Justice  McKenna.  [For  summary  of  decisions  see 
Cyclopedia  for  1904-5.] 

For  full  text  of  vetoes  of  valued-policy  bills  in  1893  by  Governor 
Pattison  in  Pennsylvania  and  Governor  Altgeld  in  Illinois,  see 
Cyclopedia  of  Insurance  for  1893-4.  For  full  text  of  vetoes  of 
valued-policy  bills  in  1899  by  Governor  Thomas  in  Colorado,  Gov- 
ernor Wells  in  Utah,  and  Governor  Atkinson  in  West  Virginia, 
and  Governor  Shaw  in  Iowa  in  1900,  and  Governor  Orman  in 
Colorado  in  1901,  and  also  for  the  opinion  of  Superintendent  of 
Insurance  Wagner  of  Missouri  in  1902  and  Auditor  Sdierr  of  West 
Virginia  in  1903,  see  Cyclopedia  for  1904-5.  In  the  Kentucky  de- 
partment report  for  1906  Commissioner  Prewitt  favoring  the  repeal 
of  the  valued-policy  law  said  of  it:  "It  is  unjust,  in  that  it  permits 
the  assured  in  many  instances  to  collect  more  from  the  companies 
than  was  actually  lost.  If  the  people  of  the  State  expect  the  com- 
panies to  deal  honestly  with  them,  no  law  should  be  upon  the  statute 
books  that  would  in  itself  permit  a  citizen  of  the  state  to  deal 
unjustly  with  the  companies." 

VAN  ALLEN,  GARRET  A.     [See  Death  Roll] 

VAN  CISE,  JOEL  GARRETSON,  consulting  actuary  of  the 
Equitable  Life  Assurance  Society,  was  born  near  York  Springs, 
Adams  county,  Pa.,  February  8,  1844,  and  went  to  Mt.  Pleasant,  Iowa, 
in  October,  1857.  He  learned  the  trade  of  printer,  entering  an  office 
in  i860,  and  worked  at  the  case  until  1863.  He  taught  school  one 
winter,  and  in  1864  went  to  the  front  with  the  Forty-fifth  Regiment 
of  Iowa  Infantry,  being  then  twenty  years  old.  After  his  return 
home  he  was  a  bookkeeper  until  1867,  when  he  went  east  and 
joined  the  office  force  of  the  Equitable  Life.  In  1872  he  was 
appointed  assistant  actuary,  and  on  November  2,  1898,  was  elected 
actuary  to  fill  the  vacancy  caused  by  the  death  of  Mr.  George  W. 
Phillips.  Mr.  Van  Cise  is  a  member  of  the  Actuarial  Society  of 
America.  He  is  very  much  interested  in  temperance  work,  and 
has  for  many  years  been  an  active  member  of  the  Prohibition  party. 
His  residence  is  Summit,  New  Jersey. 

VAN  CLEVE,  James  A.,^  insurance  journalist,  was  born  at 
Ann  Arbor,  Mich.  He  chose  journalism  as  a  profession,  and  was 
on  the  staffs  of  several  newspapers  in  succession,  until  in  1887  he 
accepted  an  invitation  from  the  late  Dr.  P.  T.  Kempson  to  be  asso- 
ciate editor  of  the  Insurance  Times.  On  the  death  of  Dr.  Kemp- 
son,  he  was  made  one  of  the  administrators  of  his  estate  and  editor 
of  the  paper.  He  is  now  also  a  part  owner  of  the  paper  as  well  as 
the  trustee  of  the  estate. 

VAN  RIPER,  JULIUS  F.,  branch  secretary  of  the  Norwich 
Union  Fire  Insurance  Society,  Limited,  is  a  native  of  New  York  city 
where  he  was  bom  on  January  10,  1865.  He  began  his  career  in  1878 
in  a  law  office  where  he  remained  for  nearly  two  years.    From  the 
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latter  part  of  1879  until  1885  he  was  associated  with  Mr.  Henry 
Villard  in  the  Oregon  Railway  &  Navigation  Company  and  in 
February,  1885,  he  entered  the  office  of  the  Norwich  Union  Fire 
Insurance  Society,  Limited,  of  which  society  he  is  now  branch  secre* 
tary.  The  first  eight  years  of  his  association  with  that  office  were 
spent  in  the  underwriting  end  of  the  business  and  in  1893  he  was  ap- 
pointed to  the  position  of  assistant  branch  secretary  which  position 
he  held  until  August  i,  1907,  when  he  received  his  present  appoint- 
ment 

VERMONT  ASSOCIATION  OF  LOCAL  FIRE  INSUR- 
ANCE  AGENTS  was  organized  June  21,  1900,  at  Burlington,  Vt^ 
with  the  following  officers:  President,  F.  E.  Alfred,  Newport;  vice- 
presidents,  J.  S.  Hickok,  Burlington;  H.  E.  Taylor,  Brattleboro; 
Crawford  Ranney,  St.  Johnsbury;  secretary  and  treasurer,  G.  E. 
Stratton,  Burlington.  The  association  was  reorganized  in  December, 
1906,  and  the  following  officers  elected:  President,  F.  E.  Alfred. 
Newport;  vice-presidents,  R.  D.  Preble,  J.  G.  Brown;  secretary 
and  treasurer,  F.  L.  Brigham,  Bradford.  The  present  officers  elected 
at  the  annual  meeting  at  Rutland  in  November,  1909,  are:  Presi- 
tlent,  Alfred  E.  Watson,  White  River  Junction;  vice-presidents, 
E.  S.  Leonard,  T.  H.  Kelly  and  J.  H.  Webster:  secretary,  F.  L. 
Brigham.  Bradford;  treasurer,  Walter  A.  Clark,  Rutland. 

VERxMONT,  INSURANCE  SUPERVISION  IN,  1852-1910, 
The  insurance  department  of  Vermont  was  organized  under  the  law 
of  1852,  the  secretary  of  State  and  the  State  treasurer  being  ex 
oMcio  insurance  commissioners.  Elections  were  held  annually  un- 
til 1870,  when  the  biennial  amendment  to  the  constitution  became 
operative.  Since  that  time  the  elections  have  occurred  every  two 
years.  The  insurance  commissioners  of  Vermont  from  the  time  the 
office  was  created  in  the  year  1852  until  now  have  been: 


Secretary  of   State. 
Fcrrand  ¥.   Merrill, 
Daniel    P.    Thompson, 
Daniel    P.    Thompson, 
Charles,  W.    Willard, 
Benjamin  W.  Dean, 
Benjamin  W.   Dean, 
George  W.   Bailey,  Jr., 
George  Nichols, 
George  Nichols, 


State   Treasurer. 
George  Howes, 
Tohn  A.   Pajfe, 
Henry  M.   Bates, 
Henry  M.  Bates, 
Henry  M.   Bates. 
Tohn   B.   Page, 
Tohn   B.   Page, 
tohn   B.   Page. 
William  H.  Dubois, 
William  H.  Dubois, 


Oct 
Oct. 
Oct. 
Oct. 
Oct. 
Oct, 
Oct. 
Oct. 
Oct. 
Oct. 
Oct 
Oct. 
Oct 
Oct. 


Term  of  Office. 

1852  to  Oct  I,  1853 

1853  to  Oct.  I,  i8S4 

1854  to  Oct  I,  '185s 

1855  to  Oct  I,  18^7 
1857  to  Oct  I,  i860 
i860  to  Oct.  I,  1861 
1861  to  Oct  I,  1866 
1866  to  Oct  I.  1883 

1883  to  Oct  I,  1884 

1884  to  Oct  I,  1890 
1890  to  Oct  I,  1899 
1899  to  Oct  I,  1901 
1901  to  Oct  I,  1908 
1908  to   


Charles  W.    Porter, 

Chauncey  W.  Brownell,  Jr.,  Henry   F.    Field. 
P.  A.  Howland,  John  L.  Bacon. 

P.    r^    Fleetwood,  Ed.  H.  Deavitt, 

G.   W.   Bailey,  Ed.  H.  Deavitt. 

VERMONT  MUTUAL  FIRE  INSURANCE  COMPANY. 
Montpelier,  Vermont.  Organized  1828.  Geo.  O.  Stratton,  president ; 
James  T.  Sabin,  secretary. 

VERNOR,  FRANK  A.,  Detroit,  Mich.,  state  agent  for  the 
Queen  Insurance  Company   for  Michigan,   was  born  at  Marshall, 
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Mich.,  October  7,  1858.  He  was  reared  on  a  farm  and  taught  school 
and  attended  Albion  College  for  about  three  years.  After  studying 
law  he  was  admitted  to  practice  in  the  Michigan  courts.  His  first 
insurance  experience  was  acquired  in  the  compact  office  of  the 
Southwestern  Michigan  Underwriters*  Union  at  Battle  Creek  and 
Kalamazoo,  where  he  was  employed  for  some  time  as  assistant 
manager.  In  1886  he  was  appointed  special  agent  for  the  Sun  Fire 
Office  for  Michigan  and  Indiana,  and  the  year  following  special 
agent  of  the  Queen,  Springfield  Fire  and  Marine,  and  Guardian 
of  England,  for  Michigan.  Since  then  he  has  been  connected  with 
the  Queen  exclusively  as  state  agent,  and  was  engaged  foui' 
months  in  San  Francisco  adjusting  the  Queen's  losses  in  the  con- 
flagration in  that  city  in  April,  1906. 

VIEMAN,  CHARLES  L.,  Michigan  State  agent  of  the  John 
Hancock  Mutual  Life,  is  a  native  of  Harrisburg,  Ohio,  where  he 
was  born  September  29,  1857.  From  1875  to  1880  he  was  teaching 
school  in  Pickaway  and  Franklin  counties,  Ohio,  and  afterward 
was  a  salesman  in  one  of  the  leading  dry  goods  houses  of  Columbus, 
Ohio.  In  1887  he  entered  the  insurance  business  as  a  solicitor  for 
the  Mutual  Life.  In  January,  1888,  he  was  appointed  special  agent 
for  Ohio  and  West  Virginia  for  the  John  Hancock  Mutual  Life, 
and  in  1891  was  placed  in  charge  of  the  Michigan  State  agency  of 
that  company.  Mr.  Vieman  has  been  actively  identified  with 
the  Detroit  Life  Underwriters'  Association  since  its  organization, 
occupying  positions  as  president,  vice-president,  member  of  execu- 
tive board  and  delegate  to  a  number  of  annual  conventions  of  the 
National  Association  of  Life  Underwriters. 

VIRGINIA  ASSOCIATION  OF  LOCAL  FIRE  INSUR- 
ANCE AGENTS  was  organized  at  Lynchburg,  September  ao, 
1899.  The  following  were  elected  officers :  President  L.  W.  Childrey ; 
vice-president,  W.  L.  Dechert;  secretary  and  treasurer,  George  D. 
Dey,  Norfolk.  The  present  officers,  elected  at  the  annual  meeting 
held  in  Richmond  in  May,  1910,  are:  President,  W.  L.  Pierce, 
Christiansburg ;  vice-president,  W.  E.  Powell,  Newport  News;  sec- 
ond vice-president,  E.  B.  McChesney,  Staunton;  secretary-treasurer, 
S.  T.  Pulliam,  Richmond. 

VIRGINIA  FIELD  CLUB  was  organized  at  a  meeting  of  special 
agents,  who  only  are  eligible  to  membership,  held  at  Richmond, 
September  25,  1905.  Officers  were  elected  as  follows:  President, 
Charles  E.  Wortham,  Jr.;  vice-president,  E.  W.  Butcher;  second 
vice-president,  Oliver  H.  King;  secretary  and  treasurer,  William 
R.  Robins.  The  present  officers  elected  at  the  annual  meeting  in 
September,  1909,  are :  President,  Harry  Y.  Chatterlay ;  vice-president, 
S.  E.  Bickford:  second  vice-president,  G.  McG.  Goodridge;  secretary, 
William  R.  Robins;  execiUive  committee:  Geo.  B.  Jennings,  Chair- 
man ;  E.  H.  Jones,  G.  Harrison.  Arthur  M.  Travers,  B.  C  Lewis,  Jr., 
Bartow  Vanness,  R.  E.  Michaels.  The  club  maintains  rooms  at  715 
Mutual  building  and  carries  on  a  work  of  education  in  the  prevention 
of  fire  waste. 
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VIRGINIA  FIRE  AND  MARINE  INSURANCE  COMPANY. 
Richmond,  Va.  Organized  1832;  capital,  $250,000.  Wm.  H.  Pal- 
mer, president;  W.   H.   McCarthy,  secretary. 

VIRGINIA,  INSURANCE  SUPERVISION  IN  1878-1910. 
Under  act  of  the  legislature,  approved  April  6,  1866,  the  auditor  of 
public  accounts  in  Virginia  is  charged  with  the  supervision  of  iiH 
su ranee  interests.  This  official  is  elected  every  two  years  by  the 
joint  vote  of  the  General  Assembly.  The  auditors  since  1878  have 
been:  John  E.  Massey,  whose  term  expired  in  1882;  S.  Brown 
'Allen,  from  1882  to  1884,  and  Morton  Marye,  from  1884  to  the  pres- 
ent time.  Under  an  act  of  the  legislature  creating  the  Corporation 
Commission  the  commission  sticceeded  the  auditor,  having  super* 
vision  of  insurance,  and  took  office  March  x,  1903.  The  legi^ture 
of  1906  passed  an  act  establishing  a  bureau  of  insurance  "within 
the  department  and  subject  to  the  supervision  and  control  of  tne 
State  corporation  commission,"  whose  chief  office  shall  be  known 
as  the  "commissioner  of  insurance."  The  commission  ie  elected 
by  the  joint  vote  of  the  legislature  for  a  term  of  four  years  at  a 
salary  of  $3,500  per  annum.  Joseph  Button  was  elected  commis- 
sioner for  the  term  beginning  July  i,  1906,  and  extending  to  January 
31,  1910,  and  re-appointed  for  a  second  term. 

VIRGINIA  STATE  INSURANCE  COMPANY,  Richmond. 
Va.  Organized  1865;  capital,  $200,000.  George  L.  Cbr*stian,  presi- 
dent; Robert  Lecky,  Jr.,  vice-president  and  secretary. 

VOLUNTEER  STATE  LIFE  INSURANCE  COMPANY, 
THE,  of  Chattanooga,  Tenn.  Organized  1903;  capital,  $100,000. 
Z.  C  Patten,  president;  E.  B.  Craig,  vice-president;  W.  H.  Gould, 
A.  M.,  A.  I.  A.,  Actuary  and  Secretary. 

VROOMAN,  JOHN  W.,  former  secretary  of  the  Provident 
Savings  Life  Assurance  Society  of  New  York,  was  born  in  Herkimer 
county,  N.  Y.,  March  28,  1844^  and  is  a  descendant  of  an  ancient 
Holland  family,  of  which  the  historic  Count  Egmont  was  a  member, 
and  also  of  the  family  of  General  Nicholas  Herkimer  of  Revolution- 
ary fame.  Mr.  Vrooman  volunteered  in  the  United  States  navy,  and 
participated  in  several  of  the  naval  battles  of  the  Civil  War.  When 
he  returned  home  he  studied  law,  and  was  admitted  to  the  bar  in 
his  native  country.  He  was  chief  clerk  of  the  surrogate's  court  of 
that  county  ten  years.  In  1876  and  1877  he  was  deputy  clerk  of 
the  assembly  of  the  State  of  New  York.  In  1878  he  was  elected 
clerk  of  the  New  York  State  Senate,  and  re-elected  four  successive 
terms,  making  a  total  of  ten  years*  service  as  clerk  of  that  body. 
He  also  served  for  a  number  of  years  as  a  member  of  the  Repub- 
lican State  Committee,  and  was  for  eight  years  secretary  of  that 
committee.  In  1891  he  was  the  Republican  candidate  for  lieutenant- 
governor,  running  far  ahead  of  his  ticket,  although  he  was  not 
elected.  On  leaving  the  senate  he  engaged  in  the  banking  business 
in  Herkimer.    He  was  a  presidential  elector  on  the  Republican  State 
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ticket  in  1892.  Colonel  Vrooman  is  one  of  the  most  prominent 
Masons  in  the  United  States,  and  in  June,  1889,  was  elected  by  a 
unanimous  vote  Grand  Master  of  the  Grand  Lodge  of  the  State  of 
New  York,  and  unanimously  re-elected  in  1890.  He  is  a  member 
of  Aaron  Helmer  Post,  Grand  Army  of  the  Republic;  Monitor  As- 
sociation of  Naval  Veterans;  and  is  an  aide  on  the  staff  of  the 
department  commander  of  the  Grand"  Army  of  the  Republic  of  the 
State  of  New  York.  He  has  also  been  president  and  is  now  a 
trustee  of  the  Holland  Society  of  New  York,  a  manager  of  the 
Methodist  Episcopal  Hospital  of  Brooklyn,  a  trustee  of  the  Herki- 
mer Free  Library,  member  Herkimer  County  Historical  Society,  a 
director  in  the  Provident  Savings  Life,  the  Herkimer  National 
Bank,  and  is  officially  identified  with  other  financial  and  charitable 
institutions.  He  is  an  ex-president  of  the  Life  Underwriters'  Asso- 
ciation of  New  York  and  a  present  member  of  its  executive  com- 
mittee, a  member  of  the  Union  League  Club,  the  Republican  Club, 
of  New  York,  the  Montauk  Club  of  Brooklyn,  the  New  York 
Yacht  Club,  the  Empire  State  Society,  Sons  of  the  American  Revo- 
lution, and  other  organizations. 
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WAGGONER,  SOL  E.,  former  president  of  tlic  Citizens'  In- 
surance Company,  St.  Louis,  Mo.,  was  bcrrn  in  Richland  county, 
O.,  March  8,  185 1.  He  obtained  his  education  in  the  grammar  and 
high  schools,  and  graduated  from  a  college  at  Oskaloosa,  la.,  in 
1872.  He  was  first  employed  in  telegraphy,  but  since  1873  has  been 
engaged  in  the  insurance  business.  Mr.  Waggoner  is  a  director  in 
charge  of  the  Masonic  Home.  He  was  president  of  the  Salvage 
Corps  for  three  terms  and  has  always  been  active  in  Masonic  circles, 
being  past  grand  commander  of  Knights  Templar  of  Missouri.  He 
retired  as  president  of  the  Citizens'  Insurance  Company  in  June, 
1907,  but  continues  as  manager  at  St  Louis  for  the  company  and 
also  the  Hartford  Fire  Insurance  Company. 

WARD,  LESLIE  DODD,  vice-president  of  the  Prudential  In- 
surance Company  of  Newark,  was  bom  at  Madison,  N.  J.,  July  i, 
1845.  After  an  academical  education  at  Newark  and  some  months' 
war  service  in  the  Thirty-seventh  New  Jersey  Regiment,  in  1864, 
he  entered  the  medical  department  of  Columbia  College,  New  York, 
from  which  he  graduated  in  1868.  Dr.  Wftrd  practiced  his  pro- 
fession until  1884,  when  he  was  chosen  vice-president  of  the  com- 
pany. He  was  one  of  the  original  directors,  and  medical  director 
from  the  beginning.    Mr.  Ward  died  in  I^ndon,  Eng.,  July  13,  1910. 

WARFIELD,  RICHARD  EMORY,  president  of  the  Hanover 
Fire  Insurance  Company,  New  York,  was  born  at  "Manor  Glen," 
Baltimore  county,  Md.,  August  11,  1855.  His  business  career  be- 
gan in  187 1  as  junior  clerk  in  the  office  of  the  Firemen's  Insurance 
Company  of  Baltimore,  of  which  he  became  secretary  in  1878.  Mr. 
Warfield  resigned  that  office  in  1882  to  take  the  management  of  the 
department  of  Maryland  and  Delaware  for  the  Continental  of 
New  York.  In  1885  he  transferred  his  services  to  the  Royal,  and 
was  placed  in  charge  of  the  Baltimore  department,  composed  of 
the  states  of  Maryland,  Virginia,  West  Virginia,  and  North  Caro- 
lina, and  the  District  of  Columbia.  On  January  i,  1896,  the  Balti- 
more and  Philadelphia  departments  of  the  Royal  were  consolidated, 
with  headquarters  at  Philadelphia,  and  Mr.  Warfield  was  trans- 
ferred to  Philadelphia  as  assistant  manager.  He  was  appointed 
manager  in  1905,  and  resigned  in  1906  to  accept  the  presidency  of 
the  Hanover  Fire  Insurance  Company. 

WARNER,  EDWARD  G.,  manager  of  the  Florida  Home 
Insurance  Company.     [See  Death  Roll.] 
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WARREN,  NATHAN,  resident  secretary  of  the  Equitable  Life 
Assurance  Society  at  Boston,  Mass.,  was  born  at  Waltham,  same 
State,  February  11,  1838.  He  was  educated  at  the  Waltham  public 
schools,  and  was  engaged  in  the  wholesale  dry  goods  and  shipping 
business  until  1862,  when  he  went  to  the  front  with  the  Forty-fifth 
Massachusetts  Regiment,  serving  first  in  North  Carolina  and  after- 
ward in  the  department  of  the  Gulf.  He  was  in  the  War  Depart- 
ment at  Washington  in  1865  and  later  went  to  Africa  on  a  busi- 
ness venture.  His  connection  with  the  Equitable  Life  began  over 
thirty  years  ago,  and  he  is  now  its  resident  secretary  at  Boston. 
Mr.  Warren  has  been  a  representative  in  the  Massachusetts  legis- 
lature two  terms,  and  chairman  of  the  committee  on  insurance  while 
there.  He  was  president  of  the  Boston  Life  Underwriters'  Asso- 
ciation in  1893-4,  and  has  been  chairman  of  the  board  of  trustees  of 
the  Waltham  public  library  several  years,  and  is  vice-president  of 
the  Waltham  Savings  Bank.  He  is  the  author  of  the  history  of  "In- 
surance in  Massachusetts,"  published  in  the  "Compendious  History 
of  the  New  England  States,"  which  is  considered  valuable  as  a 
work  of  information  and  reference. 

WARREN,  WILLIAM  SEYMOUR,  manager  of  the  west- 
ern department  of  the  Liverpool  and  London  and  Globe  In- 
surance Company  at  Chicago,  was  born  at  Cleveland,  Ohio,  May 
10,  1848,  and  is  a  son  of  the  latte  William  Warren,  who  was  the  resi- 
dent secretary  from  1875  to  the  time  of  his  death,  in  November, 
1889.  The  younger  Warren  was  Chicago  local  agent  when  that 
event  occurred,  and  he  was  appointed,  together  with  George  Crooke, 
to  succeed  his  father.  Mr  Crooke  withdrew  in  December,  1892, 
leaving  Mr.  Warren  sole  manager.  The  entire  business  life  of 
Mr.  Warren,  from  his  school  days  to  the  present,  has  been  devoted 
to  the  service  of  his  company. 

WASHBURN,  JOHN  H.,  former  president  of  the  Home  Insur- 
ance Company  of  New  York.     [See  Death  Roll.] 

WASHINGTON  FIRE  INSURANCE  COMPANY,  Seattle, 
Wash.  Organized  1905;  capital,  $250,000.  Henry  Carstens, 
president;    W.  S.  Worman,  secretary. 

WASHINGTON,  INSURANCE  SUPERVISION  IN,  1890- 
1910,  The  insurance  department  iir  the  State  of  Washington  was 
organized  June  26,  1890,  the  secretary  of  state  being  charged  with 
the  duties  of  supervision.  He  was  elected  for  four  years  by  the 
people.  Allen  Weir  was  the  first  official,  and  was  succeeded  in 
January,  1893,  by  James -H.  Price,  and  he  by  Will  D.  Jenkins  in 
January,  1897.  Sam  H.  Nichols,  was  secretary  of  state  from  1901 
to  1909.  The  legislature  in  1907  created  a  separate  insurance  de- 
partment, and  under  the  act  creating  the  department  the  commis- 
sioner was  elected  at  the  regular  election  in  1908,  and  took  office 
January  i,  1909.  J.  H.  Schively,  who  had  been  deputy  in  the 
secretary  of  state's  office  having  charge  of  insurance,  was  elected 
the  first  commissioner  under  the  law  creating  a  separate  department. 
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WASHINGTON  LIFE  UNDERWRITER'S  ASSOCIATION 
was  organized  in  August,  1908.  The  present  officers  are:  Presi- 
dent, Malcolm  Hughes;  v  let -president,  T.  A.  Garrigues;  secretary, 
DeW.  A.  Clark;  treasurer,  W.  E.  Pond, 

WATKINS,  DAVID  O.,  former  commissioner  of  banking  and 
insurance  of  New  Jersey,  was  born  in  Woodbury,  N.  J.,  June  8,  i8fo. 
He  received  a  public  school  education,  and  engaged  in  farming  early 
in  Iffe.  He  was  mayor  of  the  city  of  Woodbury  four  terms,  and 
president  of  the  citv  council  three  terms.  He  was  three  times 
elected  to  the  general  assembly,  and  was  twice  speaker  of  that  body. 
He  was  appointed  United  States  district  attorney  in  February,  1900, 
and  held  that  office  until  April,  1903,  when  he  resigned  to  become 
commissioner  of  banking  and  insurance,  from  which  position  he 
retired  in  1909. 

WATSON,  EDWARD  L.,  president  of  the  Providence  Mutual 
Fire  Insurance  G>mpany  of  Providence,  R.  I.,  was  born  at  Bristol. 
R.  I.,  June  16,  1863.  He  began  his  insurance  career  in  1881  as  clerk 
for  the  Providence- Washington  Insurance  Company.  Later  on  he 
was  special  agent  in  New  York  State  and  the  New  England  States 
for  the  same  company,  and  was  elected  its  secretary  in  1889,  which 
position  he  resigned  on  being  elected  president  of  the  Providence 
Mutual  in  1902. 

WATT,  GEORGE  W.,  vice-president  of  the  Girard  Fire  and 
Marine  Insurance  Company,  Philadelphia,  was  bom  in  Philadelphia 
of  American  parentage,  and  was  educated  in  the  public  schools  of 
that  city.  He  began  his  insurance  career  as  a  boy,  in  the  office 
of  the  "Girard,"  resigning  to  enter  the  local  agency  busmess  m 
Philadelphia,  in  1896.  Two  years  later  he  was  appointed  special 
agent  for  the  middle  department  for  the  Boston  Insurance  Com- 
pany, and  in  1902  was  called  to  the  home  office  in  Boston  and  placed 
in  charge  of  the  New  England  field  business.  He  was  appointed 
assistant  manager  of  the  Boston  and  Old  Colony  Insurance  Com- 
panies in  1906,  but  resigned  January  i,  1907,  to  return  to  his  native 
city  and  accept  his  present  position. 

WATT,  ROLLA  VERNON,  Pacific  coast  manager  fdr  the 
Royal  and  Queen  Insurance  Companies,  was  bom  at  Camden, 
Preble  county,  Ohio,  February  19,  1857.  Reached  the  Pacific  coast 
in  1876,  where  he  was  a  clerk  in  a  book  store  until  1882,  when  his 
first  acquaintance  with  insurance  was  made.  He  entered  the  general 
agency  office  of  Smith  &  Snow  in  San  Francisco,  and  in  i834  had 
charge  of  their  city  desk.  In  1887  the  firm  retired  from  the  general 
agency  business  and  Mr.  Watt  succeeded  them,  thus  becoming  Pa- 
cific coast  manager  for  their  three  companies,  the  American  Cen- 
tral of  St.  Louis,  Pacific  Fire  of  New  York,  and  Amazon  of  Cin- 
cinnati. The  Liberty  was  in  his  agency  from  its  organization  until 
its  retirement  when  the  Pacific  coast  business  was  reinsured  by 
the  American*  Central.     The  Delaware  of  Philadelphia  came  into 
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the  office  succeeding  the  Liberty,  the  Amazon  meantime  having  re~ 
tired,  reinsuring  its  business  in  the  Royal.  In  March,  1894,  Mr. 
Watt  resigned  the  management  of  these  companies  to  take  that  of 
the  Royal  and  Norwich  Union  for  the  Pacific  coast.  On  January 
I,  1896,  he  relinquished  the  management  of  the  Norwich  Union 
to  take  that  of  the  Queen  in  connection  with  the  Royal.  Mr.  Watt 
was  president  of  the  Fire  Underwriters'  Association  of  the  Pacific 
for  the  year  1894.  He  was  a  member  of  the  Board  of  Fire  Commis- 
sioners of  San  Francisco  for  four  years  ending  January  8,  1904,  is 
president  of  the  Young  Men's  Christian  Association,  is  a  director 
of  the  First  National  Bank,  First  Federal  Trust  Company,  Mutual 
Savings  Bank,  a  trustee  of  the  "Children's  Hospital  and  Training 
School  for  Nurses,"  and  is  connected  with  several  other  business 
and  charitable  enterprises. 

WAY,  JOHN  L.,  second  vice-president  and  a  director  of  The 
Travelers  Insurance  Company;  secretary  and  director  of  The 
Travelers  Indemnity  Company;  director  of  the  Hartford  Trust 
Company,  and  trustee  of  the  Mechanics  Savings  Bank, 
was  born  at  Gilead,  Conn.,  July  i,  i860,  and  received  a 
common  school  education.  Commencing  his  insurance  life 
at  the  Home  Office  of  The  Travelers  in  1878,  he  has  been 
engaged  continuously  ever  since  that  time  in  the  service  of  the 
Company.  It  early  became  apparent  to  the  officers  of  the  Company 
that  he  possessed  abilities  peculiarly  adapted  to  field  work,  and 
upon  transference  to  that  department  of  the  Company's  affairs 
his  promotion  was  rapid.  He  served  the  Company  as  special  agent 
in  Iowa  and  Nebraska  for  several  years,  then  as  state  agent  for 
Connecticut  and  Rhode  Island,  and  later  was  given  the  agency  con- 
trol of  Missouri,  Arkansas,  Texas,  Iowa  and  Nebraska,  with  head- 
quarters in  St.  Louis,  Missouri,  continuing  in  charge  of  the  large 
and  important  territory  about  thirteen  years.  He  built  up  these  State 
Agencies,  increased  the  efficiency  of  the  agency  organization  and 
aided  so  largely  in  the  profitable  development  of  the  Life,  Accident 
and  Liability  business  of  the  Company  that  in  1903  he  was  recalled 
to  home  office  and  elected  to  the  offices  which  he  now  holds. 

WEBSTER,  FRANKLIN,  insurance  journalist,  was  born  at 
La  Salle,  111.,  February  22,  18^62,  being  a  descendant  of  the  New 
Hampshire  branch  of  the  Webster  family.  His  early  education 
was  obtained  in  the  public  and  private  schools  of  La  Salle,  and  he 
prepared  for  college,  but  other  demands  on  his  time  prevented  the 
accomplishment  of  his  wishes.  He  secured  a  scientific  course  at 
Cooper  Institute,  however,  after  coming  to  New  York.  Mr.  Web- 
ster drifted  naturally  into  journalism.  His  father,  Edward  Cushing 
Webster,  was  publisher  for  many  years  of  the  La  Salle  County 
Press,  the  leading  county  paper  of  Central  Illinois,  and  the  son 
learned  to  set  type,  work  a  job  press,  feed  a  cylinder,  and  write 
local  items  in  his  father's  office  while  yet  a  youngster.  These  occu- 
pations were  varied  by  writing  up  the  special  correspondence  of  the 
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locality  for  the  Chicago  daily  papers.  Mr.  Webster  came  to  New 
York  and  to  the  assistant  editorship  of  the  Chronicle  in  June,  1881. 
Two  years  later,  in  October,  1883,  on  the  retirement  of  Mr.  Davis 
from  the  editorship,  he  was  appointed  to  the  vacant  chair.  In  1895 
he  resigiied,  and  in  September  began  the  publication  of  the  Insur- 
ance Press.  He  established  Insurance  Engineering,  an  illustrated 
monthly  magazine,  in  April,  looi.  He  was  elected  president  of 
the  American  Trade  Press  As^^ociation  in  1909. 

WEDDELL,  THOMAS  R..  insurance  journalist,  was  born  at 
VVooster,  Ohio,  October  26,  1864,  and  was  educated  in  the  high 
school  at  Piqua,  Ohio,  and  at  the  University  of  Chicago,  graduating 
m  1886.  Mr.  Weddell  engaged  in  newspaper  work,  and  was  a  re- 
porter and  night  city  editor  on  the  Chicago  Inter-Ocean  from  1886 
to  1891,  political  editor  for  a  year,  and  from  June,  1892  to  1899 
was  editor  and  principal  owner  of  the  Peoria,  111.,  Transcript,  Since 
the  latter  year  he  has  been  engaged  in  insurance  journalism,  and  is 
insurance  editor  of  the  Chicago  Record-Herald,  and  editor  and 
manager  of  the  Insurance  Post,  as  well  as  insurance  "correspond- 
ent" He  has  also  been  secretary  and  vice-president  of  the  Chicago 
Press  Club,  of  which  he  is  a  life  member. 

WEED,  XATHAX  HERBERT,  editor  and  manager  of  The 
Life  Insurance  Independent,  and  also  formerly  publisher  of  Life  Asso- 
ciation Xezi's,  official  organ  National  Association  of  Life  Under- 
writers, is  a  son  of  Samuel  R.  Weed  of  the  underwriting  firm  of 
Weed  &  Kennedy,  New  York,  and  was  born  at  St.  Louis,  Mo., 
August  I,  1868.  He  was  educated  at  Adelphi  Academy,  Brooklyn, 
N.  Y.,  and  connected  with  the  local  fire  insurance  business  in  New 
York  City  from  1884  to  1892,  and  was  also  correspondent  of  and 
regular  writer  for  several  insurance  journals.  In  1892  he  became 
associated  with  P.  J.  Hanway,  editor  of  The  Vigilant.  In  1895 
he  went  to  St.  Louis  to  assume  charge  of  the  Review,  and  in  1898 
bought  the  Chicago  Independent,  which  he  consolidated  with  the 
American  Journal  of  Life  Insurance  in  March,  1901,  now  published 
as  Life  Insurance  Independent,  which  was  removed  to  New  York 
City  in  April,  1902. 

WEED,  SAMUEL  RICHARDS,  fire  underwriter,  comes  from 
Colonial  and  Revolutionary  ancestry,  and  is  a  native  of  New  York 
City,  where  he  was  born  February  9,  1837.  After  a  public  school 
education  he  studied  law  in  New  York  and  California  and  removed 
from  the  latter  State  to  St.  Louis,  Mo.,  in  1859.  He  organized  a 
news  bureau  in  that  city  for  overland  mail  service  for  a  syndicate 
of  San  Francisco  journals.  In  1864  he  entered  the  local  insursftice 
agency  business  and  was  a  general  and  special  agent  in  the  west 
some  years.  In  1875  Mr.  Weed  returned  to  his  native  city  and  has 
since  been  continuously  a  local  agent  and  manager  there.  He  was 
vice-president  of  the  late  Liberty  Insurance  Company  of  New  York. 
At  present  he  is  a  member  of  the  firm  of  Weed  &  Kennedy,  local 
agents,   and   United   States   managers   of   the   Alliance,   until   that 
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company  withdrew  from  the  United  States,  in  1908.  Mr.  Weed 
is  a  director  in  the  Nassau  Bank  of  New  York,  also  a  member  of 
the  Sons  of  the  Revolution  and  various  New  York  clubs. 

WEEKS,  RUFUS  WELLS,  one  of  the  vice-presidents  of  the 
New  York  Life  Insurance  Company  and  its  chief  actuary,  was  born 
at  New^ark,  N.  J.,  August  11,  1846,  and  is  the  son  of  Robert  D. 
Weeks  of  that  city,  and  grandson  of  the  Rev.  William  R.  Weeks, 
the  noted  abolitionist.  He  was  educated  in  the  public  schools  and 
entered  the  actuarial  department  of  the  New  York  Life  in  1867, 
when  twenty-one  years  of  age.  He  became  the  head  of  the  depart- 
ment in  1883,  and  was  elected  actuary  of  the  company  in  1885, 
second  vice-president  in  1903,  and  vice-president  in  1906.  Mr. 
Weeks  is  a  charter  member  and  an  ex-president  of  the  Actuarial 
Society  of  America.  He  is  also  an  associate  member  of  the  Insti- 
tute of  Actuaries  of  Great  Britain  and  Ireland;  a  corresponding 
member  of  the  Institute  of  French  Actuaries,  and  a  member  of  the 
Society  of  Insurance  Science  of  Germany. 

WEINMANN,  LOUIS,  secretary  of  the  Fireman's  Fund  In- 
surance Company  of  San  Francisco,  was  born  at  Benicia,  Cal., 
August  23,  1853.  His  education  was  received  at  the  Missionary 
College  of  St.  Augustine,  which  was  one  of  the  foremost  institu- 
tions of  that  day.  After  being  graduated  with  honors  at  the  head 
of  his  class  in  1874,  he  was  appointed  principal  of  the  public  schools 
of  his  native  town.  He  was  for  several  years  president  of  the  Board 
of  Education  of  Solano  County.  He  entered  the  drug  business 
about  this  time,  and  began  his  first  insurance  experience  as  local 
agent  for  the  Fireman's  Fund.  He  removed  to  San  Francisco  in 
1886,  and  for  the  succeeding  two  years  was  in  charge  of  the  mathe- 
matical department  of  the  Commercial  High  School,  but  he  resigned 
this  position  in  1888  to  become  special  agent  for  the  Fireman's 
Fund.  In  1892  he  was  elected  assistant  secretary  of  the  company, 
and  was  appointed  to  his  present  position  in  January,  1900.  Mr. 
Weinmann  was  president  of  the  Fire  Underwriters'  Association  of 
the  Pacific  in  1898.  In  April,  1907,  he  was  appointed  a  member  of 
the  Alameda  City  Board  of  Education  of  which  board  he  was  presi- 
dent. 

WELCH,  ARCHIBALD  ASHLEY,  second  vice-president  and 
actuary  of  the  Phoenix  Mutual  Life  Insurance  Company  of  Hart- 
ford, was  born  in  Hartford,  October  6,  1859.  He^as  educated  in 
the  public  and  high  schools  of  Hartford,  and  graduated  from  Yale 
College  in  the  class  of  1882.  After  graduation  hA.  entered  the  ac- 
tuarial depanment  of  the  Travelers  Insurance  Comply,  and  in  1890 
entered  the  service  of  the  Phoenix  Mutual  Life.  He  re  a  member  of 
the  board  of  directors  of  that  company,  and  is  also  a  member  of  the 
Actuarial  Society  of  America,  and  one  of  its  vice-presidents.  He 
has  been  chairman  of  the  high  school  committee  since  1900,  and  is 
a  director  «nd  secretary  for  the  American  School  for  the  Deaf  of 
Hartford.  He  was  elected  to  his  present  position  January  i,  1905- 
He  is  president  of  the  Actuarial  Society  of  America. 
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WELLS,  DANIEL  H.,  actuary  of  the  Connecticut  Mutual  Life 
Insurance  Company »  was  bom  at  Riverhead,  Suffolk  county,  N.  Y.» 
August  19,  1845.  He  graduated  from  Sheffield  Scientific  School 
of  Yale  University  in  1867,  and  remained  there  seven  years  as  in- 
structor in  engineering  and  mathematics.  In  1874  he  became  a 
clerk  in  the  actuarial  department  of  the  Connecticut  Mutual,  and  in 
1876  was  placed  in  charge  of  the  actuarial  work  of  the  company^ 
with  the  title  of  second  assistant  secretary.  He  was  appointed  as- 
sistant secretary  in  1878,  and  actuary  in  1881.  During  his  connec- 
tion with  the  company  Mr.  Wells  has  prepared  and  published  its 
mortality  experience.  He  was  elected  president  of  the  Actuarial 
Society  in  1906  and  1907. 

WESLEY,  FRANK  AUGUSTUS,  formerly  director  of  agencies 
of  the  Columbian  National  Life  Insurance  Company,  and  a  director 
of  the  company,  began  his  business  career  in  life  insurance,  as  agent 
for  the  New  York  Life.  He  was  general  agent  for  the  Bankers 
Life,  and  later  was  appointed  Boston  manager  for  the  Columbian 
National  Life,  and  becoming  successively  New  England  manager, 
assistant  director  of  agencies,  director  of  Eastern  agencies,  and 
director  of  agencies  for  that  company;  his  present  position  to 
which  he  was  appointed  in  1908.  He  is  a  native  of  Massachusetts, 
and  was  born  at  Cambridge,  January  14,  1875,  and  was  educated 
at  the  Kast  Greenwich  Academy  and  Wesleyan  University.  In  1910 
he  accepted  the  position  of  vice-president  and  general  manager  of 
the  Standard  Life  of  Pittsburg. 

WESTCHESTER  FIRE  INSURANCE  COMPANY  of  New 
York.  Capital,  $300,000.  George  R,  Crawford,  president;  M.  O. 
Brown,  vice-president;  John  H.  Kelly,  secretary;  Otto  E.  SchaflFer 
and  Geo.  B.  Crawford,  assistant  secretaries. 

WEST  COAST  LIFE  INSURANCE  COMPANY,  San  Fran- 
cisco, Cal.  Organized  1906;  capital,  $250,000.  H.  J.  Crocker, 
president;  Julian  Sonntag,  secretary. 

WEST,  EGBERT  WATSON,  secretary  of  the  Glens  Falls 
Insurance  Company,  has  spent  his  entire  business  career  in  die 
service  of  the  Glens  Falls  Insurance  Company;  entering  its  service 
as  a  clerk.  He  was  born  in  Glens  Falls,  N.  Y.,  May  i,  1863,  and 
received  his  education  in  the  common  schools  of  his  native  city. 
He  represented  the  Glens  Falls  Insurance  Company  as  special 
agent  in  the  New  York  State  and  middle  department  field  for 
twenty  years,  when  he  was  called  to  the  home  office  as  assistant 
secretary,  and  later  elected  secretary.  He  is  a  trustee  of  the  Home 
for  the  Aged  and  of  the  Parks  Hospital,  and  a  member  of  the 
Board  of  Water  Commissioners  of  Glens  Falls. 

WESTERN  AND  SOUTHERN  LIFE  INSURANCE  COM- 
PANY, Cincinnati,  Ohio.  Organized  1888;  capital,  $100,000.  W.  J. 
Williams,  president;  H.  W.  Wannenwetsch,  secretary. 
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WESTERN  ARKANSAS  ASSOCIATION  OF  LIFE  UN- 
DERWRITERS, was  organized  at  a  meeting  held  in  Fort  Smith, 
in  1910.  Officers  were  elected  as  follows:  President,  George  Tilles, 
Prudential;  vice-president,  A.  I>.  Morris,  Mutual  Life;  secretary, 
J.  E.  Weaver,  New  York  Life ;  executive  committee :  John  M. 
Andrews,  Northwestern  National;  S.  A.  Wilson,  Metropolitan; 
F.  W.  Fitzpatrick,  Southwestern  Life,  and  the  officers. 

WESTERN  ASSURANCE  COMPANY,  THE,  of  Toronto, 
Canada,  was  organized  and  began  business  August  30,  1851.  It 
transact'^  a  general  fire  and  marine  and  inland  business  throughout 
Canada,  the  United  States,  Newfoundland,  England,  India,  Australia 
and  other  parts  of  the  world.  Its  paid  up  capital  is  $2,500,000.  The 
present  officers  are:  Hon.  Geo.  A.  Cox,  president;  W.  R.  Brock, 
and  John  Hoskin,  K.  C,  L  L.  D.,  vice-presidents ;  Robt.  Bickerdike, 
M.  P.,  E.  W.  Cox,  D.  B.  Hanna,  Alex  Laird,  Z.  A.  Lash,  K  C,  W.  B. 
Meikle,  Geo.  A.  Morrow,  Augustus  Myers,  Frederic  Nicholls, 
James  Kerr  Osborne,  Sir  Henry  M.  Pellatt,  E.  R.  Wood;  W.  B. 
Meikle,  general  manager.  The  department  managers  in  the  United 
States  are:  George  J.  Dexter,  manager  of  the  southern  depart* 
ment,  Atlanta,  Ga. ;  J.  J.  Kenny,  manager  Pacific  department,  San 
Francisco,  Cal. ;  H.  T.  Lamey,  manager  of  the  western  department, 
Denver,  Col.;  W.  L.  Perrin,  agent.  New  York  City,  and  Reed  and 
Dunkle,  71  Kilby  St.,  Boston,  General  Agents  for  the  New  England 
States. 

The  business  of  the  United  States  branch  of  the  Western 
in  1909  was  as  follows:  Premiums  received,  $1,743,353.84;  gross 
income,  $1,825,656.92;  amount  at  risk  December  31,  1909,  $236,- 
780,027.  The  United  States  assets  were  $2,377,303.37;  re-insurance 
reserve,  $1,286,965.63;  surplus  over  all  liabilities,  $839,268.07. 

WESTERN  DEPARTMENT  MANAGERS.  [See  Chicago 
Managers.] 

WESTERN  FACTORY  INSURANCE  ASSOCIATION.  Ad- 
dress, 171  La  Salle  Street,  Chicago;  S.  W.  Tripp,  associate  manager; 
Albert  Blanvelt,  associate  manager.  This  association  of  stock  fire 
insurance  companies,  includes  in  their  business  the  writing  of 
sprinklered  manufacturing  risks  in  the  western  union  states. 

The  last  annual  meeting  of  the  association  was  held  in  Chicago, 
in  May,  1910,  when  the  following  officers  were  elected:  President, 
A.  F.  Dean,  Springfield  Fire  and  Marine;  vice-president,  G.  H. 
Lermit,  Northern;  secretary  and  treasurer,  Charles  R.  Street, 
Fidelity-Phenix ;  executive  committee:  W.  H.  Sage,  German- 
American;  John  Marshall,  Jr.,  Fireman's  Fund;  W.  L.  Steele, 
Niagara  Fire,  and  T.  E.  Gallagher,  Aetna. 

WESTERN  FIRE  INSURANCE  COMPANY,  THE,  Lincoln, 
Neb.  Organized  1907:  capital,  $100,000.  George  W.  Holmes,  presi- 
dent; Ernest  C.  Folsom,  vice-president;  Lee  L.  Hamlin,  secretary- 
treasurer;  J.  Burr  Taylor,  assistant  secretary. 
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WESTERN  INSURANCE  COMPANY,  Pittsburg,  Pa.  Or- 
ganized 1849;  capital,  $300,000.  W.  H.  Nimick,  president;  D. 
Dallas  Hare,  secretary. 

WESTERN  MASONS*  MUTUAL  LIFE  ASSOCIATION, 
Los  Angeles,  Cal.  Organized  1886.  C.  J.  Willett,  president;  Gilbert 
F.  Stevenson,  secretary. 

WESTERN  MASSACHUSETTS,  LIFE  UNDERWRITERS' 
ASSOCIATION  OF.  [See  Life  Underwriters*  Association  of 
Western  Massachusetts.] 

WESTERN  RESERVE  INSURANCE  COMPANY,  Cleve- 
land, Ohio.  Organized  1903;  capital,  $250,000.  M.  E.  Wagar, 
president;  R.  E.  Gooch,  secretary. 

WESTERN  SPRINKLED  RISK  ASSOCIATION  was  or- 
ganized  at  a  meeting  in  Chicago  in  March,  1904,  by  representative! 
of  companies  not  affiliated  with  the  Western  Union,  for  the  pur- 
pose of  writing  sprinkled  risks  Officers  were  elected  as  follows: 
President,  J.  L.  WhitlocK,  Glens  Falls;  vice-president,  William 
Trembor,  German  of  Freeport;  treasurer,  E.  G.  Halle,  Germania; 
secretary,  R.  D.  Harvey,  New  Hampshire.  Directors,  the  officers 
and  Charles  E.  Sheldon,  American  of  Newark,  and  O.  C.  Kemp, 
Delaware  and  Reliance.  The  present  officers  elected  at  the  annual 
meeting  in  May,  1910,  are :  President,  J.  L.  Whitlock ;  vice-president, 
C.  K.  Crawford;  secretary,  O.  C.  Kemp;  treasurer,  E.  G.  Halle. 

WESTERN  UNION.     [Sec  Union,  The.] 

WESTERN  UNION  LIFE  INSURANCE  COMPANY, 
Spokane,  Wash.  Organized  1906;  capital,  $200,000.  R.  L.  Rutter, 
president;  A.  P.  Bunt,  secretary. 

WEST  VIRGINIA  ASSOCIATION  OF  LOCAL  FIRE  IN- 
SURANCE  AGENTS  was  organized  at  Wheeling,  September  5, 
1899.  The  following  officers  were  elected:  W.  S.  Foose,  presi- 
dent; W.  D.  Paden,  F.  E.  Nichols,  vice-presidents;  A.  F.  Faulkner, 
Wheeling,  secretary;  William  Lohmeyer,  treasurer.  At  the  annual 
meeting  in  June,  T910,  officers  were  elected  as  follows:  President, 
C.  W.  Thomburg,  Huntington ;  vice-presidents,  W.  S.  Foose,  Wheel- 
ing; John  F.  Nydegger,  Elkins;  S.  E.  Scherr,  Charleston;  W.  S. 
Lindamood,  Parkersburg;  H.  D.  Karnes,  Princeton;  secretary- 
treasurer,  J.  N.  Hendrix,  Wheeling;  executive  committee:  N.  G. 
Keim,  Elkins,  chairman;  D.  W.  Patterson  and  A.  E.  Scherr, 
Charleston;  W.  S.  Foose,  Wheeling. 

WEST  VIRGINIA  FIRE  UNDERWRITERS'  ASSOCIA- 
TION  was  organized  in  February,  1900,  with  the  following  officers: 
President,  F.  Riester,  Wheeling;  vice-president,  William  Lohmeyer, 
Charleston;  second  vice-president,  L.  J.  Bonar,  Mansfield;  third 
vice-president,  Robert  Lackay,  Richmond;  secretary-treasurer,  E.  B. 
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Bowie,  Wheeling;  executive  committee,  J.  F.  Paull,  Wheeling; 
Grayson  Burruss,  Baltimore ;  Hall  Turner,  Baltimore ;  D.  G.  Morgan, 
Wheeling;  R.  E.  Gooch,  Cleveland;  Harry  Bush,  Louisville;  H. 
M.  Gibbs,  Columbus.  For  the  purposes  of  supervision  the  State 
is  divided  into  five  districts,  each  district  being  in  charge  of  a 
committee  of  five.  At  the  annual  meeting  in  March,  1910,  the  fol- 
lowing officers  were  elected:  President,  F.  I.  Mosher,  Home;  vice- 
president,  J.  H.  Bonney,  Citizens;  secretary  and  treasurer,  A.  S. 
Whitley,  Wheeling;  executive  committee:  H.  G.  Qiatterley,  Han- 
over; S.  E.  Bickford,  Norw^ich  tinion;  J.  M.  Kewburger,  Atlas; 
George  A.  Love,  Fidelity- Phenix. 

WEST  VIRGINIA.  INSURANCE  SUPERVISION  IN,  1864- 
igio.  By  act  of  March  4,  1864,  to  the  auditor  of  the  State  was  as- 
signed the  duty  of  supervision  of .  insurance.  The  term  of  the  audi- 
tor is  for  four  years.  The  officials  since  March,  .1882,  when  the  in- 
surance law  was  revised,  have  been:  Joseph  S.  Miller,  whose  term 
expired  in  1885;  Patrick  F.  Duffy,  from  1885  to  1893,  and  I.  V. 
Johnson  from  March  4,  1893,  to  March  4,  1897.  He  was  succeeded 
on  that  date  by  M.  La  Follette,  who  was  succeeded  in  March, 
1901,  by  Arnold  C.  Scherr.  J.  S.  Darst  is  the  present  auditor  of 
State. 

WHAT  CHEER  MUTUAL  FIRE  INSURANCE  COMPANY, 
Providence,  R.  I.  Organized  1873.  Lewis  T.  Downes,  president 
emeritus:  P'rank  L.  Pierce,  president  and  treasurer;  Chas.  A. 
Tompkins  and  Royal  G.  Luther,  assistant  secretaries. 

WHILDEN,  WILLIAM  GILBERT  was  born  at  Charleston, 
S.  C,  May  2,  1868.  He  was  educated  in  the  public  schools  of  At- 
lanta, Ga.,  and  the  Greenville,  S.  C,  Military  Institute,  and  entered 
the  fire  insurance  business  in  1885.  He  was  appointed  special  agent 
for  the  Continental  in  Pennsylvania  and  West  Virginia  in  1890, 
and  assistant  to  the  secretary  at  the  home  office  of  the  Continental 
in  1891.  Two  years  later  he  was  appointed  New  England  special 
agent  for  the  Norwich  Union,  and  1894  was  assistant  to  the  general 
agent  at  the  home  office  of  the  Merchants  of  Newark.  In  1896  Mr. 
Whilden  was  appointed  assistant  secretary  of  the  Globe  and  Rutgers, 
N.  Y.,  in  1899  superintendent  of  agents  of  the  Fidelity  of  Baltimore, 
and  was  appointed  assistant  United  States  manager  of  the  Prussian 
National  Insurance  Company  of  Germany  January  i,  1901.  He 
was  elected  secretary  and  managing  underwriter  of  The  Eagle  Fire 
Insurance  Company  of  New  York  December,  1904,  and  resigned 
January,  i,  1907,  to  enter  the  general  insurance  agency  business  in 
New  York,  and  is  senior  member  of  the  firm  of  Whilden  &  Han- 
cock, general  agents  for  the  Austin  Fire  and  Commonwealth  of 
Texas,  Central  National  of  Chicago,  Philadelphia  Underwriters  and 
several  other  companies.  He  was  elected  president  of  the  Monon- 
gahela  Insurance  Company  of  Pittsburgh  on  December  ist,  1909, 
and  continues  as  a  member  of  the  firm  of  W^hilden  &  Hancock,  New 
York. 
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WHITE.  HERBERT  HUMPHREY,  treasurer  of  the  Con- 
necticut Mutual  Life  Insurance  G>nipany.  is  a  native  of  HartfiDrd, 
where  he  was  bom  July  3,  1858.  He  entered  the  Hartford  High 
School  at  the  age  of  twelve  years,  but  left  at  the  close  of  the  iunior 
year  to  enter  the  service  of  the  Hartford  Trust  Company.  He  was 
then  fifteen  years  old.  Four  years  later  he  accepted  an  offer  of  a 
clerkship  in  the  Phoenix  National  Bank  of  Hartford  with  whi«^ 
he  was  connected  for  twenty  years,  rising  by  successive  promotions 
to  assistant  cashier,  which  position  he  held  nine  years,  until  his 
election  to  the  secretaryship  of  the  Connecticut  Mutual  Life,  whidi 
took  place  January  2X,  1899.  He  had  previously  been  for  four 
years  an  auditor  of  that  company.  On  March  23.  1906.  the  ofike  of 
treasurer  was  created  and  he  was  advanced  from  the  secretaryship 
and  elected  to  the  new  office.  Mr.  White  was  a  member  of  the 
Hartford  Common  Council  for  six  years,  serving  four  years  as 
councilman  and  two  years  as  alderman.  He  was  president  of  the 
conncil  board  for  one  year.  1896.  In  February,  1900.  Mr.  White 
was  elected  president  of  the  Colonial  Qub  of  Hartford,  and  con- 
tinued to  hold  the  office  until  the  union  of  the  Colonial  and  Hart- 
ford clubs  in  April.  1901. 

WHITTELSEY.  W.  F..  Jr.,  marine  assistant  secretary  of  the 
i¥)tna  Insurance  Company,  was  bom  in  Hartford.  October  18, 
1856.  He  received  a  common  and  high  school  education,  and  has 
been  connected  with  the  i^tna  Insurance  Company  for  eighteen 
years  as  clerk  and  later  as  marine  special  'agent  He  was  elected 
to  his  present  position  in  1908. 

WILDER.  DANIEL  WEBSTER,  insurance  journalist,  was 
born  at  Blackstone.  Mass.,  July  15.  1832.  and  is  the  son  of  Dr.  Abel 
Wilder  of  that  place,  who  was  the  sixth  in  descent  from  Thomas 
Wilder  (?f  Charlestown  and  I^ncaster,  Mass.,  the  pioneer.  Mr. 
Wilder  was  educated  at  the  Public  Latin  School  of  Boston  and  at 
Harvard  University,  from  which  he  was  graduated  with  the  class  of 
1856.  He  studied  law  at  Harvard  Law  School,  and  was  admitted 
to  the  Boston  bar  December,  1857.  He  practiced  his  profession 
there  and  in  Kansas,  to  which  he  removed  soon  after,  and  until 
President  Lincoln,  in  1863,  appointed  him  surveyor-general  of  Kan- 
sas and  Nebraska.  He  was  elected  State  auditor  of  Kansas  by  the 
popular  vote  of  two  terms,  and  served  one  term  of  four  years,  1887 
to  1891,  as  superintendent  of  insurance.  But  most  of  his  life  has 
been  devoted  to  journalism.  On  retiring  from  office  Mr.  Wilder 
established  at  Kansas  City,  Mo.,  the  Insurance  Magazine.  In  1895 
his  son  Carter  became  his  partner  under  the  firm  name  of  D.  W. 
Wilder  &  Son.  The  office  of  the  Magazine  is  at  Victor  building, 
Kansas  City,  Mo.,  and  is  in  charge  of  Carter  Wilder.  D.  W.  Wilder 
resides  at  Hiawatha,  Kan.  Mr.  Wilder  is  the  author  of  "Annals  of 
Kansas."  published  in  1875,  with  a  later  edition  in  1885,  and  of  the 
"Life  of  Shakespeare,"  published  in  1893.  He  orjg^anized  the  Kansas 
State  Historical  Society  in  1875  and  was  its  president  in  1886.  The 
library  of  the  society  now  has  over  80,000  volumes. 
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WILLIAM  PENN  FIRE  INSURANCE  COMPANY,  Potts- 
ville,  Pa.  Organized  1908;  capital,  $100,000.  C.  M.  Kaufman,  presi- 
dent; F.  W.  Sauner,  secretary.     ' 

WILLIAMS,  ALMERON  NEWBERRY,  an  assistant  secretary 
of  the  i^tna  Insurance  Company,  entered  the  insurance  business, 
after  receiving  a  common  school  education,  as  a  stenographer  in  the 
office  of  the  Phoenix  Fire  Insurance  Company  of  Hartford,  and 
later  represented  the  company  in  the  western  New  York  field,  having 
headquarters  at  Rochester.  He  was  born  in  Hartford,  January  19, 
1862.  From  the  western  New  York  field  he  was  called  to  the  home 
office  and  placed  in  charge  of  the  western  New  England  field.  In 
May,  1897,  he  was  appointed  special  agent  in  the  same  field  for  the 
i^tna,  and  in  December,  1902,  was  appointed  to  his  present  position. 

WILLIAMS,  PAUL  ERNEST,  second  vice-president  Union 
Central  Life  Insurance  Company,  Cincinnati,  is  a  son  of  the  late 
Prof.  William  G.  Williams,  of  Ohio  Wesleyan  University,  a  dis- 
tinguished scholar,  and  one  of  the  founders  of  the  Union  Central 
Life,  and  was  born  in  Delaware,  Ohio,  November  12,  1851.  He  is 
a  graduate  of  Ohio  Wesleyan  University,  class  of  1873,  and  of  the 
law  school  of  George  Washington  University,  Washington,  D.  C.. 
in  the  class  of  1875.  He  engaged  in  the  practice  of  law  for  a 
number  of  years,  and  was  elected  to  his  present  position  in  1906. 

WILLIAMSBURGH  CITY  FIRE  INSURANCE  COMPANY 
of  Brooklyn.  Organized  1853;  capital,  $250,000.  M.  S.  Driggs, 
president;  F.  H.  Way,  secretary. 

WILSON,  CHARLES  FLOYD,  fire  underwriter,  was  bom 
of  American  parentage  at  Ann  Arbor,  Mich.,  December  2,  1855. 
He  received  a  public  and  high  school  education,  and  began  his 
insurance  career  as  a  clerk  in  a  St.  Louis  office  in  1871.  Mr.  Wilson 
has  been  identified  with  the  insurance  business  at  Denver  for  more 
than  a  quarter  of  a  century,  and  has  held  every  position  in  the 
profession,  serving  as  vice-president  and  underwriting  manager  ot 
its  then  most  prominent  local  fire  insurance  company;  and  managet 
of  a  department  for  several  leading  companies  for  a  territory  cov- 
ering the  mountain  states,  his  field  and  managerial  experience  cover- 
ing the  entire  section  west  of  the  Missouri  River.  He  is  now 
engaged  in  the  local  insurance  business  in  Denver  and  is  a  former 
president  of  the  Denver  Board  of  Fire  Underwriters.  He  is  also 
active  in  the  business  and  public  affairs  of  Denver,  having  been 
president  of  the  Chamber  of  Commerce,  Excise  and  Police  Com- 
missioner and  Auditor  of  the  city  and  county  of  Denver.  He  was 
elected  president  of  the  National  Association  of  Local  Agents  at 
the  annual  meeting  in  1906  and  is  now  active  in  its  affairs,  serving 
on  its  executive  committee. 

WILSON,  GEORGE  THOMSON,  second  vice-president  of  the 
Equitable  Life  Assurance  Society,  is  a  native  of  the  city  of  New 
York,   where  he  was  born   September  23,   1850.     He  comes  from 
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Scotch-Irish  stock.  While  a  student  at  the  G)llege  of  the  City  of 
New  York,  in  1875,  he  saw  a  newspaper  advertisement  for  an  office 
boy  in  the  office  of  the  Equitable  Life,  applied  for  the  position,  re- 
ceived it,  and  went  to  work  vigorously  for  the  company.  Shortly 
afterward  Vice-President  Alexander  wanted  a  stenographer  and 
private  secretary  and  appointed  Mr.  Wils9n.  The  young  man  be- 
came  general  utility  in  the  company's  offices,  and  known  to  all  call- 
ers on  business.  His  rise  was  rapid.  He  was  successively  general 
executive  clerk,  second  assistant  secretary, ^issistant  secretary,  fourth, 
vice-president,  third  vice-president,  and  was  elected  second  vice- 
president  in  March,  1907.  Mr.  Wilson  received  the  honorary  def^ee 
of  Master  of  Arts  from  Princeton  University  in  1892.  He  is  a 
director  in  the  Equitable  Life  Assurance  Society,  Union  Exchange 
Bank  and  Equitable  Trust  Company. 

WING,  ASA  S.,  president  of  The  Provident  Life  and  Trust 
Company  of  Philadelphia,  was  born  at  Sandwich,  Massachusetts, 
January  29,  1850.  Educated  at  the  Moses  Brown  School,  Provi- 
dence, R.  I.,  he  entered  the  service  of  the  Provident  in  1867,  two 
years  after  the  organization  of  the  company,  as  an  assistant  to  Row- 
land  Parry,  actuary.  He  was  appointed  assistant  actuary  in  1873, 
and  upon  Mr.  Longstreth's  death  in  1881,  was  elected  vice-president, 
still  retaining  the  office  of  assistant  actuary.  In  1883  on  the  retire- 
ment of  Mr.  Parry  he  was  made  actuary,  and  served  until  189ft 
when  David  G.  Alsop  was  made  actuary  and  Mr.  Wing  retained  the 
title  of  vice-president  only.  In  January,  1906,  he  was  elected  presi- 
dent, Samuel  R.  Shipley,  who  had  been  president  of  the  company 
continuously  since  organization  in  1865,  having  declined  re-election 

WINONA  FIRE  INSURANCE  COMPANY,  Minneapolis, 
Minn.  Organized  1902;  capital,  $200,000.  Fred  C.  Van  Dusen, 
president;  H.  G.  Smith,  secretary.  The  company's  principal  office 
is  in  Minneapolis,  Minn. 

WINSLOW,  EUGENE  H.,  president  of  the  Metropolitan 
Casualty  Insurance  Company  of  New  York,  who  was  elected  presi- 
dent of  the  company  September  19,  1895,  following  the  death  of 
President  Henry  Harteau,  is  a  native  of  Brooklyn,  N.  Y.,  where  he 
was  born  in  March,  1856.  He  received  his  education  in  that  city 
and  entered  the  office  of  John  G.  Schumaker  for  the  study  and 
practice  of  law.  In  February,  1874,  he  was  induced  by  tfir.  Harteau, 
then  organizing  the  Metropolitan,  to  engage  in  the  business  of  plate 
glass  insurance,  the  company  at  that  time  confining  its  ciperationa 
to  the  plate  glass  business.  Mr.  Winslow  began  as  a  clerk,  being 
the  first  man  employed  in  any  capacity  by  that  company.  He  has 
been  in  continuous  service  with  the  Metropolitan  ever  since,  and 
worked  his  way  up  through  the  various  steps  to  the  position  of 
secretary  in  1887,  and  president  in  1895. 

WISCONSIN  ASSOCIATION  OF  LOCAL  FIRE  INSUR- 
ANCE AGENTS  was  organized  in  1899,  and  the  following  officers 
were  elected:    E.  J.  Tapping,  Milwaukee,  president;  E.  E.  Baker, 


WiSTEK,  Charles  J.,  Jr. 


651 


Portage;  P.  P.  McDermott,  Fond  du  Lac;  James  Jenkins,  Osh- 
kosh;  and  W.  H.  Hardy,  Jr.,  Waukesha,  vice-presidents;  F.  C 
Hazelton,  Janesville,  secretary  and  treasurer.  The  present  officers 
and  executive  committee,  elected  at  the  annual  meeting  held  in  1909, 
are:  President,  Walter  Hartshorn,  Waukesha;  vice-presidents,  E. 
K,  Ansorge,  Green  Bay;  Joseph  Koffend,  Appleton;  John  West, 
Oshkosh;  Andrew  Dietrich,  Racine;  Qiarles  B.  Weil,  Milwaukee; 
Henry  Allen,  Merrill,  and  James  Hobbins,  Madison;  secretary  and 
treasurer,  Geo.  Y.  Wilkinson,  Milwaukee;  executive  committee: 
J.  N.  Manson,  Wausau,  chairman ;  August  Rebhan,  Milwaukee ;  O. 
S.  Morse,  Janesville. 

WISCONSIN  FIELD  CLUB,  composed  of  general  agents  of 
Union  companies,  at  the  annual  meeting  at  Green  Lake,  in  1910, 
elected  officers  as  follows:  President,  E.  O.  Basse,  German  Ameri- 
can; vice-president,  H.  J.  Zeichlin,  Niagara;  secretary-treasurer, 
L.  S.  Wallace.  Pennsylvania ;  executive  committee :  George  B.  Gray, 
Continental;  E.  G.  Frazier,  Springfield;  W.  J.  Hatcher,  Hartford; 
R.  B.  Ellis,  Aachen  &  Munich;  Montgomery  Clark,  Hanover;  W.  B. 
Calhoun,  Fire  Association. 

WLSCONSIN,  INSURANCE  SUPERVISION  IN,  1867-1910. 
By  Chapter  56,  Section  32,  general  laws  of  1867,  the  secretary  of 
State  as  commissioner  of  insurance  ex  officio,  until  the  passage  of 
Chapter  214,  laws  of  1878,  creating  the  office  of  commissioner  of 
insurance.  The  office  was  made  elective  by  the  people  by  Chapter 
300,  laws  of  1881.    The  commissioners  since  1878  have  been : 


Philip  L.  Spooner,  Jr., 
Philip  Cheek,  Jr., 
Wilbur    M.    Root.     . 
William  A.   Frickc,    . 
Emil  •Giljohann, 
Zeno  M.  Host, 


April  I,  1878 — ^January  3,  1887 
January  3,  1887 — January  5,  1891 
January  s,  1891 — ^January  5,  1895 
January  5,  1895^-October  i,  1899 
October  i,  1899 — ^January,  1903 
January  10,  1903 — ^January  i,  1907 


Dr.  Fricke  was  re-elected  in  1896  for  a  second  term,  expiring 
January  i,  1899.  He  resigned  in  October,  1898,  to  accept  an  ap- 
pointment under  the  Union  Central  Life  Insurance  Company  of 
Ohio,  and  the  deputy  commissioner,  Emil  Giljohann,  was  appointed 
by  the  governor  to  fill  the  vacancy.  Mr.  Giljohann  was  elected  by 
the  people  for  the  regular  term  of  1901-1903.  Zeno  M.  Host  was 
elected  to  succeed  him,  and  retired  January  i,  1907.  George  E. 
Beedle  is  the  present  commissioner. 

WISCONSIN  LIFE  INSURANCE  COMPANY,  Madison, 
Wis.  Organized  1895.  R.  B.  Anderson,  president;  C.  M.  Putnam, 
secretary. 

WISTER,  CHARLES  J.,  JR.,  secretary  of  the  Reliance  Insur- 
ance Company  of  Philadelphia,  was  born  at  Germantown,  Pa.,  May 
26,  1868.  He  entered  the  service  of  the  Reliance  when  eighteen 
years  old  as  a  clerk.     In  1889  he  became  a  special  agent  for  the 
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company,  and  in  1892  was  elected  secretary,  being  then  twenty-four 
years  old.  He  was  then  the  youngest  secretary  of  a  prominent  fire 
insurance  company  in  the  United  States. 

WOHLGEMUTH.  EDWARD  JAY,  president  of  the  Western 
Underwriter  Company  of  Cincinnati  and  Chicago,  is  a  native  of 
Michigan,  and  was  born  at  I>etroit,  September  26,  1875.  He  wa^ 
educated  at  the  Imlay  City,  Mich.,  High  School,  The  University 
of  Michigan  and  Pomona  College  (CaL).  When  nineteen  he  ac- 
cepted an  offer  from  the  Insurance  Herald,  and  removed  to  Louis- 
ville in  the  spring  of  1895,  ^  ^^^  months  later  becoming  assistant 
editor.  In  February,  18^7,  he  established  the  Ohio  Underwriter, 
which  was  later  changed  to  the  Western  Underwriter,  In  July,  1898, 
the  Western  Underwriter  Company  opened  an  office  at  Chicago, 
changed  the  Western  Undenvriter  to  a  weekly,  and  purchased  and 
absorbed  Black  and  White  of  Chicaf^o. 

WOLFE,  S.  HERBERT,  consulting  actuary,  is  a  native  of 
Baltimore,  Md.,  where  he  was  born  March  19,  1872.  After  a 
preliminary  training  in  the  schools  of  Baltimore,  he  received  further 
education  in  the  New  York  College  and  Queen's  Laboratory.  He 
first  became  connected  with  the  insurance  department  of  Connecti- 
cut when  placed  in  charge  of  the  investigation  of  the  assessment 
companies  of  that  state  which  resulted  in  radical  changes  taking 
place  in  their  management.  On  the  resignation  of  Mr.  Wilson  he 
was  appointed  actuary  of  the  department.  Mr.  Wolfe  is  a  Fellow  of 
the  Royal  Statistical  Society,  of  the  American  Statistical  Associa- 
tion, and  other  scientific  societies,  and  maintains  an  office  in  the  city 
of  New  York  as  consulting  actuary.  He  is  also  connected  with  the 
insurance  departments  of  various  states  and  with  various  companies. 

WOLF.  E.  MYRON,  former  insurance  commissioner  of  Cali- 
fornia, is  a  native  of  San  Francisco,  and  received  his  education  in  the 
public  schools  of  that  city,  and  in  the  University  of  California,  from 
which  he  was  graduated  with  the  degree  of  Bachelor  of  Letters.  He 
engaged  in  newspaper  work,  studied  law,  and  was  admitted  to  practice 
before  the  courts  of  California,  and  the  United  States  courts.  He 
served  as  secretary  of  the  state  bureau  of  highways  for  two  years 
and  was  appointed  insurance  commissioner  in  1902,  and  re-appointed 
in  1906.  He  is  a  thirty- second  degree  Mason,  a  Mystic  Shrincr, 
and  a  member  of  other  fraternal  organizations,  as  well  as  a  member 
of  several  social  clubs  and  other  organizations  of  San  Francisco. 
He  retired  from  the  office  of  insurance  commissioner  in  1910,  and 
was  elected  vice-president  of  the  Pacific  Surety  Company. 

WOODMEN  ACCIDENT  ASSOCIATION,  Lincoln,  Neb. 
A.  O.  Faulkner,  president;  C.  E.  Spangler,  secretary. 

WOOD,  SILAS,  P.,  fire  underwriter,  was  born  in  North  Hemp- 
stead, N.  Y.,  May  15,  1842.  His  early  life  was  spent  on  a  farm. 
At  the  age  of  19,  when  the  Civil  War  broke  out  he  enlisted  in  one 
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of  the  first  regiments  that  went  to  the  front,  participating  in  several 
battles,  and  returned  badly  wounded  in  1862.  He  entered  the  in- 
surance arena  in  1865.  He  was  fifteen  years  with  the  Niagara  of 
New  York,  holding  positions  in  both  field  and  office — the  last  five 
years  as  general  agent  at  the  home  office  of  the  company.  This 
position  he  resigned  in  1882  to  accept  the  managerial  chair  of  the 
British- America,  which  necessitated  his  removal  to  Toronto,  the 
parent  office  of  the  company.  In  1886  he  returned  to  New  York 
to  take  a  place  on  the  agency  staflF  of  the  American  Fire.  He 
was  elected  a  director  of  the  company  in  April,  1896,  and  subse- 
quently vice-president  and  secretary,  and  in  April,  1897,  he  was  ad- 
vanced to  the  presidency.  Mr.  Wood  resigned  as  president  Decem- 
ber 31st  to  accept  the  management  of  the  Metropolitan  Department 
of  the  Western  Assurance  Company  and  the  British-American  As- 
surance Company,  the  Western  appointing  him  a  United  States 
trustee  for  the  company.  About  the  same  time  Mr.  Wood  assisted 
in  the  organization  of  the  British-American  Insurance  Company  of 
New  York,  of  which  he  was  elected  president.  By  reason  of  a 
severe  illness  he  resigned  as  manager  of  the  Metropolitan  district 
of  the  Western  &nd  British-America  in  November,  1900,  but  con- 
tinued as  president  of  the  British-American  of  New  York.  This 
position  he  resigned  in  1901,  and  he  has  since  remained  out  of  active 
business.  Mr.  Wood  is  a  member  of  the  Lawyers'  Club  of  New 
York,  and  of  the  U.  S.  Grant  Post  of  the  Grand  Army  of  the  Re- 
public of  Brooklyn,  N.  Y.,  Asure  Lodge  of  the  Masonic  order, 
Casino  Club,  and  president  of  the  Golf  and  Automobile  and  Gun 
Clubs  of  Cranford,  N.  J. 

WOOD,  WILLIAM,  fire  underwriter,  was  born  in  Scotland  in 
1847,  and  studied  law  in  Glasgow.  He  was  chief  clerk  in  the  Na- 
tional Board  of  Fire  Underwriters  from  1872  to  1877,  with  the 
Queen  Insurance  Company  from  1877  to  1882,  first  in  the  agency 
department  and  latterly  in  charge  of  the  metropolitan  district.  In 
1882  he  was  appointed  assistant  manager,  and  in  1884,  manager  of 
the  United  Fire  Insurance  Company  of  Manchester,  which  company 
was  absorbed  in  1892  by  the  Palatine.  He  was  joint  manager  for 
the  United  States  of  this  company,  with  William  Bell  until  the 
death  of  the  latter  in  June,  1898,  when  he  was  appointed  manager, 
continuing  as  such  until  1900,  when  the  Palatine  was  absorbed  by 
the  Commercial  Union  of  London.  In  February,  1901,  Mr.  Wood 
was  appointed  general  manager  of  the  Merchants  of  Newark,  con- 
tinuing in  that  position  until  the  Merchants  retired  in  1902.  In 
November,  1902,  Mr.  Wood  became  secretary  and  general  manager 
of  the  Anchor  Fire  Insurance  Company  of  Cincinnati,  O.,  which 
position  he  retained  until  1906,  when  he  was  appointed  manager  of 
the  newly  organized  Surplus  Line  Association.  Chicago,  composed 
of  twenty  of  the  larger  companies  to  write  surplus  lines  in  Western 
Union  territory.  In  December,  190^,  he  resigned  from  the  Surplus 
Line  Association  to  become  secretary  and  general  manager  of  the 
Cosmopolitan  Fire  Insurance  Company  of  New  York,  and  continued 
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with  the  company  until  its  retirement  in  1908.  He  was  appointed 
special  a^ent  for  the  Home  Insurance  Company  of  New  York  in 
the  western  provinces  of  Canada  in  1910. 

WOODMAN'.  STEPHEN'  F.     [See  Death  Roll.] 

WOODMEN'S  CASUALTY  COMPANY.  Indianapolis,  Ind. 
Organized,  1907;  capital,  $100,000.  W.  A.  Northcott,  president; 
W.  A.  Orr,  secretary. 

WOODS,  WILLIAM  T.,  president  of  the  Lloyds  Plate  Glass 
Insurance  Company  of  New  York,  was  born  in  that  city  July  20, 
1851,  and  received  his  education  in  the  public  schools.  He  went 
into  an  insurance  broker's  office  in  New  York  when  seventeen  years 
old,  dnd  was  in  the  brokerage  business  until  1879,  when  he  became 
interested  in  plate  glass  underwriting.  He  was  the  first  secretary 
of  the  Lloyds  Plate  Glass  which  was  established  in  1882.  He  suc- 
ceeded to  the  presidency  in  January,  185)3. 

WOODWARD,  GEORGE  B.,  third  vice-president  of  the  Met- 
ropolitan Life  Insurance  Company,  was  bom  at  *Havcirhill,  Mass.. 
August  17.  1852,  and  received  his  education  in  the  Boston  grammar 
and  high  schools.  He  has  been  devoted  to  the  business  of  life  in- 
surance from  the  time  of  leaving  school.  At  the  age  of  16  years  he 
entered  the  office  of  the  New  England  Mutual  Life  Insurance  Com- 
pany, where  he  learned  the  details  of  the  business,  and  six  years 
later,  on  August  i,  1874,  he  accepted  the  appointment  of  corres- 
pondence clerk  of  the  John  Hancock  Life.  Mr.  Woodward  was 
elected  secretary  of  the  company  in  February,  1875.  In  May,  1894, 
he  was  elected  secretary  of  the  Metropolitan  Life,  and  in  October, 
1901,  was  made  third  vice-president.  He  is  a  charter  member  of 
the  Actuarial  Society  of  America. 

WOODWARD,  HENRY  P.,  vice-president  of  the  Connecticut 
General  Life  Insurance  Company,  was  born  in  Franklin,  Conn., 
March  19,  1833.  He  was  graduated  from  Yale  College  in  the  class 
of  1855.  He  is  prominently  connected  with  the  business  interests  of 
Hartford,  and  was  for  several  years  secretary  of  the  Hartford  Board 
of  Trade.    He  is  also  president  of  the  Dime  Savings  Bank. 

WOODWORTH.  C  H.,  president  of  the  Woodworth-Hawley 
Co.,  a  local  fire  insurance  agency  at  Buffalo,  N.  Y.,  was  bom  upon 
a  farm  in  Northern  Ohio  in  1845.  He  worked  on  the  farm  and 
studied  in  the  common  and  academic  schools  there  until  1864,  when 
he  removed  to  Buffalo.  He  was  employed  in  mercantile  houses 
until  1866,  when  he  accepted  a  clerkship  in  the  fire  insurance  office 
of  Dirck  V.  Benedict.  He  was  appointed  agent  of  the  Niagara 
Fire  of  New  York  August  i,  1868.  Other  companies  afterward 
joined  his  agency,  and  in  January,  1884,  he  formed  a  partnership 
with  Edward  S.  Hawley.  The  business  was  incorporated  May  i, 
1898.     Mr.  Woodworth  is  a  charter  member  of  the  National  Asso- 
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elation  of  Local  Fire  Insurance  Agents,  and  was  vice-president  of 
that  organization  from  1896  to  1898,  and  its  president  from  1898  to 
1900.    . 

WORCESTER  MANUFACTURERS'  MUTUAL  INSUR- 
ANCE COMPANY,  Worcester,  Mass.  Organized  1855.  Waldo 
E.  Buck,  president;    Charles  S.  Bacon,  secretary. 

WORCESTER  MUTUAL  FIRE  INSURANCE  COMPANY 
Incorporated  1823;  began  business  1824.  Lewis  N.  Gilbert,  presi- 
dent; Roger  F.  Upham,  secretary. 

WRAY,  ALEXANDER  H.,  United  States  manager  of  the 
Commercial  Union  Assurance  Company  the  Palatine  Insur- 
ance Company  of  London,  and  Union  Assurance  Society, 
Lt.  of  London,  and  president  of  the  Commercial  Union  Fire 
Insurance  Company  of  New  York,  was  born  in  the  city  of  New 
Y'ork.  In  February,  1869,  he  entered  the  office  of  the  Star  Fire  In- 
surance Company  as  application  clerk.  He  was  appointed  secretary 
of  the  Northern  of  Watertown  in  1874,  and  on  the  reinsuring  of  that 
company  in  1881  entered  the  field  as  an  independent  adjuster. 
From  1883  he  was  general  agent  of  the  Commercial  Union  for  New 
England,  until,  on  May  i,  1889,  he  was  appointed  assistant  manager. 
On  the  death  of  Manager  Sewall  in  December,  1898,  Mr.  Wray 
was  appointed  his  successor. 

WRIGHT.  THOMAS  HOWARD,  secretary  of  the  Insurance 
Company  of  North  America,  Philadelphia,  Pa.,  was  born  in  Phila- 
delphia, March  24,  i860.  He  received  a  common  school,  education, 
and  began  his  business  career  in  clerical  work.  He  is  also  assistant 
secretary  of  the  Alliance  Insurance  Company  of  Philadelphia. 

WRIGHJ,  WALTER,  CHANNING,  life  insurance  consulting 
actuary,  was  born  at  Boston,  Mass.,  August  24,  1846,  and  is  the 
son  of  the  late  Elizur  Wright,  the  distinguished  mathematician  and 
actuary.  Clerk  in  the  Massachusetts  State  Insurance  Department, 
of  which  his  father  was  commissioner,  1859- 1866.  He  was  actuary 
of  the  New  England  Mutual  Life  Insurance  Company,  1866- 1900,  and 
consulting  actuary  from  1900  to  date.  Mr.  Wright  is  a  fellow  of 
the  American  Statistical  Association,  and  a  charter  member  of 
the  Actuarial  Society  of  America;  also  a  member  of  the  American 
Association  for  the  Advancement  of  Science,  and  the  American 
Mathematical  Society. 

WRIGHT,  WILLIAM  A.,  comptroller-general  and  insurance 
commissioner  of  Georgia,  is  a  native  of  Louisville  in  that  State, 
where  he  was  born  January  19,  1844.  On  the  impeachment  and  re- 
moval of  Comptroller-General  Goldsmith  in  1879,  Mr.  Wright  was 
appointed  to  fill  the  vacancy.  He  was  elected  to  fill  a  full  term  in 
1880,  and  since  then  has  been  biennially  re-elected  by  the  people. 
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WYMAN,  WILLIAM  D.,  vice-president  and  treasurer  of  the 
Berkshire  Life  Insurance  G)mpany,  was  born  at  Hillsboro  Bridge, 
N.  H.,  April  24,  1859.  His  first  occupation  was  that  of  a  school 
teacher.  In  December,  1883,  he  began  his  Hfe  insurance  career  as  a 
solicitor  at  Chicago  for  the  Massachusetts  Mutual  Life.  June  i, 
1885,  he  was  appointed  one  of  the  general  agents  of  the  company 
at  Chicago.  April  22,  1889,  he  was  ^pointed  Illinois  state  manager 
for  the  Berkshire  Life  Insurance  Company  and  on  October  31, 
1908,  was  elected  to  his  present  position  with  the  company.  He  was 
the  president  in  1892  and  1897  of  the  Chicago  Life  Underwriters' 
Association,  and  of  the  National  Association  of  Life  Underwriters 
for  1901-1902. 

WYMAN,  WILLIAM  HENRY,  general  agent  of  the  .^tna  In- 
surance Company,  Omaha,  Neb.,  was  born  at  Canton,  St.  Lawrence 
county,  N.  Y.,  July  21,  1831,  and  was  educated  in  the  common  schools 
and  also  had  a  term  at  the  Beloit  and  Milton  academies  Wis- 
consin, but  his  principal  education  was  received  in  the  printing 
offices,  where  he  spent  much  of  his  time  during  early  boyhood.  In 
the  insurance  business  he  6rst  engaged  as  a  junior  clerk  at  the  Cin- 
cinnati office  of  the  Protection  Insurance  Company  of  Hartford. 
On  the  failure  of  the  Protection  he  entered  the  office  of  the  £tna 
at  Cincinnati,  on  September  15,  1854,  and  after  a  year  of  travel 
through  the  south  and  west  as  special  agent,  he  went  to  Madison, 
Wis.,  as  State  agent  for  the  i^tna  until  1S39.  He  established  a  local 
agency  at  Milwaukee,  from  which  place  he  was  called  at  the  expira- 
tion of  a  year,  to  Cincinnati,  to  act  as  assistant  general  agent  for 
the  i^tna,  and  removed  to  Omaha  in  1891  as  general  agent  for  the 
same  company.  He  has  taken  great  interest  in  historical  matters 
relating  to  the  Northwest,  and  also  compiled  a  book  on  the  sub- 
ject (a  Bibliography  of  the  Bacon- Shakespeare  Literature),  and 
published  other  Shakespearean  matters  in  the  magazines. 

WYOMING,  1NSI.TR.\NCE  SUPERVISION  IN.  1877-1910. 
In  Wyoming  the  first  insurance  legislation  by  act  of  December  13, 
1877,  placed  the  duties  of  supervision  with  the  Territorial  auditor. 
The  succession  of  auditors  was: 

Tames    France,  ....  December  13,  1877 — Tanuary       4,  1880 

T.   H.   Nason,     .....         January       4,  1880 — March        31,  188a 
Jesse    Knight,    .....         April  i,  1882 — March        31,  1884 

Under  a  law  approved  March  6,  1884,  the  office  of  insurance  com- 
missioner was  established,  and  J.  B.  Adams  was  insurance  commis- 
sioner from  April  i,  1884,  to  March  31,  1888.  Under  the  law  of 
March  8,  1888,  the  office  of  insurance  commissioner  was  discon- 
tinued, and  the  auditor  was  made  ex  ofUcio  insurance  commissioner. 
The  officials  under  this  law  have  been : 

M.  N.  Grant March          8,  1888 — November  8,  1890 

Charles  W.  Burdick,                     .         .  November  9,  1890 — ^Janu&ry       7,  1895 

William  O.   Owen,     ....  January       7,  1895 — ^January       7,  1899 

Leroy  Grant,     .....         January       7,  1899 

Mr.  Grant  is  the  present  incumbent  in  the  office. 
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WYPER,  JAMES,  manager  of  the  Pacific  coast  department  of 
the  London  &  Lancashire  Fire  Insurance  Company,  and  the  Orient 
Insurance  Company  of  Hartford,  Conn.,  was  born  in  Dumfries, 
Scotland,  January  26,  1864.  He  was  educated  in  the  public  and 
high  schools  of  Liverpool,  and  for  a  time  was  employed  as  a  hard- 
ware salesman  in  New  Zealand.  He  entered  the  New  York  office  of 
the  London  and  Lancashire  Fire  Insurance  Company  in  April,  1888, 
and  filled,  at  various  times,  all  positions  in  the  underwriting  depart- 
ment, up  to  chief  clerk.  In  January,  1896,  he  was  appointed  special 
agent  for  New  York  State,  and  entered  the  service  of  the  Union  of 
London  as  special  agent  for  large  cities  in  the  West,  April,  1897. 
He  waa  appointed  agency  manager  for  the  western  department  of 
Hall  &  Henshaw  Companies,  in  April,  1899,  and  October  i,  1900, 
was  appointed  secretary  of  the  Orient  Insurance  Company.  On  the 
removal  of  the  underwriting  department  of  the  London  &  Lan- 
cashire  to  Hartford  in  December,  1905,  he  was  appointed  agency 
secretary  of  that  company.  In  August,  1906,  he  was  transferred  to 
the  Pacific  coast  as  manager  for  the  two  companies. 
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YATES,  MORTIMER  B.,  member  of  the  general  agency  firm 
of  Hughs  &  Yates,  Atlanta,  Ga..  was  born  in  Leeds,  England,  in 
1866,  and  educated  at  Halifax,  England,  coming  to  America  at  the 
age  of  twenty.  He  was  engaged  in  the  local  agency  business  for 
several  years  in  Texas,  afterwards  becoming  special  agent  of  the 
German  of  Freeport  for  Texas  and  Arkansas,  resigning  to  become 
special  agent  of  the  Imperial  of  London  for  Texas,  Arkansas, 
Louisiana,  Oklahoma  and  Indian  Territory,  under  the  southern  de- 
partment. When  the  Imperial  retired  from  the  United  States,  Mr. 
Yates  gave  his  active  attention  for  three  years  to  the  oil  business 
in  the  Beaumont  district,  where  he  was  already  largely  interested. 
When  the  Atlanta-Birmingham  Fire  Insurance  Company  was  organ- 
ized, he  became  home  office  special  agent,  having  jurisdiction  over 
the  company's  business  in.  all  the  large  cities.  He  resigned  October 
I,  1906,  to  form  a  general  agency  partnership  with  Robt.  N.  Hughs, 
under  the  firm  name  of  Hughs  &  Yates,  and  they  are  now  general 
agents  for  the  Southern  States  for  the  Jefferson  Fire,  New  Bruns- 
wick Fire,  Union  of  Philadelphia,  Insurance  Company  of  the  State 
of  Pennsylvania,  and  the  Peoples  National  of  Philadelphia. 

YEREANCE,  JAMES,  New  York  metropolitan  manager  of 
the  Equitable  Life  Assurance  Society,  is  a  native  of  the  city  of 
New  York,  where  he  was  born  January  17,  1844.  He  was  edu- 
cated in  the  public  schools  and  the  male  normal  college.  Before 
entering  the  life  insurance  business  in  1892,  Mr.  Yereance  was  for 
thirty-three  years  one  of  the  most  widely-known  fire  underwriters 
of  the  metropolis.  From  1859  to  1867  he  was  clerk  and  assistant 
secretary  of  the  Greenwich  Insurance  Company,  from  1867  to 
1871  secretary  of  the  Astor  Fire  of  New  York;  from  187 1  to  1879 
secretary  and  president  of  the  Safeguard  Fire  of  New  York;  from 
1879  to  1887  manager  of  the  New  York  department  and  special 
agent  for  the  United^  States  of  the  London  and  Lancashire  of  Liver- 
pool, and  from  1887  to  1892  president  of  the  Alliance  Insurance  As- 
sociation of  New  York,  which  retired  from  business  in  1892.  He 
then  accepted  the  important  offer  of  the  Equitable  Life.  Mr.  Yere- 
ance is  an  elder  in  the  Presbyterian  Church  and  a  Sunday-school 
superintendent,  and  for  some  years  has  been  one  of  the  directors 
of  the  New  York  Port  Society  and  American  Sabbath  Union.  He 
was  elected  president  of  the  Life  Underwriters'  Association  of  New 
York  in  1897.  He  is  also  a  member  of  the  Lawyers'  Club  and 
Republican  Club^  was  president  of  the  Presbyterian  Union,  is  the 
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secretary  and  treasurer  of  the  trustees  of  the  Presbytery  of  New 
York,  is  a  member  of  the  Republican  County  G>mmittee  of  New 
York,  and  was  for  five  years  a  transfer  tax  appraiser  of  the  state 
of  New  York. 

YOUNG,  JAMES  R.,  insurance  commissioner  of  North  Caro- 
lina, was  born  in  Granville  county,  N.  C,  February  17,  1853.  He 
attended  the  Hampden-Sidney  College  in  Virginia,  and  for  a  time 
was  engaged  in  the  drug  business.  He  was  clerk  of  the  Superior 
Court  of  Vance  county,  N.  C,  for  ten  years,  and  has  done  a  general 
insurance  business  for  twenty-five  years,  and  was  general  agent  for 
the  Netherlands  Life  Insurance  Company.  He  is  a  prominent  mem- 
ber of  the  Democratic  party,  being  chairman  of  the  executive  com- 
mittee of  the  Congressional  District  and  a  member  of  the  State  com- 
mittee. When  the  insurance  department  of  North  Carolina  was  es- 
tablished in  1899  ^^  ^<^s  elected  commissioner  by  the  legislature. 
He  has  made  a  success  of  the  new  department,  and  in  1901  was 
re-elected  unanimously  for  a  term  of  four  years,  and  has  been  com- 
missioner ever  since.  In  1907  the  ofiice  was  made  an  elective  state 
office  and  at  the  general  election  he  was  elected  to  serve  until  1915. 


